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MINUTES  OF  THE  NEW  YORK  STATE  FACTORY 

INVESTIGATING  COMMISSION 

New  Yoek,  October  10,  1911. 

ACT  CREATING  COMMISSION 

AN  ACT  to  create  a  commission  to  investigate  the  conditions 
under  which  manufacture  is  carried  on  in  cities  of  the  first  and 
second  classi  in  this  State,  and  making  an  appropriation  therefor. 

The  People  of  the  State  of  New  York,  represented  in  Senate 
and  Assembly,  do  enact  as  foUows: 

Section  1.  A  commission  of  nine  members  is  hereby  created 
consisting  of  two  senators  to  be  appointed  by  the  president  of  the 
Senate^  three  members  of  the  Assembly  to  be  appointed  by  the 
speaker  of  the  Assembly^  and  four  other  members  to  be  appointed 
by  the  governor.  Such  commission  shall  investigate  as  speedily 
as  possible  the  existing  conditions  under  which  manufacture  is 
carried  on  in  so-called  loft  buildings  and  otherwise  in  the  cities 
of  the  first  and  second  class  in  the  state,  including  in  such  in- 
vestigation matters  affecting  the  health  and  safety  of  operatives 
as  well  as  the  security  and  best  interests  of  the  public,  the  char- 
acter of  the  buildings  and  structures  in  which  such  manufacture 
or  other  business  takes  place,  and  the  laws  and  ordinances  now 
regulating  their  erection,  maintenance  and  supervision,  to  the 
end,  among  other  things,  that  such  remedial  legislation  may  be 
enacted  as  will  eliminate  existing  peril  to  the  life  and  health  of 
operatives  and  other  occupants  in  existing  or  new  structures,  and 
to  promote  the  best  interests  of  the  community.  Such  commis- 
sion shall  also  have  power  to  inquire  into  the  conditions  under 
which  manufacture  takes  place  in  other  cities  of  this  state  and 
country,  and  elsewhere,  if  it  shall  so  determine. 

Section  2.  The  commission  shall  have  power  to  elect  its  chair- 
man and  other  officers,  to  compel  the  attendance  of  witnesses  and 
the  production  of  books  and  papers ;  to  employ  counsel,  a  secretary, 
stenographers  and  all  necessary  clerical  assistants ;  and  shall  other- 
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wise  have  all  the  powers  of  a  legislative  committee  as  provided 
by  the  legislative  law,  including  the  adoption  of  rules  for  the 
conduct  of  its  proceedings.  The  members  of  such  commission 
shall  receive  no  compensation  for  their  services,  but  shall  be  en- 
titled to  their  actual  and  necessary  expenses"  incurred  in  the 
performance  of  their  duties. 

Section  3.  Such  commission  shall  make  a  report  of  its  pro- 
ceedings, together  with  its  recommendations,  to  the  legislature 
on  or  before  the  fifteenth  day  of  February,  nineteen  hundred  and 
twelve. 

Section  4.  The  sum  of  ten  thousand  dollars  ($10,000),  or 
so  much  thereof  as  may  be  needed,  is  hereby  appropriated  for  the 
actual  and  necessary  expenses  of  the  commission  in  carrying  out 
the  provisions  of  this  act,  payable  by  the  treasurer  on  the  warrant 
of  the  comptroller,  on  the  order  of  the  chairman  of  such  com- 
mission. The  commission  may  also  receive  and  expend  for  the 
purposes  of  this  act  any  money  contributed  by  voluntary 
subscription. 

Section  5.     This  act  erhall  take  effect  immediately. 


Pursuant  to  the  foregoing  act  the  following  Commission  was 
appointed : 

Hon.  Robert  F.   Wagner,   Chairman. 

Hon.  Alfred  E.  Smith,  Vice-Chairman, 

Hon.  Charles  M.  Hamilton. 

Hon.  Edward  D.  Jackson. 

Hon.  Cyrus  W.  Phillips. 

Mr.  Samuel  Gk>MPERs. 

Mr.  Simon  Brentano. 

Mr.  Robert  E.  Dowling. 

Miss  Mart  E.  Drsier. 


MINUTES  OF  THE  HEARING  OF  THE  NEW  YORK 
STATE  FACTORY  INVESTIGATING  COMMIS- 
SION, HELD  IN  THE  CITY  HALL 

AT  10.30  A.  M. 


FIRST  PUBLIC  HEARINa 

New  York,  October  10,  1911. 

Present  —  Hon.  Alfked  E.  Smith,  Vice-Chairman, 

Mr.  Samuel  Qompers. 
Hon.  Cyrus  W.  Phillips. 
Misa  Mary  E.  Dreier. 
Mr.  Robert  E.  Dowlino. 


Abram  I.  Elkus,  Counsel  to  the  Commission. 
Bernard  L.  Shtextao,  Assistant  Counsel. 


The  act  creating  the  Commission  was  read  by  Vice-Chairman 
Smith. 

The  Vice-Chair^[a\:  The  Commission  being  present  and 
ready  to  proceed,  we  would  like  to  hear  from  coimsel. 

Mr.  Elkus:  We  all  regret,  of  course,  that  Senator  Wagner, 
by  reason  of  his  illness,  is  unable  to  be  present  and  act  as  chair- 
man of  the  Commission. 

It  is  unfortunate  th«t  the  occurrence  of  a  catastrophe  is  often 
necessary  to  awaken  a  people  to  itvS  true  sense  of  pesponsibility. 
The  Triangle  Waist  Company  fire  of  March,  1911,  with  its  at- 
tendant horrors  and  loss  of  life  shocked  both  city  and  State.  The 
loss  of  one  hundred  and  forty-three  lives  in  one  factory  fire 
brought  to  the  attention  of  the  public  with  terrible  force  the  dan- 
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gens  tliat  daily  threaten  the  lives  of  liiiiidreds  of  tiiousandK  of 
employees  in  manufacturing  establishments  in  the  City  of  New 
York  and  elsewhere  throughout  the  State. 

Public  attention  was  directed  not  only  to  the  dangei-s  which 
threaten  employees  because  of  in'adequate  fire-escape  facilities, 
and  becaufie  of  the  lack  of  precautions  against  fire,  but  also  to  the 
less  obvious  but  greater  menace  of  unsanitary  conditions. 

It  has  become  inci-easingly  clear  that  it  is  tlie  duty  of  the  State 
to  safeguard  the  worker,  not  only  against  the  occasional  accidents, 
but  the  daily  incidents  of  industrj",  not  only  against  tthe  accidents 
w'hich  are  extraordinary,  but  against  the  incidents  which  are 
the  ordinary  occurrences  of  industrial  life. 

For  many  years  it  w-as  believed  that  a  sharp  line  of  demarkation 
separated  preventiible  from  unpreveinta:ble  accident.^  in  industry, 
but  it  is  being  discovered  from  year  to  year  that  the  number  of 
impreventable  accidents  is  growing  smaller  and  the  number  of 
preventable  accidents  larger.  The  d^rease  of  umpreven table  and 
the  increase  of  preventable  accidents  seems  to  be  a  matter  of  wise 
legislation  and  of  expenditure  of  thought  and  money  in  order  to 
safeguard  the  conditions  of  toil.  The  so-called  unavoidable  or 
unpreventable  accidents  which,  it  has  been  said,  were  once  believed 
to  be  the  result  of  the  inscrutable  decrees  of  Divine  Providence, 
are  now  seen  to  be  the  result  in  many  cases  of  unscrupulous  greed 
or  human  improvidence. 

Occupational  diseases,  poisoning  and  industrial  consumption 
have  practically  been  permitted  to  go  unchecked,  resulting  in  the 
untimely  death  of  thousands,  and  the  consequent  loss  not  only  to 
the  families  of  the  unifortunate  workers  but  ultimately  to  the 
entire  community. 

Men  are  permitted  to  handle  arsenic  without  gloves,  to  breatlie 
ammonia  and  tiiipentino  fumes  without  protection,  to  fill  their 
lungs  all  day  long  with  dust  and  other  harmful  substances.  Is 
it  any  wonder  that  the  mortality  rate  in  industrial  occu'pations 
is  so  high,  and  that  our  charities  and  benevolent  organizations, 
puiblic  and  private,  are  uuable  to  meet  the  constantly  increasing 
demands  made  upon  them  ?  Charity,  moreover,  ineffectively  palli- 
ates what  wise  and  just  social  legislation  might  effectively 
prevent. 
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Numerous  civic  organizations  and  public-spirited  citizens, 
aroused  to  a  full  sense  of  the  dangera  whidi  threaten  workers, 
united  in  placing  theso  matters  before  the  Legislature  of  the 
State  of .  New  York  and  requesting  that  a  Commission  be  ap- 
pointed to  inquire  into  the  conditions  under  which  manufacturing 
is  being  carried  on  in  the  cities  of  the  firat  and  second  class  in 
this  State. 

This  request  was  promptly  granted  by  the  Legislature,  and 
pursuant  to  its  act  (Chapter  561  of  the  Laws  of  1911),  this  Com- 
mission, the  Factory  Investigating  Commission  of  the  State  of 
New  York,  was  appointed  "  to  the  end  that  such  remedial  l^sla- 
tion  be  enacted  as  will  eliminate  existing  peril  to  the  life  and 
health  of  operatives  and  other  occupants  in  existing  or  new  struc- 
tures." 

The  problem  before  the  Commission  which  me(»ts  to-day,  is 
the  problem  of  human  conservation  —  tlie  conservation  of  the 
lives  of  the  toilers  who  most  need  protection  at  toil  on  the  part 
of  tlie  State,  and  the  destruction  of  whom  by  accidents,  avoidable 
or  unavoidable,  conistitiites  a  deadly  injury  to  the  State.  This 
Commission  miust  conoerr.  itself  with  the  problem  of  how  to  meet 
the  evils  that  have  arisen  in  the  development  of  industry  out  of 
human  wastage  that  ha.s  not  only  been  needless  but  often  reckless 
and  wanton. 

In  September,  1910,  there  were  over  29,000  factories  in 
Greater  New  York  alone  with  over  611,000  employees.  In  the 
State  of  New  York  tliere  were  over  45,000  factories  and  manu- 
facturing establishments  employing  over  850,000  men,  women 
and  children.  The  Stete  census  of  1905  showed  the  value  of 
manufacturing  products  in  the  State  of  New  York  to  be  in  the 
neighborhood  of  $2,500,000,000.  The  vast  numbers  of  persons 
directly  and  vitally  aifected,  tlie  important  interesits  involved, 
viz.,  the  safety  and  health  of  hundreds  of  thousands  of  inhabit- 
ants and  citizens  of  the  State,  combine  to  make  this  investigation 
one  of  the  most  important  that  has  yet  been  undertaken,  and 
certainly  one  that  should  be  most  far  reaching  in  its  results. 

Some  of  the  states  have  enacted  legislation  providing  that  com- 
pensation flhould  be  made  to  workmen  or  their  families  for  death 
or  injury  because  of  accident.    This  is,  of  course,  admirable  legis- 
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lation,  but  how  muofa  better  it  would  be  for  the  workingmen  and 
women  and  those  dependent  upon  them  if  manufacturing  were 
80  saf^uarded  as  to  prevent  the  injury,  and  especially  that  in- 
sidious undermining  of  health  which  causes  illness  and  death  for 
which  no  recovery  exists  in  law. 

If  it  has  rightly  been  said  that  a  man  may  be  killed  by  a 
temement  house  as  truly  as  by  a  clulb  or  a  gun,  is  it  not  equally 
true  that  a  man  may  bo  killed  by  a  factory  and  the  unsanitary 
conditions  which  obtain  therein,  as  surely  as  he  may  be  killed 
by  a  fire  accident.  And  it  is  not  less  true  that  the  slaughter  of 
men  and  women  workers  by  the  slow  processes  of  unsanitary  and 
unheal thful  conditions  is  not  onlv  immoral  and  anti-social,  but 
the  state  is  beginning  to  declare  that  it  is  legally  indefensible,  and 
therefore  must,  through  carefully  considered  legislation,  be  made 
virtually  impossible. 

Apart  from  the  humanitarian  aspect  of  the  matter  which  must 
appeal  strongly  to  every  lover  of  his  kind,  to  require  the  establish- 
ment and  maintenance  of  safe  and  hygienic  conditions  in  the 
places  of  employment  of  these  hundrods  of  thousands  of  operatives 
s^o  that  their  industrial  efficiency  my  be  unimpaired  is  of  prime 
economic  importance  to  the  state.  Sickness  due  to  unwholesome 
conditions  is  one  of  the  chief  causes  of  poverty  and  distress,  of 
the  destruction  of  the  lives  of  men  and  women  whose  energy  are 
the  sources  of  the  nation's  wealth.  The  economic  value  of  the 
human  life  is  everywhere  being  more  and  more  recognized.  The 
proper  safeguarding  of  the  health  of  the  employees,  the  pre- 
vention and  limitation  of  industrial  or  occupational  diseases  is 
now  one  of  the  most  important  problems  before  any  industrial 
community  and  one  which  must  be  solved.  The  necessity  for 
such  protection  is  strikingly  emphasized  when  we  consider  that 
the  census  reports  of  1906  show  that  the  average  weekly  earnings 
of  men  employed  in  all  industries  in  the  State  of  New  York  are 
but  $11.79 ;  of  women  only  $6.54  and  of  children  $8.64. 

"It  is  to  the  direct,  immediate  and  permanent  interest  of 
all  citizens  that  evil  and  harmful  conditions  shall  be  brought  to 
light:  that  workmen  be  taught  their  dangers  and  how  they  can 
best  protect  themselves  from  injury;  that  enlightened  and  con- 
siderate employers  shall  be  enabled  to  introduce  the  best  protective 
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devices  and  niothods,  and  that  those  who  wilfully  ruin  the  bodies 
of  their  fellow-men  shall  be  exposed  and  compelled  to  change  their 
ways  "  (see  Report  Illinois  State  Commission). 

Under  the  act  creating  it,  the  Commission  is  charged  with  the 
duty  of  inquiring  into  the  following  matters : 

1.  Hazard  to  life  because  of  fire:  covering  such  matters  as 
fire  prevention,  inadequate  fire-escapes  and  exits,  number  of  per- 
sons employed  in  factories  and  lofts,  arrangement  of  machinery, 
fire  drills,  etc. 

2.  Accident  prevention;  guarding  of  machinery,  proper  and 
adecpiafe  inspection  of  factories  and  manufacturing  establishments. 

3.  Danger  to  life  and  health  because  of  unsanitary  conditions : 
v^itilation,  lifting,  seating  arrangement,  hours  of  labor,  etc 

4.  Occupational  diseases:  Industrial  consumption,  lead 
poisoning,  bone  disease,  etc 

5.  An  examination  of  the  present  statutes  and  ordinances  that 
deal  with  or  relate  to  the  foregoing  matters,  and  of  the  extent 
to  whicli  the  present  laws  are  enforced. 

The  Commission  is  to  recommend  such  new  legi^^lation  as  may 
be  found  ueoeesary  to  remedy  defects  in  existing  leprislation  and 
to  pronde  for  conditions  now  unregulated. 

The  Coiuuiisftion  is  iMrccted  to  present  it«  report  to  the  T^is- 
lature  before  the  12th  day  of  February,  1912. 

To  attempt  to  cover  the  broad  field  above  indicated  would  talce 
a  longer  time.  The  Commission,  therefore,  will  for  the  present 
confine  itself  primarily  to  the  first,  si^bdivision,  that  is,  to  in- 
vestigating the  danger  to  life  because  of  fire  in  factories  and 
manufacturing  establishments,  paying  particidar  attention  to  the 
problem  pre^entinl  by  the  so^alled  loft  buildings  in  Greater  New 
York  and  other  large  cities  in  the  State  where  thousands  of  em- 
ployees are  at  work  daily,  several  himdred  feet  above  the  ground. 
By  next  Fel>niary  .the  Commission  hopes  to  have  completed  its 
investigatioDS  into  this  important  phase  of  the  problems  it  has 
to  consider,  and  to  present  to  the  L^slature  a  complete  draft 
of  a  bill  containing  provisions  that  will  remedy  existing  defective 
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and  dangerous  couditions  in  manufacturing  establishinento  and 
so  far  as  may  be^  guard  against  any  menace  to  life  Wause  of 
fire  in  such  buildings  to  be  erected  in  the  future. 

The  Commission  will  consider  carefully  the  adequacy  of  the 
present  system  of  factory  inspection,  making  such  recomraenda- 
tionjs  as  may  be  found  necessary  to  ensure  the  regular,  systematic, 
and  thorough  examination  of  manufacturing  establishments  in 
the  State.  The  Labor  Law  will  be  examined,  and  revision  sug- 
gested where  necessary,  particularly  in  order  to  obtain  a  speedy 
and  at  the  same  time  effective  compliance  with  its  provisions. 

By  far  the  most  important,  and  at  the  same  time  complicated 
problems  before  the  Commission  are  the  matters  of  proper  sani- 
tation and  the  prevention  or  checking  of  industrial  or  occupational 
diseases.  To  investigate  these  subjects  alone  properly  would  re- 
quire much  time. 

On  these  matters  the  Commission  will  make  as  much  progress 
as  it  can,  expecting  to  be  in  a  position  on  the  12th  of  February, 
1912,  to  recommend  some  general  remedial  legislation  covering 
those  subjects  and  to  prepare  a  preliminary  report  that  will  con- 
vince the  Legislature  of  the  imperative  need  of  a  continuation 
of  the  investigating  along  thet^  lines  by  this  or  some  other 
Commission. 

All  facts  will  be  proved  fully  by  proper  evidence.  It  has  been 
said  by  an  eminent  authority  on  tH>ine  of  the  matters  to  ]ye  in- 
vestigated  by  this  Commission  that  while  no  one  c^m  properly 
question  tlie  right,  as  well  as  the  duty  of  State  interference  widi 
conditions  which  seriously  menace  the  health  and  lives  of  those 
through  whose  industry  the  wealth  of  the  nation  is  particularly 
created  and  maintained,  "It  is  e(iually  the  duty  of  those  who 
insist  upon  remedial  legislation  to  e^?tablish  beyond  a  reasonable 
doubt  the  actual  facts  of  injurioits  conditions."  To  do  this  the 
C^ommission  has  obtain<»d  tlie  services  of  experts  on  the  fire  prol>- 
lem  and  on  the  far  more  intricate  and  important  problems  of 
sanitation  in  manufacturing  establishments,  under  whose  super- 
vision competent  inspectors  will  be  placed  in  the  field.  To  present 
the  facts  fully  will  also  require  the  examination  of  a  great  number 
of  witnesses,  employers  as  well  as  employees,  because  this  Com- 
mission wishes  above  all  things  to  be  fair  and  just  to  the  employer 
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as  well  as  to  the  employw  an<i  to  conduct  all  of  the  investigations 
so  as  to  reach  actual,  indisputable  facts.  The  Commission  will 
hold  numerous  private  and  public  hearings  in  the  City  of  New 
York  which  will  be  announced  from  time  to  time,  and  will  also 
hold  several  public  hearings  in  some  of  the  otlier  cities  of  the 
first  and  isecond  class,  in  this  State. 

After  the  existing  conditions  liave  been  properly  brought  to 
light,  the  Commission  will  endeavor  to  obtain  from  experts  who 
have  made  a  careful  study  of  these  probl'eins  their  opinion  and 
advice  as  to  the  best  method  of  doing  awAy  w4tlh  such  unfortunate 
and  dangerous  conditions  as  may  be  dLsclosedi.  The  co-operation 
of  labor  organizations  and  others  interested  in  improving  the 
conditions  of  workinginen  and  women  has  been  invited  and  has 
been  promised. 

The  Commission  i»  encouraged  by  the  great  interest  that  has 
already  been  manifested  in  its  work.  It  desires  at  this  time  to 
express  its  appreciation  for  the  kindly  and  willing  offers  of  as- 
sistance and  co-operation  it  has  received  on  all  sides.  They  will 
act  as  an  additional  incentive  to  make  the  work  of  this  Commission 
of  real  practical  value  and  benefit  to  liie  vast  army  of  employees 
in  this  State  whose  safety  and  health  are  public  and  not  class  in- 
terests, and  to  bring  about  legislation  basexi  upon  a  thorough  in- 
vestigation into  the  act\ial  conditions  of  industry  which  will  be 
just  and  efficient. 

Mr.  Chairman,  in  accordance  with  the  instructions  in  executive 
session,  the  Commission,  as  I  understand  it,  expects  to  hold  hear- 
ings on  Tuesday,  Wednesday  and  Friday  of  this  week,  Thursday 
being  a  public  holiday,  to  be  omitted.  The  Commission,  as  I 
understanid,  expects  to  hold  its  sessions  from  10  until  1  o'clock, 
taking  a  recess  for  an  horr,  and  then  from  2  till  about  5  o'clock. 

At  thi«  time,  of  course,  the  work  wMch  is  being  done  under 
the  supervision  of  the  exf)erts  to  whom  T  have  referred,  has  not 
yet  been  finished,  so  the  present  sessions  of  the  Commission  will 
be  devoted  to  bringing  before  it  an  outline  in  the  shape  of  the 
testimony  of  prominent  witnesses  as  to  what  will  be  the  sub- 
ject of  the  Corainission'd  investigation,  together  with  actual  facts 
produced  by  witnesses  after  their  own  personal  investigations, 
Aowing  conditions  as  they  now  exist  in  some  of  the  factories  in 
this  state. 
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The  Vice-Chairman  :  As  acting  ChaiFman  of  the  Commiasion 
in  the  absence  o£  Senator  Wagner,  I  desire  to  say  that  die  Com- 
mission at  the  outset  desires  to  extend  its  heartfelt  thanka  to  the 
counsel,  Mr.  Elkns,  to  hts  assistant,  and  to  Mr.  Morgenthau,  and 
Dr.  Kejes,  and  the  other  public  spirited  citizens  that  have  so  far 
given  their  time  and  attention  to  the  Committee  without  hope  of 
reeonvpende,  except  in  the  satisfaction  tb<^  will  receive  in  the 
remedial  Isolation  that  will  be  'brought  about  as  a  result  of  tbe 
Commission's  deliberations. 

.  Xow,  it  has  long  been  an  established  policy  of  the  State  to  in- 
vestigate questions  of  tlio  magnitude  of  this  particular  one,  to  the 
end  that  proper  l^slation.  can  be  preseated  to  the  Legislature 
at  its  regular  session.  I  might  say  that  the  history  of  the  last 
ten  years  sho^v^  verj'  clearly,  in  the  Ga.s,  in  the  Insurance,  in 
the  Fire  Insurance,  and  in  the  Inferior  Court  investigations^ 
that  from  the  labors  of  a  committee  or  a  commission,  such  as  this, 
the  very  best  kind  of  legislation  prepared  ready  for  introduction^ 
has  come  forth  and  been  placed  upon  the  desks  of  the  members 
of  both  branches  at  Albany. 

We  must  have  the  earnest  and  hearty  co-operation  of  the  citi- 
zens of  the  community  to  bring  about  the  desired  results  in  a 
situation  of  this  kind.  It  is  invited  by  the  Commission  to-day, 
and  as  counsel  has  well  said,  our  purpose  is  to  be  of  benefit  to 
the  employer  as  ^vell  as  the  employee,  and  we  expect  their  co- 
operation. 

I  think  it  would  be  fair  and  fitting  at  this  time  before  we 
proceed  to  have  something  on  the  record  and  let  the  Commission 
and  coimsel  hear  from  Mr.  Gompers. 

Mr.    GoMPERs:     Mr.  Chairman,    and   mem«bers  of  the  Com- 
mittee: I  have  read  and  concurred  with  those  views  of  counsel 
Mr.  Elkus,  presented  on  behalf  of  the  Commission,  and  it  im- 
pressed itself  very  strongly  upon  my  mind  as  a  document  that 
goe$  to  the  root  of  the  subject. 

There  is  no  necessity  for  extended  remarks,  yet  inasmuch  as 
it  has  seemed  to  be  wise  to  ask  me  to  say  something, —  it  has 
always  struck  me  very,  very  keenly,  after  all  our  boasts  of  prog- 
ress and  prosperity  and  civilization,  the  terrific  price  we  are  pay- 
ing for  it  all  —  the  price  in  the  health  and  the  life  and  the  very 
existence  of  the  people  of  our  country. 
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The  masses  of  the  workers  f orm^  after  all,  the  great  sovereignty 
of  the  people  of  our  Republic;  the  complexity  of  industry^  as  it 
has  developed,  in  the  past  two  decades,  or  more,  has  seemed  to 
make  it  economical,  or  at  leaet  temporanly  profitable  for  large 
employero  of  labor  to  permit  conditions  to  grow  th<at  tended  not 
only  to  destroy  limb  and  life,  but  to  impair  and  undermine  health. 

This  is  a  Republic,  and  upon  the  sovereignty  of  the  citizenship, 
upon  the  physical  and  mental  well-being  of  the  citizenship,  de- 
pends the  success  of  our  Kepufclic  When  toilers  work  from 
early  morning  until  late  at  night,  work  under  unsanitary  con- 
ditions, in  unsafe  workshops,  and  unventilated  surroundings,  with 
unguarded  machinery,  all  of  wbich  helps  to  undermine  health 
and  strengdi  and  to  deteriorate  men  —  that  which  physically 
will  deteriorate  man,  must  have  its  baneful  influences  upon  his 
mind  and  upon  his  activities,  and  upon  the  performance  by  him 
of  his  civic  duties. 

It  is  true,  it  seems,  iSiat  at  times  the  cammundty's  conscience 
requires  a  shock  to  arouse  public  activity,  to  secure  changes  and 
improvem^its  and  reforms.  The  fire  of  a  few  months  ago,  which 
showed  that  we  had  such  a  large  number  of  workers  that  we 
had  women  to  bum,  aroused  the  people  to  action,  gave  an  impetus 
to  corrective  legislation,  as  peihaps  no  other  one  thing  could 
have  done. 

And  yet,  despite  the  fact  that  one  hundred  and  forty-five  human 
beings'  lives  were  snuffed  out, —  the  lives  of  those  poor  girls  and 
women  were  comparatively  a  mere  bagatelle  to  the  hundreds  and 
thousands  of  lives  of  our  people  which  are  destroyed  every  year 
in  industry. 

I  have  had  a  great  deal  of  experience  in  the  affairs  of  the 
country,  and  about  my  own  state  of  New  York.  I  have  found 
that  the  ravages  of  the  White  Plague  are  not  quite  so  sensational, 
are  not  quite  so  dramatic,  and  yet  they  are  insidious  and  dan- 
gerousi  I  was  very  glad  to  have  the  opportunity,  when  the 
Governor  of  the  State  of  New  York  tendered  me  the  appointment 
as  <Hie  of  the  Commission  created  by  the  Legislature,  to  act  upon 
it.  I  was  £^d  to  accept  it,  and  to  the  very  best  of  whatever 
ability  I  may  have,  I  propose  to  perform  the  service.  I  have 
a  great  many  duties  to  perform  among  my  fellow-workmen.     I 
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hope  to  be  able  to  be  of  some  assistance  to  the  Commission,  and 
through  the  Commission  to  the  people  of  the  State  of  New  York. 

Mr.  Elkus:  With  yoiir  permission,  Mr.  Chairman,  we  will 
call  Mr.  Croker  as  the  first  witness. 

Edwabd  F.  Ceokeb^  called  as  a  \vitness,  being  first  duly 
sworn,  testifies  as  follows: 

Direct  examination  by  Mr.  Elkus  : 

Q.  Chief,  will  you  tell  the  Commissioners  just  how  long  you 
have  been  in  the  Fire  Department,  what  positions  you  have  held, 
etc,  so  that  we  may  have  it  upon  the  record  ?  A.  I  was  ap- 
pointed fireman  June  22nd,  1884,  and  went  through  the  various 
grades  of  the  department  from  time  to  time,  until  I  arrived  at 
the  position  of  Chief  of  the  department ;  1  served  in  that  capacity 
for  twelve  years  and  retired  May  first  of  the  present  year. 

Q.  During  that  time,  did  you  make  any  study  of  the  conditions 
of  manufacturing  in  New  York  City,  from  a  fireman's  standpoint  ? 
A.  I  did,  sir. 

Q.  Will  you  tell  the  Commissioners,  briefly,  juist  what  oc- 
curred during  that  time  that  you  wei^  in  tlie  Fire  Department  — 
the  changes  that  occurred,  in  the  methods  of  manufacturing,  the 
kinds  of  buildings  formerly  used,  aiid<  the  kind  that  are  used  at 
this  time?  A.  The  building  formerly  used,  say  twenty  years 
ago,  was  the  ordinary  four  and  five  story  brick  building,  wooden 
floor  beams,  wooden  floors,  etc.,  up  to  the  present  class  of  buildings, 

Q.  There  were  no  elevators  in  the  old  buildings  ?  A.  Very  few ; 
stairways  were  used  —  \vooden  stairways,  not  elevators. 

Q.  Did  they  have  fire-escapes  —  were  they  fireproof  as  a  rule 
or  not?  A.  No,  sir.  They  have  gradually  improved  to  the  so- 
called  fireproof  building,  which  consists  of  buildings  that  you  are 
all  probably  acquainted  with  around  New  York  to-day,  from 
twelve  to  twenty-five  stories  high. 

Q.  These  buildings  from  twelve  to  twenty-five  stories  are  what 
are  called  loft  buildings  ?    A.  SoK^Ued  loft  buildings. 

Q.  They  vary  in  size  from  twenty-five  feet  wide  to  one  hundred 
feet  deep,  or  more?    A.  The  average  is  fifty  to  seventy-five  feet. 
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Q.  Wide,  and  the  depth  eighty-five  or  ninety  feet  ?  A.  Yes,  sir. 

Q.  Now,  in  these  loft  building  there  are  usually  a  great 
many  occupants,  are  there  not  ?  A.  Generally  there  is  a  different 
occupant  on  each  floor. 

Q.  And  in  some  of  the  buildings  is  manufacturing  carried  on 
on  each  floor?    A.  Yes,  sir. 

Q.  Will  you  give  us  an  idea  of  the  kinds  of  different  oc- 
cupants—  the  different  kinds  of  businesses  that  will  be  found 
in  a  ten  or  twelve  story  building  of  the  kind  that  you  have  re- 
ferred to  ?  A.  Manufacturers  of  ladies'  ahirt  waists,  manufacturer 
of  ladies'  underwear,  manufacturer  of  ladies'  cloaks,  manufacturer 
of  ladies'  suits,  and  thu  manufacture  of  clothing. 

Q.  All  under  one  roof  ?    A.  All  under  one  roof. 

Q.  Can  you  tell  me  whether  or  not  these  people  use  machines  — 
many  of  them  power  machines?  A.  They  all  use  machines;  yes, 
sir. 

Q.  How  many  employees  are  there  in  these  buildings  —  in 
these  buildings  that  you  refer  to?    A.  Anywhere  from  150  to  300. 

Q.  On  each  floor  ?    A.  On  each  floor. 

Q.  So  that  sometimes  in  a  ten-etory  building  you  will  find  the 
extreme  would  be,  say,  twenty-five  hundred  persons  in  one  build- 
ing?    A.  Yes. 

Q.  That  would  be  almost  a  town  in  itself  ?    A.   (Xo  answer.) 

Q.  Are  these  lofts  open,  or  divided  off  by  partitions  —  what 
kind  of  partitions  are  they?  A.  Most  ai^  open  lofts,  and  they 
are  divided  off  —  if  they  are  divided  off,  they  are  divided  by 
%  inch  pina. 

Q.  Now,  about  the  material  used  in  the  manufacture  of  goods 
in  these  buildings  that  you  refer  to  —  what  about  that  ?     A.   All 

inflammable. 

Q,  Now,  about  the  method  of  egress  and  ingress  in  these  build- 
ings—  what  is  there  so  far  as  elevators  are  concerned?  A.  It 
all  depends  upon  the  size  of  the  building. 

Q.  Just  tell  u«.  A.  Take  a  50x100  foot  building.  If  it  is  on  a 
comer,  it  will  probably  have  two  stairways,  one  on  each  street, 
and  a  passenger  elevator. 

Q.  Will  you  describe  the  location  of  the  stairs  with  references 
to  the  elevator?  A.  The  stairway  is  generally  built  around  the 
elevator. 
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Q.  They  wind  around  the  elevators?  A.  They  wind  around 
the  elevators. 

Q.  Now,  aa  a  rule,  are  the  ataircases  divided  from  the  elevator 
by  walls  and  partitions  'i    A.  Some  are  and  some  are  not. 

Q,  Now,  will  you  tell  us  about  your  experience  in  these  build- 
ingSy  if  anything  is  done  as  a  rule  to  protect  them  from  fire} 
A.  Generally  there  is  nothing  done.  They  use  the  waste,  oils  and 
8uch  things  as  that;  oilj  waste  especially  is  very  combustible. 

Q.  I  believe  a  great  many  of  these  employees  smoke  cigarettes 
and  cigars?  A.  It  is  almost  impossible  to  stop  it;  a  cigarette 
is  a  tonic. 

Q.  They  consider  it  a  tonic?    A.  They  consider  it  a  tonic. 

Q.  Tell  us  about  the  nre-escapes  —  of  the  things  you  have  seen  ? 
A.  Very  few  of  the  factories  have  outside  fire-escapes;  very  few; 
they  have  very  few  outside  fire-escapes,  and  where  they  have 
them  they  are  inadequate.  They  use  the  stairways.  They  oall 
those  things  the  fire-escapes ;  they  also  use  the  elevators^  and  they 
call  them  fire-escapes.  An  elevator  in  a  building  is  generally 
A  fii'e  shaft. 

Q.  Do  you  mean  to  say  that  under  the  law  they  can  permit  an 
elevator  to  be  called  a  fire-escape?  A.  They  don't  permit  it  to 
be  called  a  fire-escape,  but  they  use  it  as  such  and  mark  it  as  such. 

Q.  In  the  case  of  fire  ?    A.  In  the  case  of  fire. 

Q.  Aren't  they  required  in  a  ten-story  loft  building  to  have 
exterior  fire-escapes?  A.  It  lies  within  the  discretion  of  the 
Superintendent  of  Buildings  —  that  is,  in  what  they  call  a  fire- 
proof building. 

Q.  In  other  words,  if  a  building  is  fireproof,  the  Superintendent 
may  not  require  them  to  have  exterior  fire-escapes;  and  in  that 
case  they  are  allowed  to  use  the  elevators  and  stairs  ?  A.  Elevator 
and  stairs. 

Q.  In  these  various  buildings  where  there  are  exterior  fire- 
escapes  built,  access  is  had  to  them  from  the  vdndow  ?  A.  Yes, 
sir. 

Q.  What  has  been  your  experience,  Chief,  with  reference  to 
the  use  of  these  fire-escapes  in  case  of  a  fire  ?  Are  they  used  at 
all?  A.  A  great  many  will  use  them,  but  they  are  not  used  to 
advantage.  Women,  and  especially  children  —  girls,  such  as  work 
in  these  buildings,  cannot  descend  them. 
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Q.  Thej  cannot  get  down  on  them  ?    A.  Not  readily. 
Q.  Is  it  your  idea  if  they  are  to  continue,  they  should  be  made 
with  a  regular  staircase?    A.  With  regular  staircase,  and  made 
to  extend  away  from  the  building  —  not  close  to  the  building. 
Q.  How  far  away  t    A.  At  leaet  four  feet 
Q.  Is  there  any  other  suggestion  that  you  have  to  give  the 
Commission  sb  to  the  uae  of  fire-escapes?    A.  There  have  been 
sonic  cases  where  fire-escapes,  by  being  very  crowded,  have  pulled 
away  from  the  building.     A  fire-escape  shoidd  be  built  into  the 
building  by  having  the  floor  beams  extend  out  to  the  proper  width. 

Q.  That  is,  the  beams  should  extend  out  from  the  building  and 
the  fire-escapes  supported  on  them  ?    A.  Supported  on  them. 

Q.  Now,  about  the  terminus  of  a  fire-escape  —  what  has  been 
your  knowledge  of  that  ?  A.  A  great  many  terminate  in  a  court 
or  in  a  reaar  yard,  and  it  is  absolutely  impossi'ble  for  the  occupants 
to  escape  when  they  go  down  that  far. 

Q.  That  is,  after  they  get  down  the  fire-escape,  they  are  in  an 
enclosed  yard  ?    A.  In  an  enclosed  yard. 

Q.  What  have  you  to  suggest  as  a  remedy  for  that  ?  A.  They 
should  extend  to,  or  have  an  entrance  direct  to  the  street ;  and  in 
a  great  many  oases,  where  the  window  is  would  make  the  best 
fire^soape  by  putting  a  door  tliere,  and  running  a  bridge  from 
one  building  to  tiie  otiher. 

Q.  From  one  roof  to  another?    A.  Or  out  to  another  street 

Q.  From  the  reair  of  one  building  to  the  rear  of  another  ?  A. 
By  running  a  bridge. 

Q.  That  would  be  very  inexpensive  ?  A.  Yes,  and  make  a  very 
good  firo-escape. 

Q.  That  means  getting  permission,  of  course,  of  both  parties, 
does  it  not?    A.  I  believe  so. 

Q.  With  reference  to  the  window  or  door  leading  to  the  fire- 
escape,  should  the  window  be  cut  down  and  made  a  door?  A. 
Yes,  sir. 

Q.  That  should  be  made  to  open  inward  or  outward  ?  A.  Out- 
ward 

Q.  And  that  should  be  made  compulsory;  ie  that  your  view? 
A.  In  all  these  cases,  it  should  be  mandatory.  I  find  in  my  ex- 
perience in  and  around  these  buildings,  that  a  great  majority  of 
the  people  who  ocoupy  the  various  establishments  would  rather 
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take  a  chance  on  the  loss  of  life  than  spend  five  or  ten  dollars  to 
prevent  it 

Q.  Is  that  your  experience  ?     A.  Positively. 

Q.  How  about  the  shutters  leading  to  the  lire-cscape  'i  A.  They 
sihould  not  be  allowed. 

Q.  They  should  not  be  permitted '(    A.  No,  sir. 

Q.  A  fire-escape  window  or  door  sliould  always  be  open  'i  A. 
Always  open. 

Q.  How  should  the  window  or  door  leading  to  the  fire-escape 
be  constructed  ?    A.  They  should  be  set  in  metal  frame. 

Q.  Do  you  recommend  that  ?    A.  Yes,  bir. 

Q.  Now,  Ohief,  about  the  occupation  of  these  budldings.  In 
your  experience  in  fighting  fires,  what  liave  you  found  to  be  the 
condition  of  these  buildings  so  far  as  their  occupation  is  con- 
cerned—  material  and  machinery  on  the  floors  —  just  tell  the 
Oommiseion  what  youT  experience  has  been.  A.  Some  buildings 
you  go  into  are  kept  nicely,  'but  the  majority  of  others  you  go  in 
are  unkiept ;  they  are  dirty ;  they  are  unclean ;  tiheir  etoek  is  strewed 
all  over  the  floor.  Where  they  use  majdhinery  there  are  no  passage- 
ways whatsoever^ 

Q.  Tell  the  Commission  about  the  difficulties  in  fighting  a  fire 
of  that  kindi.  A.  In  a  great  many  oases  there  is  only  about  one 
door  on  that  loft  you  can  get  in.  Ooods  are  piled  up  in  front 
of  the  windows,  in  front  of  the  doors,  and  you  have  got  to  use 
a  battering  ram  to  get  into  any  of  them. 

Q.  How  about  the  passageways  being  blocked?  A.  Piled  right 
to  the  ceiling.  Many  a  time  the  firemen  get  into  places  in  the 
night  time  and  there  is  no  room  for  a  man  to  go  through  the 
passages. 

Q.  How  about  the  passageway  to  a  fire-escape?  Do  you  find 
those  blocked  or  open  ?    A.  Find  them  blocked. 

Q.  How  about  locked  doors  to  the  staircases  ?  Have  you  found 
that  ?  A.  Oh,  yes,  plenty  of  them.  The  doors  going  to  the  roof 
are  locked.  They  pay  absolutely  no  attention  to  the  fire  hazard 
or  to  the  protection  of  the  employees  in  these  buildings.  That 
is  their  lajst  consideration. 

Q.  Wliia*  do  you  suggest  Aould  be  done  with  reference  to 
these  locked  doors,  and  things  like  that?  A.  There  should  be 
mandatory  legislation  to  compel  them  to  keep  the  doors  unlocked 
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during  the  working  hours.  All  doors  should  be  opened  up.  Aisles 
should  be  kept  clear,  obstructions  Aould  be  moved  away  from 
doorways,  and  windows  and'  so  forth ;  and  in  oase  of  any  vic^ations 
of  such  a  law  there  should  be  a  severe  penalty  attached  to  it. 

Q.  Imprisonment  or  fine?  A.  You  can't  make  it  too  heavy. 
You  have  got  a  class  of  people  doing  business  constantly,  not 
only  in  New  York  City,  with  whom  you've  got  to  deal  severely, 
and  give  them  to  understand  that  there  is  the  law,  and  they  have 
got  to  obey  it,  for  the  protection  of  property  and  the  people  that 
they  employ.  If  you  don't  have  drastic  legiabtion  you  oan't  get 
anything  from  them. 

Q.  What  have  you  got  to  say  about  wooden  partitions?  A.  If 
1  had  my  say  I  wouldn't  allow  a  piece  of  wood  in  sight  in  any 
buildings  of  any  description. 

Q.  You  mean  in  the  shape  of  a  partition  or  a  t4^>le?  A.  In 
the  shape  of  a  partition,  or  window  trims  or  door  trims,  or  base- 
boards —  nothing  at  all  in  the  construction  of  a  building  should 
be  of  wood. 

Q.  Tell  t!he  Commission  your  reasons  for  tbat  statement  A. 
The  reason  is  because  all  wood  is  inflammable  and  it  only  adds 
fuel  to  a  fire  which  may  occur. 

Q.  Well,  do  you  believe  that  there  would  be  less  loss  of  life  if 
those  rules  were  followed?    A.  I  do,  sir. 

Q.  Were  you  present  at  the  fire  of  the  Triangle  Waist  Com- 
pany building?    A.  I  was,  sir. 

Q.  And  you  made  a  careful  investigation  of  that  fire,  did  you 
not?    A.  Yes,  sir,  I  did. 

Q.  Now,  just  a  word  about  that  Was  that  a  loft  building  of 
the  kind  you  described  ?    A.  Yes,  sir. 

Q.  How  many  stories  high  ?    A.  Twelve  stories. 

Q.  And  this  fire  was  on  one  or  more  floors  in  that  building? 
A.  It  originated  on  the  ninth. 

Q.  And  they  had  an  out-door  fire-escape  there,  didn't  they? 
A.  On  the  rear. 

Q.  And  it  led  down  into  an  emcllosed  yard  ?  A.  It  led  down 
into  an  enclooed  yard. 

Q.  What  did  you  ascertain  were  the  facts  there  with  reference 
to  closed  doora  A.  Well,  from  what  .we  could  find  —  wbat  was 
left  of  tbat  place  inp  there  —  I  don't  think  liiere  was  any  doubt 


30  MiiniTKS  OP  PuBuo  HEARiirae. 

there  was  a  partition  inside  of  the  doorway  leading  out  into  the 
Oreen  Street  side  of  that  building,  and  from  the  indication  of  the 
niinnber  of  people  we  found  where  that  partition  wiae,  that  door 
waa  locked,  and  the  door  that  opened  into  it,  opened  on  lihe  inside. 

Q.  Was  it  locked  with  a  lock  and  key,  or  a  bolt?  A.  A  lock 
and  key,  but  it  opened  in. 

Q.  Was  it  a  wooden  door?    A.  Yes. 

Q.  Now,  you  referred  in  your  testimony  to  the  fireproof  build- 
ing. What  has  been  your  experience  as  to  these  buildings  being 
actually  fireproof?  A.  They  are  only  so-called  fireproof,  fire- 
proof by  name. 

Q.  What  is  the  actual  fact,  do  they  bum  or  not?  A.  They 
are  not  fireproof.     They  bum  and  they  make  a  hot  fire. 

Q.  Who  says  they  are  fireproof?  That  is  a  provision  of  law, 
isn't  it  ?    A.  A  provision  of  the  law. 

Q.  Then,  as  I  understand  you,  Chief,  the  materials  which  go 
into  making  these  buildings  do  not  make  a  fireproof  building? 
A.  No,  sir. 

Q.  Well,  is  it  possible  to  create,  to  erect  a  fireproof  building  ? 
A.  Yes,  sir. 

Q.  Of  what  material  would  it  be?  A.  Brick,  stone  or  terra 
ootta.  Steel  construction  with  metal  trim  and  concrete  floors. 
I  would  say  eliminate  wood,  and  use  the  steel  trim  and  the  con- 
crete floors. 

Q.  Well,  as  I  understand  you,  what  makes  these  buildings 
known  as  fireproof  buildings,  non-fiireproof  is  the  fact  that  the 
trim  of  the  interior  floors  are  wood  or  inflammable  material? 
A.  Yes.  Now,  bear  in  mind  the  fact,  counsellor,  that  the  shells 
of  these  buildings  may  bo  brick  and  steel,  and  that  they  are  adver- 
tised as  flreproof,  just  to  fool  the  public  But  the  inside  of  the 
building  contains  inflammable  material  and  bums  with  great 
intensity. 

Q.  So  that  when  a  fire  occurs  the  inside  of  the  building  bums 
out  and  leaves  the  shell  which  is  fireproof?    A.  Yes. 

Q.  And  it  is  your  recommendation  that  if  they  want  to  have 
a  fireproof  building,  a  building  that  is  absolutely  fireproof,  they 
should  not  have  any  lumber  in  it?    A.  Yes,  sir. 
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Q.  Now,  can  any  reliance  be  placed  upon  theee  elevators  aa 
fire-cBoapeet    A.  No^  sir. 

Q.  Why  noti  A.  Becauae  they  can  only  carry  a  very  few 
people  in  the  first  place,  and  tbey  bum  up  quickly  and  the  heat 
and  smoke  become  so  intense  that  the  operator  can  generally  make 
only  one  or  two  trips  after  a  fire  starts. 

Q.  After  «  fire  ?  A.  After  a  fire  starts,  and  it  hdis  been  my  ex- 
perience that  in  the  excitement,  after  they  leave  the  floor  in 
which  the  fire  occurs,  they  generally  leave  the  door  open,  and 
people  walk  into  the  eleviator  shaft 

Q.  That  is  to  say  they  leave  the  door  open  and  unguarded,  and 
people  fall  down  the  shaft  ?    A.  Yes,  sir. 

Q.  Now  in  thia  Asch  Building  fire  did  that  occur  or  did  the 
people  jump  down  the  shaft  as  a  means  to  try  to  escape  f  A.  Well, 
we  found  them  in  the  shaft    We  don't  know  how  they  got  there. 

Q.  Found  dead  in  the  shaft.  Now,  when  a  fire  occurs  in 
New  York  City  will  you  explain  to  the  Commission  how  the  Fire 
Department  is  informed  of  it,  the  system  of  alarms?  A.  The 
fire  alarm  system  throughout  the  city  is  the  fire  alarm  box  which 
is  on  a  comer.  In  cas3  a  fire  is  discovered,  a  citizen,  a  police- 
man or  fireman  or  some  one  goes  to  the  box  and  opens  the  door, 
which  rings  a  bell.  Thai  is  for  the  purpose  of  attracting  the  at- 
tention of  the  police.  Inside  the  door  there  is  a  bell  hook,  and 
when  you  pull  down  that  bell  hook  you  give  the  alarm,  the  alarm 
goes  into  the  telegraph  bureau  at  Fire  Headquarters.  The 
operator  at  headquarters  transmits  it  throughout  the  city. 

Q.  When  you  pull  down  that  hook  in  the  box  at  the  comer, 
that  does  not  give  you  the  exact  location  of  the  fire  ?  A.  That  gives 
you  the  exact  location. 

Q.  It  gives  you  the  exact  district  location?  A.  Each  box  is 
numbered  and  each  box  is  assigned  to  so  many  stations.  For 
instance,  this  box  at  the  comer  of  Broadway  and  Warren  Street  is 
station  65.  When  you  ring  that  bell,  they  know  exactly  where  it 
is,  on  Broadway  and  Warren  Street  They  will  take  it  from  the 
assignment  book  if  necesoary,  but  they  all  know  the  eiobct  location 
in  their  minds,  and  the  akmi,  when  it  comes  in,  gives  the  exact 
location  of  it 

Q.  Now,  then,  what  has  been  your  experience  as  to  whether 
or  not  fire  alarms  come  in  as  quickly  after  a  fire  as  they  ought 
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tot    A.  Are  you  talking  in  relation  to  the  automatic  fire  alarm, 
or  are  you  talking  about  the  street  box  i 

Q.  I  first  want  to  know  whether  you  find  the  street  box  fire 
alarm  system  sufficient  in  point  of  time  in  giving  the  akrm,  as 
it  is  at  present  carried  out,  without  any  automatic  alarm!  A. 
The  street  fire  alarm  system,  of  course,  is  manual.  That  is 
to  day,  it  is  not  automatic  and  it  has  got  to  be  operated  by  86me 
citicen  or  polioonan  or  somebody.  A  fire  may  burn  for  a  month 
and  that  box  won't  go  off  unless  somebody  pulls  it. 

Q.  What  do  you  recommend  with  reference  to  automatic  fire 
alarms?  They  do  have  those  in  certain  building  don't  they? 
A.  The  different  automatic  alarms  throughout  the  country  — 
some  states  insist  upon  them,  and  others  do  not, —  in  a  lai^  ma- 
jority of  the  cases  work  very  satisfactorily.  There  have  been 
a  number  of  oases  in  which  they  have  not  proven  satisfactory. 

Q.  They  are  on  the  principle  that  a  certain  degree  of  heat  nr 
leases  a  spring?    A.  Yea 

Q.  And  the  alarm  sounds,  and  that  works  an  automatic  alarm 
which  sends  it  into  Fire  Headquarters?  A.  It  is  according  to 
the  company.  That  alarm  goes  off  in  the  building;  it  goes  to 
whatever  company's  automatic  alarm  it  is,  and  tihey  transmit  it 
to  Fire  Headquarters,  and  Fire  Headquarters  transmit  it  to  the 
company. 

Q.  And  these  are  all  private  enterprises  ?    A.  Yes,  sir. 

Q.  And  the  Fire  Department  has  nothing  to  do  with  it?  A. 
No. 

Q.  And  the  owner  may  put  them  in  or  not  as  he  sees  fit  ?  A. 
Yes. 

Q.  They  charge  a  rental  for  them  ?  A.  They  charge  a  rental 
for  them. 

Q.  And  the  company  itself  has  to  maintain  some  system  of 
communication  with  the  Fire  Department,  the  result  of  their  own 
wire  connection  ?    A.  Yes,  sir. 

Q.  Have  you  any  recommendations  to  make  with  the  Com- 
mission or  suggestion  with*  reference  to  automatic  fire  alarms? 
Do  you  believe  they  ought  to  be  mandatory,  or  whether  they  are 
of  sufficient  use  ?  Would  they  save  life  ?  A.  No,  I  don't  think 
they  would  save  life  for  the  time  being.  Of  course,  it  takes 
about  one  hundred  and  fifty  degrees  of  heat  before  it  will  go 
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offy  and  one  hundred  and  fifty  degrees  of  heat  is  quite  some  heat^ 
and  1  am  Bure  you  would  have  eome  amoke^  and  tlial  almost  every- 
body would  discover  the  fire  before  the  automatic  fire  alarm 
would  go  off.  Where  they  come  in,  is  where  the  building  is 
closed  up  at  night,  when  there  is  nobody  in  it,  to  give  the  Fire 
Department  warning. 

Q.  Isn't  it  a  fact,  Chief,  that  in  a  great  m'any  casee  tlie  alarm 
of  the  fire  comes  to  the  Fire  Department  a  comparatively  long 
time  after  a  fire  has  b^un  i    A.  In  a  great  'many  cases. 

Q.  Well,  take  this  very  Aseh  fire  —  wasn't  it  fifteen  minutes 
after  it  was  started  that  the  alarm  reached  headquarters?  A.  I 
couldn't  tell  you  without  referring  to  the  records,  except  that  I 
know  it  was  quite  some  time  after  the  department  arrived  there 
that  the  alarm  was  transmitted. 

Q.  After  the  department  got  there  ?    A.  Yes. 

Q.  Well,  how  did  it  come  to  get  there  without  the  alarm?  A. 
The  street  box 

Q.  And  that  was  because  the  machine  didn't  work?  Well, 
now,  isn't  it  a  fact  that  the  alarm  from  the  street  box  doesn't  reach 
headquarters  until  a  perceptible  time  after  the  fire  has  begim? 
A.  Of  course,  if  nobody  is  there  at  the  time  to  set  it  off,  why, 
you  can't  get  it  there. 

Q.  Now,  have  you  any  suggestion  to  make  by  which  speedier 
alarms  of  fire  could  he  sent  to  the  Fire  Headquarters  ?  A.  I  don't 
know  any  other  system,  counsellor. 

Q.  Should  there  be  instructions  to  employees  or  employers  in 
factories  particularly,  or  where  people  are  employed  in  large 
numbers,  office  buildings,  to  send  in  alarms?  A.  Yes,  I  have 
always  agitated  that,  because  I  claim  there  are  a  great  many 
fires,  a  great  many  large  fires  that  are  caused  by  the  occupant 
of  the  building  trying  to  extinguish  the  fire  without  notifying  the 
Fire  Department  Headquarters. 

Q.  You  don't  advise  people  to  try  to  extinguish  their  own  fire 
before  they  call  the  Fire  Department,  do  you?  A.  An  effort 
Aomld  be  made  to  extinguish  the  fire,  but  they  should  not  wait 
until  the  fire  gets  large  before  calling  the  Fire  Department.  The 
minute  tbey  disopver  the  fire,  they  should  call  the  Fire  Depart- 
went  If  they  extinguo^  the  fire,  all  rigfit,  the  Fire  Department 
oan  go  baek  home  without  any  harm  being  done. 
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Q.  Do  you  find  in  your  experieoioe  that  many  fires  gain  head- 
way and  become  aerious,  because  the  people  attempt  to  extinguish 
the  fires^  and  do  not  call  upon  the  Department?  A.  A  great 
many. 

Q.  Can  you  give  us  any  instances  of  that  i  A.  Well,  there  are 
so  many  of  them  I  don't  know  as  I  can  give  you  any  data  just  at 
present  on  it 

Q.  That  leads  us  to  the  next  subject  that  I  would  like  to  ask 
you  aboiuty  and  that  is  the  methodB  of  either  fire  prevention 
or  fire  extinguishment  Will  you  tell  the  Commiseion  your 
experience  with  reference  to  those, —  what  you  have  found  effi* 
oacious,  and  what  suggestions  you  h<ave  to  make?  A.  I  have 
tried  to  find  out  the  exact  number  of  fires  which  we  have  in  the 
United  States,  which  is  on  record  only  in  cities  of  over  twMity 
thousand, —  and  there  are  three  hundred  and  odd  cities  in  the 
United  States  with  a  population  of  over  twenty  thousand.  Out 
of  those  three  hundred  and  odd  cities  last  year  the  firee  ran  to 
over  three  hundred'  thousand,  and  the  losses  to  over  two  hundred 
and  fifty  million  dollars.  The  average  loss  up  to  the  preseiut 
time  ia  close  on  to  six  hundred  thousand  dollaro  per  day 
by  fire,  and  I  haven't  any  doubt  that  fifty  per  cent  of  those 
fires  or  even  over,  occur  from  want  of  judgment,  carelessness  — 
criminal  carelessness  and  neglect  Now,  a  fire  can  ibe  prevented 
much  easier  than  it  can  be  extinguished,  and  it  can  be  prevented 
by  proper  supervision  and  proper  inspection.  Also,  loss  of  life 
can  be  prevented  by  proper  supervision,  and  proper  inspection  and 
proper  drills  and  eo  forth. 

Q.  Well,  now,  stop  right  there  for  a  moment,  if  you  will,  and 
tell  us  what  you  suggest  when  you  speak  of  proper  supervision 
or  prevention.  Will  you  refer  to  that  more  in  detail?  A.  For 
instance,  the  cellars  in  tenement  houses  a>re  generally  dark  cellars, 
and  in  a  double'deoked  tenement  house  there  are  probably 
anywheres  from  twenty  to  thirty  families,  and  that  oelkr  is 
divided  into  twenty  or  thirty  compartments,  in  whidi  the 
tenants  atore  things  of  all  descriptiona  For  instance,  they 
keep  their  wood  in  the  ceillar,  and  they  go  down  there  for 
things,  and  they  make  a  light  —  aometimes  they  will  take  some 
paper  and   use   it   as   a   torc^,   and   take   the   li^t   into   the 
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cellar,  and  throw  it  on  the  floor.  That  causes  a  great  many  fire«. 
Every  cellar  should  be  lighted  continuously.  There  are  a  great 
many  fire*  caused  in  lie  eame  way  in  dark  stairways  and  dark 
hftUways.  In  fanndreda  and  hundredfi'  of  buildings  in  the  large 
cities  and  in  other  pltbces,  the  hallways  are  dairk,  and  these  are 
the  cause  of  many  fires.  In  the  factory  districts^  and  these  so- 
called  loft  buildings,  the  hallways  and  stairways  are  dark,  and 
they  should  be  lighted,  and  they  should  be  kept  clean  from  rub* 
biflh.  You  can  go  into  most  any  of  them  at  any  time,  and  you 
will  find  the  hallways  and  stairways  filthy. 

Q.  That  is  in  manufacturing  as  well  as  in  loft  buildings  ?  A. 
Yes.  Of  course  there  isn't  anybody  responsible.  You  go  into 
a  loft  building,  and  there  are  twenty  different  occupants  in  that 
building,  and  there  isn't  anybody  responsible  for  the  care  of 
the  hallway  and  the  stairway. 

Q.  It  would  be  your  suggestion  then  diat  some  one  should  be 
made  responsible  for  the  cleanliness  of  the  stairways  ?    A.  Yes. 

Q.  And  their  being  lighted  ?  A.  And  their  being  lighted.  That 
is  one  cause  of  fires. 

Q.  Now,  what  other  methods  of  fire  prevention  ?  A.  The  re- 
moval of  rubbish  from  the  floor§  at  the  expiration  of  the  business 
for  each  day.  The  accumulation  of  rubbish  causes  a  great  many 
fires.  !      ,        *':  ■ 

Q.  Then  every  day,  after  the  business  of  4e  day  is  over,  the 
floors  and  the  stairways  should  be  cleaned?    A*    Yes,  sir. 

Q.  And  the  rubbish  should  be  put  in  some  receptacle  for  it  ? 
A.  And  be  set  in  the  street. 

Q.  Will  you  tell  the  Commission  some  of  your  experiences 
with  flres  caused  by  rubbish  ?  A.  Why,  it  is  quite  a  common  thing. 
You  can  go  into  any  of  these  buildings,  and  you  will  see  rubbish 
simply  piled  all  over.  Instead  of  the  rubbish  being  swept  and 
put  in  a  comer,  it  is  scattered  all  over  the  floor  and  piles  of  refuse 
put  there.  Hot  ashes  are  put  in  wooden  boxes,  and  that  causes  a 
great  many  fires.  Cigarette  smoking  and  cigar  smoking  in  the 
loft  buildings,  and  leaving  inflammalble  material  around,  cause 
a  great  many  fires.  And  matches  cause  a  good  many  fires.  In  a 
great  many  of  our  department  stores  an  employee  will  be  dis- 
charged if  matches  are  found  on  him,  and  cigarette  smoking  and 
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cigar  smoking  is  prohibited.  Matches  should  not  be  allowed  to 
be  carried  into  any  such  building  as  that. 

Q.  Matches?  A.  Matches.  Y'ou  can  go  into  almost  any  of 
the  department  stores  here,  and  if  one  of  the  employees  is  found 
with  a  match  on  him  he  is  immediately  di^cliarged.  Take  for 
instance  such  stores  as  Wanam-aker's,  Simpson-Crawford's, 
Siegel-Cooper's.  If  the  men  are  foimd  with  matches  on  them 
they  will  be  discharged. 

Q.  You  mean  that  is  the  way  they  stop  smoking,  by  prohibiting 
the  men  from  carrying  matches  ?    A.  Yes,  sir. 

Q.  You  'believe  that  v.ould  be  a  very  good  way  of  stopping  fire^ 
caused  by  cigarette  smoking  and  cigar  smoking  by  prohibiting 
matches  being  carried  ?    A.  By  prohibiting  matches  being  carried. 

Q.  How  can  you  stop  Uie  einployees  during  luncheon,  for  in- 
stance, from  smoking  there  ?  A.  Well,  a  man  can  go  out  on  the 
street  and  smoke.  You  don't  have  to  walk  far  to  get  a  light  if 
you  want  to  smoke  a  cigar  or  a  cigai>ette. 

Q.  IN'ow,  have  you  anything  elise  to  suggest  in  the  way  of  fire 
prevention?  A.  Well,  I  will  say  that  the  records  will  show  in 
the  Fire  Department  Headquarters,  that  fifty  per  cent  of  the 
fires  every  day  in  Tfew  York  are  cellar  fires.  Rubbish  should 
Ije  removed  from  cell-ars,  and  kept  out  of  cellars.  That  is  a 
common  thing,  and  the  cellars  should  be  kept  clear  of  rubbish ; 
it  should  not  be  piled  in  the  cellar. 

Q.  This  very  Asch  fire  was  caused  by  rubbish,  wasn't  it? 
The  fire  started  from  a  rubbish  heap  ?  A.  No,  it  started  under 
a  cutting  table,  from  the  piles  of  their  trimmings. 

Q.  That  is  the  refuse  from  the  table?  A.  That  is  the  refuse 
from  the  table. 

Q.  IN'ow,  can  you  give  us  any  other  details  about  fire  preven- 
tion ?  A.  If  they  have  ^t  any  rub^bish  existing  in  the  cellar, 
you  will  find  a  gross  condition  of  carelessness.  If  you  go  into 
some  cellars  of  a  certain  cla?s  of  people  who  live  over  on  the  East 
Side,  you  will  be  surprised.  Fire  drills  should  be  made  mandatory. 

Q.  I  am  coming  to  that;  now  that  ds  another  means  of  pre- 
vention. You  think  fire  drills  among  employees  in  factories  should 
be  had  ?    A.  They  should  be  had. 

Q.  Are  there  any  factories  in  New  York  City  that  have  fire 
drills?    A.  Oh,  yes. 
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Q.  JuBt  vAiBt  fire  drill  do  they  have,  similar  to  the  ones  in 
the  public  schools?    A.  Yes,  sir. 

Q.  That  is,  on  *a  given  signal  all  employees  leave  by  designated 
places,  do  they?  A.  By  one  or  more  designated  places.  And 
die  employees  in  a  factory  that  is  properly  organised  have  a  little 
fire  brigade  that  they  use,  and  they  all  go  to  their  fire  stations. 
In  some  they  have  fire  buckets,  buckets  of  water,  and  in  others 
fire  extinguishers.  Some  have  big  extinguishers.  There  are  very 
many  factories  that  have  fire  brigades  for  their  own  protection. 

Q.  Have  you  found  such  fire  drills  have  ever  been  used  to  your 
knowledge?    A.  Such  factories  as  that  don't  have  fires. 

Q.  They  never  have  a  fire?  A.  No;  they  don't  want  them. 
People  that  have  such  things  as  that  don't  want  them. 

Q.  Well,  you  do  not  mean  that  people  want  fires  ?  A.  I  mean 
to  say  there  are  places  where  fires  occur  from  a  criminal  cause. 

Q.  You  mean  they  deliberately  set  a  fire?  A.  I  mean  they 
deliberately  set  a  fire. 

Q.  What  percentage  of  those  would  you  say  there  were?  A. 
I  wouldn't  want  to  say  because  I  do  not  know.  You  probably 
read  in  the  paper  the  other  day  that  they  got  a  man  that  was  one 
of  a  gang  in  Chicago.  The  man  admitted  they  set  over  two  hun- 
dred fires,  and  derived  over  a  million  dollars  worth  of  property 
from  those  two  hundred  fires. 

Q.  Well,  of  course,  that  is  covered  by  the  criminal  law  ?  A. 
That  is  a  criminal  fire.  You  have  got  to  add  them  to  the  total 
fires. 

Q.  Now,  leaving  that  for  a  moment  Do  you  mean  to  say  to 
your  knowledge  that  these  people  \^  ho  conduct  fire  drills  and  have 
fire  brigades  never  have  a  fire?     A.     No,  sir. 

Q.  And  a  factory  of  that  kind  you  tihink  has  no  chance  of 
one  ?  A,  I  would  like  to  take  you  to  a  factory  as  clean  as  your 
parlor,  a  very  large  factory,  employing  over  three  hundred  people. 
They  have  a  perfect  oiganisation ;  it  does  you  good  to  go  into  it. 
I  can  take  you  into  others  —  I  tihink  if  a  woman  went  in  she 
would  have  to  pick  her  skirts  ufp.  You  can  hardly  imagine  a 
condition  like  that  existing. 

Q.  Now,  what  you  have  just  said  albout  fire  prevention,  the 
greatest  fire  prevention  is  cleanliness  ?    A.  Is  cleanliness. 
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Q.  And  jou  believe  a  great  percentage  of  fires  could  be  traced 
to  rubbishy  and  that  many  fires  would  be  prevented  if  the  rubbish 
and  waste  were  required  to  be  gathered  up,  and  the  cellars  were 
kept  clean  t    A.  No  doubt  about  it. 

Q.  That,  of  course,  is  inexpensive  ?    A.  Very. 

Q.  The  trouble  at  the  present  time  is  that  there  is  no  law  which 
makes  it  mandatory  ?    A.  That  is  the  idea. 

Q.  Now,  in  order  to  enforce  a  law  of  that  kind  that  would  re- 
quire the  inspection  of  buildings,  or  do  you  think  that 
if  one  or  two  punishments,  pretty  severe  pimishments,  were  ad- 
ministered,  the  result  would  be  that  they  would  be  kept  clean? 
A.  I  think  one  or  two  punishments  would  be  bully,  a  bully  good 
thing,  every  once  in  a  vhile.  It  is  not  mu<^h  trouble  to  do  that. 
The  firemen  do  the  bulk  of  inspection  to-day,  continually  make 
inspections  every  few  days;  it  is  part  of  their  duty  to  inspect 
the  buildings.  They  go  into  the  buildings  continually,  and  then 
you  get  the  exact  location  of  the  stairway  and  the  elevators,  and 
shafts.  All  you  have  to  do  is  to  go  to  the  building  in  a  locality 
and  simply  call  an  officer  and  ask  him  those  questions  and  he  is 
supposed  to  tell  you. 

Q.  You  believe  that  the  Fire  Department  if  it  had  authority 
to  make  the  inspections  for  deanliness  and  report  it  to  the  pr(^er 

authorities A.  I  think  the  Fire  Department  has  power  now, 

has  authority  now,  if  it  only  had  power  to  enforce  punish- 
ments of  that  kind.  It  is  a  very  long  legal  proceeding  to  get 
anybody  punished  for  things. 

Q.  You  mean  now  you  can  report  to  the  authorities  and  then 
they  bring  a  suit  for  a  fine,  is  that  it  ?    A.  Yes. 

Q.  Then  the  case  has  to  be  brought  in  the  Municipal  Court, 
and  there  has  to  be  a  trial,  and  a  man's  word  is  disputed  and 
questioned?    A.  Yes. 

Q.  What  should  be  done,  as  I  understand  you,  would  be  that 
it  ought  to  be  made  a  criminal  offense?  A.  If  there  was  an 
amendment  making  the  act  criminal. 

Q.  By  asking  for  a  warrant  ?  A.  By  asking  for  a  warrant,  and 
to  such  an  extent,  if  necessary,  to  close  the  buildings  until  the 
man  has  removed  the  cause. 

Q.  That  is  to  say,  if  the  fireman  reports  that  he  finds  rubbish 
on  a  floor  which  he  considers  dangerous,  you  would  be  of  the 
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opinion  that  tlie  Fire  (^Commissioner  ought  to  have  authority  in 
such  a  oase  to  order  thd  removal  of  that  stuff  at  onoef  A.  He 
has  got  that  power  now,  but  that  is  all.  All  the  power  he  has 
is  to  order  it  removed. 

Q.  And  if  they  do  not  do  it,  he  has  got  to  bring  a  suit?  A. 
He  has  got  to  bring  a  euit,  and  that  takes  time,  notice  to  the 
Corporation  Counsel,  and  having  to  bring  an  action,  and  during 
all  that  time  the  rulbbish  still  remains  there. 

Q.  But  if  the  Fire  Commissioner  had  power  to  enforce  his 
orders  that  couldn't  be?    A.  A  man  couldn't  do  that. 

Q.  Then,  in  that  case,  what  would  your  idea  be,  what  could 
be  done  ?  A.  I  should  have  a  notice  of  recommendation  from  the 
Fire  Commissioner  served  on  this  man  to  remove  any  rubbish, 
and  then  if  he  finds  that  he  did  not  remove  the  rubbish,  just  put 
a  sign  on  the  building,  *^  Dangerous ;  closed  by  order  of  t^e  Fire 
Commissioner/'  When  he  shall  see  fit  to  comply  with  the  Fire 
Commissioner's  request,  take  the  notice  down. 

Q.  Of  course  that  is  a  pretty  summary  method,  isn't  it?  A. 
The  only  one  that  can  do  it 

By  Commissioner  Downing: 

Q.  Has  not  the  Board  of  Health  power  to  do  that  ?  A.  The 
Board  of  Health  has  got  power  to  close  the  building,  and  the 
Board  of  Health  ba6  got  power  to  act. 

By  Mr.  Elkus  : 

Q.  The  Building  Department  has  that  power  if  the  building 
is  unsafe,  or  is  deemed  unsafe  to  life?  A.  That  is  only  for 
construction. 

Q.  But  that  has  the  same  effect  as  the  suggestion  you  had  in 
mind?    A.  Yes,  sir. 

Q.  That  would  be  practically  extending  to  the  Fire  Department 
the  same  power  ?    A.  Yes,  sir. 

Q.  What  percentage  of  fires  would  it  prevent,  because  of  this 
rabbit  and  waste  being  left  around  in  the  manner  you  described  ? 
A.  Fifty  per  cent  of  the  fires  are  caused  by  carelessness  one  way 
or  the  other. 
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Q.  But  practioally  starting  with  rubbiaht    A.  Yes. 

Q.  Will  you  tell  the  Commission  what  you  consider  a  proper 
fire  drill  to  be  used  ?  A.  The  room  siiouM  be  wired  with  electric 
bells  for  the  fire  drills;  that  is  the  only  way  you  can  properly 
drill,  by  the  bell  system,  or  the  electric  horn  system.  Many  of 
the  larger  factories  where  they  have  plenty  of  noise  use  electric 
horns  like  you  have  on  automobiles. 

Q.  Okxton's  ?  A.  Claxton's,  something  like  that,  and  on  each 
floor  or  room,  a  man  or  a  woman  in  charge  of  so  many.  They 
have  men  at  the  head  of  the  stairway  and  at  the  foot  of  the 
stairway  and  they  keep  everybody  in  line,  and  prevent  rushing 
or  pushing  and  to  keep  tliem  moving  quickly. 

Q.  Having  a  certain  number  of  people  as  monitors?  A.  As 
monitors.  That  is  a  plan  which  has  been  carried  out,  and  which 
works  very  satisfactorily. 

Q.  And  there  are  certain  people  designated  to  take  (diarge  of 
stairways  and  elevators  ?  A.  iSome  on  the  roof,  and  some  at  the 
stairways,  and  some  at  the  elevators,  according  to  the  means  of 
exit  they  have  in  the  building. 

Q.  Now,  have  we  covered  what  you  desire  to  tell  us  about  fire 
prevention  ?  If  we  have,  I  will  take  up  what  are  called  fire  appli- 
ances.    A.  I  think  you  have  covered  that  in  pretty  good  shape. 

Q.  Are  appliances  to  put  out  fires  in  your  opinion  desirable? 
A.  Yes,  sir.  I  think  every  building,  no  matter  whether  it  is  a 
home,  or  a  factory,  or  a  loft  building,  should  have  some  mean<* 
of  extinguishing  any  small  fire  which  may  occur. 

Q.  What  do  you  suggest,  h-and-grenadee  or  standpipes? 
A.  What  you  call  hand-grenades  I  wouldn't  have;  they  are  very 
detrimental  and  dangerous  because  the  liquid  in  them  for  the 
purpose  of  extinguishing  fire  can  be  very  readily  dumped  out ;  I 
have  known  of  cases  where  they  have  put  inflammable  oils  in 
them  and  in  case  a  fire  occurs  they  use  those  fire  grenades  to 
help  it  on. 

Q.  So  you  do  not  approve  of  those?  A.  No;  but  fire  ex- 
tinguishers and  fire  pails  are  desirable. 

Q.  Fire  pails  with  water  in  them  ?  A.  Yes,  where  the  buckets 
are  enclosed.  They  have  tanks,  I  should  say,  with  buckets  inside, 
where  they  always  can  be  reached. 
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Q.  You  tjiink  that  ought  to  be  made  mandatory  in  efvery  build- 
ing ?  A.  YeSf  in  e^ery  loft  building,  and  vvibere  a  lot  of  people 
are  emiployed.  There  ebouid  ako  be  lioae  conmeotiosi  on  each  floor, 
long  enou^  to  cover  the  entire  floor,  and  when  the  Fire  Depart- 
ment arrives  at  the  fire,  they  can  connect  that  etandpipe  with  tiie 
etieet,  open  the  valve  in  the  street,  and  the  water  goes  up  thirou^. 
The  firemen  go  up  on  that  floor,  or  the  floor  above,  or  the  floor 
undemieath. 

Q.  Are  etandpipes  at  all  mandatory  under  the  law  i  A.  Yee, 
sir. 

Q.  For  buildings  of  a  certain  height  ?  A.  For  buildings  of  a 
certain  height. 

Q.  Have  you  seen  standpipes  used  in  cases  of  fire  in  a  building  ? 
A.  Yes,  they  worked  very  satisfactorily. 

Q.  Have  there  been  cases  of  the  hoee  being  rotten  ?  A.  Yes, 
that  hae  happened,  we  have  found  the  hoee  pretty  bad,  but  the 
hoee  that  is  put  into  those  buildings  is  not  auppoeed  to  carry  a 
great  deal  of  pressure;  they  are  only  put  in  for  house  purposes. 
When  the  Fire  Department  arrives  they  always  carry  their  own 
hose. 

Q.  In  case  there  is  no  standpipe,  the  firemen  have  to  go  up  to 
the  floor  in  which  the  fire  is  —  if  there  is  a  etandpipe  they  have 
to  fasten  their  own  hos3  to  the  standpipe?     A.  They  always  do. 

Q.  They  always  do  that  ?  A.  Yes.  The  only  hose  that  they 
use  in  buildings  of  that  sort  is  the  ordinary  linen  hose;  of  course, 
that  ie  not  supposed  to  stand  any  great  pressure.  But  when  the 
Fire  Department  arrives  they  use  their  own  rubber  hose.  Often 
when  they  arrive  at  a  building  they  find  the  hose  cracked. 

Q.  Have  you  any  remedy  to  suggest  in  regard  to  the  linen 
hoee  or  what  should  be  used?  A.  That  is  only  meant  for  what 
we  call  a  tank  pressure. 

Q.  That  is  pressure  from  tine  roof,  isn't  it  ?  A.  That  is  pres- 
sure from  the  roof. 

Q.  Have  you  found  any  factories  that  had  no  appliances  at 
all  for  preventing  fire  or  extinguiAing  fire?  A.  A  great  many 
of  them. 

Q.  In  New  York  City  ?    A.  A  great  many  of  them. 

Q.  With  absolutely  nothing?     A.  With  absolutely  nothing. 

Q.  Where  a  number  of  people  were  employed  ?     A.  Oh,  yes. 
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Q.  And  where  they  were  not  required  to  get  anj  by  law  I 
A.  Ye6,  the  law  requires  it,  and  aa  I  said,  the  only  thing  is  to 
have  the  Corporation  Counsel  prosecute  them. 

Q.  And  there  are  so  many  cases  and  it  takes  so  long  to  bring 
them  up^  that  we  find  it  practically  a  dead  letter?  A.  Yes, 
without  any  criticism. 

Q.  I  understand,  we  are  not  criticising  anybody.  The  point 
about  that  would  be  that  some  summary  method  ou^t  to  be  found 

to  enforce A.   (Interrupting.)    That  is  what  I  was  getting 

at ;  the  Commissioner  should  have  mandatory  power. 

Q.  That  is  to  say,  if  he  ordered  the  placing  of  machinery  of 
any  kind  to  prevent  fire,  and  if  they  did  not  do  it,  he  would  dose 
the  building  after  a  certain  amount  of  notice  t     A.  Yes,  sir. 

Q.  Giving  the  right  to  the  owner,  I  suppose,  to  review  that  in^ 
some  way,  if  he  felt  that  he  was  not  properly  treated?  A.  He 
could  review  it,  but  the  building  is  closed  in  the  meantime;  he 
cannot  open  it.  The  way  it  is  now,  they  review  it  and  the  build- 
ing is  still  open  and  the  occupants  of  that  building  are  still 
subject  to  the  danger  of  fire.  The  other  way  we  have  got  the 
building  closed ;  they  are  not  subject  to  the  danger,  and  let  him 
review  it 

Q.  I  suppose  if  that  were  done,  if  there  were  means  of  pre- 
venting fire,  or  putting  out  fires,  you  would  not  have  nearly  as 
many  fires?    A.  No,  sir. 

Q.  Of  course  there  is  another  problem  you  have  with  loft 
buildings;  that  is,  getting  water  up  to  a  certain  height  How 
high  are  you  able  to  force  the  water?  A.  Any  height  they  can 
build  so  far. 

Q.  Provided  you  can  get  standpipes?  A.  Yes;  there  are 
always  standpipes  in  those  large  buildings. 

Q.  Are  they  always  in  good  condition?  A.  Always  in  good 
condition. 

Q.  You  are  familiar  with  the  sprinkler  system,  so  called  ?  A. 
Yes,  sir. 

Q.  Are  you  in  favor  of  the  sprinkler  system  ?     A.  I  am. 

Q.  Would  you  favor  that  some  kind  of  sprinkler  system  should 
be  made  mandatory  in  certain  buildings?  A.  That  would  all 
come  under  the  fire  protection  laws  of  the  Commissioner,  if  the 
Commissioner  ordered  extinguishers  or  stand  pipes. 
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Q.  You  think  it  should  be  left  discretionary  with  lie  Commis- 
sioner to  order  a  sprinklei  system,  if  he  felt  it  desirable  in  certain 
buildings  or  certain  lofts  ?     A.  Yes. 

Q.  How  would  you  feel  about  a  law  which  required  a  sprinkler 
system  in  buildings  over  a  certain  height  and  size  —  a  mandatory 
law  ?  A.  Well,  you  may  take  a  two-story  building ;  that  building 
may  be  full  of  cotton  or  jute  or  hemp.  There  should  be  sprinklers 
in  that 

Q.  Even  if  only  two  stories  high  in  that  case  ?     A.  Yee. 

Q.  So  you  think  in  New  York  City  it  should  be  left  to  the 
discretion  of  the  Fire  Commissioner?     A.  Yes. 

Q.  And  that  his  power  should  be  absolutely  mandatory? 
A.  Yee. 

Q.  In  saving  life  have  you  anything  to  suggest  beyond  the  fire- 
escaipes  being  conBtructed  in  the  form  of  etaiiB  instead  of  laddetrs? 
A.  Yes.  I  think  that  a  great  many  of  the  fire-escapes  on  build- 
ings to-day  are  only  put  up  to  be  called  a  fire-escape.  They  are 
absolutely  inadequate  and  abeolutely  useless.  There  are  a  great 
many  buildings  that  have  stra  ^nt  ladders  on  them,  and  it  is  abso- 
lutely impossible  for  a  woman  to  climb  down  them. 

Q.  Outside  of  changing  the  ladders  have  you  any  other 
suggestions  to  make  about  egress  in  case  of  a  fire?  A.  I  was 
always  very  much  in  favor  of  what  they  call  a  fire  tower.  It 
is  built  independent  of  the  building  for  the  entire  building,  and 
if  the  building  were  destroyed  will  still  stand.  There  are  no 
entrances  whatsoever  from  the  building  to  the  tower.  You  have 
to  leave  the  building,  come  around  here  (indicating)  and  go  out 
there  (indicating)  to  get  into  the  tower. 

Q.  That  is,  your  tower  is  on  the  outside  of  tlie  building  or  on 
llie  interior?     A.  You  can  have  it  eitlier  one  you  want. 

Q.  But  it  is  separated  by  a  fire  wall  ?     A.  By  a  fire  wall. 

Q.  Are  there  stairs  in  the  tower?     A.  Yes. 

Q.  To  get  in  there  you  would  have  to  go  through  a  door? 
A.  Outside. 

Q.  There  would  h-ave  to  be  a  doorway  or  space  in  between? 
A.  They  generally  have  a  platform.  In  the  Brunswick  Building 
at  27th  Street  and  Fifth  Avenue  they  have  one,  and  in  the 
Bellevue-Stratf ord  Hotel  in  Philadelphia  you  will  find  a  good  one. 
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Q.  That  is  what  is  called  the  Philadelphia  Fire  Tower  ? 
A.  Yes,  sir. 

Q.  What  else  have  you  to  suggest  about  that  ?  A.  Such  towers 
are  the  best  means  of  escape  that  I  kuow  of,  the  safest  meaus. 

Q.  How  about  buildiiigs  that  are  now  in  existence  ?  Of  course 
that  could  only  be  done  in  case  of  a  new  building?  A.  Well, 
there  are  a  great  many  of  the  old  factories;  1  don't  see  it  would 
be  a  great  deal  of  hardship  to  build  a  tower  right  inside  of  the 
building. 

Q.  You  think  it  could  be  done  ?     A.  Oh,  yes. 

Q.  Without  practically  requiring  a  new  building  to  be  eixicted  ? 
A.  This  fire  matter  and  loss  of  life  matter  not  only  in  New  York, 
but  throughout  the  country,  is  right  down  to  dollars  and  cents 
against  human  life.  It  does  not  make  any  difference  which  way 
you  put  it.  You  can  go  in  factories  already  erected,  or  factories 
about  to  be  erected,  and  say,  *^  You  have  got  to  build  a  fire  tower 
in  that  corner  which  is  going  to  take  100  square  feet."  He  will 
commence  to  cry  right  away,  "  I  cannot  give  so  much  space ;  I 
rent  my  place  at  so  much  a  square  foot;  I  cannot  get  the  interest 
on  my  money.  I  cannot  do  this."  It  is  all  from  a  money  stand- 
point. They  do  not  care  anything  about  the  human  life  in  the 
building  as  long  as  they  get  their  money  out  of  it. 

Q.  There  are  forms  of  fire-escapes  besides  interior  towers  ? 
A.  Yes ;  there  is  a  nice  balcony  fire-escape.  There  is  a  fire-escape 
I  saw^  around  on  a  great  many  buildings,  which  I  explained  before, 
and  was  built  away  from  the  building  about  four  feet. 

Q.  With  reference  to  stairs  running  around  an  elevator  shaft, 
as  a  source  of  danger,  is  that  a  bad  thing?    A.  A  bad  thing. 

Q.  The  stairs  ought  to  be  separated  entirely  from  the  elevator 
shaft?    A.  Yes. 

Q.  And  the  elevator  shaft  ought  to  be  an  enclosure  by  itself? 
A.  An  enclosure  by  itself.     I  would  not  have  ajiy  around  stairs. 

Q.  You  mean  the  stairs  that  wind  aroimd  ?     A.  Yes. 

Q.  How  could  you  hove  them  otherwise?     A.  Straight  away. 

Q.  There  are  staircases  which  can  be  built  where  the  stair- 
case is  entirely  enclosed  by  a  fireproof  wall  ?  A.  Yes ;  but  you 
have  got  your  entrance  leading  right  into  your  loft,  where  the 
fire  may  originate. 


Edwabd  F.  Ckokeb.  85 

Q.  There  is  nothing  to  help  there,  is  there?    A.  No. 

Q.  Unless  yon  have  a  separate  entrance  that  is  not  connected 
with  the  loft.  A.  I  would  have  that  stairway  built  in  one  comer 
of  the  building  as  they  are  to-day,  but  I  would  not  have  any 
doorwayis  enter  the  building.  I  would  have  the  occupants  leave 
the  tower  and  oome  around  outside  to  get  to  the  building. 

Q.  With  reference  to  saving  life  after  a  fire  occurs,  the  Depart- 
ment does  use  fire  netj,  doesn't  it,  where  people  have  to  jump? 
A.  Yes. 

Q.  Have  those  proved  useful,  or  are  they  not  strong  enough, 
or  have  they  been  able  to  make  them  strong  enough  ?  A.  Thev 
are  made  as  strong  as  they  know  how  to  make  them,  and  they 
has  been  very  satisfactory.  We  have  never  had  one  failure  up 
to  the  Asch  building. 

Q.  What  happened  there?     A.  They  went  through  the  net. 

Q.  What  was  the  reason  of  that?     A.  The  extreme  height. 

Q.  That  is  because  the  *bodies  came  from  such  a  height  the  net 
could  not  hold  them,  or  did  the  material  give  way,  or  did  the 
people  who  held  the  nets  ?  A.  Both ;  they  all  went  in  a  pile  to- 
gether. It  would  be  impoesible  to  hold  those  people  as  they  fell 
there;  when  they  hit  the  sidewalk  or  iron  gratings,  the  impact 
of  their  bodies  was  so  great  they  drove  right  through  the  iron 
gratings  into  the  cellar. 

Q.  Just  describe  to  the  Commission  the  fire  nets  used  at  the 
Asch  fire.  They  are  held  by  how  many  people,  and  how  large 
are  they?  A.  They  are  ten  feet  in  circumference,  and  they  are 
held  by  ten  or  twelve  men,  or  more  if  you  can  get  them  around 
it,  and  you  can  catch  —  I  have  seen  people  time  after  time  jump 
from  the  fifth,  sixth  or  seventh  floor  and  not  get  a  scratch. 

Q-  In  this  case,  although  they  were  held  by  the  same  number 
of  people,  and  the  material  was  strong  enough  —  strong  as  it 
could  be  —  by  the  way,  what  are  they  made  of?  A.  The  best 
canvas  that  can  be  purchased,  and  they  are  hung  on  springs. 
When  you  strike  into  the  net  you  do  not  get  a  sudden  jar,  but 
get  a  spring  effect.     The  rim  is  heavy  steel. 

Q.  In  the  Asch  fire  the  net  went  right  down  with  all  the  people 
holding  it?    A.  Yes. 

Q.  From  the  impact  of  the  bodies  ?     A.  Yes. 
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Q.  Have  you  any  suggestion  to  make  to  the  Commiseion  with 
reference  to  the  different  kinds  of  fire  nets  which  would  bold 
this  impact  of  the  body?  A.  I  do  not  think  they  could  manu- 
facture anything  that  would  stand  the  impact  of  a  body  from 
that  height. 

Q.  Would  it  be  possible  to  have  a  fire  net  on  poles,  for  instance, 
that  would  give  enough  way  to  it,  so  that  a  body  coming  from  a 
great  height  would  be  able  to  sag  enough  without  breaking? 
A.  The  time  you  get  that  erected  and  ready  for  the  people  to 
jump,  they  would  be  burned  to  death.  You  have  to  have  some- 
thing for  immediate  use.  They  ought  to  have  something  there 
they  can  get  at  in  case  of  necessity  before  the  arrival  of  the 
Department. 

Q.  That  is  to  say,  there  ought  to  be  a  way  of  getting  out  before 
the  Department  got  there?  A.  Oh,  yes;  you  cannot  wait.  Like 
the  Asch  building  fire,  they  could  not  wait  until  the  arrival  of  the 
Fire  Department,  even  if  we  had  the  aopliances.  They  were 
jumping  out  of  the  windows  before  the  department  arrived. 

Q.  So  that  as  a  practical  matter  if  people  are  obliged  to  jump 
out  of  the  windows  of  -a  loft  building  which  is  over  five  or  six 
stories  in  height,  there  is  no  way  of  saving  their  lives  ?  A.  Well,  I 
won't  say  five  or  six. 

Q.  I  say  above  five  or  six,  or  seven  or  eight?  A.  Seven  or 
eight  stories  high,  if  they  jump,  I  don't  know  of  anything  you 
can  manufacture  that  will  hold  them.  I  saw  it  figured  out  for 
a  body  weighing  150  pounds,  they  struck  over  two  tons  from  that 
hei^t  when  they  hit  the  sidewalk.  I  don't  know  but  it  was  over 
that. 

Q.  You  know  what  so-called  fire  walls  are,  do  you,  in  a  factory 
building?     A.  Yes. 

Q.  Will  you  describe  to  the  Commission  what  is  referred  to  as 
a'  fire  wall  ?  A.  There  is  supposed  to  bo  a  wall  dividing  off  a 
large  loft,  to  be  built  of  sufiicient  strength  to  retard  any  fire  which 
may  occur  in  one  side  or  the  other. 

Q.  And  that  is  a  wall  that  is  built  across  the  loft  ?    A.  Yes. 

Q.  With  a  door  of  communication  —  a  fireproof  door  ?  A. 
Some  have  doors,  «.utomatic  doors;  some  have  swinging  doors 
The  regulation  is  an  automatic  self-closing  door. 
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Q.  What  is  your  opinion  about  these  fire  walls?  A.  I  think 
they  are  a  first  rate  thing  if  the  wall  is  properly  put  up. 

Q.  Of  course  the  objection  to  that  is  that  it  divides  up  the  loft 
space?     A.  Yes. 

Q.  Are  there  oases  where  fires  occur  from  spontaneous  combus- 
tion, to  your  knowledge  ?     A.  Yes. 

Q.  That  is  largely  from  rubbish,  isn't  it,  also?  A.  Yes;  rub- 
bish and  oily  waste,  spontaneous  combu9tion.  It  does  9tart  in 
ootton,  cotton  waste,  hemp,  and  if  it  gets  wet,  soft  coal. 

Q.  Have  you  read  the  Sullivan-IIoey  bill  that  was  passed  by 
the  last  Legislature  ?  A.  Yes,  I  think  I  am  acquainted  with  the 
bill. 

Q.  You  are  familiar  v*'ith  the  provisions  of  it?     A.  Yes. 

Q.  Now,  with  reference  to  this  bill,  will  you  tell  the  Commis- 
sion your  views  as  to  whether  it  is  a  good  biU  —  I  mean  whether 
its  provisions  are  such  that  would  be  of  benefit  ?  What  eriticism 
you  have  to  make  of  it,  if  any  ?     A.  In  relation  to  what  section!  ? 

Q.  Well,  for  instance,  the  section  which  provides  for  the  estab- 
lisliment  of  a  Bureau  of  Fire  Prevention.  A.  Take  section 
756  of  the  present  Charter  whicli  gives  the  Commissioner,  I  think, 
as  much  power,  if  not  more,  than  any  Commissioner  in  New  York 
City.  With  a  little  additional  legislation  giving  him  mandatory 
powers  to  enforce  the  laws  by  closing  the  buildings,  and  mandatory 
power  to  order  fire  drills  of  the  various  employees,  I  think  the 
Commissioner  has  plenty  of  power. 

Q.  Without  any  legislation  ?  A.  There  is  not  any  doubt  that 
section  756  gives  him  more  power  than  the  present  Charter  to-day. 

Q.  You  think  the  Commissioner  under  the  present  law  has  full 
power,  but  no  proper  means  of  enforcing  it?  A.  That  is  the 
idea. 

Q.  If  he  had  mandatory  power  of  enforcement,  he  could  pre- 
vent, or  take  means  to  prevent  a  great  many  cases  of  fires  which 
have  occurred?    A.  Yes. 

•  Q.  Now,  with  reference  to  these  loft  buildings  which  you  have 
described,  and  the  different  kinds  of  manufacturing  carried  on 
and  in  which  there  are  nuimbers  of  people,  have  you  anything 
to  suggest  to  the  Commission  with  reference  to  the  limitation  of 
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the  use  of  those  buildings  or  the  limitation  of  the  number  of 
employees  on  any  one  floor  ?    A.  I  do  not  quite  understand  that. 

Q.  For  instance,  there  are  ten  stories  in  one  of  those  buildings; 
would  it  be  a  proper  thing,  for  instance,  to  say  that  manufacturing 
should  only  be  carried  on  in  four  or  five  stories,  so  as  to  prevent 
the  numbers  of  employees  in  the  building  being  as  large  as  they 
are,  and  to  prevent  the  diflFerent  kinds  of  business  being  carried 
on?  A.  Well,  of  course,  by  doing  that  you  are  going  to  drive 
business  away  from  New  York. 

Q.  So  you  would  not  be  in  favor  of  that?  A.  No,  sir;  be- 
cause such  manufacturers  can  go  to  Jersey  City  or  down  in  Long 
Island,  outside  of  New  York,  and  go  into  a  frame  building. 

Q.  You  were  speaking  of  section  756  of  the  Charter;  do  you 
mean  762  ?    A.  762,  I  should  say. 

Q.  That  is  the  aection  which  I  have  here  now,  a  printed  copy 
of  it  ?     A.  Yes. 

Q.  Does  not  that  only  apply  so  far  as  the  power  of  the  Com- 
missioner is  concerned  to  fire  appliances?  He  would  not  have 
any  power  to  order  a  fire  drill  under  that  section?     A.  No. 

Q.  lie  would  not  have  any  power  to  order  the  removal  of 
waste  or  rubbis-h  under  that,  would  he?  A.  Yes,  sir;  that  is 
what  I  would  say.  I  would  give  the  Commissioner  power  for 
fire  drills. 

Q.  And  removal  of  waste?  A.  He  has  plenty  of  power  under 
that  section. 

Q.  Under  that  section  762,  or  any  other  section,  has  the  Com- 
missioner or  the  Fire  Department  any  power  over  fire-escapes? 
A.  No;  that  all  comes  under  the  supervision  of  the  Department 
of  Buildings. 

Q.  For  instance,  take  this  problem :  a  fireman  goes  to  a  factory 
and  finds  the  means  of  getting  to  a  fire-esoape  all  blocked  with 
material,  has  he  any  power  over  that?  A.  No;  he  reports  that 
ca?io  to  the  Fire  Commissioner,  and  the  Fire  Commissioner  re- 
ports it  to  the  Department  of  Buildings,  and  that  is  all. 

Q.  That  is  all  that  is  done  to  it?     A.  Yes. 

Q.  Take  a  building  that  is  built  in  New  York  City,  is  there 
any  means  in  any  department  which  you  know  of,  or  any  method 
by  which  it  is  found  out  whether  or  not  that  building  is  adapted 
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to  the  ipurpose  for  whloh  it  is  to  be  used  —  tiiat  particular  loft  i 
A.  They  don't  build  them  that  way.  They  put  up  a  building  and 
that  is  all.  They  will  let  any  Tom,  Dick  or  Harry,  any  kind 
of  manufacturer  that  comes  along^  go  in.  They  don't  care  what 
it  is,  as  long  as  they  can  lease  the  loft. 

Q.  Would  you  favor  some  legislation  which  would  require,  be- 
fore a  man  may  use  a  loft  built  for  a  particular  purpose,  that 
it  should  be  licensed  in  some  way,  or  permission  given  after 
inspection?  A.  Well,  1  don't  know.  1  would  have  to  think  that 
over,  but  1  am  not  in  favor  of  taking  a  light  loft  building,  built 
for  light  manufacturing,  and  putting  heavy  printing  presses  and 
heavy  machinery  in  that  building. 

Q.  In  other  words,  you  would  not  want  to  put  a  dangerous 
factory  or  manufacturing  establishment  with  ones  that  were  not  i 
A.  No. 

Q.  W^hat  would  you  do  —  segregate  them,  set  them  apart,  those 
that  are  dangerous?  A.  For  heavy  manufacturing,  they  should 
go  into  buildings  which  are  built  heavy  enough  to  carry  it. 
Nowadays  you  can  go  into  a  loft  built  for  light  manufacturing, 
such  as  sewing  machines,  and  if  a  printer  comes  along  and  wants 
to  put  great  heavy  presses  there,  he  will  jack  them  up  and  put 
them  in. 

Q.  And  there  is  nothing  to  stop  him  ?  A.  Nothing  to  stop 
him. 

Q.  No  public  body  or  public  official  has  any  authority  ?  A. 
The  Building  Department  places  the  floor  load.  In  all  prob- 
ability they  will  tell  the  printer,  "  You  must  place  your  presses 
here,  or  place  them  over  that  line  of  girders." 

Q.  The  Building  Department  is  responsible  that  the  building 
is  safe,  and  that  the  floor  has  the  carrying  capacity  ?  A.  The 
fault  in  New  York  City  is  that  there  is  nobody  responisible  for 
anything.  The  Fire  Department  is  not  responsible;  the  Build- 
ing Department  is  not  responsible;  the  Police  Department  is 
not  responsible;  the  Health  Department  is  not  responsible.  If 
anything  happens  they  are  all  stepping  from  under. 

Q.  In  other  words,  when  anything  happens,  each  one  blames 
it  on  the  other  department,  and  it  would  be  your  idea,  and  your 
recommendation  to  the  Commission,  that  the  responsibility  should 
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be  fixed  upon  some  one  particular  head  of  some  one  department  ? 
A.  Yes. 

Q.  And  at  the  same  time  give  him  the  corresponding  power? 
A.  The  Asch  Building  fire  started  with  the  Fire  Department 
The  Fire  Department  says,  "Our  records  are  all  right;  every- 
thing we  ordered  was  complied  with."  The  Building  Department 
says,  "  Our  records  are  all  right."  The  Health  Department  says, 
"  Our  records  are  all  right."  The  Police  Department  have  not 
got  through  investigating  yet,  and  I  donH  think  they  ever  will 
and  nobody  is  responsible.  There  are  just  as  many  factories  in 
New  York  in  the  same  condition  as  the  Asch  Building  was  and 
probably  is  to-day. 

Q.  Mr.  Porter  suggests  this  question  to  be  asked,  Chief:  take 
a  building  that  is  ten  stories  high,  occupied  by  ten  different 
tenants,  all  under  different  responsibility,  each  one  having  its 
own  employees,  how  could  you  have  a  fire  drill  in  which  all  the 
employees  would  co-operate?  A.  In  that  case  they  would  have 
to  co-operate. 

Q.  How  could  you  provide  for  that  ?  A.  I  have  provided  for 
it  in  a  number  of  cases.  I  have  gone  through  such  a  factory  and 
got  their  names  to  a  contract  that  they  will  drill  their  employees. 

Q.  That  was  a  voluntary  act  on  their  part?     A.  Yes. 

Q.  That  is,  they  agreed  to  drill  their  employees  all  in  the  same 
way  at  the  same  time?    A.  Yes. 

Q.  Does  it  take  much  time  to  instruct  these  employees  in  the 
drill  ?  A.  You  can  take  a  building  with  300  or  400  people  in  it, 
and  turn  them  out  in  a  minute,  or  fifteen  or  twenty  seconds. 

Q.  I  mean,  does  it  take  any  time  to  train  them  to  do  it?  A. 
No,  sir. 

Q.  You  mean  it  is  not  any  serious  question  of  taking  up  the 
employees,  or  the  employers'  time?  A.  No;  go  in  a  building 
at  two  minutes  of  twelve,  at  twelve  o'clock  you  ^vill  have  the 
entire  building  out. 

Q.  I  suppose  it  would  not  take  more  than  ten  minutes  a  month, 
would  it,  to  install  a  proper  drill  ?    A.  No,  sir. 

Q.  Now,  take  the  fire-alarm  system,  how  would  you  require 
that  should  be  put  in,  and  who  would  be  responsible  for  it,  in 
order  to  start  this  drill  in  case  of  a  fire  ?  A.  They  would  have 
to  put  that  in. 
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Q.  The  building  itself,  or  the  tenants?  A.  The  tenants ;  there 
would  be  a  system  on  each  floor,  connected  with  push  buttons. 
If  you  wanted  the  entire  building,  push  every  button,  or  if  you 
only  want  to  drill  one  floor  or  two  floors  at  a  time,  connect  it  in 
the  same  way. 

Q.  If  a  fire  occurred,  somebody  would  push  a  button,  which 
would  communicate  to  all  the  floors,  and  all  the  people  would 
go  out  ?  A.  If  a  fire  occurred  on  the  ninth  floor  of  a  twelve-story 
building,  it  is  not  necessary  for  everybody  to  rush  out.  The 
building  is  not  going  to  bum  down  in  a  minute.  And  that  is 
what  you  want  to  drill  the  people  for ;  it  is  not  so  much  the  fire 
as  it  is  the  panic. 

Q.  You  believe  a  drill  conducted  along  these  lines  and  made 
mandatory  would  stop  the  panic?    A.  Yes. 

Q.  Have  you  ever  had  any  experience  with  a  drill  in  the  actual 
case  of  a  fire  ?    A.  Only  by  school  children. 

Q.  And,  of  course,  in  that  case  the  children  have  marched  out 
just  as  though  there  were  no  fire?     A.  Yes. 

Q.  So  the  point  is  to  so  drill  them  tibat  they  do  not  know 
whether  there  is  a  fire  or  not  ?    A.  Both  ways. 

Q.  Then  with  reference  to  the  openings  in  floors  in  buildings, 
have  you  made  a  study  of  that,  as  to  whether  that  is  a  means  of 
spreading  the  flre  ?    A.  Yes. 

Q.  How  about  requiring  solid  floors  in  buildings?  A.  Well, 
as  much  as  possible;  a  great  many  are  used  for  manufacturing 
purposes,  and  they  have  to  run  their  shafts  through,  and  pulleys 
through,  from  one  floor  to  another,  but  they  should  be  protected  as 
much  as  possible. 

A  CoMMiTTBBMAN !  I  wsnt  to  ask  the  Chief  what  he  thought 
of  a  law  preventing  a  man  from  recovering  in  the  case  of  a  fire 
due  to  a  violation  of  the  ordinance,  or  law  ? 

The  Witness  :  I  think  that  before  any  insurance  was  paid  on 
any  losses,  diat  there  should  be  a  law  prohibiting  the  insurance 
companies  from  paying  such  losses  until  such  time  as  an  investi- 
gation can  be  made. 

The  Committeeman:   Where  it  is  in  violation 
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The  Witness:  (Interrupting.)  It  makes  no  difference 
whether  it  was  in  violation  or  criminal  intent;  they  should  have 
an  investigation  and  get  at  the  bottom  of  the  facts. 

Q.  Have  you  any  recommendation  to  make,  Chief,  with  ref- 
erence to  buildings  at  present  unsafe?  A.  That  seems  to  be 
quite  a  problem  to  go  into;  there  are  lots  of  them.  I  don't  know 
how  you  are  going  to  get  at  them  to  make  them  half  way  safe. 
There  are  a  number  of  ihgredient^  on  the  market  which  tliey  claim 
will  make  them  fireproof;  whether  that  is  so  or  not,  I  don't 
know.  There  is  a  paint  called  fireproof,  and  I  saw  a  test  of 
it;  but  if  you  start  in  on  that,  some  one  will  commence  to  holler, 
and  you  will  be  brought  on  the  other  end. 

CuiiLiiiisj^iuner  Gompkks:  During  your  testimony  you  sug- 
gested that  judging  from  the  position  of  some  of  tlie  bodies  found 
in  tlie  Aseh  fire,  the  door?^  were  closed  or  locked.  Does  that 
system  of  locking  doors  prevail  to  any  extent  in  these  loft  districts? 

The  Witness:  Just  at  the  present  time  I  do  not  know  as  I 
can  say  yes  or  no;  but  I  know  that  shortly  after  the  fire,  and  just 
before  I  retired  from  the  Fire  Department,  a  great  many  were  still 
locked.  It  is  safe  to  say  that  you  can  go  through  a  number  and 
find  manv  of  them  locked. 

Q.  ^Vhy  are  they  locked?  A.  Generally  for  the  purpose  of 
preventing  theft. 

Q.  Theft  by  employees  or  by  outsiders  ?  A.  By  the  employees 
standing  in  with  outsiders. 

Q.  What  is  your  opinion  as  to  the  locking  of  doors  of  factories 
or  lofts  even  to  protect  employers  from  thefts  by  employees? 

The  Witness:  Why,  if  an  employer  thought  that  he  was 
getting  robbed,  he  should  take  some  other  means  of  protecting 
himself,  and  not  have  the  doors  locked. 

Mr.  Elkus:  Such  as  a  watchman?  A.  Some  such  way. 
There  are  doors  on  tlio  market  —  a  patent  door,  which  you  can 
close  from  the  outside;  from  the  outside  it  is  locked,  and  also 
from  the  inside;  all  you  have  to  do  is  to  pull  a  latch  and  you 
open  it. 
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Q.  It  has  no  catch  ou  it  at  all  ?     A.  No,  sir. 

Q.  You  just  push  it  open  ?     A.  Yes,  sir. 

Q.  Chief,  how  about  indicating  the  existence  of  fire-escapea 
by  a  red  figure,  are  you  in  favor  of  that  ?  A.  There  should  be  a 
red  sign  to  indicate  the  fire-escape,  the  stairway,  and  any  other 
exits  that  are  used.  At  this  time  of  the  year  a  great  many  build- 
ings are  used  at  night,  and  in  such  cases  there  should  be  a  red 
globe. 

Q.  Have  you  heard  of  the  '*  down-and-out  dhute?"  A,  No, 
I  have  not ;  I  do  not  know  it  by  that  name. 

Q.  They  are  something  like  the  "  Chute-the-Chutes  "  that  they 
have  at  pleasure  resorts;  some  one  suggested  to  the  Commission 
that  these  should  be  used  as  a  means  of  escape  in  case  of  fire. 
A.  In  many  schools  throughout  the  West  they  use  them  satisfac- 
torily, but  they  are  only  three  or  four  stories  high.  I  don't  know 
what  the  results  would  be  if  they  had  to  go  down  eighteen  or 
twenty  stories, 

Q.  You  don't  think  they  are  practical  above  three  stories? 
A.  I  would  not  care  about  going  down  in  one. 

Mr.  Elkus:  The  Commission  is  obliged  to  you,  Chief,  for 
your  testimony. 

Mr.  Crckek:  I  thank  you,  gentlemen,  and  if  I  can  be  of 
service  to  you  I  will  be  glad  to  do  so. 

Mr.  Elkus  :  We  will  probably  call  on  you  later.  Chief ;  when 
we  go  through  this  testimony,  we  may  call  on  you  again. 

Mr.  Cbokeb:  I  am  very  much  interested  in  this  work,  gentle- 
men, and  any  time  that  I  can  be  of  service  to  you,  I  shall  be  very 
glad  to  have  you  call  upon  me. 

The  Vice-Chairman  :  The  Commission  stands  in  recess  for 
one  hour,  and  will  reconvene  in  Part  Twelve  of  the  Supreme 
Court,  County  Court  House;  that  is,  the  building  at  the  back  of 
the  City  Hall. 

The  hearing  to-morrow  morning  and  afternoon  will  be  held  in 
this  Chamber ;  and  as  has  already  been  announced,  there  will  be  no 
hearing  on  Thursday.  On  Friday  there  will  also  be  a  hearing  in 
this  Chamber. 

Heoees  taken  until  2 :15  P.  M. 
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AFTER  RECESS. 
Commiseioner  Gompeks  :     Please  come  to  order. 

Leoj^ora.  O'Reilly^  a  witness  called,  being  first  duly  sworn, 
testified  as  follows: 

Examination  by  Mr.  Elkub: 

Q.  Miss  O'Reilly,  have  you  given  your  full  name  to  the  sten- 
ographer?   A.  Yes,  sir. 

Q.  What  is  your  business  or  profession?  A.  My  business  is 
shirtwairt  maker;  mj  profession,  labor  agitator. 

Q.  That  is,  you  actually  <worked  making  shirts  for  eighteen 
years  in  this  City  of  New  York  ?     A.  This  city. 

Q.  And  after  that  you  became  what  you  call  a  labor  agitator  I 
A.%  JL  es.  I 

Q.  That  is,  you  are  an  officer  of  the  labor  union,  I  presuonet 
A.  In  the  league  made  up  of  unionists — those  who  believe  in 
unions. 

Q.  Now,  Miss  O'Reilly,  at  my  request  you  made  an  inspection 
of  the  various  factories  or  places  used  for  manufacturing  in  this 
city  recently,  did  you  not?    A.  Yes,  sir. 

Q.  And  you  did  that  yourself?    A.  Yes,  sir. 

Q.  How  long  ago  did  you  make  that  inspection  ?  A.  The  last 
inspection  was  made  on  Friday  of  last  week. 

Q.  And  you  made  other  inspections  in  the  week  preceding  that 
or  within  the  last  two  weeks  ?     A.  Yes,  sir. 

Q.  So  that  the  conditions  which  you  are  going  to  tell  us  about 
are  practically  those  that  exist  to-day  ?    A.  Yes,  sir. 

Q.  Right  in  the  city  of  New  York?  A.  Yes,  sir;  New  York 
city  and  Greenpoint 

Q.  New  York  city  and  Greenpoint.  How  many  establish- 
ments did  you  inspect?     A.  Ten. 

Q.  Will  you  tell  us  the  ten  kinds  of  establishments  that  you 
visited  ?  A.  I  limited  these  ten  inspections!  to  one  business,  do 
you  mean  that  ? 

Q.  What  kind  of  business  was  that  ?  A.  The  manufacture  of 
human  hair. 
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Q.  Will  you  tell  the  Commissionerd  what  human  hair  is  made 
of?  A.  The  manufacture  of  human  hair  means  human  hair^ 
hemp^  wool  and  some  other  things  of  that  kind. 

Q.  What  are  they  manufactured  for  —  for  what  purpose  is  it 
used?  A.  For  wigs,  moustaches^  ladies'  hair  and  all  wigs  they 
make  for  such  purposes;  everything  in  the  nature  of  hair. 

Q.  These  are  the  things  ladies  use  as  puffs?  A.  And  men^ 
moustaches  and  wigs. 

Q.  What  I  mean  to  bring  out  is  that  they  come  in  personal 
contact  with  the  persons  who  buy  tliem  —  they  wear  them? 
A.  Not  all ;  you  mean  the  people  wear  this  hair  ? 

Q.  No,  no ;  the  people  who  buy  them  use  them  for  wearing  on 
their  person.  Did  you  examine  the  factory  on  Mangin  Street? 
A.  Exactly. 

Q.  In  the  Borough  of  Manhattan  ?     A.  Yes. 

Q.  What  was  the  number?  A.  I  could  not  tell  you;  I  don't 
remember;  it  is  at  the  comer  of  Delancey  and  Mangin. 

Q.  183  Mangin  ?  A.  I  do  not  know  whether  that  is  the  num- 
ber or  not. 

Q.  Was  tlhat  on  one  floor  of  that  building,  or  the  entire  build- 
ing ?     A.  Part  of  a  loft. 

Q.  How  large  a  building  —  how  many  stories  —  how  high? 
A.  That  was  on  the  seventh  story,  and  therei  was  one  loft  above. 

Q.  Was  there  an  elevator  in  the  building  ?     A.  Yes. 

Q.  Now,  you  say  that  this  was  on  the  seventh  floor A. 

Yes,  sir. 

Q.  How  large  was  this  floor  —  this  seventh  floor  —  how  wide, 
and  how  deep  —  was  it  ^  single  or  a  double  building  ?  A.  So  far 
as  I  recall  a  single  building. 

Q.  About  25  feet  wide?  A.  I  should  say,  not  knowing  the 
dimensions,  the  room  in  which  the  hair  manufacturing  was  carried 
on  was  as  large  as  this  room,  inside  of  that  railing  (indicating). 

Q.  That  is  about  25  by  15.  Now,  tell  us  what  you  saw  there. 
How  many  people  were  in  there  and  what  were  they  doing? 
A.  Might  I  tell  you  something  about  the  hair  manufacture  to 
begin  with? 

Q.  In  your  own  way.  A.  What  we  have  to  understand  is  how 
the  hair  comes  to  us  and  all  the  processes  it  goes  through.  The 
hair  is  generally  brought  over  from  other  countries,  and  the  most 
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hair  that  we  get  is  Chinese  hair.  Chinese  hair  can  be  m>ade  over 
into  any  kind  of  hair  that  is  wanted  by  the  market,  whether  plain 
or  curly  hair,  or  curly  hair  for  colored  people.  The  hair  coming 
in  is  what  we  call  disinfected;  that  is,  covered  with  a  perfumed 
powder,  and  when  you  get  it  out  of  the  cases  you  have  to  shake 
this  powder  out.  This  is  one  of  the  £rst  things  done.  It  is  the 
shaking  of  that  powder  out  that  keeps  the  whole  place  full  of 
powder  all  the  time  the  people  are  working,  and  then  after  that 
it  is  washed* 

Q.  What  kind  of  powder  is  it'i  A.  It  used  to  be  —  I  told 
you,  I  said,  that  eighteen  years  ago  1  was  a  waist  maker.  The 
reason  I  know  so  much  about  this  particular  thing  is  that  my 
first  work  was  going  inta  a  hair  place  to  learn  that  work.  In  the 
old  days  they  got  a  young  school  girl,  and  they  did  it  in  the  tene- 
ment houses,  where  this  work  is  sent  out  from  the  factories  to 
the  tenements ;  children  are  taught  the  art  of  hair  making.  The 
children  are  brought  in  after  school  and  taught  how  to  weave  hair, 
so  that  I  know  the  processes  through  which  these  things  go.  All 
the  hair  which  comes  from  China  has  a  scented  powder.  1  don't 
know  what  it  is,  but  it  is  called  a  disinfectant,  and  it  is  shaken  ou., 
then  the  hair  is  put  in  large  tubs  or  vats  and  washed  to  get  tlie 
grease  out  of  it.  After  that,  it  is  dyed  whatever  color  is  wanted. 
If  you  want  to  make  this  hair  from  a  straight  color  to  a  colored 
hair,  you  have  to  hang  it  on  ropes  and  put  it  through  a  process 
?v\hich  brings  it  out  to  what  you  want;  that  is  going  on  in 
diflferent  spaces.  The  space  here  is  where  the  powder  was  shaken 
out  and  the  hair  handed  over  to  that  comer  (indicating)  where 
it  was  put  into  large  tubs,  boiled  and  cleaned, 
j  The  hair  was  aU  over  the  floor  in  that  space  where  it  had 
been  pulled  apart,  and  men  are  working  in  that  corner.  That  part 
of  the  work  the  men  do,  the  washing  and  dyeing  of  the  hair. 
After  that,  it  comes  over  here,  and  all  around  this  place  are  lines 
where  the  hair  is  hung  up  to  dry,  and  then  after  it  is  dried  suf- 
ficiently it  is  taken  down  and  woven  into  long  yards  and  yards 
of  hair  that  is  made  into  switches.  The  men  do  the  dyeing  and 
washing. 

Q.  Who  does  the  weaving?     A.  Women. 

Q.  Girls  or  women?     A.  Well,  very  few  of  them.     I  should 
say  that  I  could  not  go  into  the  tenement  house  district.     In  the 
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tenement  house  district  you  will  find  that  the  children  are  taught 
by  their  mothers  to  do  this,  because  it  is  so  simple.  It  is  one 
of  the  trades  that  you  had  to  follow  in  its  rough  stages  into  the 
homes  of  the  people,  because  there  is  very  little  weaving  apparatus 
— there  are  two  sticks  and  three  spools,  and  it  can  be  taken  up  and 
rolled  up. 

Q.  In  this  trade  you  just  described  —  have  you  now  stated 
in  a  general  way  the  way  this  hair  is  manufactured?  A.  These 
are  the  processes ;  there  is  another  thing,  the  dre^ssing. 

Q.  Who  was  that  done  by  ?    A.  Women. 

Q.  In  the  same  place?  A.  Yes,  and  that  is  very  often  taken 
home,  too. 

Q.  And  done  at  home  ?    A.  Yes. 

Q.  They  take  it  into  their  homes?     A.  Yes,  sir. 

Q.  And  work  there  where  their  families  are?     A.  Yes,  sir. 

Q.  Miss  O'Reilly,  in  this  place  in  Mangin  Street  you  started 
to  tell  us  about  —  in  that  particular  ease,  tell  us  the  conditions 
you  saw  there;  how  many  men  were  employed,  how  many  women 
were  employed,  and  the  conditions  as  you  found  them  as  to  dirt 
and  cleanliness?  A.  There  are  about  thirty  people  there  now; 
they  had  sixty  people  in  their  busy  season;  this  is  their  slow 
season.  There  is  a  cihange  in  the  fashion  here,  so  that  they  do 
not  know  how  to  proceed  for  a  little  while,  but  erwitches  are 
always  worn,  so  they  make  them. 

In  one  comer  was  the  fire,  and  that  was  like  an  open  fire,  a 
stove  —  a  coal  fire,  on  which  the  stuffs  were  boiling  that  they  do 
the  cleaning  with.  Rigjit  as  you  came  in  from  the  elevator, 
there  was  very,  very  little  room  to  get  around,  and  dirt  and 
powder  and  everything  I  could  imagine  was  piled  up. 

Q.  On  the  floor  ?  A.  On  the  floor,  and  under  the  tables ;  yet 
they  said  they  got  rid  of  that  twice  a  week. 

Q.  But  not  every  day?  A.  IS'ot  every  day.  And  in  the  hall 
below  the  dust  and  dirt  and  hair  was  all  over  everything.  It 
is  like  going  into  a  place  where  you  find  hair  on  everything. 
The  girls  wash  and  eat  their  dinners  at  the  table  where  they 
worked.  There  is  no  dressing  room  nor  lunch  room.  That  pre- 
vails in  the  hair  trade. 

Q.  You  state  they  were  doing  this  sort  of  work  when  you  got 
there?    A.  Yes. 
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Q.  And  what  was  the  condition  as  to  health ;  did  they  have 
kettles  on  the  fire?    A.  Yes. 

Q.  Boiling  the  dyes  ?    A.  Yes. 

Q.  Open  or  closed?    A.  Open. 

Q.  Did  any  odors  come  from  these  kettles?  A.  Yes,  sir ;  there 
are  always  odors  from  dyes. 

Q.  Were  the  windows  open  or  closed  ?  A.  They  are  allowed 
to  keep  them  open,  but  the  odor  is  bad,  and  the  people  say  that 
they  are  kept  open  because  the  odor  is  bad  here. 

Q.  Is  there  anything  further  about  that  place?  You  say  they 
eat  their  lunch  right  at  the  table  where  they  do  their  work  — 
there  is  no  lunch  room  nor  retiring  room?    A.  No. 

Q.  What  about  the  sanitary  condition?  A.  That  is  very  bad. 
Tliere  is  an  open  sink  there  and  the  water  is  used  for  washing 
and  drinking.    The  toilets  are  next  to  it ;  the  conditions  are  filthy. 

In  the  same  building,  jus-t  below  that  floor  in  the  same  building, 
there  was  carried  on  the  manufacture  of  jelly  candies.  If 
the  conditions  could  be  worse  than  they  were  in  the  floor 
above,  they  would  be  found  in  this  candy  place.  The  candy  place 
was  on  the  fifth  floor;  between  that  and  the  seventh  floor  is 
another  floor  where  they  make  boxes. 

Q.  Did  you  go  into  that  factory  where  they  made  the  candy  ? 
A.  Yes. 

Q.  When  was  that?    A.  Last  Friday,  I  think. 

Q.  Please  tell  us  about  that.     A.  The  girls  were  very  young. 

Q.  Were  they  all  girls?  A.  There  were  two  men  and  ten  girls. 
Some  of  them  looked  as  if  they  were  not  over  thirteen  or  four- 
teen years  old,  yet  we  were  told  that  the  papers  in  the  office 
would  show  that  they  were  of  age. 

Q.  Young  girls?  A.  Young  girls.  And  in  this  place,  which 
was  about  half  the  size  of  this  place  here  (indicating), 
there  was  boiling  going  on  of  jellies  and  things  of  that  kind  — 
all  kinds  of  jelly  candy,  was  in  layers,  red,  white  and  green,  and 
it  was  the  most  disgusting  thing  a  mortal  could  find  when  he 
went  in  there  —  the  stuff  was  running  all  over  the  floor.  The 
people  were  walking  in  it,  and  it  had  boiled  over  the  tin  tube 
again  and  again. 

You  can  get  the  candies  in  layers  of  jelly  of  green  and  yellow, 
and  out  in  the  boiling  space,  it  was  being  poured  —  being  made 


Leonora.  O'Bkhxt.  49 

into  the  most  beautiful  fresco  on  the  outside  of  the  boiling  cans  — 
green,  yellow  and  red  and  chocolate,  all  boiled  there. 

Q.  That  boiler  had  never  been  cleaned,  or  at  least  for  a  long 
time?    A.  Yes;  then  it  was  put  into  pans. 

Q.  You  say  the  place  was  about  half  the  space  we  have  here ; 
do  you  mean  to  say  in  this  space  the  candy  was  manufactured? 
A.  Yes.  And  every  bit  of  the  floor  was  filled  up  —  things  were 
piled  up,  so  that  I  could  not  walk  in  and  get  around  where  these 
candy  sticks  were  kept  —  they  were  piled  up  too  higji. 

Q.  And  these  people  worked  in  that  room  —  it  had  not  been 
cleaned  for  some  time?  A.  No.  Over  in  the  comer,  half  of 
this  room  —  about  where  that  mark  is  in  the  wall  (indicating), 
was  the  floor  on  which  these  things  were  boiling.  It  was  pretty 
hot  where  these  boiling  tubs  that  I  spoke  to  you  about  were 
located.  As  you  go  in  the  comer  from  where  the  fire  is,  there  was 
a  little  place  in  which  they  kept  their  tables,  one,  two,  three,  four 
tables  over  there.  There  was  just  this  much  space  left  for  a  girl 
to  get  through,  so  that  this  candy  could  be  laid  out  on  a  full  table. 
Then  you  passed  around  here  (indicating),  where  there  were  a 
group  of  girls  who  took  it  and  slid  it  around  in  chocolate. 

Q.  With  their  fingers?  A.  Their  hands,  but  the  whole  thing 
was  filthy,  and  all  these  little  wooden  trays  there,  and  at  the  side 
here  the  men  were  doing  the  same  thing;  there  was  just  a  little 
table  where  these  two  men  had  to  work ;  they  were  doing  some- 
thing which  was  pressing  on  candy.  All  through  the  place  every 
in?h  of  space  is  taken  up  by  the  tanks  in  which  the  candy  was 
boiled.  There  were  only  two  girls  in  that  space;  I  might  say 
one  young  woman  twenty-four  or  twenty-five  or  maybe  twenty- 
seven  years  old. 

Q.  What  was  the  condition  of  the  girls  themselves  as  to  clean- 
liness ?  A.  The  girls  wore  aprons  —  well,  not  really  aprons,  but 
a  rag  tied  on  them,  on  which  you  could  see  the  different  kinds 
of  candies  they  had  been  handling  for  a  week. 

Q.  How  about  the  windows,  open  or  closed?  A.  About  an 
inch  from  the  top. 

Q.  How  is  the  air?  A.  To  an  outsider  it  was  dreadful.  I 
^ke  to  one  of  the  girls,  and  she  said  it  was  not  half  bad  when 
you  got  used  to  it. 

Q.  These  candies  are  sold?    A.  Yes. 
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Q.  And  eaten  by  children?    A.  Yes,  and  by  grown  people  too. 

Q.  Did  these  girls  eat  their  lunoh  there?     A.  Yes. 

Q.  Are  there  any  stairs  in  the  building?  A.  Yes;  this  is 
supposed  to  be  a  fireproof  building;  there  were  -about  six  large 
steps. 

Q.  Any  fire-escapes  ?     A.  Yes,  there  were  fire-escapes. 

Q.  How  about  sanitary  conveniences?  A.  There  was  an  open 
sink,  filthy  and  dirty,  and  that  was  the  only  place  that 
the  girls  had  to  wash  themselves,  and  there  was  a  little  bit  of  a 
place  for  a  dressing  room  where  the  girls'  things  were  hung  up. 

Q.  How  about  toilet  arrangements?  A.  Yes,  but  in  the 
same  dirty  condition  —  open  right  into  the  room. 

Q.  Did  you  examine  any  other  manufactories  in  that 
same  building  ?    A.  No. 

Q.  There  were  other  manufactories  in  the  same  building?  A. 
Yes. 

Q.  Could  you  tell  me  how  many  about  were  employed  in  that 
entire  building?  A.  Five  hundred  we  had  on  the  report,  and 
you  can  see  it.     It  said  500  people. 

Q.  IN'ow,  what  other  buildings  did  you  examine,  I  mean,  what 
other  manufacturing  establishments?  Where  were  they  located? 
A.  There  are  a  number  of  human  hair  places  on  14th  Street. 
These  are  in  what  were  once  private  houses. 

Q.  Between  what  avenues?  A.  We  went  from  the  West  Side, 
between  Eighth  and  Ninth  Avenues  there  are  places,  and  then 
from  Fifth  Avenue  east  —  all  east  as  far  as  Second  Avenue. 
Fourteenth  Street  is  a  center  for  human  hair  establishments. 

Q.  Which  ones  did  you  enter  and  make  an  investigation  of? 
A.  I  think  five,  seven  and  nineteen  and  2381/^  on  the  west. 

Q.  Five,  seven,  and  nineteen  and  2381/2  West  14th  Street?  A. 
Wesrt;  14th.  Now,  I  should  say  about  five,  seven  and  nineteen, 
those  would  be  old  fashioned  houses  that  had  been  turned  into 
workshops  —  old  stores.     Do  you  want  that  ? 

Q.  Yes.  Go  right  ahead  and  describe  it.  A.  Old  rooms,  and 
wooden  tables,  and  all  that,  and  all  the  necessary  dirt  that  goes 
with  the  manufacture  of  hair. 

Q.  What  was  the  condition  of  the  floors  there?  A.  All 
lihis  powder  and  hair,  and  up  through  the  stairs  in  the  house, 
looking  as  if  the  place  had  not  been  swept  in  a  week. 
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Q.  And  the  stairs  dirty  i    A.  Yes. 

Q.  Stairs  unlighted  or  lighted?  A.  Not  lighted  by  any  arti- 
ficial light,  and  very,  very  dark. 

Q.  How  about  the  condition  of  the  employees?  Were  they 
clean  or  not  i    A.  All  untidy. 

Q.  How  about  the  air?  Was  it  full  of  this  powder  and  hair 
and  everything?     A.  Yes. 

Q.  Any  fans  or  blowers,  or  anything  of  that  sort  ?  A.  Notbing 
of  the  kind.  Kow,  the  place  at  238  West  14th  Street  is  a  stable, 
and  in  fairness  to  the  ooncem,  it  was  scrubbed  and  clean  —  the 
boards  were  scrubbed,  but  you  had  tlie  same  prevailing  conditionB. 
It  was  a  stable,  and  smelled  as  stables  smelL 

Q.  You  mean  it  was  still  oc»cupied  as  a  stable?  A.  There  were 
no  horses  there  that  you  could  sec,  but  there  were  the  wagons 
that  carried  these  things  out,  and  llie  place  was  horrid  as  a  place 
to  sit  all  day,  and  yet  the  goods  which  were  being  manufactured 
there  had  a  red  cross  sign  on  it ;  that  is,  it  was  sanitary  or  some- 
thing or  other  —  it  was  sanitary  roll,  or  something  with  a  red 
cross  on  it. 

Q.  What  hair  goods  ?     A.  Puffs  or  rats. 

Q.  They  had  a  red  cross  on  to  indicate  they  were  in  a 
sanitary  condition  ?    A.  Yes. 

Q.  But  you  say  the  dirt  was  just  as  bad  as  in  the  other  places  ? 
A.  No^  not  quite  aa  bad. 

Q.  And  the  employees  ate  their  meals  right  next  to  the  hair 
Hiey  were  manufacturing  ?  A.  Yes,  and  you  went  into  the  place 
as  you  would  go  into  a  staible.  There  were  no  stairs  save  a 
broken  down  stair,  as  you  would  go  up  into  a  stable  where  you 
have  your  hay  and  things  and  your  horses,  and  even  on  the  next 
floor  there  was  another  ladder  like  on  the  top,  and  the  only  escape 
was  a  narrow  iron  ladder  to  the  roof. 

Q.  Now,  how  about  East  14th  Street  ?  Did  you  examine  some 
of  them  there,  east  of  Fifth  Avenue?  A.  They  were  rather  like 
small  salesrooms. 

Q.  They  were  like  what?  A.  Small  salesrooms;  that  is,  two 
or  three  people  working,  and  in  front  they  sold  what  they  pro- 
duced.    The  other  places  were  factories. 

Q.  What  were  the  conditions  of  the  rooms  where  they  worked  t 
A.  Fairly  clean. 
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Q.  Those  small  places  were  better  than  the  bigger  ones?  A. 
Yes,  that  is,  they  were  nearer  the  customers. 

Q.  So  that  that  produced  a  little  more  cleanliness?    A.  Yes. 

Q.  How  about  the  place  at  Greenpoint  ?  A.  That  had  an  office 
on  Avenue  D,  and  had  a  work  place  on  Huron  Street  in  Green- 
pointy  and  it  was  —  well,  beyond  description  for  filth  and  every- 
thing that  would  make  for  human  degradation,  but  it  was  a  stable 
again. 

Q.  Used  as  a  stable?  A.  No,  it  was  a  stable  building,  this, 
which  had  been  turned  into  a  work  place.  The  front  part,  where 
the  girls  were  sitting  weaving  and  dressing  the  hair  and  combing 
it,  seemed  to  ha^ve  boards,  but  in  the  back  where  the  washing  and 
dyeing  was  going  on  there  were  bricks  which  were  broken  in  the 
floor  in  spots,  so  that  the  water  went  down  and  was  standing  there. 
They  did,  as  soon  as  we  got  in  at  the  door,  begin  sweeping  in  the 
back  there,  to  get  rid  of  some  of  the  water  which  was  there. 

Q.  How  deep  was  this  water?  A.  Well,  you  see,  if  there 
would  be  two  or  three  stones  out,  it  would  make  a  hole  the  depth 
of  the  bricks  (illustrating),  in  which  water  would  stand,  but  they 
were  making  a  d^esperate  effort  to  get  rid  of  it  as  soon  as  they 
found  a  woman  there. 

Q.  How  about  the  conditions  of  the  floor  where  these  people 
worked?  A.  Filthy,  dirty,  and  there  was  nothing  like  a  place 
where  the  women  could  wash  themselves  up  after  their  day's 
work;  because  it  is  filthy  and  dirty  work,  and  the  thing  is  that 
these  women  were  trying  to  look  clean  when  they  went  out.  And 
the  Greenpoint  place,  of  course,  is  taking  the  Polish  women, 
women  who,  perhaps,  haven't  a  standard  at  all  of  life,  and  using 
them,  you  see,  in  the  market,  to  make  this  hair,  because  they 
will  work  for  almost  nothing  to  get  work. 

Q.  How  much  do  they  receive?  A.  You  couldn't  get  that 
from  thenL  They  said  they  made  good  wages  when  it  was  busy, 
and  poor  wages  when  it  wasn^t.  And  in  a  corner  of  tliat  place 
they  had  a  sink  which  was  to  be  the  place  where  the  women 
dressed,  and  they  had  to  change  their  clothes  when  they  were 
going  out  in  the  street  That  was  an  open  sink,  with  something 
that  looked  like  gold  diist  powder,  or  something  of  that  kind, 
which,  you  know,  they  couldn't  use  to  wash  themselves.  They 
had  nothing  like  a  towel.     To  get  to  tlie  next  floor  of  that  place 
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—  where  they  had  wool^  and  hemp,  and  things  of  that  kind  stored, 
and  where  they  made  the  rats  or  the  rolls  —  there  was  a  wooded 
stairway,  and  that  was  the  only  way  of  getting  out  from  that 
place.  Above  that  stairs  in  that  place,  they  had  seven  or  eight 
women  working  in  this  stuff,  which  is,  perhaps,  wool,  and  per- 
haps hair. 

Q.  Were  these  girls  or  women  ?     A.  Women. 

Q.  And  there  was  no  fire-escape?    A.  Nothing  of  the  kind. 

Q.  Just  a  wooden  staircase?  A.  Just  a  wooden  staircase,  and 
that  place  had  an  overflow  to  a  house  two  or  three  doors  away, 
and  the  house  is  sideways,  it  is  tumbling  do\^n,  really. 

Q.  On  Huron  Street  ?  A.  On  Huron  Street,  and  the  alley waj 
and  a  yard  were  piled  full  of  old  wood  and  old  boxes  and  old 
things  that  must  have  been  there  for  ye^rs,  I  should  think,  to 
get  such  a  pile  of  them. 

Q.  In  any  of  these  places  were  there  any  fans  or  blowers 
to  keep  the  air  in  circulation?    A.  !No. 

Q.  How  was  the  air  in  the  room?  What  kind  of  air 
were  you  compelled  to  breathe?  A.  Only  the  powder  and  the 
hair  is  all  over  everything. 

Q.  Were  you  there  at  any  time  when  they  were  eating  lunch? 
A.  No. 

Q.  You  don't  know  whether  they  ate  hair  besides  lunch  ?  A. 
I  don't  think  they  would  mind  it ;  they  didn't  seem  to  mind  any- 
thing else. 

Mr.  Elkus:  Are  there  any  questions  the  Commissioners 
would  like  to  ask? 

By  Commissioner  GtOmpees: 

Q.  Miss  O'Keilly,  in  visiting  these  establishments,  you  men- 
tioned that  the  windows  were  usually  closed.  Wha4  was  the  state 
of  the  weather  as  to  temperature?  A.  About  like  last  week  — 
last  week,  if  you  remember,  one  day  we  had  was  scorching  hot, 
and  the  other  day  it  was  very  cold  and  the  same  condition 
prevailed^ 

Q.  The  reason  I  ask  this  question  is  to  ascertain  whether  my 
observations  have  been  correct,  that  by  reason  of  the  constant 
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employment  in  a  sitting  posture  at  a  trade  requiring  little  or  few 
motions,  and  where  the  wages  are  low  and  the  hours  long,  there 
is  a  tendency  to  anemia  or  weakness,  and  th'at  the  employees 
reallj,  even  during  warm  weather,  can  scarcely  bear  the  slight 
wafts  of  air  which  come  in.  A.  I  should  say  all  of  those  women 
that  I  described  would  be  called  anemic. 

Mr.  Elkus:     Anything  further^ 

Bv  Miss  Ueeiee: 

Q.  How  long  were  the  hours  of  labor,  Miss  O'Reilly?  A.  From 
eight  until  five  thirty  in  most  places.  In  the  Green  Point  place 
they  said  they  went  to  work  at  half  past  seven  and  worked  as 
long  as  they  liked  when  they  were  busy.  You  know  what  that 
means. 

Q.  They  worked  piece  work  or  by  the  week?  A.  All  the 
women  work  piece  work  and  the  men  by  the  week. 

Mr.  Elkus:     Anything  further,  IMiss  Dreier? 

Miss  Dbeier:     Nothing  further. 

Mr.  Elkus:  Thank  you  very  much,  Miss  O'Reilly.  Mr. 
Schnur  ? 

Henry  L.  Schnur^  called  as  a  witness,  and  being  duly  sworn, 
testified  as  follows: 

Examination  by  Mr.  Elkus  : 

Q.  Mr.  Schnur,  what  is  your  position?  What  position  do  you 
hold  ?    A,  I  am  assistant  chief  factory  inspector  of  the  State. 

Q.  Of  the  Labor  Department  of  the  State?  A.  Of  the  Labor 
Department  of  the  State. 

Q.  How  long  have  you  been  connected  with  the  Labor  Depart- 
ment ?    A.  Fourteen  years. 

Q.  Since  its  inception?    A.  No,  not  since  its  inception,  no. 

Q.  And  you  have  charge  of  all  the  inspections  of  factories  in 
the  State?    A.  I  have. 


Hbney  L.  Schwub.  55 

Q.  Xow,  will  you  describe  to  the  Commiseion  generally  just 
what  the  purpose  and  duties  of  the  Labor  Department  are,  what 
you  do,  what  your  field  is,  how  you  cover  it,  generally  speaking 
—  how  many  commissioners,  how  many  deputies,  how  many  in- 
spectors? Give  me  a  general  idea  of  the  whole  subject.  A.  Well, 
you  mean  the  subject  of  the  Bureau  of  Factory  Inspection,  do 
you  not? 

Q.  Yes,  I  would  like  you  to  go  into  the  whole  subject,  generally 
speaking.  A.  Well,  the  Department  of  Labor  has  five  Depart- 
ments, or  Bureaus,  rather, —  that  of  Factory  Inspection,  Statistics, 
Mediation  and  Arbitration,  Immigration  and  Mercantile  Inspec- 
tion.    Those  are  the  five  Bureaus. 

Q-  The  two  that  we  are  interested  in  are  Factory  Inspection 
and  Mercantile  Inspection.  The  Factory  Inspection  is  in  your 
charge,  is  it?    A.  Well,  it  is  in  charge  of  the  Chief  Inspector. 

Q.  Who  is  the  Chief  Inspector?    A.  John  S.  Whalen. 

Q.  And  where  have  you  offices  for  your  Factory  Inspection? 
A,  Well,  the  main  office  is  at  the  Capitol  at  Albany,  and  the 
sub-office  is  on  Fourth  avenue. 

Q.  In  this  city?    A.  In  this  city  —  comer  of  27th  street. 

Q.  How  many  inspectors  are  there  in  the  entire  State?  A. 
There  are  fifty-three. 

Q.  An-d  how  many  in  New  York  city?  A.  Well,  I  think  at 
the  present  time  there  are  thirty-eight 

Commissioner  Phillips:  That  number  is  about  to  be  in- 
creased, though. 

Mr.  Elkus:     It  has  been  increased  by  the  present  legislature. 

Commissioner  Phillips:     It  is  authorized,  yes. 

The  Witness:     Yes. 

Q.  The  number  that  you  speak  of,  fifty-three,  was  the  number 
authorized  until  this  present  legislature?  A.  Yes,  that  is  the 
number. 

Q.  And  this  legislature  authorized  its  increase  to  how  many? 
A.  To  ei^ty-five. 
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Q.  And  they  have  not  yet  been  appointed?  A.  No.  The 
eighty-five  will  include  eight  Suipervifidng  Inflpeotois. 

Q.  What  authority  has  the  Labor  Departmeat  over 
factories?  What  does  it  do  in  the  way  of  inspecting  factories? 
A.  Well,  it  inspects  —  in  relation  to  the  sanitary  conditions. 

Q.  Yes.    A.  Its  safety  and  the  child  labor  matters,  and  hours. 

Q.  Just  tell  the  Commission  what  your  Department  does  with 
reference  to  inapecting  the  factories  in  any  given  city.  How 
do  you  get  about  it,  what  do  your  inspectors  do,  what  reports 
do  they  make,  to  whom  do  they  make  them,  and  what 
becomes  of  them?  A.  Well,  in  the  city  of  New  York  there  is 
the  sub-office.  The  inspectors  report  there  and  get  their 
assignments. 

Q.  How  are  these  assignments  made  out?  Where  do  they  get 
the  list  of  factories?  A.  Well,  the  assignments  are  made  by  dis- 
tricts, by  blocks. 

Q.  And  how  do  they  find  out  there  is  a  factory  on  a  block, 
for  instance?  A.  Well,  the  entire  city  is  canvassed,  block  for 
Iflock.  They  have  pretty  nearly  a  record  now  of  all  these  factories, 
and  they  know  just  where  the  factories  are  located,  but  in  spite 
of  that,  the  blocks  are  gone  over  every  year  for  fear  some  new 
factory  may  start  in  that  block. 

Q.  Your  inspectors,  then,  get  a  list  from  a  chief  of  certain 
factories  they  are  to  inspect?     A.  Yes. 

Q.  Every  day?  A.  Well,  not  every  day.  They  are  given  a 
territory. 

Q.  Yes.  A.  We  will  say  that  will  include  from  Tenth  Street 
to  14th,  and  from  Broadway  west  Now,  they  are  to  cover  that 
district.  They  are  not  given  a  list  every  day;  they  are  given 
that  territory,  and  they  are  to  do  that  systematically  by  blocks. 

Q.  As  they  make  these  inspections,  what  do  they  look 
for  ?  What  are  they  instructed  to  do,  and  what  do  they  do  ?  A. 
Well,  they  are  to  inspect  and  see  if  there  are  any  violations  of 
any  of  the  provisions  of  Article  VI  of  the  Factory  Law. 

Q.  Well,  what  is  that?  A.  That  is,  first,  to  see  if  there  are 
any  children  employed,  if  they  are  of  proper  age.  If  they  are 
under  fourteen,  of  course,  they  are  not  to  be  employed  at  all; 
if  between  fourteen  and  sixteen,  they  are  to  have  a  certificate 
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on  file  in  the  office  of  the  employer,  and  are  not  to  work  before 
eight  in  tiie  morning  or  after  five  o'clock  in  the  evening. 

Q.  Well  now,  outside  of  finding  out  about  the  children,  what 
do  thej  do  with  reference  to  the  conditions  —  what  other  duties  ? 
A.  Well,  thej  proceed  through  a  building,  inspect  the  elevator, 
the  stairways  to  see  if  they  are  substantial  and  have  hand-rails, 
and  to  see  if  the  cables  on  the  elevators  are  apparently  in  good 
condition,  to  see  if  the  fire-escapes  are  proper,  and  if  the  exits 
thereto  are  free  and  accessible. 

Q.  These  men,  of  course,  are  not  mechanics,  are  they?  A. 
Well,  some  have  a  mechanical  knowledge. 

Q.  The  only  way  they  inspect  to  find  out  whether  the  elevator 
is  safe,  is  by  looking  at  it;  there  is  no  test  made?  A.  No,  there 
is  no  test  made. 

Q.  It  is  simply  a  visual  inspection }  A.  An  inspector  can  tell 
if  a  cable  bunches  or  there  is  something  that  isn't  right,  and  he 
can  question  that. 

Q.  Now,  suppose  that  he  finds  that  a  cable  is  thus  defective, 
what  does  he  do  ¥    A.  He  orders  a  new  cable  at  once. 

Q.  At  once,  without  reporting  it  ?  A.  Well,  he  reports  every- 
thing to  the  Albany  office. 

Q.  And  they  order  a  new  cable?  A.  Yes,  every  order  is 
approved. 

Q  Suppose  an  employer,  or  the  owner,  does  not  comply  with  the 
order,  what  happens  to  him  ?  A.  Well,  first  he  will  be  given  a 
twenty-day  notice,  an  order  of  that  kind,  and  if  not  complied  with, 
a  final  notice  is  sent  in  after  a  re-investigation  by  the  inspector 
that  the  order  has  not  been  complied  with  —  a  final  notice  is 
sent,  and  that  is  immediately,  and  then  matters  are  placed  in 
the  hands  of  counsel  —  I  am  now  talking  of  New  York  City, 
because  that  is  the  only  place  where  we  have  a  counsel.  Then 
counsel  writes  a  letter  to  the  concern  that  proceedings  will  be 
commenced  if  not  complied  with  immediately.  Now,  this  relates 
to  whether  it  be  an  elevator,  machinery,  or  fire-escape  —  that  is, 
the  exit  to  a  fire-escape. 

IQ.  Now  then  if  a  suit  is  brought  against  them  it  is  tor  a 
penalty,  isn^t  it?    A.  For  a  penalty. 

Q.  And,  of  course,  it  is  then  tried  and  decided?     A.  Yes. 
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Q.  And  that  usually,  at  tliis  rate,  would  take  several  months 
before  there  is  a  decision?  A.  Well,  it  takes  time;  it  depends 
a  great  deal  upon  how  big  a  fight  the  other  man  wants  to  put  up. 

Q.  Have  you  authority,  if  access  to  a  fire-«soape  if  blocked 
wdth  materia],  to  order  it  out  of  the  way?  A.  We  'have 
authority  to  see  that  the  passageway  to  the  fire-escape  is  accessible, 
but  the  question  is  where  a  partition  that  might  be  extended 
through  the  room  were  constructed,  whether  we  w'ould  have  au- 
thority to  have  that  removed ;  that  is,  inside  partitions. 

Q.  You  mean  where  the  loft  was  partitioned  off,  and  there  was 
no  access  to  the  fire-escape?  A.  Well,  it  might  be  by  a  round- 
about way. 

Q.  Has  that  ever  been  questioned  by  the  department  ?  A.  No, 
it  has  not,  but  we  have  tried  to  put  it  up  to  the  Bureau  of  Build- 
ings. They  have  charge  of  the  fire-escapes  on  the  outside,  the 
Police  Department  has  charge  of  the  oKitructions  on  the  fire- 
escapes  outside  of  the  factory  building,  and  we  have  leading  to 
the  fire-escapes. 

Q.  So  there  are  three  departments  who  have  jurisdiction  rela- 
tive to  the  fire-escapes?  A.  Yes.  The  Fire  Department  has 
jurisdiction,  the  Bureau  of  Buildings  has  charge  of  the  escapes 
on  the  outside,  the  Police  Department  has  jurisdiction  over  ob- 
structions that  are  placed  directly  on  the  fire-escapes. 

Q.  So  that  if  they  move  it  from  one  place  to  the  other,  they 
keep  going  from  one  department  to  the  other?     A.  Yes. 

Q.  If  they  move  quickly  enough  ?     A.  Yes. 

Q.  Now,  do  your  inspectors  also  inspect  the  sanitary  condition 
of  the  buildings?     A.  Yes,  sir. 

Q.  What  do  they  do  —  see  if  it  is  clean  ?  A.  See  if  it  is  clean 
—  see  if  there  are  proper  toilets  for  the  separate  sexes,  see  if 
there  is  proper  water  service  and  sinks. 

Q.  Suppose  they  find  the  floor  is  dirty  and  hasn't  been  cleaned 
for  weeks,  what  do  they  do  ?  A.  Issue  an  order,  or  rather  make 
a  recommendation  on  their  reports  to  make  it  clean.  The  orders 
have  to  be  approved  by  the  Chief  Factory  Inspector  of  the  Com- 
missioner of  Labor. 

Q.  You  heard  Miss  O'Keilly's  testimony  about  these  factory 
conditions?     A.  I  did. 
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Q.  Suppose  an  inspector  had  gone  with  her  and  discovered 
these  conditions,  he  would  have  to  make  a  report  in  writing? 
x\.»    x  es. 

Q.  Which  would  go  to  Albany?     A.  Yes. 

Q.  After  going  through  the  New  York  sub-office?     A.  Yes. 

Q.  And  after  it  got  to  Albany,  the  Chief  Inspector  would  make 
an  order  in  the  name  of  the  Commissioner  ?     A.  Ye«. 

Q.  Directing  the  owner  of  the  building  to  rectify  the  condi- 
tions?    A.  Yes,  sir. 

Q.  Which  would  get  down  here,  T  suppose,  a  week  or  ten  days 
after  the  report  went  up  there,  in  the  usual  course?  A.  Well, 
I  might  explain  this,  that  the  work  is  sent  in  from  the  deputies  to 
the  New  York  office  daily,  and  they  are  simply  checked  up  there 
by  an  examining  clerk  to  see  if  the  reports  are  right,  and  they 
are  immediately  shipped  down  to  Albany,  so  that  we  get  them 
the  second  day. 

Q,  And  then  they  would  be  acted  upon  the  next  day?  A, 
Well,  I  suppose  it  would  take  two  or  three  days.  They  would  be 
examined  there  to  see  if  there  is  anything  in  the  law  by  which 
the  orders  can  be  enforced,  and  then  they  are  giveoi  to  the 
notice  writers.  Now,  if  the  work  is  very  heavy,  all  through  the 
state,  Avhy,  those  notices  may  rest  three  or  four  days. 

Q.  So  that  it  may  be,  as  I  stated,  a  week  or  ten  days,  or  two 
weeks  before  this  owner  pets  a  notice  ?    A.  Yes. 

Q.  Then  this  notice  gives  him  how  many  days  to  comply  with 
it?     A.  With,  unclean  orders,  it  is  immediately. 

Q.  And  then  the  insi>octor  comes  around  some  time  after  that 
to  find  out  whether  the  order  has  been  complied  with?    A.  Yes. 

Q.  And  if  it  is,  that  is  the  end  of  it  ?    A.  Yes. 

Q,  And  if  it  is  not,  he  reports  back  to  Albany  ?  A.  Well,  it 
is  not  necessary.  Tf  he  finds  in  a  tenant  factory,  that  is,  a 
factory  building  where  there  is  more  than  one  occupant  in  the 
building,  he  may  apply  a  tag  as  unclean  to  the  goods  manufactured, 
and  stop  immediately  the  work  being  done  there. 

Q    He  may  apply  it?    A.  Yes. 

Q.  That  is,  he  can  go  there  and  put  an  unclean  tag  on  these 
articles?    A.  Yesw 

Q.  Has  that  ever  been  done?  A.  Oh,  yes,  it  is  done  right 
along. 
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Q.  If  he  doesnH  do  that,  then  he  reports  back  to  Albany  t  A. 
As  a  rule,  under  the  conditions  that  lady  described  the  tag  would 
be  applied. 

By  Commissioner  Phillips: 

Q.  What  happens  then  after  the  tag  is  put  on  that  they  are 
unclean  ?    A.  Well,  the  goods  can't  be  sent  out. 

Q.  The  goods  have  a  tag  on  them,  and  they  can  send  them  out 
if  they  wish  to  take  a  chance  on  it  ?  A.  They  can  take  a  chance, 
but  they  couldn^t  remove  the  tag;  the  tag  is  there  which  shows 
that  the  goods  made  are  made  under  unclean  conditions.  If  an 
unclean  tag  is  applied,  and  I  said,  I  will  be  back  here  at  two 
o'clock,  they  generally  would  have  remedied  the  conditions  by 
cleaning  up. 

By  Miss  Dbeieb: 

Q.  Does  that  apply  to  food  stuffs  only  ?  A.  No,  that  applies 
to  anything  manufactured  under  Article  100.  There  are  forty 
different  articles  that  are  specified  to  which  the  tag  can  be  ap- 
plied in  -a  tenant  factory. 

By  Mr.  Elkus: 

Q.  And  one  of  those  is  not  human  hair,  is  it  ?  A.  Is  not  human 
hair. 

Q.  And  why  was  human  hair  omitted?  A.  Well,  I  couldn't 
tell  you,  excepting  that  it  probably  was  not  discovered  that  human 
hair  was  manufactured  in  tenement  houses. 

By  Commissioner  Phillips: 

Q.  It  wasn't  used  then  as  much  as  now  ?  A.  Well,  of  course, 
I  couldn't  give  you  a  specific  answer  on  that.  We  have  got 
everything  in  there,  from  ice  cream  to  paper  boxes  and  paper  bags. 

By  Mr.  Elkus  : 

Q.  But  human  hair  you  haven't  got  the  power  to  put  a  tag  on  ? 
A.  No. 
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Q.  So  that  in  a  factory  such  as  Mise  O'Beilly  has  described, 
if  your  inspector  went  in  and  discovered  the  conditione,  he  would 
be  powerless  except  to  report  to  Albany  ?  A.  He  would  be  power- 
less except  where  the  class  of  goods  specified  is  concerned. 

Q.  And,  of  course,  that  is  a  pretty  serious  condition  ?    A.  Yes, 

it  IS. 

Q.  And  ought  to  be  remedied  ?    A.  Yes. 

Q.  How  often  do  your  inspectors  inspect  a  given  factory  ?  A. 
Well,  they  get  over  the  state  about  once. 

Q.  Once  a  year  ?  A.  Once  a  year,  yes.  In  1910  they  covered 
521  factories  twice  or  ujore  than  once. 

Q.  How  many?    A.  521. 

Q.  In  the  course  of  a  year  ?  A.  In  the  course  of  a  year,  they 
made  more  than  one  inspection.     They  inspected  43,225  factories. 

Q.  In  one  year  ?    A.  In  one  year. 

Q.  How  many  complaints  were  filed  as  to  those  43,000  fac- 
tories in  that  year  ?  A.  Well,  of  that  I  haven't  got  a  memoran- 
dum, although  I  think  I  could  get  it  out  of  my  books. 

Q.  Well,  you  can  get  it  for  me  later  ?  A.  Yes,  I  can  give  you 
that  later. 

Q.  How  many  factories  are  there  in  the  State  of  New  York? 
A.  There  are  —  I  am  taking  the  figures  of  1910 

Q.  Yes.     A.  43,225. 

Q.  In  the  entire  State  ?    A.  That  is  in  the  entire  State. 

Q.  And  how  many  people  are  there  employed  in  those  factories  ? 
A.  1,129,392. 

Q.  That  is,  men,  women  and  children?  A.  Men,  women  and 
children,  and  of  course  New  York  City  has  the  greater  number. 

Q.  Well,  give  me  the  figures  for  New  York  City;  that  is, 
Greater  New  York  City  ?  A.  In  Greater  New  York  29,458  were 
inspected  once,  and  443  were  inspected  more  than  once. 

Q.  So  that  there  is  at  least  that  number  of  factories  in  New 
York  City  ?    A.  Yes. 

Q.  And  how  many  people  are  employed  in  that  29,000  fac- 
tories?   A.  611,738. 

By  Commissioner  Phillips  : 

Q.  And  the  1,129,000?  A.  That  covers  the  city  and  New 
York  State.    That  includes  children  and  all  else. 


62  Minutes  of  Public  Hbabinos. 

By  Mr.  Elkus  : 

Q.  Is  there  any  checking  up  of  these  inspectors,  or  do  they 
make  their  reports,  and  they  are  simply  filed?  Isn't  there  any- 
body that  goes  over  their  work?  Is  there  no  supervision?  A. 
Well,  there  is  no  field  supervision  over  them.  They  make  a 
daily  record  of  the  work  in  the  shape  of  a  summary  of  the  work 
covered  by  them.    If  I  may,  I  will  submit  one  of  the  summaries. 

Mr.  Elkus:     Yes.     I  offer  this  in  evidence. 

(The  paper  referred  to  is  received  in  evidence  and  marked 
Commission  Exhibit  1  of  Oct.  10th,  1911.) 

The  Witness  :  And  this  is  a  weekly  report  which  I  now  show 
vou. 

Q.  This  is  a  weekly  report  ?  A.  Yes,  that  is  especially  for  the 
desk  of  the  Chief  Inspector,  so  tliat  he  has  it  at  hand. 

Mr.  Elkus:     I  also  offer  that  in  evidence. 

(The  paper  referred  to  is  admitted  in  evidence  and  marked 
Commission's  Exhibit  2,  Oct.  10th,  1911.) 

Q.  These  inspections  are  made  between  w^hat  hours  of  the  day  ? 
What  time  does  he  start  and  what  time  does  he  finish  inspecting? 
A.  The  ins|)ector  has  no  specific  time  when  he  shall  start.  For  in- 
stance, some  inspectors  start  at  seven  o'clock  in  the  morning,  and 
there  are  some  that  start  as  late  as  nine  o'clock  in  the  morning. 
Those  that  start  early,  of  course,  expect  to  quit  earlier  in  the  day. 

Q.  What  time  do  they  usually  quit  ?  A.  Well,  they  are  sup- 
posed to  put  in  an  eight  hour  day,  that  is,  in  the  field,  and  in 
the  clerical  work  afterwards  when  tliey  make  their  reports. 

Q.  That  is,  after  they  get  through  inspecting  they  have  to 
come  to  the  ofiice  and  make  a  report,  and  their  whole  time  both 
inclusive,  is  eight  hours  ?  A.  They  do  not  come  to  the  oflice,  Mr. 
Counsel,  they  do  it  in  their  own  homes  because  they  may  be  at 
work  a  long  distance  from  the  office. 

Q.  Can  you  tell  the  Commission  how  many  new  factories  began 
work  during  1911,  from  January  1st  to  October  Ist?  A.  1 
couldn't  give  that 
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Q,  Can  you  tell  me  how  many  began  during  the  year  1910? 
A.  No;  there  is  no  record  of  it. 

Q.  Are  factories,  manufacturing  establishments  required  to  in- 
form you  in  any  way  before  they  begin  business  ?  A.  Ko,  there 
is  nothing  in  the  law  requiring  such  information  or  registration 
of  factories. 

Q.  Nothing  at  all  of  any  kind?  A.  Nothing  at  all  of  any 
kind. 

Q.  A  factory  moves  into  any  place  it  desires  and  starts  busi- 
neea  ?    A.  Yes,  and  we  have  to  find  it. 

Q.  Then  you  have  to  follow  them  up  and  see  if  they  obey  the 
law?    A.  Yes. 

Q.  Now,  what  do  you  do,  if  anything,  with  reference  to  sani- 
tary conveniences,  toilets,  and  so  forth  ?  Are  your  inspectors  sup- 
posed to  examine  them?  A.  Yes;  we  examine  them  to  see  that 
they  flushy  and  see  that  the  toilets  are  clean,  and  that  one  is  pro- 
vided for  each  twenty-five  employees.  The  first  twenty-five  any- 
way, and  then  from  there  up. 

Q.  And  a  failure  to  comply  with  the  regulations  in  that  re- 
spect goes  through  tlie  same  course  as  violations  in  regard  to  filth? 
A.  The  same  course,  yes. 

Q.  Have  you  any  remedy  for  the  conditions  that  Miss  O'Reilly 
described  in  her  testimony?  What  can  your  Department  do  to 
those  factories  ?  A.  Well,  we  could  give  them  an  immediate  notice 
to  clean  up.  If  they  have  not  cleaned  within  that  time,  we  could 
begin  an  action  against  them  before  a  magistrate  before  finally 
going  to  the  Court  of  Special  Sessions  in  this  city  here. 

Q.  In  the  meantime,  of  course,  the  conditions  could  go  right 
on?    A.  Yes. 

Q.  And  by  the  time  you  get  through  with  one  case,  if  they 
clean  that  up,  it  might  be  in  just  as  bad  a  condition  as  it  was 
before  ?    A.  Yes,  that  is  it. 

Q.  And  those  prosecutions  have  not  beon  very  successful,  have 
they?  A.  No,  they  have  not  been,  no.  We  have  had  a  g:reat 
many  prosecutions,  but  they  have  not  been  what  we  would  like. 

Q,  Not  firuocessf ul  ?    A.  Not  successful. 

Q.  IsnH  it  a  fact  in  many  cases  where  a  new  factory  is  opened, 
it  does  not  come  to  the  notice  of  your  Department  for  a  year  or 
more  after  it  has  been  in  existence  ?    A.  Well,  it  might  escape  us 
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a  year,  but  not  beyond  that.  I  will  instance  that;  if  I  passed 
through  the  district  to-day  and  inspected  that  district,  and  did 
not  come  back  until  next  year,  it  might  not  be  discovered  unless 
I  had  occasion  to  investigate  some  appliances  or  something  that 
brought  me  right  into  that  building  or  neighborhood. 

Q.  That  would  apply  particularly,  wouldn't  it,  to  some  small 
business  occupying  half  a  loft  ?     A.  Yes. 

Q.  It  would  be  hidden  away  so  you  might  not  find  it  there! 
A.  I  might  not  find  it  iintil  we  went  through  this  whole  building. 

Q.  And  that  is  where  the  filth  is  likely  to  occur  rather  than 
in  the  big  ones  ?    A.  There  is  no  question  about  it 

Q.  Have  you  any  suggestion  to  make  to  the  Commission 
with  reference  to  that  condition  as  to  how  it  can  be  remedied? 
Would  you  recommend,  for  instance,  a  system  of  compulsory 
registration  ?    A.  I  would. 

Q.  Bequiring  every  factory  to  register  with  the  State  Depart- 
ment ?  A.  Every  factory  to  register  with  the  State,  and  especially 
the  new  ones,  so  we  might  look  over  their  equipment  and  other 
sanitary  arrangements,  and,  if  they  employed  women,  to  see  that 
they  had  dressing  roomc  and  wash  rooms,  to  see  that  the  fire- 
escapes  were  provided,  the  elevators  were  properly  guarded,  and 
the  stairways  were  provided  with  handrails. 

Q.  Have  you,  in  your  Department  any  diagrams  of  factories 
showing  exits  in  the  case  of  fire,  stairs  and  elevators  ?  A.  We 
have  none,  except  in  case  we  order  fire-escapes,  and  in  that  case 
we  file  a  diagram  showing  the  location  of  the  door,  the  windows 
and  determining  the  elevators  and  stairways  and  so  forth,  where 
they  are  located,  and  the  places  where  the  fire-escapes  should  be 
erected. 

Q.  What  authority  has  your  Department  to  order  fire-escapes 
on  buildings  in  New  York  City  for  instance?  A.  We  have  no 
authority  in  New  York  City,  whatever.  However,  whenever  an 
inspector  finds  a  condition  that  in  his  judgment  requires  a  fire- 
escape,  we  send  a  notice  to  the  Superintendent  of  Buildings  here, 
and  he  sends  hia  inspectors  there  to  look  over  the  matter. 

Q.  In  other  words,  in  New  York  City,  your  only  authority  is 
to  call  the  attention  of  the  Building  Department  to  it?    A.  Yes. 

Q.  And  if  they  agree  with  you  they  order  a  fire-escape  ?  •  A. 
They  order  a  fire-escape. 
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Q.  Outside  of  New  York  City,  in  other  cities  you  have  au- 
thority to  order  them?  A.  We  have  authority  outside  of  New 
York  City. 

At  this  point  the  Vice-Chairman  directed  an  adjournment  of 
the  Commission  until  October  11th,  1911,  at  10.30  a.  m.,  at  the 
Aldermanic  Chamber,  City  Hall. 


New  York,  October  11th,  1911. 

Henby  L.  Sohnub,  recalled,  testified  as  follows : 

Examined  by  Mr.  Elkus: 

Q.  Mr.  Schnur,  since  your  testimony  of  yesterday,  you  desire 
1o  make  some  correction  or  addition  to  it?  A.  Well,  Mr.  Coun- 
t^elor,  yes;  just  one  addition.  That  is  in  regard  to  the  question 
you  asked  me  about  factory  conditions  as  reported,  or  as  testified 
to  by  Miss  O'Reilly,  as  far  as  it  relates  to  the  manufacture  of 
candy.  We  could  immediately  stop  the  work  by  applying  a  tag, 
an  unclean  tag;  but  as  relates  to  the  preparation  of  human  hair 
goods,  we  would  have  to  issue  orders  as  we  would  in  any  other 
factory. 

Q.  Now,  as  I  understand  you,  as  far  as  the  candy  business  is 
concerned,  you  could  close  it  up  at  once  if  you  knew  of  it  ?  A. 
Yes. 

Q.  That  leads  me  to  the  next  question — ^your  inspections  would 
siverage  about  one  a  year  of  that  factory  ?    A.  Yes,  sir. 

Q.  In  the  meantime  you  have  no  way  of  knowing  of  the  con- 
dition of  that  factory  whatever  unless  somebody  complains  of  it  ? 
A.  That  is  the  rule. 

Q.  So  that  if  they  cleaned  up  or  happened  to  be  clean  at  the 
time  your  inspector  came  around  or  had  any  means  of  knowing 
when  he  was  about  to  come  they  never  would  have  a  complaint 
x-iade  against  them?  A.  Not  if  they  had  cleaned  up  after  the 
tagging. 

Q.  Under  the  system  you  have  of  making  inspections,  that  is 
an  inspector  takes  a  district  and  goes  around,  using  his  own  time 
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and  inclination  to  examine  the  different  buildings  in  that  district, 
it  woidd  be  very  easy  for  a  manufacturer  to  find  out  about  when 
the  inspector  was  coming  to  him?  A.  Well,  he  would  know  if 
the  inspector  was  in  that  building. 

Q.  He  would  know  if  he  was  in  the  next  building  would  he  not, 

and  then  putting  that  together A,  (Interrupting)     That 

is  hard  to  say. 

Q.   (Continuing)      With  the  fact  that  he  had  not  been  ex 
amined  for  nearly  a  year,  he  could  pretty  nearly  get  at  the  time 
when  there  was  going  to  be  an  examination,  and  prepare  for  it? 
A.  Well,  the  inspections  are  not  made  at  a  specific  time  in  the 
year. 

Q.  I  understand  that,  but  the  neighborhood  is  covered  by  this 
inspector  and  it  would  be  pretty  easy  for  a  manufacturer  who  was 
on  the  lookout  to  find  out  the  time  when  his  building  was  going 
to  be  examined  ?    A.  He  could  do  so. 

Q.  And  by  cleaning  up,  of  course,  the  building  would  present, 
or  his  floor  would  present  a  somewhat  decent  aspect,  and  he  would 
not  be  complained  about  ?    A.  Probably  not 

Q.  Now,  do  you  believe  yourself  that  one  inspection  a  year  of 
a  factory  is  sufficient  to  see  that  the  law  is  observed?  A.  I  do 
not.  I  believe  that  the  factory  inspection  should  be  classified  — 
that  is,  factory  buildings  put  in  classes  by  themselves,  the  good, 
the  medium  and  the  bad.  The  really  good,  model  factory  might 
not  require  more  than  one  inspection.  The  inspector  can  very 
nearly  tell  when  things  are  lived  up  to  according  to  law,  but  it 
is  the  bad  factory  that  should  be  followed  up  or  brought  into 
court  to  answer  for  an  infraction  of  the  law. 

Q.  How  many  inspections  should  there  be?  A.  Well,  I  could 
not  Bay 

Q.  Don't  you  believe  you  could  classify  it,  as  you  say,  by  a 
system  of  supervision  for  those  factories  which  ought  to  be  looked 
after  very  carefully  ?    A.  That  is  certain. 

Q.  Any  experienced  inspector  can  tell  pretty  much  what  fac- 
tories will  need  more  supervision  than  others  ?    A.  Yes. 

Q.  If  you  had  a  real  system  of  supervision  in  your  Department, 
over  the  work  of  the  inspectors,  it  would  be  easy  to  classify  those 
and  keep  mpre  inspectors  on  that  work  than  on  the  work  of  in- 
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specting  a  factory  where  the  law  is  complied  with  and  where  they 
have  all  those  conveniences  and  necessaries  which  the  law 
requires?    A.  Yes,  sir. 

Q.  Why  isn^t  that  done  in  your  Department  to-day  ?  A.  Well, 
we  have  never  had  inspectors  enough.  With  the  laws  that  were 
passed  by  the  present  Legislature,  they  have  added  a  force  of  over 
twenty  inspectors  in  addition  to  eight  supervising  inspectors,  and 
with  these  supervising  inspectors  there  is  no  question  that  the 
conditions  that  you  ask  about  can  be  looked  over  more  carefully 
and  oftener. 

Q.  You  believe  that  with  the  addition  that  this  last  legisla- 
ture has  authorized,  you  will  be  able  to  follow  out  this  course 
•which  has  been  outlined?    A.  I  believe  so. 

Q.  You  have  got  some  statistics  for  me,  Mr.  Schnur,  about 
the  number  of  factories  and  employees  in  cities  of  the  first  and 
eecond  class  outside  of  New  York  city;  will  you  give  them  to 
me?    A.  Yes,  sir.     These  are  figures  taken  from  the  reports  of 

1909.  Those  of  the  year  1910,  which  close  with  September  30th, 

1910,  are  still  in  the  hands  of  the  printer. 

Q.  Will  you  see  that  we  get  them  when  they  are  printed? 
A.  IwilL 

Buffalo 1,911  factories 61,661  employees 

Bochester 1,410  factories 48,895  employees 

Cities  of  the  second  class: 

Albany 426  factories 11,179  employees 

Schenectady 196  factories 15,695  employees 

Syracuse 556  factories 20,802  employees 

Troy 440  factories 21,785  employees 

ITtica 124  factories 10,889  employees 

Yonkers 121  factories 18,214  employees 

Now,  in  addition  to  the  factory  employees  in  the  State,  there 
ere  over  fifty  thousand  office  employees  connected  with  these 
factories. 

Q.  So  that  there  are  at  least  employed  in  or  connected  with 
factories  in  the  State  now,  about  1,150,000,  or  something  like 
that?  A.  Yes;  that  would  make  a  total  of  about  1,180,000;  that 
is  in  round  figures. 
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Q.  Now,  Mr.  Schnur,  is  there  any  system  to-day  by  which 
any  factory  makes  any  report  to  your  Department?  A.  Any 
leport? 

Q.  Any  regular  report?  A.  There  are  no  reports  called  for, 
excepting  the  certificates  of  the  boiler  inspection. 

Q    That  is  all?    A.  Yes,  sir;  and  the  accident  reports. 

Q.  Would  not  it  be  possible,  and  would  not  it  be  productive 
of  a  great  deal  of  good  if  the  factories  were  required  to  make 
systematic  reports,  once  every  period,  stating  the  number  of  em- 
l^loyees,  and  giving  such  information  as  to  sanitary  conveniences 
and  other  matters  as  the  law  requires?  A.  It  would  be  a  very 
good  thing. 

Q.  And  could  that  not  be  made  in  some  simple  form  by  the 
Department  providing  printed  blanks  for  that  purpose  ?  A.  Well, 
it  could  be  done  by  the  more  intelligent  employers,  but  when  you 
take  it  on  the  East  Side  here,  we  will  say,  and  the  foreign 

Q.  (Interrupting)  Well,  they  are  intelligent  enough?  A. 
Well,  it  might  be  framed  so  that  they  would  understand  it. 

Q.  I  don't  mean  to  say  asking  for  a  great  many  details  that 
are  complex,  but  asking  for  simple  information,  which  leads  me  to 
the  next  point,  which  is,  that  if  you  had  such  information — could 
not  you  do  away  with  a  great  many  inspections  altogether  and 
devote  yourself  and  your  inspectors  to  examining  those  factories 
where  you  think  the  law  is  not  enforced,  and  which  require  im- 
mediate action  in  order  that  they  should  be  in  a  sanitary  condi- 
tion? A.  It  would  help  in  this  way:  we  will  take  factories  that 
are  located  in  sparsely  settled  territory  where  there  is  nothing 
required  probably  but  the  report  of  the  inspection  of  the  boiler  — 
ft  saw  mill  or  a  grist  mill. 

Q.  lan't  it  a  fact  that  to  fill  out  that  blank  which 
you  showed  the  Commission,  an  inspector  is  required  to  spend 
PS  much  time  in  a  factory  that  has  one  employee  as  in  a  factory 
that  has  three  thousand  employees  ?  A.  Well,  he  spends  as  much 
time  in  writing  out  his  report,  that  is,  his  big  report,  and  then 
after  he  returns  from  his  work,  his  card  report  to  the  office;  he 
takes  just  as  much  time  to  do  the  clerical  part  of  that  as  for  a 
Inrge  factory. 
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Q.  And  that  could  all  be  done  away  with  by  reports  from  the 
employers  themselves  on  blanks  furnished  by  the  Department? 
A.  But  if  you  accept  the  reports 

Q.  You  would  not  have  to  be  bound  by  them,  but  they  would 
be  just  as  accurate  as  your  inspectors,  would  they  not,  in  the 
main?     A.  I  would  not  say  that. 

Q.  What  class  of  men  have  you  got  as  inspectors  —  are  they 
competent  men  for  the  position  ?  A.  Well,  that  is  a  hard  question 
to  answer,  Mr.  Counselor. 

Q.  I  don't  want  to  ask  an  embarrassing  question.  A.  I  believe 
there  are  a  great  many  inspectors  who  have  reached  that  age 
where  it  is  very  hard  for  them  to  do  pratical  inspection  work; 
that  is,  to  climb  the  stairs,  to  go  out  on  fire-escapes,  and  to  go 
down  into  dark  basements,  aiid  to  do  the  work  that  is  really 
required  of  a  good  inspector. 

Q.  Then,  as  a  matter  of  fact,  they  do  it  in  a  perfunctory  way, 
some  of  them?  A.  Well,  you  have  to  accept  that  as  being  the 
condition. 

Q.  So  that  if  you  had  the  right  kind  of  men  in  your  Depart- 
ment, and  had  a  little  more  power  in  a  proper  case,  there  is  not 
piiy  doubt  in  your  mind,  Mr.  Schnur,  with  your  experience  in 
the  Department,  that  factory  conditions  in  New  York  State  could 
be  very  much  improved?  A.  They  could,  by  setting  aside  these 
men  in  some  way,  pensioning  them,  or  doing  flometfaing  for  iiie 
old  men  in  the  service. 

Q.  What  way  have  you  got  of  replacing  incompetent  men  or 
dishonest  men  —  any  way?  A.  Well,  the  Commissioner  can  ask 
for  his  resignation  or  dismissal. 

Q.  Without  a  trial  ?    A.  Well,  he  is 

Q.  (Interrupting)  Has  he  got  summary  power?  A.  Yes. 
Tie  has  summary  power ;  he  would  have  to  file  a  reason,  however, 
with  the  Civil  Service  Commission. 

Q.  But  that  reason  would  be  with  him?  A.  That  would  be 
with  him.  In  the  last  two  years  two  men  handed  him  their 
resignations,  because  they  were  considered  to  be  careless  in  their 
work.  The  Commissioner  sent  a  special  investigator  to  find  out 
how  they  did  their  work. 
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Q.  What  co-operation  is  there  between  your  Department  and 
the  local  Building  Departments  and  Fire  Departments  in  the 
various  cities  of  the  State?  A.  It  is  a  hearty  co-operation, 
Counselor.  We  get  all  the  information  we  want.  They  act  on 
our  complaints  and  they  send  in  those  that  we  have  jurisdiction 
over  alone. 

Q.  But  is  there  any  system  of  mutual  exchange  of  inspections 
between  your  own  Department  and  others?  A.  There  is  in  the 
tenement  house  work ;  there  is 

Q.  (Interrupting)  I  mean  in  factory  work?  A.  Yes;  there 
ij  as  far  as  applies  to  factory  conditions,  fire-escapes. 

Q.  Well,  now,  as  a  matter  of  fact,  there  are  inspections  by 
your  Department,  inspections  by  the  Fire  Department,  in  some 
cases  inspections  by  the  Building  Department,  and  others  by  the 
ifealth  Department,  all,  in  the  main,  looking  to  eifect  the  same 
purpose?     A.  Yes. 

Q.  Could  not  some  plan  be  devised  by  which  all  these  inspec- 
tions oould  be  placed  in  one  department,  either  state  or  city, 
and  effectively  done  by  less  men,  in  a  proper  way,  more  inspec- 
tions, by  trained  and  competent  men,  of  a  higher  class  than  you 
are  able  to  get  now  in  any  one  or  more  departments  ?  A.  That 
:s  a  great  big  question. 

Q.  I  know  it  is  a  great  big  question ;  I  want  your  opinion  about 
It.  That  is  one  of  the  questions  this  Commission  will  have  to 
solve.  A.  The  training  of  a  factory  inspector  is  such  that  he  can 
see  these  various  conditions.  If  you  go  to  the  Health  Department 
inspector  he  probably  will  look  after  the  sanitation. 

Q.  I  know,  but  sanitation  is  mixed  up  with  your  Labor  Depart- 
ment, because  your  Labor  Department  man  has  to  see  that  all 
the  sanitary  conveniences,  the  toilets,  etc.,  are  not  only  there,  but 
that  they  are  in  good  condition,  and  that  is  what  the  Health 
Department  man  does,  does  he  not?  A.  Ae  a  rule,  the  Health 
Department  does  not  enter  factories  for  that  purpose. 

Q.  They  do  so  if  there  is  a  complaint?  A.  As  a  rule  they 
refer  it,  as  far  as  I  know,  to  our  Bureau  —  that  is,  in  the  city. 

By  Mr.  Shibntao  : 

Q.  Coming  down  to  some  of  the  present  provisions  of  the  labor 
law,  Mr.  Schnur,  do  you  consider  the  present  provision  of  th« 
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labor  law  tbat  days  that  aU  doors  shal'l  open  outward  as  far 
88  practicable,  adequate?    A.  Well,  it  means  shall  open  outward. 

Q.  Yes;  do  you  consider  that  provision  adequate?  A.  Well, 
it  would  be  very  hard  to  frame  a  hard-and-fast  rule  in  regard 
to  doors,  especially  on  buildings  that  are  already  constructed, 
because  a  great  many  of  the  doors  leading  to  the  outside,  if  you 
make  them  open  outward,  would  interfere  with  the  passersby. 

Q.  Could  not  you  direct  that  all  doors  in  that  position  be  re- 
moved and  that  adequate  and  sufficient  exits  be  furnished  ?  In  other 
words,  isn't  the  danger  in  the  case  of  doors  opening  inwards  so 
great  as  to  require  a  mandatory  provision  that  there  shall  be  no 
doors  in  a  manufacturing  establishment  opening  inward?  A. 
The  law  could  be  so  framed;  yes. 

Q.  Would  you  recommend  that  the  law  be  so  framed,  basing  it 
on  your  own  personal  experience  in  factory  buildings? 

By  Commissioner  Dbeieb: 

Q.  What  is  the  objection  to  sliding  doors?  A.  I  see  no 
objection  to  a  sliding  door. 

By  Mr.  Shientag: 

Q.  So  that  where  it  is  impracticable  for  a  door  to  open  out- 
ward you  might  have  sliding  doors  ?  A.  Might  have  sliding  doors ; 
or  you  might,  if  th«  hall  was  large  enough,  put  a  vestibule  inside 
the  main  door  and  have  the  vestibule  door  swing. 

Q.  So  that  there  are  no  essential  difficulties  in  the  way  of  hav- 
ing the  law  read  so  as  absolutely  to  prohibit  any  doors  in  manu- 
facturing establishments  or  factories  opening  inward?  A.  No; 
I  don't  think  there  could  be  any  objection  or  that  there  would  be 
any  hardship  really  to  overcome,  to  have  all  doors  swing  out- 
wardly, or  make  some  arrangement  to  have  them  slide,  if 
necessary. 

Q.  And  such  an  arrangement  could  be  made  with  very  little 
expense,  could  it  not?  A.  On  some  buildings  it  would  be,  of 
course,  a  material  expense,  especially  buildings  that  are  located 
right  up  to  the  street  line  or  sidewalk  line  —  big  buildings. 

Q.  WeU,  the  cost  of  substituting  sliding  doors  in  the  place  of 
doors  opening  inwardly  would  not  be  very  great,  would  it  ?  A. 
I  could  not  give  you  an  estimate  on  that 
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Q.  It  would  not  be  very  great  or  material?  A.  No;  it  would 
not  be. 

Q.  Have  you  found  any  practicable  difficulty  in  enforcing  the 
present  provisions  of  the  labor  law  relating  to  the  employment 
of  child  labor?     A.  Any  difficulties? 

Q.  Yes.    A.  Well,  child  labor  —  that  is,  the  employment  with- 
out certificates  under  fourteen  years  of  age  has  been  reduced  to 
almost  a  minimum  in  the  state  in  the  last  few  years.    There  are 
not  very   many   childTen   employed   to-day  without  certificates, 
and  where  a  violation  is  found  there  is  immediate  prosecution. 

Q.  Let  me  confine  myself  to  a  specific  instance.  In  order  to 
prosecute  successfully  for  a  violation  of  the  child  labor  law  you 
must  be  in  a  position  to  show,  or  your  inspector  must  be  in  a 
position  to  show  that  he  found  that  child  working  in  the  factory  ? 
A.  Yes,  sir. 

Q.  That  is  so?    A.  Yes,  sir. 

Q.  Now,  in  your  experience  as  an  inspector  in  the  field  and  from 
the  reports  that  your  inspectors  submitted  to  you,  have  you  ever 
found  any  difficulty  in  showing  that  to  be  the  case  ?  For  instance, 
have  you  ever  come  into  a  factory  establishment  and  foimd 
children  below  the  legal  age  hidden  in  dressing  rooms  or  under 
tables  or  removed  from  their  work?  A.  No,  sir;  I  have  found 
them  taken  from  the  room ;  I  can  just  call  to  mind  one  instance. 
It  was  a  building  that  was  an  L-shape,  and  the  children  worked 
in  one  of  the  side  rooms  and  there  were  six  of  them.  When  I 
entered  the  main  factory  door  I  was  told  that  these  children  were 
sent  out;  it  was  whispered  to  me  by  one  of  the  employees  as  I 
entered  the  room.  I  demanded  from  the  president  of  the  com- 
pany the  production  of  these  children.  "  Why,"  he  says,  "  I  have 
no  children."  I  said,  "  I  want  to  see  them.  They  were  working 
here  on  these  punch  presises,  and  I  want  to  see  them  or  I  will 
stay  here  until  they  do  come  out."  Within  three  minutes  they 
came  up.  They  had  gone  down  stairs  to  the  engineer's  room,  and 
were  held  there  until  the  word  was  sent  that  the  inspector  was 
gone;  but  in  that  instance,  I  got  the  evidence  and  there  were 
convictions  and  penalties  in  four  cases. 

Q.  Have  your  inspectors  ever  reported  that  they  found  diffi- 
culty in  enforcing  the  provision  against  child  labor  because  of  that 
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very  fact, —  that  they  would  have  to  show  that  they  found  these 
children  working  there  ?  A.  Well,  there  are  diflSculties  that  way. 
Of  course  the  suspected  children  can  he  taken  out  of  the  factory 
and  the  inspector  never  know  that  they  were  there  unless  some- 
body tips  him  off. 

Q.  Don't  you  think  that  the  provision  of  the  labor  law 
could  be  made  to  read  to  the  effect  that  the  mere  presence  of 
children  below  the  legal  age  in  a  factory  shall  be  prima  facie 
evidence  of  their  employment  in  that  factory  ?  A.  Yes,  sir ;  that 
should  be  one  of  the  provisions.  Now,  if  you  enter  the  court 
the  judges  will  ask,  "  What  did  you  find  this  child  doing? "  If 
you  cannot  describe  the  work  that  he  was  engaged  in,  the  chances 
are  that  you  will  lose  your  case. 

Commissioner  Phillips:  It  would  place  the  bua^den  on  Ae 
employer  to  show  the  child  was  not  working. 

The  Witness:  Yes;  they  sometimes  take  them  off  the  work. 
You  see  them  idle.  They  say  they  are  not  working,  they  just 
came  in. 

Commissioner  GoMPiriis:  You  would  diange  the  burden  of 
proof  from  the  Department  to  the  employer. 

The  Witness:  Put  it  on  his  shoulders;  the  mere  presence  of 
a  child  in  a  factory  during  working  hours  should  be  prima  facie 
evidence  of  his  employment  and  of  the  hours  that  he  is  working. 

By  Mr.  Shientao: 

Q.  Under  the  present  provisions  of  the  labor  law  has  the  Com- 
missioner of  Labor  the  power  to  order  wider  stairways  in  existing 
buildings  ?    A.  No ;  he  has  not. 

Q.  Outside  of  the  city  of  New  York  t  A.  There  is  nothing  in 
the  law  regulating  the  width  of  stairways. 

Q.  So  that,  if  you  had  a  wooden  stairway  two  feet  wide,  the 
Commissioner  would  be  powerless  ?    A.  Would  be  powerless. 

Commissioner  Phillips  :  Did  that  bill  pass  this  last  winter. 
Tke  Witness:  No. 
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Commissioner  Phillips  :  That  is,  amending  the  section  of  the 
labor  law  in  regard  to  stairways. 

Q,  Has  the  Commissioner  of  Labor  the  power  to  require  the 
removal  of  wooden  treads  in  stairways  ?  A.  He  has  not  the  power 
to  order  their  removal.  He  can  require  that  the  same  be  covered 
with  rubber  and  he  can  ask  for  the  repair  of  stairways. 

Commissioner  Gompebs:  You  say  he  can  ask  for  repairs? 

The  Witness  :  Yes,  he  can  order  the  stairs  repaired. 

Q.  And  prosecute  for  failure  to  comply  with  the  order? 
A.  Yes. 

Q.  And  in  your  experience  as  an  inspector  of  factories,  have 
you  found  that  rags  and  other  materials,  rubbish,  are  frequently 
stored  under  stairways  ?    A.  Yes ;  I  have  found  that. 

Q.  You  consider  that  an  essentially  dangerous  condition,  do 
you  not,  Mr.  Schnur  ?     A.  It  certainly  is. 

Q.  What  power  has  the  Commissioner  of  Labor?  A.  The 
power  of  the  Conmiissioner  of  Labor  is  that  he  can  require  that 
they  have  receptacles  for  the  refuse  to  be  deposited. 

Q.  Can  he  demand  the  abolition  of  the  so-called  store  rooms 
under  the  stairways?    A.  No,  sir;  nothing  in  the  law. 

Q.  Would  you  recommend  a  provision  of  the  law  that  would 
prevent  the  storing  of  any  articles  under  stairways  in  manufac- 
turing establishments?     A.  Any  inflammable  articles. 

Q.  Well,  you  would  consider  rubbish  inflammable,  would  you 
not?     A.  I  certainly  would. 

Q.  Coming  down  to  the  question  of  water  closet  facilities  in 
factories,  what  has  been  your  experience  as  to  the  adequacy  of 
those  facilities  in  manufacturing  establishments  in  the  city  and 
state?  A.  Well,  I  find  that  as  a  rule  they  contain  closets  for 
the  sexes,  but  not  proper  separating.  That  is,  the  two  closets 
would  be  adjacent  to  each  other,  and  in  some  cases  it  was  even 
a  hardship  —  it  was  impracticable  to  put  screens  so  as  to  prevent 
the  embarrassment  of  the  females  entering  the  toilets. 

Q,  What  remedy  have  you  to  suggest  for  such  a  condition  ?  A. 
Well,  that  the  toilets  for  the  sexes  be  placed  in  different  parts 
of  the  building,  and  not  adjacent  to  each  other. 
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Q.  Different  parts  of  the  loft  i   A.  Of  the  loft,  the  floor. 

Q.  How  about  washrooms  and  washing  facilities  in  factorieb, 
in  manufacturing  establishments?  A.  Well,  they  are  not  ade- 
quate in  all  factories. 

Q.  Is  the  present  provision  of  the  labor  law  8ufficien.t  to  require 
these  waahroams }    A.  Yee^  air. 

Q.  Has  the  Commissioner  of  Labor  the  power  at  present  to 
make  regulations  in  certain  specific  trades  —  dangerous  trades, 
for  instance?    A.  He  has  not. 

Commissioner  Phillips:  The  Governor  vetoed  a  bill  of  that 
kind  this  winter,  giving  the  Labor  Department  power  to  make 
rules  for  the  different  trades. 

Q.  Well,  from  your  experience  in  the  field  is  it  possible  to 
have  a  standard  that  will  apply  to  all  different  kinds  of  trades 
und  industries  throughout  the  State  ?    A.  Kegulations  a:^  to  what  i 

Q.  Kegulations  as  to  fire  prevention,  regulations  as  t)  danger- 
ous machinery,  regulations  as  to  removal  of  dust?  A.  Yes,  I 
think  if  the  Commissioner  is  given  that  power,  that  would  be 
of  material  assistance  in  enforcing  the  law.  He  has  that  power 
now  under  the  mine  law,  and  rules  and  regulations  are  made  for 
the  guidance  of  both  the  employer  and  the  operators. 

Q.  And  you  think  the  power  which  the  C<»ninissioiier  has  under 
the  mine  law  should  be  extended  to  the  labor  law  ?  A.  I  do.  I 
think  so. 

Q.  Has  the  Commissioner,  under  the  present  law,  any  power 
to  control  the  arrangement  of  machinery  in  factories?  A.  He 
has  not,  beyond  ordering  safeguards.  He  could  not,  for  instance, 
require  that  machinery  be  placed  to  give  sufficient  aisle  room ;  he 
has  absolutely  no  power. 

Commissioner  Phillips:  This  bill  that  the  Governor  vetoed, 
covered  all  that  and  gave  the  Commissioner  the  power  of  placing 
the  machinery. 

Mr.  Shientao:  What  bill — what  was  the  number? 
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Commissioner  Phillips:  I  don't  remember  the  number. 

The  Witness:  He  can  order  the  removal  of  machinery  if  it 
bars  the  exit  to  the  fire-escape;  that  is  all. 

Q.  But  he  cannot  order  the  removal  of  machinery  if  it  bars 
the  passageway  to  the  fire-escape^  can  he  i  A.  If  it  obstructs  the 
passageway  he  can  do  so. 

Q.  Have  you  had  any  successful  prosecutions  of  cases  of  that 
kind?    A.  I  don't  recall  a  case  of  that  kind^  on  machinery. 

Commissioner  Gompbbs:  Has  the  Department  ever  issued  an 
order  ? 

A.  It  has  issued  orders. 

Comonissioner  Gk>MF£B8 :  Providing  for  the  placing  of  machin- 
ery so  as  to  have  a  passageway  for  employees? 

A.  It  has  issued  orders;  but  it  has  beeu^  as  a  rule, 
a  tedious  proceeding,  because  it  meant  the  entire  rearrangement 
of  factory  conditions,  both  as  to  the  shafting  and  machinery. 

Commissioner  Gtompebs:  That  applies  to  the  operation  of 
sewing  machines? 

A.  Sewing  machines  and  all  power  machines. 

Q.  It  would  be  a  very  simple  matter  to  formulate  a  law  requir- 
ing a  free  passageway?     A.  Certainly. 

Q.  So  that  there  would  be  no  question  about  its  enforcement? 
A.  This  applies  equally  to  partitions  within  the  factory. 

Q.  That  is  a  matter  which  was  gone  into  yesterday.  The  pres- 
ent labor  law  provides  that  there  shall  be  a  lunch  period  of  one 
hour,  does  it  not?    A.  It  does. 

Q.  Has  it  been  your  practical  experience  that  one  hour  is  really 
allowed  for  luncheon  ?  A.  It  is  not  observed.  The  employees,  as 
a  rule,  ask  for  half  an  hour,  in  order  to  shorten  their  working 
day  —  to  shorten  the  working  day  half  an  hour  at  quitting  time. 

Q.  Does  that  really  shorten  the  working  day  a  half  hour,  or 
is  it  simply  a  pretext  to  lengthen  the  hours  of  labor?  A.  No; 
generally,  I  think  it  is  strictly  observed  —  the  notice  posted  in 
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the  factory  giving  the  hours  within  which  they  are  to  work  and 
the  time  that  they  are  to  take  for  their  meals. 

Q.  There  is  no  prohibition  against  the  eating  of  luncheon  in  the 
workshop,  is  there?    A.  There  is  not. 

Q.  What  do  you  personally  think  about  a  law  prohibiting  the 
eating  of  luncheon  in  the  workshops  as  a  practical  matter?  A. 
In  some  factories,  to  establish  a  lunch  room  would  probably  mean 
to  set  aside  almost  as  much  room  as  they  have  for  their  work. 

Q.  You  certainly  think  that  the  eating  of  lunch  in  the  workshop 
should  be  prohibited  in  lead  factories,  for  instance  ?    A.  Oh,  yes. 

Q.  Does  the  present  law  adequately  cover  that  subject?  A. 
There  is  nothing  in  the  present  law  to  cover  where  a  man  shall 
eat. 

Q.  Even  in  the  case  of  lead  factories  ?  A.  Even  in  the  case  of 
lead  factories. 

Q.  Or  where  they  handle  arsenic  or  other  dangerous  liquids? 
A.  ISo  provisions  in  the  law. 

Q.  How  about  the  provision  of  law  that  requires  the  provision 
of  seats  for  female  employees;  do  you  find  that  that  provision 
is  being  complied  with  ?  A.  It  is  in  a  way.  They  provide  seats 
of  all  kinds  —  boxes  and  some  chairs ;  but  how  much  they  are 
used,  of  course,  no  one  can  tell.  The  law  does  not  say  how  long 
a  time  a  female  shall  have  rest. 

Q.  Well,  do  you  think  that  there  should  be  a  provision  of  that 
kind  in  the  law,  making  it  mandatory  for  female  employees  in 
factories  and  workshops  to  rest  a  certain  period  each  day  ?  A.  I 
think  it  would  be  a  very  good  provision  of  law,  to  give  them  a 
little  rest  during  the  day. 

Q.  When,  in  the  afternoon  or A,   (Interrupting)   In  the 

morning,  fi.fteen  minutes,  and  in  the  afternoon,  dividing  the  period 
between  the  time  that  they  come  in  the  morning  and  the  noon 
day  meal,  and  between  the  noon  day  meal  and  stopping  time.  Of 
course,  there  are  many  employees  that  are  required  to  remain 
standing  in  order  to  perform  their  work;  it  would  be  absolutely 
useless  if  they  could  not  stand  to  do  that  work. 

Q.  So  that,  in  occupations  of  that  kind,  the  provision  of  law 
requiring  seats  for  female  employees,  is  practically  a  "dead 
letter  ? ''  A.  It  is. 
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Q.  Do  you  know  whether  the  labor  laws  of  foreign  countries 
provide  for  resting  periods  for  female  employees?  A.  I  am  not 
informed  as  to  that  phajse  of  the  foreign  laws.  In  speaJdng  on  the 
question  of  seats,  there  is  a  provision  in  section  93  which  requires 
that  no  child  shall  be  employed  or  permitted  to  work  in  any 
capacity  where  auch  employment  compels  her  to  remain  standing. 

Q.  Have  you  found  any  difficulty  in  enforcing  that  provision? 
A.  There  would  appear  to  be,  for  the  reason  that  if  they  sit  down 
a  little  while  they  seem  to  be  complying  with  the  terms  of  the 
law,  so  long  as  they  are  not  standing. 

Q.  Do  you  think  you  can  enumerate  the  occupations  that  com- 
pel a  child  to  stand  practically  all  day  long  ?  A.  I  can  recall  one 
only  at  this  moment ;  that  would  be  in  a  small  mill,  in  the  manu- 
facture of  silk. 

Q.  Where  the  child  is  compelled  to  stand  practically  all  day 
long?     A.  Yes;  in  order  to  do  the  work. 

Q,  So  that  in  an  industry  of  that  kind,  section  93  of  the  present 
labor  law  ie  practically  of  no  valu^  ?  A.  Practically.  The  chair 
may  be  there,  and  the  child  may  sit  down  for  a  few  minutes,  but 
it  is  practically  standing  the  better  part  of  the  day. 

Q.  Could  you  prepare  and  send  to  the  Commissioners  later  on 
a  list  of  the  industries  in  which  the  child  is  required  to  stand 
practically  all  day  long?    A.  I  could  do  that. 

By  Mr.  Elkus  : 

Q.  Mr.  Schnur,  coming  backing  to  where  I  stopped  inter- 
rogating you  —  would  it  not  be  possible  in  making  inspections  of 
factories,  instead  of  having  your  inspectors  devote  so  much  time 
to  filling  out  reports,  to  have  them  divided  into  two  parts  and 
have  the  clerical  work  done  by  some  one  other  than  those  who 
did  the  actual  examination  ?  In  other  words,  it  does  not  require  a 
man  of  very  much  ability  to  fill  out  the  specific  answers,  but  it 
does  require  a  man  of  some  ability  to  make  an  investigation  as 
to  conditions  ?    A.  That  is  true. 

Q.  Could  not  that  be  divided  in  such  a  way  as  would  result  in 
an  increased  efficiency  in  your  department,  in  so  far  as  it  serves 
as  a  command  upon  factory  owners  to  comply  with  the  law? 
A.  If  I  understand  the  question  rightly,  the  inspector  who  inves- 
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ligates  conditions  of  a  factory  would  have  his  report  written  up 
by  some  one  else. 

Q.  Or  this  information  be  obtained  by  somebody  else  —  by  a 
clerk?  A.  I  don't  think  that  that  is  at  all  feasible.  I  think 
the  man  who  makes  the  inspection  is  the  one  who  can  write  his 
report  more  clearly,  because  as  he  is  writing  his  report  a  great 
many  ideas  occur  to  him. 

Q.  Could  not  a  man  whose  duty  it  was  just  to  examine  factories 
examine  almost  twenty-five  or  thirty  factories  in  a  day  by  running 
through  a  factory,  and  pointing  out,  for  instance,  a  dirty  floor, 
improper  sanitary  conveniences,  bad  air,  and  obstructed 
roads  to  the  fire-escapes,  by  simply  calling  attention  to  these  con- 
ditions and  then  letting  somebody  else  go  around  and  get  all  this 
information  required  by  the  Department  and  which  really  takes 
up  most  of  the  time  of  the  inspectors?    A.     Yes,  sir. 

Q.  Why  doesn^t  the  Department  do  something  of  that  kind  — 
is  there  any  rule  to  stop  it  ?    A.  No. 

Q.  It  is  simply  a  regulation  on  the  part  of  the  Commissioner  ? 
A.  Simply  a  regulation  on  the  part  of  the  Commissioner.  At  one 
time  we  had  a  blank  in  which  the  inspector  merely  gave  the  name 
of  a  certain  number  of  employees,  and  then  stated,  yes  or  no,  if 
there  was  a  violation  of  any  of  the  provisions  of  the  law,  and 
then  enumerated  his  orders.  That  was  a  short  report,  but  the 
form  was  changed  after;  after  that  we  used  the  present  form  of 
the  Tenement  House  Commissioner  here,  which  is  very  minute 
and  very  specific 

Q.  Mr.  Schnur,  the  greater  number  of  factories  are  in  New 
York  city,  are  they  not  ?    A.  Yes. 

Q.  You  have  in  your  Department  how  many  deputy  conojnis- 
sioners?    A.  The  First  and  Second  Deputy. 

Q.  They  are  all  in  Albany,  are  they  not  ?  A.  No,  principally 
on  the  road. 

Q.  Is  there  a  Deputy  Commissioner  here  in  New  York,  in 
charge  of  the  inspections  here  ?  A.  There  is  a  Factory  Inspector, 
Assistant  Factory  Inspector  in  the  sub-office  at  New  York ;  and  the 
Chief  Inspector  makes  it  a  practice  to  be  in  New  York  two  days 
a  week.  Although  he  is  here  at  times  —  at  times  he  passes  the 
eoataiQ  week  here. 
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Q.  Does  your  Department  ever  explain  to  factory  owners  or 
manufacturers  the  advisability  of  having  fire  drills  and  comply- 
ing with  the  factory  laws  —  how  it  should  be  done,  and  give  them 
information  as  to  fire  drills,  and  as  to  air  space;  does  it  issue 
any  documents  or  give  any  information  of  that  kind  —  any  lec- 
tures on  the  subject?  A,  It  gives  no  lectures,  but  it  posts  an 
abstract  of  the  Labor  Law,  giving  all  this  information. 

Q.  Well,  the  Labor  Law  simply  says  that  such  and  such  a  thing 
must  be  done?    A.  Yes. 

Q.  Is  there  any  attempt  made  by  your  Department  to  explain 
more  fully  how  the  law  can  be  complied  with,  and  in  what  way  — 
the  advisability,  for  instance,  of  allowing  sufficient  space  to  get 
to  fire-escapes  —  to  keep  open  this  space  ?  A.  These  matte$r9  ore 
all  explained  by  the  inspector  when  he  finds  an  exit  closed. 

Q.  Yes ;  but  it  is  left  to  the  individual  —  to  the  inspector  ? 
A.  Yes. 

Q.  Does  your  Department  do  anything  about  it?  A.     No. 

Q.  You  realize  that  when  you  leave  it  for  an  inspector  it 
depends  entirely  upon  the  ability  or  competency  of  that  inspector  ? 
A.  It  does. 

Q.  Don't  you  think  that  your  Department  could,  by  illustration, 
show  a  model  factory  in  regard  to  that,  and  benefit  not  only  the 
working  people,  but  the  employer  himself?  A.  It  would  be  very 
helpful. 

Q.  You  find  that  a  great  many  manufacturers  themselves  are 
ignorant  as  to  how  to  comply  with  the  laws  ?  A.  Yes,  sir. 

Q.  And  that  is  one  of  the  main  reasons  why  they  do  not  com- 
ply with  them  ?  A.  Yes ;  and  some  don't  care  much  about  know- 
ing what  the  law  is. 

Q.  That  is  probably  true,  but  then  you  have  the  right  to  enforce 
it.  Now,  does  your  Department  pay  any  attention  to  fire-escapes 
on  factory  buildings?  A.  On  all  outside  of  Greater  New  York 
city. 

Q.  Outside  of  Greater  New  York?  A.  Outside  of  Greater 
New  York. 

Q.  Take  the  other  cities  of  the  first  and  second  class  —  what 
do  you  do  with  reference  to  the  fire-escapes  on  factory  buildings  ? 
A.  On  all  buildings  over  three  stories  in  height  we  require  a 
fire-esoape  unless  other  suitable  means  are  provided. 
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Q.  That  is  left  entirely  to  the  discretion  of  the  —  A.  (Inter- 
rupting)    The  Commissioner  —  the  inspector  in  the  field. 

Q,  And  the  fire-escapes  that  you  require  are  the  ordinary  metal 
structures  on  the  outside  of  a  huilding  with  a  ladder  and  platform  ? 
A.  Balconies  connected  with  the  windows,  to  he  no  less  than  six 
feet  long,  three  feet  wide,  and  railings  three  feet  in  height,  and 
inclined  stairs  reaching  from  halcony  to  halcony  not  less  than 
eighteen  inches  in  width,  with  suitable  handrails  on  the  side,  and 
a  drop  ladder  properly  counterweighted,  to  reach  from  the  balcony 
on  the  second  floor  to  the  ground ;  also  a  ladder  from  the  balcony 
to  the  roof  of  the  entire  structure.  That  is  practically  the  require- 
ment of  the  fire-escape  construction  by  the  Department. 

Q.  Mr.  Schnur,  is  there  anything  in  the  Labor  Law  which  gives 
the  Department  the  power  for  ordering  these  fire-escapes  t 
A.  Yes,  sir. 

Q.  What  is  the  authority  for  it?    A.  Sections  82  and  83. 

Q.  Does  that  describe  the  kind  of  fire-escapes  that  you  are 
to  order?  A.  Yes,  sir;  of  course  the  Commissioner  has  discre- 
tionary power. 

Q.  What  do  you  consider  a  satisfactory  means  of  egress  in 
caae  of  fire  —  stairs  or  elevators?     A.  Elevators,  never. 

Q.  Stairs?  A.  Stairs,  properly  enclosed  in  fire-proof  shafts, 
with  fire-proof  doors,  self  closing. 

Q.  Closing  in  or  out,  or  don't  you  pay  any  attention  to  that? 
A.  Opening  outward. 

Q.  Is  that  required  ?    A.  That  is  required. 

Q.  How  about  locked  doors?  A.  Wherever  we  find  any  cases 
of  locked  doors  prosecutions  have  resulted. 

Q.  That  is  prosecutions  in  Uie  method  you  have  told  us  about 
Now,  take  a  case,  Mr.  Schnur,  in  the  City  of  New  York;  you 
have  no  authority  there  by  statute,  that  is  taken  away  from  you, 
and  given  to  what  department  ?    A.  In  regard  to  fire-escapes  ? 

Q.  In  regard  to  fire-escapes.    A.  Bureau  of  Buildings. 

Q.  You  have  the  right,  however,  to  insist  that  there  shall  be 
free  access  to  each  fire-escape  exit  ?     A.  We  bave  timt  right. 

Q.  That  is,  you  have  the  right  to  do  that  in  the  city  of  New 
York?     A.  Yes,  sir. 
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Q.  If  your  insipectorfl  find  aibsence  of  fire-escapea  or  defective 
ones,  do  you  report  it  ?  A.  We  report  it  directly  to  the  Bureau 
of  Buildings,  who  then  send  their  inspector  to  verify  the  report. 

Q.  Do  you  do  anything  in  reference  to  partitions  in  so-called 
loft  factory  buildings?  A.  Our  Department  has  no  authority  to 
require  them  to  remove  partitions  inside  of  factory  rooms.  We 
find  that  a  factory  owner,  or  a  loft  owner,  rather,  will  hire  a 
room  and  then  partition  it  off  to  suit  himself.  It  appears,  then, 
that  the  Bureau  of  Buildings  in  Greater  New  York  has  no  juris- 
diction, and  there  is  no  law  that  will  permit  the  Bureau  of  Fac- 
tory Inspection  to  rectify  matters  unless  these  partitions  were 
right  close  up  to  the  fire-escape,  when  it  might  require  them  to 
make  an  exit  directly  to  the  fire-escape. 

Q.  Have  you  any  suggestion  to  make  to  the  Commissioners 
with  reference  to  this  matter  of  wooden  partitions  in  your  Depart- 
ment? A.  I  think  the  Commissioner  of  Labor  should  have  full 
authority  to  have  them  removed  where  they  have  impeded  in  any 
way  the  passage  of  employees  from  an  inside  working  room  to 
the  fire-escapes. 

Q.  We  come  back,  then,  again  to  a  division  of  the  responsibility. 
Would  it  be  possible  to  centralize  all  the  authority  with  reference 
to  these  factory  buildings  to  inspections  now  undertaken  by  the 
Fire  Department  or  Building  Department  of  this  city,  in  the 
Department  of  Labor?  A.  It  would.  It  was  so  previous  to  the 
enactment  of  the  Greater  New  York  Charter.  At  that  time,  the 
Factory  Bureau  had  full  authority  to  look  after  the  erection  of 
fire-escapes  in  New  York  city  and  in  the  boroughs  that  now  form 
Greater  New  York. 

Q.  Have  you  control  over  the  arrangement  of  machinery  in 
factories?    A.  We  have  no  authority  whatever. 

Q.  Or  the  placing  of  mechanics  or  employees  in  closed  rooms  — 
have  you  any  authority  over  that?    A.  No. 

Q.  What  is  your  opinion  about  the  present  labor  law;  is  it 
defective  in  some  respects  —  should  it  be  amended  or  not  ?  A.  I 
believe  that  a  great  many  changes  could  be  mada 

Q.  Tell  the  Commissioners  what  you  would  suggest  *  A.  The 
very  point  we  are  speaking  on,  would  be  to  have  the  control  of 
the  interior  arrangement  of  the  work  room,  when  the  partitions  in 
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any  way  obstructed  the  passageways,  and  the  proper  lighting  of 
elevator  shafts  used  by  employees. 

Q.  What  do  you  mean  by  proper  lighting  of  elevator  shafts  — 
electric  light,  artificial  light  or  what?  A.  Either  by  artificial 
light,  at  least  some  light  during  the  working  hours  of  the  factory. 
When  the  shorter  days  come  natural  light  would  not  be  sufficient ; 
tiiey  would  have  to  supply  artificial  light  for  the  prevention  of 
aocidents. 

I  find  also  that  Section  5  relating  to  the  hours  of  labor  in  brick 
yards  should  be  under  Article  6.  While  we  enforce  the  law  in 
brick  yards,  it  appears  to  me  to  be  out  of  place. 

Commissioner  Gompebs:  In  which  way  do  you  mean  out  of 
placet 

The  Witness  :  It  is  placed  here  under  Article  2. 

Commissioner  Gomfbbs:  It  is  merely  a  transposition  of  the 
Bections  that  you  want  ? 

The  Witness  :  A  transposition.  Under  the  provision  of  that  law 
no  employee  is  to  work  more  than  ten  hours,  or  commence  work 
earlier  than  seven  o'clock  in  the  morning.  Those  who  have  ex- 
perience with  brick  yard  work, —  and  there  are  a  great  many 
throu^out  the  state,  along  the  Hudson  and  throughout  the  west- 
em  part  of  the  state  —  all  know  that  they  start  their  work 
as  early  as  four  and  five  o'clock  in  the  morning.  The  law  in 
that  respect  is  meaningless,  because  starting  work  prior  to  seven 
o'clock  could  be  explained  as  based  upon  extra  compensation. 

Q.  Are  there  any  other  sections  of  the  law  that  you  think  should 
be  amended?  A.  I  wUl  refer  to  Section  17,  seats  for  female 
employees;  that  is  aleo  placed  here  under  Article  2. 

Q.  You  mean  it  should  be  placed  in  a  different  section?  A. 
Under  the  factory  provisions. 

Q.  What  authority  has  your  Department  over  the  handling  of 
dangerous  chemicals  by  employees?  For  instance,  the  handling 
of  arsenic,  without  gloves — have  you  any  authority?  A.  Ab- 
solutely no.  The  only  provision  in  the  law  is  that  which  covers 
children  under  sixteen  years  of  age.  They  are  to  have  nothing 
to  do  with  that  class  of  work. 
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Q.  There  is  no  law  which  you  know  of  that  regulates  the 
handling  of  dangerous  chemicals  or  materials  in  any  department 
of  the  city  or  State  ?    A.  I  cannot  recall ;  I  do  not  know  of  any. 

Q.  Do  you  think  there  should  be  ?  A.  I  think  there  should  be. 
I  think  that  that  matter  should  be  taken  care  of  as  well  as  the 
clothing  of  employees  where  saws  and  other  dangerous  machinery 
are  in  operation. 

Q.  What  does  your  Department  do  with  reference  to  the  use  of 
so-called  safety  appliances  —  appliances  in  case  of  fire, 
or  for  the  prevention  of  fire  ?    A.  Nothing  at  all. 

Q.  Nothing  at  all  ?    A.  No. 

Q.  Have  you  any  recommendation  to  suggest  to  the  Commis- 
sioners in  reference  to  that?  A.  I  have  not,  for  the  reason  that 
the  <mtire  law  is  practically  intended  for  the  employees  and  not 
for  the  saving  of  property. 

Q.  Nor  life?  A.  Well,  it  is  for  the  saving  of  life,  of  course; 
but  not  for  the  saving  of  property,  and  everything  is  done  to  try 
to  get  them  out,  in  case  of  danger,  out  of  the  building  as  quickly 
as  possible,  without  providing  means  for  extinguishing  the  fire. 

Q.  Your  Department  has  some  authority  as  to  safety  devices  to 
prevent  accident?    A.  Oh,  yes;  has  full  authority. 

Q.  That  is,  authority  with  reference  to  machines  and  safe- 
guards?   A.  Yes,  guards. 

Q.  Upon  machines?    A.  Guards  on  machines,  shafting,  etc. 

Q.  Mr.  Schnur,  is  there  anything  else  that  you  would  like  to 
tell  the  Commissioners  about  with  reference  to  your  Department 
or  its  work  ?    A.  I  cannot  think  of  anything  now. 

Mr.  Elkus  :  If  there  is  anything  that  you  should  think  of  later 
that  you  would  like  to  tell  the  Commissioners  about,  we  would  be 
glad  to  have  you  come  in.  Do  the  Commissioners  desire  to  ask 
the  witness  any  questions? 


re- 
as 


Commissioner  Dreieb:  Mr.  Elkus  spoke  of  the  employers' 
ports  regarding  factories.     Have  you  any  suggestions  to  make 
to  reports  employees  might  be  able  to  make  —  any  method  ? 

A.  Well,  I  don't  think  you  could  get  them,  unless  they  were 
organized,  or  unless  they  had,  as  they  have  in  the  printing  trades 
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—  chapters,  where  there  are  chairmen  and  secretaries.  You  can 
get  a  report  from  them,  but  in  shops  where  nobody  assumes  any 
responsibility  it  would  be  very  hard  to  get  reports,  excepting 
individual  reports. 

By  Conmiissioner  Dseieb: 

Q.  It  would  be  possible  to  have  a  responsible  person  in  the 
factory 2  A.  It  would.  If  there  was  some  one  in  the  factory  that 
would  report  conditions  there  it  would  Baeist  materially  in  recti- 
fying* matters  —  a  sub-committee  we  will  say,  and  a  secretary  that 
would  report  to  the  Commissioner. 

By  Commissioner  Gompers: 

Q.  In  regard  to  the  guards  and  devices  for  the  protection  of 
employees  engaged  in  the  handling  of  dangerous  machinery, 
hazardous  machinery,  has  the  Department  issued  any  general 
directions  in  regard  to  these  guards  or  safety  devices  ?  A.  Well, 
we  recommend  what  we  think  are  the  best  guards  for  the  various 
parts  of  machinery  that  are  dangerous,  such  as  saws,  planers, 
shapers  and  various  other  classes  of  machinery,  the  covering  of 
set  screws  and  covering  of  gears. 

Q.  To  what  extent  have  these  guards  and  safety  devices  been 
applied  in  the  factories  as  recommended  by  the  Department?  A. 
They  have  to  a  large  extent.  Some  factories  are  entirely  equipped 
with  safeguards,  and  I  think  there  are  very  few  fac- 
tories to-day  where  the  guards  have  not  been  ordered, 
and  in  most  cases  provided.  There  are,  however,  thou- 
sands of  factories  where  the  guards  have  been  provided, 
say,  planer  guards,  where  the  employees  have  deliberately  removed 
them  from  the  machinery,  after  a  great  deal  of  expense  has  been 
entailed  on  the  manufacturer  to  provide  these  gtiards.  That  is 
a  matter  of  record. 

Q.  Have  you  seen  the  devices  and  guards  which  Dr.  Tollman 
has  placed  before  a  number  of  bodies  of  workmen  and  employers 
in  regard  to  devices  and  guards  on  machinery?  A.  I  have  seen 
them. 

Q.  In  Germany,  in  Berlin  and  in  Munich,  they  have 
musetuns  in  which  these  guards  and  devices  are  exhibited,  and 
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investigators,  workmen  and  employers  are  invited;  it  is  free  to 
them.  Have  you  ever  seen  them  or  read  of  them?  A.  I  have 
read  of  them,  and  I  have  had  —  in  fact,  I  have  all  the  books  on 
safeguards,  which  I  have  studied  and  know  what  the  appliances 
are. 

Q.  What  do  you  think  of  the  idea  of  having  such  museums 
established  in,  say,  New  York  or  one  or  two  of  the  other  large 
cities  and  industrial  centers  of  the  State  of  New  York?  A.  It 
would  be  a  fine  idea  to  have  them,  because  manufacturers  will 
go  a  distance;  I  know  a  great  many  travel  now  to  New  York  to 
see  them,  and  if  they  knew  that  the  Commissioner  of  Labor  had 
set  a  standard  on  a  guard, —  if  this  was  the  best  guard  or  that, 
they  would  adopt  it,  but  they  would  like  to  see  them  in  operation. 
It  wouldn't  be  enough  to  have  the  guards  simply  hung  on  the 
wall,  but  they  should  be  attached  to  the  machinery  so  they  can 
see  just  kow  they  work, 

Q.  I  didn't  see  the  one  in  Berlin,  but  I  did  the  museum  in 
Munich  a  few  years  ago.  The  building  occupies  a  space,  I  should 
say,  about  the  size  of  our  Library  here  in  New  York  city  — 

Mr.  Elkus  :  New  York  Public  Library  ? 

By  Commissioner  Gompees: 

Q.  The  New  York  Public  Library;  and  the  machines  and  the 
devices  to  which  they  were  attached  were  aU  in  full  operation, 
and  they  were  exceedingly  interesting  and  illuminating.  There 
were  some  of  these  machines  when  the  devices  and  guards  were 
in  place,  that  it  was  physically  an  impossibility  for  an  accident 
to  occur.    A.  That  is  right. 

Q.  And  I  asked  the  question  I  did  with  the  view,  if  possible, 
of  a  recommendation,  and  the  application  of  it  by  the  Department 
of  Labor  in  the  State  of  New  York.  A.  I  think  we  oould  go 
one  step  further  in  regard  to  guards,  and  that  is,  a  manufacturer 
within  the  limits  of  the  State  of  New  York  should  apply  all  the 
best  guards  to  the  machinery  that  he  sends  out  to  be  used  in 
the  shops  and  the  factories,  and  not  send  them  out  in  a  crude 
form,  and  to  oblige  the  Factory  Department  or  any  one  else  to 
make  suggestions  that  a  saw  be  guarded,  or  a  planer,  or  whatever 
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machine  there  is.  That  should  be  done  if  it  is  manufactured  in 
the  state;  let  the  manufacturer  do  it  oir  condemn  that  machine 
right  then  and  there,  and  let  it  be  known  that  machines  from 
outside  the  state  that  oome  in  here  unguarded  shaJI  be  treated 
likewise. 

The  Vice-Chaibman  :  That  is  the  rule  in  foreign  countried 
now. 

The  Witness:  It  is  in  some  countries. 

Mr.  Elkus:  They  have  to  comply  with  the  regulations  of  the 
different  countries. 

The  Vice-Chaieman  :  When  they  are  selling  them  to  use  in 
the  United  States  they  don't  equip  them. 

The  Witness  :  No. 

Commissioner  Gomfebs:  You  said  that  there  was  some  cor- 
respondence between  your  Department  and  ihe  other  Departments, 
such  as  the  Building  Departments  and  the  Health  Departments 
and  the  Fire  Departments.  At  any  time  has  there  been  any  con- 
ferences held  between  the  representatives  of  these  Departments  for 
the  discussion  of  the  matters  affecting  the  various  Departments 
and  the  safety  of  employees? 

The  Witness:  Of  course  that  is  a  matter  a  little  outside  of 
my  domain.  I  know  that  the  Commissioner  himself  was  down 
here  in  New  York  city  after  this  fire,  and  that  he  talked  this 
matter  over  with  the  Fire  Commissioner,  and  with  the  others,  and 
the  state  was  circularized  — -  that  is,  the  Fire  Chiefs  asking  their 
co-operation  in  their  own  places  and  making  recommendations; 
if  they  knew  of  any  unsafe  plants  to  let  us  know,  and  we  would 
co-operate;  and  in  that  case  we  got  responses  from  most  of  the 
cities  of  the  state.  Where  they  found  defects  an  inspector  was 
sent,  in  connection  with  an  inspector  from  or  with  one  of  the 
other  Chiefs  to  look  over  the  ground,  and,  between  the  two, 
authorized  the  beet  means  possible  for  the  protection  of  life 
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By  Commissioner  Gompebs: 

Q.  With  the  existence  of  divided  authority  and  divided  power, 
what  is  your  idea,  or  rather,  would  you  favor  an  annual  or  semi- 
annual conference  in  the  city  of  New  York,  or  at  Albany,  or  one 
of  the  other  large  industrial  centers,  by  the  representatives  of 
these  Departments  for  coK)perative  purposes,  in  order  to  enforce 
law  and  devise  new  rules  and  regulations,  or  to  ask  for  additional 
legislation  in  order  that  life  and  limb,  and  health  and  property 
may  be  safeguarded  ?    A.  It  may  be  an  excellent  idea. 

Q.  The  question  of  the  enforcement  of  the  child  labor  law  has 
been  discussed  by  you  and  counsel.  Will  you  tell  the  Commission 
how  many  complaints  have  been  made  within  this  past  two  years 
to  the  courts  against  employers  for  the  violation  of  the  child 
labor  law  ?  A.  Well,  I  haven't  got  statistics  at  hand  to  show  just 
the  number  we  received  at  Albany  or  here,  but  they  are  not  many. 
They  probably  wouldn't  —  probably  100  or  125  would  cover  spe- 
cific complaints  of  child  labor ;  I  think  that  would  be  a  pretty  fair 
estimate. 

Q.  How  many  convictions  have  been  had  for  the  violation  of 
the  child  labor  law?  A. Well,  I  can  give  you  some  figures  I  have 
in  mind. 

Q.  Will  you  furnish  the  Commission  with  just  a  brief  state- 
ment as  to  that  ?  A.  Yes,  I  can  do  that  a  little  better ;  I  know 
what  we  had  two  years  ago.  In  the  factory  part  we  had  511  prose- 
cutions, and  in  the  mercantile  some  300  cases. 

By  Mr.  Elkus: 

Q.  Child  labor  cases?    A.  Not  all  child  labor,  no. 
Q.  Those  were  all  of  the  prosecutions  ?    A.  Those  were  all  of 
the  prosecutions. 

By  Commissioner  Gompees: 

Q.  Does  the  law  imder  which  the  Department  of  Labor  operates 
extend  to  offices,  such  as  law  offices,  banking  offices,  and  com- 
mercial offices?  A.  The  mercantile  law  covers  offices,  but  I 
couldn't  tell  you  whether  they  go  as  far  as  law  offices  or  dentists, 
or  the  professions. 
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Mr.  Elkus  :  He  probably  means  they  don't  labor  in  law  offices. 

The  Witness:  They  do  take  up  such  classes  of  work  as  tele- 
graph offices,  and  where  there  are  employed  more  or  less  children 
—  and  telephone  exchanges. 

By  Conmiissioner  Gompers  : 

Q.  I  have  in  mind,  necessarily,  not  only  the  physical  safety 
from  dangerous  occupations  in  matters  of  this  character,  but  also 
the  sanitary  conditions,  light  and  air  ?  A.  Well,  there  is  nothing 
in  the  law  regarding  light.  The  mercantile  law  covers  oiily  chil- 
dren under  sixteen  and  women. 

Q.  Of  course,  light  and  air  are  rather  essential  ?  A.  Oh,  yes ; 
it  places  a  lunch  room,  however, —  a  lunch  room  shall  be  con- 
nected with  every  mercantile  establishment,  and  a  certain  amount 
of  ventilation. 

Q.  You  informed  the  Conmiission  that  the  Department  has  the 
power  to  apply  tags  to  certain  products  which  are  made  under 
unsanitary  conditions,  under  the  general  term  ^'  Unclean  Tags  {  " 
A.  Yes. 

Q.  Now,  will  you  tell  the  Commission  how  —  in  how  many 
instances  approximately,  have  the  unclean  tags  been  applied  to 
goods  made  under  unsanitary  conditions  ?  A.  I  haven't  got  those 
statistics  at  hand*  Mr.  Gompers,  but  I  can  give  them  to  you  later. 

Q.  Will  you  do  so  ?    A.  I  will  do  so. 

Q.  How  many  employees,  including  the  Commissioner  and 
Deputy  Commissioner,  does  the  Department  of  Labor  consist  of? 
A.  You  mean  the  entire  Department  ? 

Q.  The  entire  Department,  yes.  A.  Well,  I  couldn't  tell  you 
that  unless  I  counted  up.  I  know  just  what  is  in  the  Bureau  in 
which  I  act,  but  not  the  others.  You  see  there  are  five 
Bureaus,  and  I  don't  know  just  exactly  how  many  there  are  in 
each  Bureau,  I  had  a  report  here  which  gives  the  personnel  of 
the  Department. 

Q.  Does  it  give  a  summary  of  the  number  of  employees  ?  A. 
Yes.  (Referring  to  a  report.)  They  are  all  here,  but  I  will  have 
to  count  them. 
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Mr.  Elkus:  I  may  saj  to  Mr.  Gompers^  that  Commiasioner 
Williams  of  the  Labor  Department  is  going  to  appear  here,  and 
perhaps  some  of  these  questions  may  be  asked  and  answered  by 
him. 

The  Witness:  Yes;  that  he  has  in  mind;  he  knows  just  what 
there  is. 

Mr.  Elkus:  Some  of  these  matters  I  understand  from  my 
talks  with  the  Department, —  the  Commissioner  —  in  some  cases 
Mr.  Whalen  knows  better  than  Mr.  Schnur. 

The  Witness:  Yes,  I  simply  know  matters  that  are  within 
our  Bureau. 

By  Commissioner  Gompebs: 

Q.  Will  you  state  the  five  divisions  of  the  Department?  A. 
There  is  the  Bureau  of  Factory  Inspection,  the  Bureau  of  Media- 
tion and  Arbitration;  the  Bureau  of  Mercantile  Inspection;  the 
Bureau  of  Statistics;  the  Bureau  of  Industries  and  Immigation. 

By  Commissioner  Dkeieb: 

Q.  In  connection  with  these  "  Unclean  Tags,"  the  material  can 
be  sold  with  the  "  Unclean  Tag "  on  it  ?  A.  Oh,  yes ;  there  is 
nothing  in  the  law  which  prohibits  them  from  selling,  but  the  law 
says  they  shall  not  remove  the  tags. 

Q.  The  merchant  can  buy  them  with  the  "  Unclean  Tags,"  and 
then  he  can  take  them  out  of  the  bag  or  box,  whatever  they  are 
in,  and  sell  them  ?    A.  Yes. 

Q.  About  the  labor  laws,  the  labor  laws  are  supposed  to  be 
posted?  A.  Section  68  of  the  law  requires  that  an  abstract  of 
the  law  be  posted  on  each  floor  of  the  factory. 

Q.  But  it  is  not  posted  in  any  other  language  than  English? 
A.  In  English. 

Q.  Wouldn't  it  be  wise  to  have  it  posted  in  others  ?  A.  There 
might  be  some  where  there  is  a  certain  foreign  class,  like  Italian 
and  Folifih  and  thoee  down  in  this  city  that  form  a.  big  foreign 
element.    As  to  the  tag,  there  is  also  another  tag  applied,  which 
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is  in  case  of  contagious  diseases,  if  they  are  found  in  a  factory. 
In  that  case  the  Board  of  Health  is  notified,  and  they  are  to  take 
charge. 

By  Mr.  Elkus: 

Q.  Does  your  Department  issue  bulletins  of  any  kind,  calling 
the  attention  of  manufacturers  to  new  methods  of  guarding  ma- 
chinery, or  new  methods  in  fire-escapes,  new  methods  of  sanitary 
conveniences  that  come  to  your  attention?  Do  you  do  anything 
like  that  ?    A.  No,  there  are  no  bulletins  issued  of  that  character. 

Q.  Do  you  make  a  study  —  anybody  in  your  Department  make 
r  study  of  any  such  new  methods  that  come  upon  the  market,  for 
the  purpose  of  informing  manufacturers  or  of  being  informed 
themselves?  A.  I  know  that  I  make  a  study  of  every  document 
bearing  on  the  safeguarding  of  machinery  that  comes  in, 

Q.  But  the  only  way  that  information  would  get  to  manufac- 
turers would  be  through  inspectors?  A.  Would  be  through 
inspectors. 

Q.  They  don't  know  anything  about  it  at  all?  A.  We  have 
provided  the  inspectors  with  books  on  safeguards,  showing  how 
the  safeguards  are  to  be  employed,  and  the  kinds  of  guards  that 
are  in  use. 

Q.  Do  you  inform  them  from  time  to  time  as  new  ones  are 
invented  or  put  upon  the  market?  A.  We  have  a  list  of  the 
good  ones,  or  one  that  was  published  by  an  insurance  company, 
and  we  send  each  inspector  this  book. 

Q.  Are  some  of  these  inspectors  used  as  clerks  to  do  ordinary 
clerical  work  here  or  in  Albany  ?  A.  There  are  two  in  New  York 
city  that  I  know  of  positively. 

Q,  What  salary  do  they  receive?     A.  They  receive  $1,200. 

Q.  A  year  ?  A.  $1,200  a  year,  and  there  is  one  in  the  Albany 
ofiice  who  examines  the  schedules  before  they  are  passeii  over  to 
the  notice  writers. 

Q*  So  that  there  are  three  doing  clerical  work  ?  A.  Three  doing 
clerical  work. 

Q.  Now,  can  you  tell  the  Commission  what  inspector  last  in- 
spected the  Mangin  Street  factory  that  Miss  O'Reilly  testified 
about  yesterday  ?    A,  We  can  find  out. 
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Q.  Will  you  find  out  and  send  him  down  here  on  Friday 
morning,  at  half -past  ten,  with  all  his  reports  about  that  factory? 
A.  Yes. 

By  the  Vice-Chairman  : 

Q.  Mr.  Schnur,  do  your  inspectors  in  their  reports  report  on 
a  bad  condition  that  doesn't  violate  the  labor  law?  A.  Yes,  they 
report  on  a  great  many  conditions  that  are  governed  in  localities 
by  municipal  codes. 

Q.  That  don't  violate  any  law  at  all,  but  they  are  in  bad  con- 
dition ?  A.  Thoy  are  bad,  and  where  they  can  be  rectified  by  the 
municipality,  why,  the  inspector  will  issue  that  order,  or  recom- 
mendation, rather,  on  his  report. 

Q.  Of  course,  that  is  real  work,  when  an  inspector  discx)vers 
a  bad  condition  that  doesn't  violate  the  law,  he  is  doing  eome  real 
work  then,  more  than  routine  work  ?  A.  Yes,  he  reports  not  only 
everything  that  comes  under  the  provisions  of  the  factory  act,  or 
the  labor  law,  but  whatever  it  may  be. 

Q.  Aside  from  that,  take  a  bad  condition  that  does  not  vio- 
late a  labor  law  or  city  ordinance,  or  anything  else,  does  he  pay 
any  attention  to  that  ?    A.  No. 

Q.  Don't  you  think  that  is  the  thing  he  ought  to  do  ?  A  There 
is  no  law. 

Q.  That  is  the  way  in  which  we  find  out  the  laws  wi  need  ? 
A.  I  couldn't  think  of  anything  of  this  moment  that  wouldn't 
be  covered  either  by  the  factory  law  or  by  the  local  ordinances. 

Q.  Well,  you  can  recall  a  lot  of  things,  of  course,  that  are  not 
covered  by  the  labor  law ;  otherwise  you  must  say  the  labor  law  is 
perfect,  which  it  is  not.  It  seems  to  me  if  the  inspectors  report 
bad  conditions,  it  is  a  matter  of  education,  then,  to  lead  the  way 
for  improvements  in  the  law. 

Q.  Do  you  remember  some  time  ago  there  was  difficulty  in  the 
Department  enforcing  the  law  in  regard  to  fans  to  carry  away 
dust  in  the  metal  polish  trade?    A.  Yes. 

Q.  Amended  a  year  ago  ?    A.  Yes. 

Q.  What  is  your  experience  under  the  new  law?  A.  The  new 
law  is  a  good  thing.  We  can  now  enforce  that  provision  of  the 
law. 
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Q.  You  are  enforcing  it?     A.  Yes,  and  getting  result®. 

Q.  What  is  the  condition  in  Buffalo  where  you  had  the  trouble 
before?  A.  At  the  present  moment  they  are  installing  the  ex- 
haust system  with  proper  connections.  That  was  the  report  re- 
ceived only  last  week,  and  that,  if  you  remember,  was  a  case  that 
was  tried 

Q.  Two  or  three  times?  A.  It  was  tried  first  in  the  Police 
Court,  and  a  suspended  sentence  was  imposed.  An  appeal  was 
taken  to  the  County  Court,  and  the  County  Court  threw  it  out, 
because,  under  the  provisions  of  the  law,  you  couldn't  appeal 
from  a  suspended  sentence.  Then  we  got  up  another  case,  and 
took  it  before  the  Erie  County  Grand  Jury,  and  the  defendant 
was  permitted  to  appear  and  they  found  no  bill,  and  the  next 
case  we  brought  an  action  imder  Section  85,  for  proper  ventila- 
tion, and  tried  it  in  the  Civil  Court,  and  the  Department  was 
left  again.  Then  the  law  was  changed,  and  under  the  present 
provisions  of  the  law  we  are  getting  results,  and  they  edmit  — 
their  lawyers  admit  that  the  State  has  got  them,  because  the  ques- 
tion in  those  actions  was  that  the  law  says  that  all  dust-creating 
machinery  shall  be  provided  with  exhaust  fans  of  sufficient  power. 
Now  they  brought  up  witnesses  from  the  employers  who  swore 
that  the  dust  that  came  off  from  the  grinding  and  polishing  wheels, 
composed  principally  of  lint,  copper  and  brass  —  that  it  was  not 
dust,  and  they  brought  in  the  city  chemist  —  no,  not  the  city 
chemist,  but  a  chemist  connected  with  the  Agricultural  Depart- 
ment. We  had  the  city  chemist  on  our  side,  and  yet  the  jury 
decided  against  us.  So  the  law  was  then  changed,  and  took  the 
question  of  dust  right  out,  and  made  it  a  machine  upon  which 
grinding  or  polishing  was  done. 

Q.  Well,  now,  are  all  dust-creating  machines  coming  within 
that  statute,  and  is  the  statute  being  enforced  as  against  all  dust- 
creating  trades  ?  Do  you  recall  any  trade  that  is  not  putting  in 
this  exhaust  system  ?  A.  Well,  there  are  some  that  probably  you 
couldn't  handle  directly  by  an  exhaust  system,  like  the  cleaning 
of  castings. 

By  Commissioner  Gompebs: 

Q.  How  about  the  manufacturers  of  tobacco,  cigarettes  and 
snuff  ?    A.  In  regard  to  providing  fans  ? 
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Q.  Yes.  A.  Well,  in  that  particular  work  I  have  no  experience, 
but  the  great  cry  of  the  manufacturer  is,  where  he  makes  an 
article  like  snuff  or  anything  else  of  that  kind,  that  his  product 
is  carried  out  through  the  exhaust  fans,  or  through  the  blower 
system,  and  he  loses  part  of  it. 

Q.  That  part  of  it  which  is  inhaled  by  the  employees,  he  loses 
that  toot    A.  Yes. 

By  Mr.  Elkus  : 

Q.  How  about  the  hat  manufacturing  business  ?  A.  I  haven't 
got  any  experience  in  that,  Mr.  Elkus.  I  have  just  one  thing, 
Mr.  Elkus,  you  were  asking  about  the  law,  and  that  was  this:  I 
thinjc,  inasmuch  as  a  Fire  Marshal  now  has  charge  of  boiler  mat- 
ters, that  I  don't  see  much  use  for  having  that  under  the  Factory 
Act.  It  seems  the  State  Fire  Marshal  requires  the  inspection  of 
boilers,  and  all  that  the  factory  law  requires  is  that  a  certificate  of 
its  inspection  be  filed  with  the  Department,  and  all  that  we  really 
do  is  to  see  that  we  get  certificates  of  inspection. 

Q.  Do  you  know  anything  about  emery  wheels,  and  as  to  whether 
or  not  they  are  covered  or  required  to  be  covered  by  your  present 
law?  A.  Well,  emery  wheels  used  for  grinding  purposes,  the  law 
requires  that  there  be  exhaust  fans. 

By  the  Vice-Chaieman  : 

Q.  You  mean  to  have  them  covered  to  keep  pieces  from  flying? 
A.  Yes. 

By  Mr.  Elkus  : 

Q.  Is  that  law  complied  with  ?  A.  Well,  not  generally.  It  is 
where  the  wheel  can  be  used  —  some  wheels  are  used  on  the  side, 
and  some  have  flanges  to  protect  them,  without  hooding  them. 

Q.  Will  you  have  sent  here  on  Friday  morning  at  half  past  ten 
the  inspector  who  made  the  report  as  to  the  Triangle  Waist  Com- 
pany building,  before  the  fire,  together  with  his  report  ?  A.  Yea, 
sir. 

Q.  And  the  other  inspector  about  whom  I  asked  you?  A.  Yes, 
sir. 


Henbt  L.  Schnttb.  95 

By  the  Vioe-Chaieman  : 

Q.  Now,  in  regard  to  inspecting  factories,  I  suppose  it  is 
physically  impossible  for  your  inspectors  to  inspect  all  the  machine 
tools  in  the  State,  to  see  whether  they  are  properly  guarded.  For 
instance,  take  the  General  Electric  Company,  with  9,000  machine 
tools,  how  long  would  it  take  a  man  to  go  through  there  once  a 
year  and  inspect  every  tool,  and  see  whether  the  stamping  machines 
are  properly  guarded,  and  if  the  guards  are  old  and  defective?  A. 
It  would  take  a  man  a  month  to  examine  every  machine  minutely 
in  a  plant  of  that  kind. 

Q.  Now,  that  company  and  others  are  gradually  organizing  their 
own  inspection  forces,  safety  committees?     A.  Yes. 

Q.  Then  you  have  the  insurance  companies  ?    A.  Yes. 

Q.  What  co-operation,  if  any,  exists  between  the  Labor  Depart- 
ment and  those  other  inspection  forces?  A.  There  is  really  no 
co-operation  between  that  and  the  insurance  companies. 

Q.  Is  there  any  between  the  Labor  Department  and  these  inspec- 
tion or  safety  committees  of  different  concerns?     A.  No. 

Q.  Of  course,  when  your  supervising  inspectors  are  appointed,  if 
they  are  big  enough  men,  and  I  hope  they  will  be,  they  will  prob- 
ably be  able  to  start  some  such  system  of  co-operation  in  every 
community  wth  all  these  various  safety  forces?  A.  Yes;  no  ques- 
tion about  that. 

Q.  Well,  now,  on  that  quesion  I  asked  you  a  minute  ago  about 
making  reports  of  bad  conditions,  even  though  there  is  no  law  or 
ordinance  violated,  you  expect  that  supervising  inspectors  in  those 
districts  will  take  up  that  very  thing?    A.  Yes. 

Q.  Any  man  can  go  through  the  routine  thing  and  can  see 
whether  a  screw  is  countersunk  and  whether  a  shafting  is 
protected  ?  A.  Yes,  a  man  can  pass  along  a  factory  room,  and  his 
eye  is  so  trained  that  he  can  tell  whether  a  machine  is  guarded. 

Q.  Isn't  the  real  work  in  finding  a  bad  condition  that  doesn't 
violate  the  law,  and  trying  to  rectify  it  in  some  way,  by  calling 
the  employer's  attention  to  it,  and  getting  his  co-operation  on  con- 
ditiong  not  covered  by  the  factory  law,  but  that  are  dangerous  and 
bad^  and  trying  to  get  the  people  responsible  for  them  to  co- 
operate and  remove  them  or  else  amend  the  law!     A.  I  can't 
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think  of  any  conditions  at  this  moment  that  are  not  covered  by 
the  factory  or  some  other  law. 

Q.  Then  you  think  the  law  at  present  is  perfect  ?    A.  No. 

Q.  But  you  don't  recall  ?  A.  I  don't  recall  at  the  present 
moment  anything. 

By  Mr.  Eleus: 

Q.  Isn't  the  great  fault  with  the  present  system  the  divided  re- 
sponsibility between  three  or  four  or  more  departments,  covering 
all  these  subjects,  and  the  associated  duplicate  inspection  of  fac- 
tories and  factory  buildings?  A.  Well,  I  wouldn't  .like  to  say  yes 
to  that  statement. 

Q.  You  won't  say  no  to  it?  A.  There  are  a  lot  of  things 
that,  of  course,  as  I  said  before,  the  trained  inspector  sees  while 
he  is  passing  through  a  department  —  he  can  pass  on  machinery 
as  well  as  he  can  pass  on  the  sanitary  conditions. 

Q.  Well,  whether  it  is  one  inspector  or  more,  each  department 
has  its  inspector.  Isn't  one  of  the  great  troubles  —  put  it  that 
way — the  fact  that  the  responsibility  is  divided  between  different 
Departments,  local  and  state?  A,  Oh,  yes;  when  you  take  the 
city  of  New  York  especially. 

Q.  Now,  outside  you  were  speaking  to  one  of  the  Commis- 
sioners about  local  ordinances  covering  all  of  those  things  that 
the  statute  didn't  cover.  Is  there  any  compilation  or  book  show- 
ing what  ordinances  prevail  in  any  of  the  cities  of  the  State  out- 
side of  the  city  of  New  York?     A.  No,  there  is  not. 

Q.  How  can  anybody  find  out  what  ordinances  there  are  with 

reference  to  the  occupation  of  buildings  for  factory  purposes  in 
those  cities?  A.  There  are  very  few  cities  that  I  think  have  a 
complete  set  of  ordinances. 

Q.  So  that  anybody  who  wants  to  find  out  has  got  to  go  to  work 
and  dig  it  out  for  himself?    A.  Yes,  sir. 

Q.  Has  your  Department  ever  attempted,  for  the  information 
and  guidance  of  your  inspectors,  or  the  Department  itself,  to  com- 
pile these  ordinances?    A.  No,  it  has  not, 

Q.  Tkat  ought  to  be  done,  ought  it  not  ?  A.  The  law  says  that 
the  Factory  Inspector  may  require  such  changes  to  be  made  as  shall 
be  called  for  by  local  ordinances. 
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Q.  He  is  authorized  practically  to  enforce  the  local  ordinance, 
if  he  knows  it?    A.  Yes. 

Q.  As  you  say,  whatever  the  factory  law  does  not  provide  for, 
the  local  ordinance  does,  if  you  can  find  out  what  it  is,  these  ordS- 
nances  have  the  effect  of  statutes,  many  of  them?  That  is, 
the  Legislature  has  authorized  the  local  Boards  of  Aldermen  and 
Council  to  pass  ordinances,  which  in  law  have  the  same  effect 
Bs  the  law  passed  by  the  legislature  ?    A.    Yea 

Q.  Have  you  any  suggestions  to  make  to  thia  Commission,  with 
reference  to  getting  up  a  compilation  of  this  sort,  whether  it  is 
necessary  or  proper,  to  find  out  whether  they  conflict  —  whether 
what  can  be  done  in  one  city  cannot  I»e  done  in  another?  A.  Well, 
that  would  be  a  great  big  task,  and  I  think  it  would  take  some 
lawyer  to  get  up  that  compilation. 

Q.  Oh,  if  undoubtedly  would,  but  you  have  plenty  of  them 
in  your  Department?  A.  We  have  just  one.  We  have  one  in 
the  New  York  office  here,  and  one  of  the  special  inspectors  is  depu- 
tized as  Assistant  Counsel.  The  gentleman  happened  to  be  a 
lawyer. 

Q.  You  haven't  any  compilation  at  all  in  your  office  at  Albany, 
or  here,  which  would  help  this  Commission  to  find  out  what  these 
various  local  ordinances  are?    A.  No. 

Q.  Xo  city  outside  of  New  York,  as  far  as  you  know,  has  them 
printed?    A.  Well,  they  have 

The  Vice-Chaibman  :  Rochester. 

The  Witness  :  Probably  Rochester,  The  ordinances  of  Buffalo, 
I  know  for  years  they  have  been  trying  to  get  them  amended  and 
get  them  into  form  for  the  printer,  and  I  don't  know  whether  they 
ever  got  them,  and  they  had,  of  course,  building  codes  and  sani- 
tary codes  and  things  of  that  kind. 

Ly  Mr.  Eleus  : 

Q.  And  they  all  relate  to  this  same  subject  matter,  in  the  same 
way,  but  not  so  directly?    A.  Yes. 

Mr.  EiiKUs :  I  may  say  for  the  information  of  the  Commission, 
After  my  appointment  as  counsel,  I  went  to  work  to  have  a  com- 
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pilation  made  of  these  different  ordinances  of  the  cities  of  the 
first  and  second  class,  and  with  the  help  of  the  State  Librarian, 
who  volunteered  to  help,  I  expect  to  be  able  before  the  Commis- 
sio.n  closes,  to  present  in  printed  form  a  compilation  of  these  vari- 
ous ordinances,  and  then  I  will  present  it  to  the  Labor  Department. 
(Addreeeing  lihe  witness).  Thank  you  very  much.  Will  you 
send  down  those  two  inspectors  with  all  those  reports  on  those 
buildings?     A.  I  wiU  ©urely. 

DocTOB  Henry  Moskowitz,  called  as  a  witness  and  being 
duly  sworn,  testified  as  follows: 

ExaraincJ  Iv  Mr,  Elkus: 

Q.  Doctor,  what  is  your  occupation  or  profession.?  A.  I  am 
an  associate  leader  of  the  Society  of  Ethical  Culture,  director  of 
the  Downtown  Ethical  Society. 

Q.  Have  you  had  anything  to  do  with  the  f  aetorieB  in  the  city  of 
Xew  York  in  the  last  few  years,  and  if  so,  during  what  time,  and 
what  has  been  your  connection  or  association  with  them?  A. 
During  the  last  year  I  have  been  secretary  of  the  Joint  Board 
of  Sanitary  Control  of  the  cloak  and  suit  industry,  and  recently 
a  member  of  the  executive  committee  of  the  Committee  on  Safety, 
and  as  secretary  I  have  come  in  touch  —  close  touch  with  factory 
conditions. 

Q.  The  Joint  Board  of  Control  of  the  cloak  makers  is  a  Board 
created  by  both  manufacturers  and  employees  for  the  safety  and 
protection  of  the  employees,  and  to  preserve  the  interests  of  both? 
A.  Yes,  sir;  it  was  created  by  the  protocol  of  peace,  signed  last 
September,  which  provides  for  representatives  of  the  public,  rep- 
resentatives of  organized  workmen,  representatives  of  the  employ- 
ers. The  function  of  this  Board  is  to  investigate  the  sanitary  con- 
ditions of  the  factories  and  to  formulate  standards,  based  upon 
those  conditions,  and  then  to  enforce  them  upon  the  entire 
industry. 

Q.  How  many  factories  has  your  Board  inspected?  A.  There 
have  been  two  inspections.  The  first  inspection  of  the  Board  dis- 
covered 1,243  factories,  and  the  second  inspection  of  it  discov- 
ered 1,738. 
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Q.  That's  only  in  your  own  particular  line,  the  cloak  manufac- 
turers?    A.  Yes. 

Q.  Why  was  there  this  difference  between  the  number  of  in- 
spections? A.  The  difference  is  due  to  the  fact  that  neither  the 
unions  or  the  Employers'  Association  had  a  list  of  the  factories, 
and  we  couldn't  get  that  list  from  the  Factory  Department;  they 
couldn't  furnish  it,  and  it  convinced  us  that  there  was  need  of 
a  registration  of  factories.  The  State  Factory  Department  ought 
to  have  a  list  of  every  manufacturing  establishment,  and  also, 
these  establishments  should  not  only  be  registered,  but  licensed. 

Q.  That  is,  before  they  are  permitted  to  begin 
manufacturing,  they  should  apply  to  some  department  of  the  State 
and  receive  a  license  after  inspection?  A.  And  receive  a  license 
after  inspection,  after  they  have  conformed  to  legal  requirements. 

Q.  An  inspection  to  see  whether  or  not  they  conform  when 
they  start  out?    A.  Yes,  sir. 

Q.  Xot  only  as  to  machinery,  but  as  to  what  else?  A.  Well, 
as  to  sanitary  condition?,  light  and  ventilation,  and  that  minimum 
of  safety  and  sanitation  required  in  the  labor  law. 

Q.  And  also  what  about  fire  protection?  A.  Well,  the  Board 
made  an  inspection  of  fire  protection,  and  came  to  some  very  in- 
teresting facts  which  I  should  like  to  submit  here. 

Q.  You  ma^'  submit  them.  A.  The  Committee  discovered 
there  were  fourteen  shops  in  buildings  with  no  fire-escapes  in  the 
fir?t  inspections,  and  03  in  the  second.  There  were  101  shops 
with  no,  or  defectively  placed  ladders,  and  236  in  the  second 
inspection.  There  were  78  shops  with  obstructed  openings  to 
fire-escapes  in  the  first  inspection,  and  153  in  the  second.  There 
were  195  shops  in  buildings  with  more  than  one  fire-escape ;  that  is, 
of  the  1,738.  Three  hundred  and  forty-six  were  found  in  the  sec- 
ond inspection,  which  had  more  than  one  fire-escape.  Twenty- 
three  shops  had  locked  doors  during  the  day  in  the  first  inspection 
and  25  in  the  second.  There  were  1,173  shops  with  doors  opening 
in,  in  the  first  inspection,  and  379  in  the  second.  Seven  hundred 
and  twenty  shops  had  no  other  exits  than  doors  in  the  first  inspec- 
tion, and  491  in  the  second  inspection.  There  were  65  fire-escapes 
having  straight  ladders.  Three  hundred  and  seventy-five  shops  were 
found  without  fire  buckets.  Only  135  shops  had  chemical  extin- 
guishers, and  only  128  automatic  sprinklers.  '  -  * 
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There  were  60  shope  with  halls  less  than  three  feet  wide  dis- 
covered in  the  first  inspection  and  58  shops  with  dark  halls  and 
stairways.  One  hundred  and  twenty-four  shops  in  the  second  in- 
spection, 51  shops  with  defective  treads  and  rails  in  the  first 
inspection,  and  the  same  number  in  the  second.  We  found  only 
one  shop  in  the  first  inspection  which  had  fire  drills,  and  14  in 
the  second. 

Q.  What  is  the  reason  for  the  difference  between  the  two  in- 
spections? A.  Well,  we  discovered  more  shops;  as  I  stated,  in  the 
second  inspection  we  were  able  to  get  a  list  of  more  shops. 

Q.  Now,  Doctor,  how  long  did  it  take  your  inspectors  to  make 
those  inspections?  A.  Well,  it  took  us  about  —  in  the  first  inspec- 
tion it  took  about  five  weeks,  and  the  second  inspection  took  less 
time. 

Q.  How  many  men  were  employed?  A.  Well,  we  had  five 
inspectors  —  six  during  the  first  inspection,  and  four  inspectors 
during  the  second. 

Q.  And  they  did  that  work,  a,nd  did  it  thoroughly?  A.  Did 
it  thoroughly. 

Q.  Did  they  do  the  inspection  to  find  out  non-compliance,  not 
only  with  the  labor  law  but  with  local  ordinances  and  with  Fire 
Department  regulations,  and  Health  Department  regulations?  A. 
Well,  they  inspected  the  sanitary  conditions  in  conformity  with  a 
certain  card  which  was  formulated  by  the  Board.  Wherever  vio- 
lations were  discovered,  the  Board  itself  sent  those  violations  to 
the  Department. 

Q.  I  don't  mean  with  reference  to  what  was  done.  I  mean 
when  you  got  up  these  cards  —  have  you  got  one  of  them  with 
you?     A.  No. 

Q.  Will  you  send  one  to  me?    A.  Yes. 

Q.  You  endeavored  to  cover  every  violation,  as  far  as  you 
could  provide  for,  of  the  law  and  the  ordinances  of  the  Depart- 
ments? A.  No,  we  didn't  do  that.  Our  cards  were  formulated 
to  determine  the  sanitary  conditions  in  the  factories,  and  upon 
the  basis  of  the  facts  which  we  discovered  from  the  cards,  we  then 
determined  the  violations. 

Q.  Ypu  told  your  inspectors  to  find  out  certain  facts,  and  if 
thogf: faints  were  reported  to  you,  you  could  tell  whether  or  not 
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any  of  the  laws  or  regulations  of  any  of  the  Departments  were 
violated?    A.    Yes. 

Q.  That  is  to  say  an  inspection  of  these  factories  covered  by 
your  inspectors  would  enable  you  to  determine  wihether  or  not 
any  law  or  ordinance  applicable  to  the  subject  was  violated?  A. 
Yes. 

Q.  And  those  men,  therefore,  got  all  the  facts  necessary  for 
an  inspection  for  all  of  these  departments  ?    A.  Yes. 

Q.  That  was  done  by  one  inspector?  I  mean  to  say,  one  man  did 
it  as  to  each  particular  building  or  factory?    A.  Yes. 

Q.  And  he  did  it  satisfactorily  ?    A.  Yes. 

Q.  How  much  did  you  pay  him?  A.  Twenty-five  dollars  a 
week;  $100.00  a  month. 

Q.  That  is  about  the  same  as  a  labor  inspector?    A.  Yes. 

Q.  The  Factory  Department  gets  them  for  doing  one  particular 
kind  of  inspection?    A.  Yes. 

Q.  Doctor,  did  you  see  any  difficulty  in  any  one  inspector  find- 
ing out  these  different  facts?  A.  No,  we  didn't.  Well,  we  —  I 
think  we  secured  a  very  intelligent  group  of  inspectors. 

Q.  For  $25.00  a  week?  A.  Some  of  the  inspectors  were  in- 
terested in  the  movement  and  were  worth  more  than  $26.00  a 
week. 

Q.  As  this  work  progressed,  you  could  turn  again  and  do  this 
work  intelligently  and  effectively?  After  it  had  been  done  some 
time,  you  could  turn  over  men  to  do  it  very  much  better?    A.  Yes. 

Q.  And  you  found  no  trouble  in  training  men  of  ordinaiy 
intelligence  to  do  the  work  intelligently?  A.  No,  found  no  trouble 
in  training  them. 

Q.  Now,  would  you  recommend  to  the  Commission,  therefore, 
that  all  of  these  inspections,  whether  or  not  the  present  depart- 
ments be  preserved,  should  be  performed  by  one  set  of 
inspectors,  and  not  duplicated,  or  dovetailed?  A.  I  certainly 
think  one  of  the  great  difficulties  in  the  enforcement  of  these 
laws  is  the  divided  responsibility,  and  to  concentrate  responsibility 
in  one  department  will  improve  the  efficiency  of  the  department, 
and  will  bring  about  better  conditions  —  better  enforcement. 

Q.  Now,  with  reference  to  fire-escapes,  you  have  heard  and  read 
some  of  the  testimony  here  and  knoW  the  conditions.    Have  you 
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any  recommesdiationB  or  suggeetions  to  make?  A.  Yes,  I  recom- 
mendy  first  of  all,  that  the  drop  ladders  be  done  away  witk  They 
are  dangerous,  and  often  badly  placed.  Factory  workers  have  the 
same  right  as  the  tenement  dwellers  to  be  furnished  with  safe  fire- 
escapes.  In  the  tenement  house,  the  tenement  house  law  specifies 
types  of  fire-escapee  that  can  be  furnished  the  tenement  dwellers. 
Now,  such  a  law  can  also  be  enacted  for  the  factory  workers ;  but 
more  important  than  this  is  the  recommendation  I  would  make  for 
the  regulation  of  wooden  partitions.  Many  a  fire  is  fed  by  these 
wooden  partitions.  They  obstruct  light.  They  are  often  erected 
without  reference  to  the  number  of  workere  in  the  room,  and  again, 
one  of  the  most  important  matters  to  consider  is  the  recommenda- 
tion of  fire-escapes  in  proportion  to  the  number  of  workers  in  fac- 
tories and  the  height  of  buildings 

Q.  Out  of  the  number  of  buildings  inspected,  how  many  were 
in  so-called  loft  buildings?    A.  1,411  of  the  1,733  inspected. 

Q.  Those  loft  buildings  were  situated  in  great  numbers  in  the 
central  part  of  the  city,  adjacent  to  Fifth  Avenue,  and  were  com- 
paratively new  in  construction?    A.  Yes. 

Q.  And  the  conditions  as  to  light  and  air,  as  I  understand  in 
those  buildings,  were  good?  A.  As  to  light,  good,  and  can  be 
improved  upon.  As  to  air,  better  than  in  the  old  buildings.  But 
Dr.  Bogers,  who  made  a  special  report  for  our  Conmaittee,  will 
testify  that  congestion  of  workers  in  a  loft  building  very  often 
vitiates  the  quality  of  the  air. 

Q.  You  mean  there  are  so  many  of  them  they  can't  keep  the 
windows  open?  A.  There  are  a  good  many  other  reasons,  I  think. 
Dr.  Rogers  is  an  expert.  But  there  is  a  very  important  problem 
that  I  should  like  to  submit  to  this  Commission  with  reference  to 
loft  buildings.  Now,  we  find  for  example,  that  there  were  950 
in  the  go<5alled  Fifth  Avenue  loft  buildings.  Of  these,  661 
shops  were  located  above  the  sixth  fioor  with  a  total  of  23,832 
employees,  and  during  the  busy  season  about  30,000  employees 
work  above  the  sixth  floor. 

Q.  That  is  about  how  many  feet  above  the  sidewalk  level? 
A.  That  I  canH  say;  I  don't  know. 

Q.  About  75  feet  I  should  judge?  A.  I  think  more  than  that. 
Fifty  per  cent  of  all  the  employees  in  the  trade  are  working  at 
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ithe  height  of  the  sixth  floor  and  above.     I  can  give  you  more 
specific  figures,  if  you  wish. 

Q.  You  may  as  well.  A.  One  hundred  and  eighty-three  were 
on  the  sixth  floor,  with  5,316  employees. 

One  hundred  and  twenty-one  shops  were  on  the  seventh  floor, 
with  4,304  employees. 

One  hundred  and  fourteen  shops  were  on  the  eighth  floor,  with 
3,397  employees. 

One  hundred  and  eleven  shops  were  on  the  ninth  floor,  with 
3,285  employees. 

Fifty-two  shops  were  on  the  tenth  floor,  with  2,531  employees. 

Forty-eight  shops  were  on  the  eleventh  floor,  with  3,015 
employees. 

Thirty-two  shops  were  on  the  twelfth  floor,  with  1,984  employeea 

Now,  in  such  a  building  the  danger  from  fire  is  great  despite 
the  fireproof  character  of  the  structure,  for  the  following  reasons: 

First,  the  floor  is  divided  into  rooms  by  a  wooden  partition. 

Second,  the  floors  are  littered  with  inflammable  materials. 

Third,  there  is  no  regulation  as  to  the  division  of  floors  into 
rooms. 

In  these  loft  buildings  the  means  of  egress  is  inadequate  and 
defective.  The  elevators  in  most  of  these  buildings  have  small 
gates.  Some  of  the  buildings  contain  over  3,000  persons.  The 
elevators  have  a  capacity  of  five  to  twenty  persons.  The  elevators 
are  good  in  case  of  fire,  only  below  the  floor  in  which  there  is  a 
fire.  In  an  eleven-story  building  on  Fifth  Avenue  containing  over 
2,000  people,  there  are  two  elevators  with  a  combined  capacity 
of  fourteen  persons.  The  halls  in  these  loft  buildings  are  narrow. 
Sixty-three  of  them  were  found  by  our  inspectors  to  be  less  than 
three  feet  wide. 

In  the  inspection  of  1911,  3<10  buildings  had  insufficient  light 
in  the  halls  of  these  new  buildings. 

Q.  Insufficient  artificial?    A.  Insufficient  natural  light 
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By  Commissioner  Gompebs: 

Q.  When  you  say  less  tlian  three  feet  wide,  these  halls,  how 
much  less?  A.  Well,  I  can't  say  definitely.  I  may  be  able  to 
give  you  exact  figures,  Mr.  Chairman. 

By  Mr.  Elkus: 

Q.  You  mean  those  are  interior  halls  between  parts  of  the  lofts? 
That  isn't  the  main  hallway  of  the  building?  A.  The  interior 
halls,  and  of  course  in  some  buildinigs,  the  buildings  have  no 
interior  halls,  because  the  elevator  opens  right  into  the  loft. 

Q.  Then  the  tenants  and  sub-tenants  divide  that  fioor  to  suit 
themselves?  A.  Divide  the  floor  to  suit  themselves,  without  any 
previous  inspection  by  any  department. 

Q.  Fire,  Health,  Labor  or  anything?    A.  No. 

By  Commissioner  Dbeieb: 

Q.  Do  the  stairs  go  into  the  loft  rooms  direct?    A.  Yes. 

By  Mr.  Elkub: 

Q.  What  did  you  discover  with  respect  to  the  stairways?  A. 
Well,  I  can  give  you  the  exact  figures.  Our  in- 
spectors found  1,961  stairways  in  the  1,788  buildings, 
showing  that  very  few  buildings  have  more  than  one  stairway. 
Seven  hundred  and  forty-two  stairways  were  made  of  wood.  Seven 
hundred  and  ten  of  stone,  wood  and  stone.  Wood  and  stone  are 
dangerous  materials  for  stairways.  Wood  bums  quickly  and  stone 
heats  quickly. 

Q.  What  would  you  suggest  they  shonld  be  made  of?  A.  Well, 
I  am  not  an  expert  on  that  matter.    I  am  not  in  a  position  to  testify. 

Q.  I  see.  Now  with  respect  to  the  doors,  what  did  you  find 
about  that?  A.  Well,  the  labor  law  provides  the  doors  shall  open 
outward.  Now,  in  the  February,  1911,  inspection,  we  found  only 
18  doors  operated  outwards.  In  the  August,  1911,  inspection, 
with  the  activity  of  the  Labor  and  the  Fire  Departments,  the  doors 
in  only  869  shops  were  built  according  to  law.  Moreover,  doors 
wer#  not  properly  constructed.    There  were  still  places  where  doors 
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were  locked  through  the  day,  in  spite  of  the  terrible  Triangle  fire. 
Our  inspectors  found  25  shops  with  locked  doors. 

Q.  That  is,  doors  that  led  to  staircases  and  means  of  egress? 
A.  Yes,  they  were  locked. 

Q.  Did  yon  ever  furnish  to  the  departments  the  information 
with  reference  to  these  locked  doors?  A.  We  did  furnish  informa- 
tion with  reference  to  a  very  flagrant  violation  of  the  fire  law, 
to  the  Building  Department,  Fire  Department,  Health  Department 
and  Labor  Deparment. 

Q.  Was  it  acted  upon?  A.  Yes,  we  can  give  you  the  exact 
figures. 

Q.  Well,  I  don't  care  for  them  just  now.  Now,  what  did  you 
discover  about  fire-escapes  in  your  inspection?  A.  Well,  of  the 
1,738  shops  inspected  in  August,  we  found  only  1,88'6  fire-escapes, 
showing  that  few  buildings  have  more  than  one  fire-escape.  In  68 
buildings  no  fire-escapes  were  found.  As  a  matter  of  law  there 
need  not  be  any  outside  escapes  on  high  fireproof  buildings.  In 
83.75  per  cent  of  all  shops  one  fire-escape  to  a  building  was  found. 
This  is  obviously  absurd.  It  is  proper  that  the  number  of  fire- 
escapes  should  have  some  ratio  to  the  height,  size  of  buildings  and 
number  of  persons  working  there.  Hotels  are  better  protected  in 
this  respect.  Factories  are  neglected.  I  am  speaking  about  fire- 
escapes  as  a  means  of  egress,  although  I  think  I  have  some  general 
recommendations  which  recommend  a  fire  wall. 

Q.  You  have  spoken  about  factories  in  loft  build- 
ings. Do  you  find  any  factories  other  than  in  loft  buildings? 
A.  Yes,  in  converted  tenements. 

Q.  Tell  me  how  many  there  were.  A.  We  found  169  factories 
in  converted  tenements  and  134  factories  in  stores,  and  we  foimd 
21  factories  located  in  cellars. 

Q.  That  is,  where  people  were  employed  in  cellars  beneath  the 
street  level  ?    A.  Beneath  the  street  level. 

Q.  How  were  they  as  to  light  and  air?  A.  Very  defective; 
four,  in  fact,  were  brought  as  already  recommended  to  the  atten- 
tion of  the  unions  and  the  Manufacturers'  Association  that  these 
cellars  be  vacated,  and  some  action  is  being  taken. 

Q.  Are  they  prohibited  by  law?  A.  I  don't  think  so.  I  don't 
think  cellar  shops,  as  such,  are  prohibited  by  law. 
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Q.  What  have  you  to  recommend  with  reference  to  fire-escapes? 
A.  Well,  I  want  to  recommend  the  abolition  of  the  drop  ladder. 
In  the  first  place  there  ought  to  be  no  vertical  ladders  —  no  ver- 
tical stairways  straight  up  and  down,  because  climbing  down  such 
a  stairway  is  dangerous. 

Q.  You  agree  with  Chief  Croker  that  they  are  very  good  for 
the  use  of  the  fireman  and  not  good  for  the  workers?  A.  Yes, 
these  drop  ladders  weigh  from  150  to  200  pounds.  They  are  hung 
on  the  balcony  of  the  third  floor,  from  which  they  are  supposed 
to  be  lifted  out  by  the  first  peison  reaching  the  second  floor  balcony. 
This  is  a  difficult  and  dangerous  procedure  for  women  and  children. 
Often  even  this  defective  and  dangerous  means  of  escape  is  absent. 

Q.  Did  you  ever  see  an  experiment  to  find  out  whether  if  you 
drop  a  ladder  that  way  from  the  second  or  third  story  it  would 
hold  on  the  sidewalk,  or  whether  in  many  cases  a  glass  sidewalk  — 
whether  it  wouldn't  go  crashing  through?  A.  Well,  I  would  like 
to  say  in  this  connection  that  only  recently  a  man  was  locked  in 
a  factory  and  he  wanted  to  go  out.  He  couldn't  go  out  through 
the  doorway,  so  he  went  down  the  fire-escape.  So  this  man  took 
the  ladder  and  it  was  so  heavy  that  he  fell  down — he  toppled 
over.  He  couldn't  put  the  drop  ladder  in  its  place  and  he  lost 
his  balance  and  fell.  Thia  was  done  when  there  was  no  fire  and 
mo  panic.  Now  you  can  imagine  what  would  happen  in  many 
cases  when  there  is  a  fire  and  a  panic. 

Q.  Well,  now,  did  you  find  whether  or  not  there  were  drop 
ladders  in  those  buildings,  in  all  of  them?  A.  Not  in  all  of  them. 
In  236  buildings  our  inspectors  found  drop  ladders  either  missing 
or  hung  on  the  fourth  floor,  out  of  reach,  and  they  were  often 
short.  Sometimes  they  were  from  six  to  ten  feet  from  the  ground 
when  put  in  place,  and  the  person  escaping  must  jump  this  height. 
Not  infrequently  they  lead  into  courts  or  areas  which  are  entirely 
closed  up.  Sometimes  they  terminate  on  glass  roofs,  the  flrst  and 
second  floor  extensions.  To  fall  upon  these  roofs  is  obviously 
dangerous. 

Q.  What  did  you  find  out  with  reference  to  automatic  sprinklers 
and  appliances  for  extinguishing  fire?  A.  Well,  we  found 
that  out  of  the  1,738  shops  inspected,  only  128  had  automatic 
sprinklers.  We  know  that  th^  are  very  expensive,  but  we  looked 
for  chemical  extinguishera. 
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Q.  Chief  Crokor  thinks  that  chemical  extinguishers  ought  to 
be  abolished.  A.  We  found  they  had  chemical  extinguishers  in 
only  135  shops. 

Q.  Did  they  have  in  any  of  those  shops  fire  buckets?  A.  We 
found  that  in  375  shops  there  were  no  fire  buckets^  and  sometimes 
where  there  was  a  standpipe  we  found  that  the  hose  was  defective. 

Q.  Nothing  compulsory  in  any  of  these  things  by  law  except 
standpipes?    A.  Standpipes. 

Q.  Do  you  favor  the  compulsory  use  of  a  sprinkler  System  in 
factory  buildings  over  a  certain  height  and  of  a  certain  size?  A. 
1  think  so.  I  think  that  ougkt  to  be  compukory,  because  —  and 
I  realize  that  it  is  a  very  expensive  proposition  and  makes  it  im- 
practical to  introduce  a  sprinkler  system  in  a  small  factory  — 
but  certainly  in  a  factory  in  a  loft  building  above  a  certain  hei^t 
it  ought  to  be  compulsory. 

Q.  Now,  with  reference  to  light,  that  is  lights  for  the  employees. 
What  did  you  find  with  reference  to  their  having  sufficient  light 
in  these  buildings  you  inspected  ?  A.  Well,  we  found  very  inade- 
quate light  in  many  cases.  I  can  give  you  some  definite  figures 
if  you  wish. 

Q.  I  think  I  am  going  to  ask  you  to  submit  those  figures.  You 
have  them  in  writing?    A.  Yes. 

Q.  If  you  will  give  them  to  the  stenographer,  I  will  see  they 
are  put  in  the  record. 

The  Witness:  Now,  we  find  this  —  though  in  general — we 
found  that  the  means  of  protecting  the  workers  from  glare,  such 
means  as  providing  shades  were  not  provided  by  the  vast  majority 
of  employers.  We  frequently  found  a  flickering  light,  a  light 
which  had  no  shade,  and  sometimes  the  lights  were  badly  placed 
and  our  special  investigator,  Mr.  Elliott,  the  editor  of  the  "  Illu- 
minating Engineer,"  suggested  a  small  and  very  cheap  incandescent 
light,  sort  of  arc  light  which  isn't  very  expensive.  In  many  cases 
the  machines  are  placed  away  from  the  windows.  The  machines 
of  the  operators  or  the  presses  are  located  in  the  middle  of  the  fac- 
tory, and  they  get  very  little  light  there,  and  I  think  that  some 
simple  means  of  providing  adequate  illumination  can  easily  be 
enacted  into  law. 
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Mr.  Elkus:     Shall  we  stop  now,  Mr.  Chairman,  until  two 
o'clock? 

Whereupon  a  recess  was  taken  until  two  P.  M. 


AFTER  RECESS. 

Rose  Sohneidebman,  called  as  a  witness,  and  being  duly 
sworn,  testified  as  follows : 

By  Mr.  Elkus: 

Q.  Where  do  jou  reside  f     A.  60  Second  Avenua 

Q.  What  is  you  occupation?  A.  At  present  I  am  East  Side 
organizer  for  the  Woman's  Trade  Union  League. 

Q.  What  was  your  occupation  before  that?    A.  Cap  maker. 

Q.  A  cap  maker  ?  A.  Yes,  sir. 

Q.  In  this  city?    A.  Yes,  sir. 

Q.  Were  you  born  in  this  city  ?   A.  No ;  born  in  Russia. 

Q.  How  long  have  you  been  in  this  country  ?  A.  Twenty-two 
years. 

Q.  How  long  were  you  a  cap  maker  ?    A.  For  ten  years. 

Q.  All  in  this  city  or  before  you  came  here?  A.  All  in  this 
city. 

Q.  Now,  when  you  say  you  were  a  cap  maker  you  mean  you 
worked  in  a  cap  factory  actually  making  caps?    A.  Yas,  sir. 

Q.  To  support  yourself  ?    A.  Yes. 

Q.  Did  you  make  any  inspections  of  buildings  at  my  sugges- 
tion?   A.  I  did. 

Q.  Of  factories  in  this  city  ?  A.  Factories. 

Q.  When  did  you  make  them  ?    A.  Last  week. 

Q.  And  what  kind  of  factories,  what  kind  of  business  was 
carried  on  in  the  factories  you  investigated  ?  A.  Paper  box-mak- 
ing factories. 

Q.  That  is  boxes  made  of  paper  or  of  cardboard  ?     A.  Yes. 

Q.  That  are  used  in  which  to  pack  all  kinds  of  articles  that 
are  purchased?    A.  Yes,  merchandise. 
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Q.  So  that  these  paper  boxes  come  in  contact  with  the  people 
who  buy  them  ?   A.  Yes, 

Q.  And  go  into  their  homes  ?    A.  Yes. 

Q.  How  many  of  these  factories  did  you  personally  inspect 
last  week  ?    A.  Fourteen. 

Q.  Fourteen?    A.  Yes. 

Q.  Kow,  will  you  take  one.  Miss  Schneiderman,  and  give  us 
the  place  and  location  of  the  factory  or  of  the  building  it  was 
in  —  what  floor  it  was  on  and  how  many  people  were  employed 
there,  and  tell  us  generally  what  you  found  ?  A.  I  investigated, 
first  of  all,  a  factory  on  West  Broadway,  between  Houston  and 
Bleecker,  and  going  into  that  factory  I  became  interested  in  the 
factories  on  the  other  block,  being  that  the  factory  facing  the 
West  Broad^vay  factory  was  so  near.  There  was  only  a  space  of 
about  eight  or  nine  feet  between  them. 

Q.  You  mean  the  rear  of  one  building  was  within  eight  or  nine 
feet  of  the  other  ?    A.  Yes. 

Q.  The  fronts  being  on  two  different  streets?  A.  Yes;  and 
what  interested  me  most  in  this  West  Broadway  factory  was  that 
the  fiTe-e9oa})e  led  out  premunaibly  into  a  cauirty«ard,  which  was 
a  blind  alley,  and  once  you  get  down  there  you  could  not  get  out ; 
there  was  no  exit. 

Q.  The  fire-escape  from  which  building?  A.  From  the  West 
Broadway  building,  as  well  as  the  other  side. 

Q.  What  street  was  the  other  fronting  on  ?    A.  Wooster. 

Q.  These  two  buildings  were  back  to  back  ?    A.  Yes,  sir. 

Q.  West  Broadway  and  Wooster  Street  run  parallel  ?    A.  Yes. 

Q.  There  wa«  an  opnn  PAiirt.  way?     A.  No;  just  a  blind  alley. 

Q.  It  is  a  court  way  ?    A.  Yes. 

Q.  That  is  open  at  the  top?     A.  Yes. 
).  Between  these  two  buildings?    A.  Yes,  sir. 

Q.  How  large  was  that  court  way?  A.  Well,  it  went  all 
the  way  through  the  block,  the  length  of  it,  and  the  width  was 
about  eight  or  nine  feet ;  that  is  all. 

Q.  Eight  or  nine  feet  wide?    A.  Yes. 

Q.  And  there  was  no  way  of  getting  out  of  that  courtyard  or 
alley  except  through  one  of  the  buildings  ?   A.  Exactly. 

Q.  If  you  could  get  in  the  building  ?   A.  Yes. 
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Q.  Was  there  a  door  from  one  building  to  this  courtyard  ?  A. 
"Soy  there  was  not 

Q.  Nothing  but  windows  ?  A.  Nothing  but  windows.  In  fact 
there  was  a  sort  of  a  glass  roof  over  an  extension  from  the  main 
floor  and  it  was  barred  with  irons  and  iron  spikes  sticking  up, 
so  that  if  jou  did  get  down  into  the  alley  there  were  those  iron 
spikes  there  that  would  not  be  very  comfortable. 

Q.  Prevent  you  from  crawling  up  and  getting  out?  A.  Yes; 
and  the  alley  was  terribly  dirty.  There  was  all  kinds  of  rubbish 
in  that  alley.  I  don't  know  how  long  ago  the  inspector  must  have 
been  there.  It  seemed  to  me  as  though  he  had  not  been  there  for 
years  because  of  the  dirt  accumulated  there. 

Q.  NoW;  to  inspect  that  alley  all  you  had  to  do  was  to  look  out 
of  the  window  of  eitiher  building  ?  A.  You  had  to  get  out  on  the 
fire-escape. 

Q.  All  you  had  to  do  was  to  walk  out  on  the  platform  of  the 
fire-escape  and  look  down  ?   A.  Yes,  sir. 

Q.  It  would  not  take  more  than  a  minute,  would  it,  after  you 
got  there  ?  A.  No,  when  you  thought  of  getting  there. 

Q.  The  fire-escapes  from  both  buildings  ran  into  this  blind 
alley;  the  drop  ladder  at  the  bottom,  if  there  was  one,  was  that 
fixed  to  the  ground  ?  A.  No ;  it  was  up  a  floor  above  —  I  think 
the  second  floor. 

Q.  So  that  if  there  was  a  fire  and  anybody  went  down  the  fire- 
escape  and  got  the  drop  ladder  down  thoy  would  land  in  this 
blind  alley  ?    A.  Yes,  sir. 

Q.  And  they  could  not  get  out  ?  A.  No ;  and  I  really  believe 
the  alley  itself  would  burn  because  of  the  papers  and  shoes  and 
all  the  kind  of  things  like  that. 

Q.  Also  lumber  ?   A.  Yes,  sir. 

Q.  Do  you  mean  to  say  there  was  so  much  stuff  on  the  floor 
of  the  alley  it  would  burn  up  of  itself  ?    A.  Yes. 

Q.  That  was  the  first  thing  or  one  of  the  things  you  noticed 
about  this  building  on  West  Broadway  ?    A.  Yes,  sir. 

Q.  Can  you  give  me  the  number?  A.  Yes,  sir;  I  have  the 
number  here  if  you  want  it. 

Q.  I  would  like  to  have  it  if  you  don't  mind.  A.  495  West 
Broadway. 
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Q.  Now,  tell  us  what  else  you  found  in  inspecting  that  build- 
ing. A.  In  this  factory  the  lofts  are  generally  long,  those  that 
'he  paper  box  makers  use,  because  of  the  tremendous  room  they 
have  to  have  for  stock.  There  is  also  much  paper  and  cardboard 
and  v;ooden  slats  that  they  use  to  fix  the  boxes  up  with  glue, 
therefore,  the  loft  is  very  long.  The  machinery  most  of  the  time 
is  placed  there  at  the  back  of  the  room,  of  the  loft,  or  in  the  front, 
and  most  times  that  bars  the  exit  to  the  windows,  you  see,  and 
if  there  is  no 

Q.  (Interrupting.)  That  is  the  window  where  the  fire-escape 
is?  A.  Yes.  Where  there  is  no  machinery  there  is  usually  a 
very  wide  table,  about  five  feet  wide,  they  use  for  pasting  the 
board  on,  and  is  placed  in  front  of  the  window  because  they  have  to 
have  the  light. 

Q.  So  that  in  order  to  get  out  of  the  window  you  have  first  to 
get  on  the  t^ble  ?  A.  Exactly ;  and  the  workers  are  placed  in  the 
middle  of  the  loft,  which  means  that  they  do  not  get  the  natural 
light  from  the  windows.  They  have  to  have  either  gas  or  elec- 
tricity to  work  by.  And  then,  of  course,  the  halls  and  stairways 
are  wooden  stairways  and  uncovered  by  anything.  The  halls  are 
quite  narrow;  the  door  opened  inward,  and  the  factory  in  itself, 
terribly  dirty ;  that  means  so  much  rubbish  on  the  floor  from  the 
paper,  from  the  boxes  that  they  use  —  the  stripped-off  pieces. 

Q.  Was  there  dirt  besides  on  the  floor  ?  A.  Yes,  I  should  think 
there  was.  The  window  ledges  were  terribly  filthy;  you  could 
not  get  near  them,  and  everything  else  —  the  sink,  where  the  girls 
are  supposed  to  wash  their  hands ;  the  tables  filled  with  glue. 

Q.  How  many  floors  did  this  particular  box  factory  occupy? 
.  A,  Just  one  floor. 

Q.  About  how  wide  —  twenty-five  fe(»t  ?  A.  I  am  not  good  at 
measurements. 

Q.  Is  it  the  width  of  an  ordinary  building?    A.  Yes,  sir. 

Q.  Not  an  extra  wide  one  ?   A.  No,  not  extra  wide. 

Q.  It  had  how  many  windows  in  front  and  how  many  in  back  ? 
A.  Four  in  front,  and  four  in  back. 

Q.  How  many  girls  were  employed  there  —  were  they  all  girls 
employed  there?  A.  Yes,  they  were  all  girls  employed  there. 
Tkere  were  not  many  girls.  This  man  has  a  rather  small  con- 
cern.   I  think  there  were  just  about  six  girls. 
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Q.  And  you  say  the  floor  was  littered  with  paper  and  refuse? 
A.  Yes,  sir. 

Q.  How  long  would  you  say  it  had  been  in  that  condition  — 
or  rather,  how  long  would  you  say  the  place  had  been  without  being 
cleaned?  A.  Well,  there  is  a  difference,  you  know,  from  having 
a  place  cleaned,  and  from  having  the  paper  removed;  the  paper 
might  be  removed,  and  I  think  in  order  to  keep  the  floors  clear 
they  would  have  to  remove  the  paper  at  least  twice  a  day,  because 
they  turn  out  hundreds  and  hundreds  of  boxes  a  day. 

Q.  Go  on  and  tell  us  what  else  you  observed  with  reference 
to  this  factory  on  Weet  Broadway.  A.  Well,  there  were  two 
toilets,  one  for  men  and  one  for  women,  but  they  were  adjacent 
to  each  other  and  quite  dirty. 

Q.  They  were  very  dirty  ?  A.  Yes ;  no  dressing  rooms  unless — 
There  was  just  a  corner  of  the  loft  partitioned  off,  and  mostly 
a  dark  comer,  and  in  a  good  many  cases  even  that  was  filled  up 
with  boxes,  too.  Then,  too,  the  girls  have  to  stand,  most  of  them, 
all  day. 

Q.  All  day  long?    A.  Yes. 

Q.  How  old  are  these  girls  in  this  particular  factory  you  speak 
of?  A.  I  should  think  from  fourteen  up  to  about  twenty  or 
twenty-one. 

Q.  What  else  was  there  about  this  particular  factory  on  West 
Broadway?  A.  Only  that  I  think  it  was  awfully  unsafe,  because 
the  material  is  inflammable,  and  there  was  hardly  any  exit  from 
the  fire-escape,  as  I  told  you. 

Q.  Could  not'  get  to  it  at  all  ?  A.  No. 

Q.  Wooden  stairs  ?  A.  Wooden  stairs. 

Q.  Wooden  partitions?     A.  There  were  no  partitions. 

Q.  How  about  the  girls  eatings  their  lunches?  Did  they  eat 
right  where  they  worked  ?  A.  Yes ;  they  would  have  to  do  that. 
They  have  no  other  place  to  eat  them.  They  would  have  to  eat 
off  the  dirty  tables. 

Q.  Were  there  any  appliances  to  be  used  in  case  of  fire?  A. 
No,  not  at  all. 

Q.  This  fire-escape  was  the  ordinary  one  with  vertical  ladder? 
A.  Yes,  sir. 
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Q.  Not  a  staircase  ?  A.  Straight  ladder. 

Q.  And  the  only  way  they  could  get  out  was  either  by  wooden 
stairs  or  by  the  fire-escape?     A.  Fire-escape  to  the  blind  alley. 

Q.  What  else  was  there  about  this  building,  if  anything?  A. 
I  do  not  think  there  is  anything  eke  about  that. 

Q.  Did  you  have  any  photographs  made  of  that  ?  A.  No ;  not 
of  that  building. 

Q.  Go  on  and  give  us  the  next  one  you  visited.  A.  The  next 
factory  we  visited  was  on  Wooster  Street,  and  there  the  em- 
ployer occupies  the  store.    You  walk  in  right  oS  the  street. 

Q.  Yes.  A.  That  also  is  very  long  and  the  only  light  that 
comes  into  that  place  is  through  the  glass  skylight,  which  goes 
into  this  blind  alley. 

Q.  They  have  another  blind  alley  —  oh,  this  is  the  build- 
ing? A.  Yes,  facing  that,  and  then  that,  too,  was  barred,  you 
see.  From  there  you  could  not  even  get  into  the  alley,  the  only 
exit  being  a  door  from  the  street. 

Q.  The  store  was  on  the  ground  floor  ?    A.  Yes,  sir, 

Q.  So  that  of  course  you  would  not  want  a  fire-escape  ?  A.  No. 

Q.  But  they  can  go  right  out  on  the  street  ?  A.  Yes,  sir.  But 
generally  there  was  an  office  right  near  the  door  and  the  space 
was  very  narrow  to  go  out,  and  if  the  box  factory  would  get  on 
fire  it  would  be  terrible. 

Q.  A  very  quick  fire?    A.  Yes,  sir. 

Q.  And  the  girls,  I  suppose,  are  working  in  the  rear?  A. 
They  work  in  the  rear  and  in  the  middle  of  the  loft. 

Q.  And  there  is  no  way  of  their  getting  out  except  in  front? 
A.  No. 

Q.  The  entrance  to  the  rear  to  this  alley  even  being  barred  up  ? 
A.  Exactly.  And  then  another  thing  about  this  factory  is  that 
they  also  have  machinery  in  the  cellar.  The  cellar  was  not  only 
used  as  a  workroom,  but  also  as  a  stockroom,  and  narrow  wooden 
stairs  lead  down  to  the  cellar,  and  in  the  cellar  we  found  the 
men  working  and  it  had  no  exit  at  all.  The  only  exit  would  be 
through  the  stairs  up  into  the  next  floor. 

Q.  Wooden  stairs?    A.  Yes. 

Q.  What  was  the  condition  as  to  cleanliness?  A.  Piled  up 
rubbish  and  boxes  and  paper. 
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Q.  All  inflammable?    A.  Yes;  everything. 

Q.  Men  smoking  cigarettes?  A.  Not  in  that  factory.  I  did 
find  in  one  or  two,  I  think,  where  the  employer  himself  was 
smoking  —  not  the  men,  because,  I  think,  they  have  not  got  much 
time  for  smoking  where  they  are  working,  but  the  employer  did 
indulge  in  that  luxury.  And  in  this  factory,  of  course,  the  con- 
ditions are  the  same  as  everywhere.  They  had  the  toilets,  two 
toilets  you  know,  one  for  each,  but  always  adjacent  to  each  other, 
and  pretty  dirty  most  of  4»  time. 

Q.  Apparently  not  cleaned  for  some  time  ?  A.  Yes ;  they  looked 
that  way.  And  the  floor  full  of  paper  and  everything  like  that. 
But  the  worst  factory  on  that  block  that  we  got  to,  had  the  store, 
the  main  floor,  the  cellar  and  the  first  floor,  so  you  see  that  if 
these  three  started  burning  there  would  not  be  any  chance  for 
anybody  in  that  building  to  get  out. 

Q.  These  wore  in  the  same  building?  A.  Yee;  one  firm  oc- 
cupied the  cellar,  the  main  floor 

Q.  And  the  floor  above  ?    A.  And  the  floor  above. 

Q.  And  they  were  all  in  the  same  business  ?  A.  Same  business. 

Q.  And  all  in  about  the  same  condition  you  describe  ?  A.  Yes, 
sir,  and  this  again  is  on  Wooster  Street,  with  the  rear  of  the 
house  going  into  Greene  Street,  and  the  blind  alley  is  true  there, 

too. 

Q.  The  same  thing  ?    A.  Yes. 

Q.  The  fire-escape  running  into  the  blind  alley  ?    A.  Yes. 

Q.  What  were  the  numbers  of  these  buildings  on  Wooster 
Street?    A.  I  have  all  the  numbers. 

Q.  Will  you  give  them  to  me  ?    A.  Yes ;  surely. 

Q.  Were  these  cellars  lighted  at  all?  A.  Just  by  an  incan- 
descent light.  There  was  176  Wooster.  I  have  not  spoken  about 
this  factory.    If  you  will  take  the  whole  block  between  Houston 

and  Bleecker 

Q.  On  Wooster?    A.  I  visited  every  factory. 

Q.  You  visited  every  building  on  that  block?    A.  Yes,  sir. 

Q.  There  was  a  factory  in  each  building  ?  A.  Not  every  build- 
ing ;  but  I  saw  all  the  paper  box  factories  on  that  block  I  visited. 

Q.  How  many  were  there?  A.  I  think  there  were  about  six 
or  seven  on  that  block. 
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Q.  Were  they  all  in  the  same  condition  substantially  as  you 
have  described  i   A  Pretty  much  the  same  condition. 

Q.  As  filthy  as  to  the  sinks  and  as  to  the  lavatories^  dressing 
rooms  and  everything  ?  A.  Yes,  sir. 

Q.  And  as  to  the  fire-escapes^  A.  Yes.  One  house  there  was 
176  Wooster  Street.    That  also  is  a  rear  houi^e. 

Q.  Yes.  A.  And  one  employer  who  has  one  of  the  loitn  of  the 
front  building  also  uses  two  lofts  of  the  rear  house,  and  they  are 
connected  by  a  sort  of  u  bridge. 

Q.  Yes.  A.  A  platform.  The  platform  is  of  wood;  only  the 
railings  are  of  iron,  and  very  frail,  too ;  very  frail  platforms,  and 
we  found  workers  working  in  this,  too. 

Q.  The  only  way  to  get  to  these  lofts  was  across  this  platform  ? 
A.  Yes,  sir. 

Q.  Was  there  any  fire-esoape  on  the  rear  building  ?  A.  1  think 
there  was  one;  yes. 

Q.  Leading  down  into  the  alley  ?  A.  Yes;  down  into  the  alley, 
and  there,  too,  there  was  filth  in  the  alley,  and  the  fire-escape 
was  dirty. 

Q.  The  fire  escape  itself  <     A.  Yes. 

Q.  How  did  you  find  the  condition  of  these  fire-escapes;  were 
they  dirty  or  filthy  or  not  ?  A.  They  looked  very  filthy  and  pretty 
frail.  I  do  not  see  they  could  stand  any  pressure  at  all. 

Q.  When  you  say  they  were  filthy  or  dirty  you  mean  there 
were  things  piled  up  on  them  ?    A.  Yes. 

Q.  Or  simply  dirty  ?   A.  No ;  things  piled  up. 

Q.  Boxes  of  materials?  A.  Not  boxes,  but  old  clothes  and 
paper  bags. 

Q.  Befuse?    A.  Yes,  sir. 

Q.  Old  shoes  and  things  like  that?    A.  Yes. 

Q.  Thrown  there?     A.  Yes. 

Q.  In  your  judgment  how  long  had  these  things  been  accumu- 
lating there  ?  A.  Well,  I  don't  know  —  they  might  have  been 
there  for  a  month  —  they  might  have  been  there  longer. 

Q.  I  mean  the  appearance  of  them,  the  dirt  on  them?  A. 
They  looked  pretty  old  and  worn, 

Q.  Did  you  examine  a  building  in  Ridge  Street  particularly? 
A.  I  did;  and  that  is  the  building  which  I  think  is  the  worst  of 
any. 
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Q.  What  number  is  that?    A.  89  Eidge  Street. 

Q.  Between  what  streets  is  that  2  A.  That  is  between  Delancey 
and  Eivington. 

Q.  What  kind  of  building  is  it^  how  many  stories  high?  A. 
Well,  the  outside  building  89  Eidge  Street  is  three  stories  high, 
that  is  the  front  building  and  it  looks  very  clean  from  the  outside, 
but  there  is  no  entrance;  then  you  have  to  go  through  a  narrow 
alley.  That  is  about  —  I  should  not  think  it  was  more  than  three 
feet  wide. 

Q.  Three  feet  wide  to  get  to  the  building  itself  i    A.  Yes. 

Q.  But  is  No.  89  Eidge  Street  on  the  street  ?  A.  It  is  on  the 
street,  but  it  has  no  entrance  from  the  street.  You  have  to  go  into 
this  alley  and  there  you  find  an  iron  stairway.  You  see  it  is  an 
open  stairway. 

Q.  Is  that  the  factory  on  the  alleyway  that  you  refer  to?  A. 
Yes. 

Q.  It  is  89  Eidge  Street?    A.  Eight  here  (indicating). 

Q.  You  mean  you  cannot  go  upstairs  here?  (indicating  on  pho- 
tograph)    A.  No. 

Q.  Except  by  going  in  this  all^y-way  on  this  photograph  ?  (in- 
dicatii^).     A.  Yes. 

Mr.  Elkus:  I  offer  that  in  evidence. 

Same  was  received  in  evidence  and  marked  Exhibit  No.  3. 

After  you  go  through  the  alley-way  which  you  say  is  about 
how  wide?  A.  I  do  not  think  it  is  more  than  three  feet.  I  am 
not  a  very  good  judge  of  distance. 

Q.  How  far  back  do  you  walk  before  you  come  to  the  stair- 
case ?  A.  I  should  think  you  would  walk  about  ten  or  twelve  feet, 
the  whole  width  of  the  building. 

Q.  Is  that  another  picture  of  the  alleyway  showing  you  how 
you  get  into  it?  (Producing  another  photograph.)  A.  Then  this 
is  another  alley. 

Q.  In  the  same  building  ?   A.  Yes. 

Q.  Now,  you  walk  in  this  alley-way  the  whole  distance  of  the 
building,  then  what  do  you  come  to?  A.  Then  you  come  to  the 
court  way  where  the  stairs  of  this  building  are  located  and  toilets, 
and  then  the  front  part  of  the  rear  building. 


Hose  Sohneidbbmak.  117 

Q.  Now,  pick  out  the  photograph,  if  you  will,  which  repre- 
Bents  the  courtyard.  A.  (Selecting  a  photograph.)  This  repre- 
sents the  courtyard  and  you  will  see  this  is  the  alley-way,  and 
this  is  the  court  way,  it  is  built  away  from  the  lot  —  that  is  the 
way  you  come  in. 

Q.  These  are  toilets,  are  they  ?  (indicating  on  photograph).  A. 
Yes;  these  are  toilets. 

Mr.  Elkus  :  I  offer  that  in  evidence. 

Beceived  and  marked  Exhibit  No.  4. 

Q.  Now,  if  you  will  explain  to  the  Conmiiseion,  you  come 
in  this  alleyway  and  come  around  these  toilets?    A.  Yes. 

Q.  And  then  go  up  the  staircase  into  the  factory?  A.  No.; 
in  this  front  building  there  are  no  factories,  but  there  is  a  Hebrew 
school  there,  and  in  the  afternoon  the  Hebrew  school  is  packed 
with  many  children. 

Q.  How  many  ?   A.  I  do  not  know. 

Q.  There  are  a  number  of  people  going  there  in  the  afternoon  ? 
A.  Yes ;  judging  from  the  seats  there  must  be  quite  a  number  of 
children.  I  should  think  about  fifty. 

Q.  They  occupy  this  floor  ?    A.  No,  they  occupy  the  first  floor. 

Q.  Do  they  have  to  come  in  the  alley-way  ?   A.  Yes,  sir. 

Q.  And  around  these  toilets  ?   A.  Yes. 

Q.  And  then  the  factory  building  is  to  the  rear  of  this,  is  it? 
A.  Yes. 

Q.  Is  this  the  entrance  to  the  factory  building?  (Exhibiting 
another  photograph.)  A.  No;  this  is  the  rear  courtyard  of  the 
factory  building. 

Q.  That  is  another  courtyard?     A.  Another  one. 

Q.  Which  of  these  is  the  entrance?  A.  This  right  here  is  the 
entrance  to  the  rear  building  (indicating). 

Q.  This  opening  on  the  floor  of  the  court  yard  is  the  entrance 
to  the  rear  building?    A.  That  only  goes  into  this  alley. 

Q.  Going  into  another  alley?  A.  Yes;  built  up  alley.  One 
side  of  it  has  a  wooden  partition. 

Q.  This  that  I  mark  A  is  the  only  way  you  can  get  in  after 
you  get  in  the  court  yard  to  the  rear  factory  building?    A.  Yes. 

Q.  And  that  does  not  go  into  the  building  itself?    A.  No. 


118  MunjTEs  OF  Public  Heaeings. 

Q.  But  goes  into  the  courtyard  ?    A.  Yes. 

Q.  And  is  this  photograph  a  correct  representation  of  that  court- 
yard as  it  was  when  you  were  there  last  week?  A.  Yes,  there  was 
a  bale  of  rags  there. 

Q.  Just  as  it  is  in  the  photograph?    A.  Yes. 

Q.  And    this   iron    staircase A.  That   leads   up   to    the 

Hebrew  classes. 

Q.  And  that  represents  the  width  and  size  and  general  dimen- 
sions of  the  courtyard  ?   A.  Yes,  this  was  right  in  the  corner  here. 

Mr.  Elkus:  I  will  offer  this  in  evidence. 

Photograph  received  in  evidence  and  marked  Exhibit  No.  5. 

Q.  Now,  after  you  go  in  A —  we  will  mark  this  A  also  — ^^o\x 
go  through  a  narrow  alley  ?  A.  Alley.  Yon  see  this  is  the  alley 
coming  from  the  other  side  going  into  the  rear  courtyard  (indicat- 
ing on  photograph).     In  here  there  is  a  rag  factory. 

Q.  Off  to  one  side?  A.  On  the  side.  Then  when  you  get  up 
here  (indicating)  is  the  paper  box  factory. 

Q.  Up  the  staircase?    A.  Up  the  staircase. 

Q.  After  you  get  through  the  alley-way,  coming  through  from 
the  other  side  —  this  is  really  the  entrance?  (Indicating  on  photo- 
graph.)   A.  Yes. 

Q.  Marked  A  on  the  other  photograph,  the  last  exhibit  You 
walk  through  this  narrow  alley,  with  a  rag  factory  on  one  side  of 
it?    A.  Yes. 

Q.  After  you  get  through  you  turn  to  your  right  and  go  up 
the  staircase  to  the  paper  box  factory  ?    A.  Yes,  sir. 

Q.  Is  that  the  only  means  by  which  the  employees  of  this  fac- 
tory can  get  to  it  ?  A.  Yes,  sir. 

Q.  Or  get  out?  A.  Well,  there  is  a  fire-escape  from  the  front 
part  of  this  rear  building,  but  only  one  window  leads  to  this  fire- 
escape,  and  that  is  a  very  frail  fire-escape,  too. 

Q.  That  fire^scape  leads  down  to  where  —  to  the  courtyard? 
A.  Yes. 

Q.  To  the  same  courtyard  from  which  you  have  to  go  out, 
through  the  alley-way  again  ?   A.  Yes. 

Photograph  offered  in  evidence  by  Mr.  Elkus.     Received 
and  miaxked  Exhibit  6. 
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Q.  Now,  after  you  get  through,  after  you  get  into  the  build- 
ing      A.  (Interrupting)     I  want  to  say  that  that  building, 

the  rear  building  is  five  fltoriee  high,  while  the  out- 
side one  is  only  three. 

Q.  The  rear  building  towers  up  above  the  front  one?    A.  Yes. 

Q.  In  this  five-story  building  how  many  factories  are  there? 
A.  Kag  factory  and  paper  box  factory  and  factory  where  they 
make  men's  clothes,  away  up  on  the  fifth  floor. 

Q.  These  three  factories  are  in  that  building?    A.  Yes,  air. 

Q.  How  many  lofts  does  the  paper  box  factory  occupy?  A. 
Just  one. 

Q.  How  many  employees  are  there  in  that  paper  box  factory? 
A.  About  twenty. 

Q.  Twenty  on  this  one  floor?    A.  Yes. 

Q.  About  how  large  is  it?  A.  Oh,  it  is  very  small,  a  very  small 
place;  it  is  not  the  usual 

Q.  Is  it  as  large  as  this  enclosure  here?  (indicating)  A.  That 
would  be  part  of  the  factory,  and  the  other  part  would  be  about 
up  to  there  (indicating),  up  to  the  end  of  this  platform. 

Q.  That  would  be  about  thirty  feet  by  fifteen;  is  that  right? 
A.  I  think  so. 

Q.  And  there  are  twenty  girls  in  that  place?  A.  Yes,  and  tho 
ofiices  and  stock  room  and  everything  else. 

Q.  How  many  men?    A.  There  are  just  about  four  or  five. 

Q.  And  they  were  at  making  paper  boxes?    A.  Yes. 

Q.  Now,  despite  the  condition  of  that  place,  were  there  ma- 
chines in  it?  A.  Yes;  the  machines  are  near  the  rear  windows  of 
the  rear  house,  and  the  tables  are  at  the  front  windows  of  the  rear 
bouse.  Then  the  part  that  is  partitioned  off,  where  the  office  and 
stock  room  and  also  where  the  cutters  stand.  There  are  two 
or  three  windows  also  out  to  the  rear  house,  but  they  are  very 
small,  and  these  windows  were  barred.  The  factory  in  itself  is 
terribly  crowded  —  an  awful  lot  of  paper.  When  we  were  there 
to  take  a  picture  of  the  place,  the  employer  when  he  heard  me, 
said  to  the  girls,  "  Now,  don't  throw  any  papers  on  the  floor," 
and  he  himself  was  engaged  in  sweeping  the  floor  just  at  that  time, 
and  when  we  asked  him  to  allow  us  to  have  a  picture  taken  of 
the  place  he  refused.   He  said  he  would  have  to  ask  the  othetr  box 
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manufacturers  whether  they  were  subject  to  that,  and  if  they 
allowed  it,  he  would  allow  it,  too.  And  then  after  the  man  went 
back  with  the  police  order  he  would  not  allow  the  taking  of  the 
pictures.  The  ceiling  is  terribly  low.  .  I  don^t  think  there  is  any 
remedy  for  that  place  but  to  tear  it  down. 

Q.  The  whole  building?  A.  Yes,  it  is  very  old  and  dilapi- 
dated.   Also,  here  the  toilets  are  in  the  yard. 

Q.  You  mean  they  had  to  go  through  the  alley  and  down  the 
iron  staircase  ?  A.  No  j  in  that  courtyard,  and  there  is  only  one 
for  both  sexes. 

Q.  One  for  both?     A.  Yes. 

Q.  That,  of  course,  is  against  the  law.  Was  it  clean  or  dirty? 
A.  Well,  it  is  according  to  one's  standard  of  cleanliness. 

Q.  Well,  I  mean  the  ordinary  standard?  A.  Well,  to  the 
ordinary  standard  of  cleanliness  it  would  not  be  very  clean,  but 
sometimes  you  know,  when  inspectors  come  around  they  have  an 
idea  how  clean  people  that  toil  ought  to  live,  and  so  on. 

Q.  Tell  us  something  more  about  the  appearance  of  that  factory, 
this  paper  box  factory?  A.  I  don't  know  than  any  words  of 
mine  can  really  describe  it,  it  was  so  terrible,  so  filthy  and  dirty 
and  unsanitary. 

Q.  Bad  air?  A.  Bad  air!  Well,  you  can  imagine  what  air 
you  would  get  from  the  rear  of  the  rear  house. 

Q.  Was  there  a  yard  in  the  rear  of  the  rear  building  ?    A.  Yes. 

Q.  How  large  was  the  yard  —  a  small  place  ?  A.  I  think  that 
that  picture  represents  it  there. 

Q.  This  one  that  I  have  in  my  hand  ?    A.  Yes. 

Q.  That  is  the  rear  of  the  rear  building?  A.  And  here  is 
another  of  the  rear  buildings, 

Q.  Going  right  back  on  it?     A.  Yes. 

Q.  This  staircase,  did  that  go  into  the  paper  box  factory  ?  A. 
Yes;  there  is  a  barrel  (indicating).  Here  are  the  partitions  (in- 
dicating) ;  these  are  the  windows  (indicating)  ;  here  is  the  office 
window  (indicating).  Here  is  the  partition  (indicating).  This 
way  the  girls  go  in  (indicating)  ;  this  is  the  door  to  the  office 
(indicating). 

Q.  The  girls  or  anybody  could  get  out  of  the  rear  courtyard 
by  tkis  staircase?    A.  Yes. 
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Q.  Wliich  is  shown  here  ?    A.  Yes. 

Q.  Where  could  they  go  after  they  got  in  this  courtyard?  A. 
They  would  have  to  go  through  this  alley  here  (indicating)  to 
get  out. 

Q.  Go  back  to  the  building  again  ?    A.  Yes. 

Q.  There  was  not  any  other  way  of  getting  out  ?  A.  No  other 
way  of  getting  out. 

Photograph  offered  in  evidence  by  Mr.  Elkus.     Received 
and  marked  Exhibit  7. 

The  Witness:  This  man  makes  fancy  paper  boxes  with  glass 
tops  for  holiday  goods,  and  so  on. 

Q.  They  are  sold  in  the  department  stores?  A.  Oh,  yes; 
neckwear  and  things  like  that. 

Q.  They  go  into  our  homes  ?    A.  Yes ;  absolutely. 

Q.  The  women  and  the  men  eat  their  lunches  right  where  they 
work?  A.  Yes;  they  have  no  other  way  of  eating  their  lunch, 
unless  out  in  the  street. 

Q.  Did  you  go  in  the  rag  factory?  A.  Yes;  I  went  in  the 
rag  factory. 

Q.  I  show  you  this  photograph  and  ask  you  if  that  is  a  correct 
representation  of  the  rag  factory  as  you  saw  it  last  week^ 
A.  Yes. 

Q.  Was  it  dirty  and  filthy  ?  A.  Just  as  you  see  it  there.  Thi« 
is  the  wooden  ceiling  you  see  (indicating). 

Q.  Men  or  women  working  there  ?    A.  Men. 

Q.  Smoking  ?    A.  No ;  I  did  not  see  them  smoking. 

Mr.  Elkus:  I  offer  that  in  evidence. 

Keceived  in  evidence  and  marked  Exhibit  8. 

Q.  Take  Exhibit  7 ;  the  only  way  that  anybody  could  get  from 
that  courtyard  out  was  through  the  same  building  out  of  which 
they  came,  and  through  the  alley-way  marked  A;  that  is  right, 
is  it?    A.  Yes.    Yes,  that  is  the  alley. 

Q.  Then  they  would  have  to  walk  through  the  entire  building, 
through  another  court  yard  and  through  another  alley  to  get  to 
the  street !    A.  Yes. 
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Q.  Now,  give  me  the  numbers  of  the  other  buildings  where 
you  examined  paper  box  factories.  A.  I  visited  some  on  the 
Bowery;  82  Bowery;  at  82  Bowery  there  are  three  paper  box 
factories  there  in  this  one  building. 

Q.  Yes.  A.  And  the  hall  —  well,  you  just  go  into  a  part  of 
a  hallway,  then  there  are  stairs  leading  right  up.  There  is  not 
really  any  hallway  there  at  all.  Then  the  doors  of  the  factories 
open  right  out  onto  the  landing  of  the  stairway.  You  see,  when 
once  you  have  got  on  the  stairs  you  have  not  got  any  way  to 
turn  but  you  must  either  go  up  or  down. 

Q.  No  landing  at  all?  A.  No  landing  at  all  until  the  fourth 
floor, 

Q.  You  mean  the  stairs  run  right  up,  with  doors  opening  right 
direct  from  the  stairs  into  the  loft  ?    A.  Yes,  sir. 

Q.  When  you  step  out  of  the  door  you  have  to  go  right  up  or 
downstairs?    A.  Yes. 

Q.  If  a  number  of  people  were  going  at  the  same  time  and  were 
in  a  hurry  they  would  fall  downstairs  ?  A.  Yes ;  I  know  T  almost 
fell  down. 

Q.  You  almost  fell  down,  walking  done  alone?  A.  And,  of 
course,  this 

Q.  (Interrupting)  Wooden  stairs,  of  course?  A.  Wooden 
stairs. 

Q.  And  wooden  partitions?  A.  Wooden  partitions;  the  ceil- 
ings inside  the  factories  are  metal  ceilings. 

Q.  How  about  the  doors,  did  they  open  in  or  out?  A.  Opened 
in,  mostly  all  the  doors  opeued  in.  I  think  on  the  third  floor 
of  this  building  there  was  one  door  that  opened  out;  that  is  all. 
And  here,  too,  when  I  got  on  the  fire-escape,  I  found  that  the 
iron  shutter  from  the  window  barred  the  place  where  the  ladder 
was,  the  exit  from  the  fire-escape. 

Q.  You  mean  the  iron  shutter  being  opened?  A.  Yes,  sir; 
barred  the  exit  from  the  fire-escape. 

Q.  You  could  not  get  to  the  fire-escape  ?  A.  You  could  get  to 
the  fire-escape,  but  not  to  the  place  where  the  ladder  was. 

Q.  Not  to  the  hole  in  the  bottom  of  it  where  the  ladder  was? 
A.  No. 


BOSE   SOHNEIDEBMAN.  128 

Q.  So  that  anybody  who  got  out  there  would  be  in  a  trap? 
A.  Absolutdy. 

Q.  Could  not  move?  A.  Could  not  get  down  unless  they 
jumped. 

Q.  What  were  the  conditions  of  the  fire-escape  there  in  this 
building?  A.  Well,  the  fire-escape  was  clean;  the  fire-escape 
in  itself. 

Q.  Was  clean?    A.  Yes. 

Q.  How  about  the  floors  of  the  factory  —  dirty  ?  A.  Well,  as 
usual,  with  the  cuttings  of  the  paper  on  the  floor,  the  glue,  etc. 

Q.  Go  right  ahead.  A.  Here,  too,  there  were  two  toilets.  I 
think  here  the  toilets  were  not  as  bad  as  in  the  other  factories 
visited. 

Q.  Is  it  fair  to  say  that  the  general  condition  of  these  factories 
was  that  there  was  litter  on  the  floor  which  ought  to  have  been 
cleaned  up?    A.  Yes. 

Q.  And  that  the  way  to  the  fire-escapes  was  in  most  cases 
blocked?  A.  Barred  absolutely.  I  think  it  is  quite  fair  to 
say  that. 

Q.  And  that  the  toilets  and  other  sanitary  arrangements  were 
bad  in  all  that  you  have  examined  ?  Now,  will  you  give  me  the 
numbers?  A.  I  want  to  give  you  one  place  we  examined  on 
Wooster  Street,  where  the  place  was  very  nice  and  clean.  I  don't 
know  whether  that  is  owing  to  the  fact  that  they  make  very  small 
boxes  and  donH  need  much  room. 

Q.  What  number  was  that?  A.  That  is  a  paper  box  manu- 
factory ;  the  name  was  J.  Cohen  &  Son,  179  Wooeter  Street,  on 
the  fifth  floor,  and  that  was  about  the  cleanest  on  that  block.  Tt 
was  quite  nice,  and  also  the  dressing  room.  None  of  these  places 
really  had  what  we  would  call  a  dressing  room ;  just  a  partition. 

Q.  Yes.  A.  That  was  near  a  window  and  air  and  light  com- 
ing in,  and  not  right  next  to  the  toilets  as  in  most  cases. 

Q.  Were  the  toilets  clean  there?  A.  Yes,  clean,  too.  The 
one  thing  we  did  find  is  that  the  exit  to  the  windows  was  not 
very  good  there.  There  is  a  large  table  in  front  of  the  front 
windows,  and  the  girls  eat  working  with  their  backs 
towards  the  windows,  and  the  space  is  very  narrow 
and  they  had  large  barrels  which  they  used  as  soft  of  tables. 
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I  told  them  that  if  a  fire  happened^  when  you  started  to  run  out 
you  would  fall  all  over  the  barrels,  and  it  would  be  a  question 
whether  you  would  get  to  the  window.  The  fire-escapes  were 
nice,  too.  Another  place  that  was  very  nice  was  a  factory  on 
Allen  Street,  where  we  thought  we  would  find  terrible  conditions. 
We  were  quite  surprised.  I  do  not  know  whether  it  was  owing  to 
the  Health  Department  that  the  walls  going  up  the  stairways  were 
all  whitewashed  and  pretty  clean;  and  also  inside  the  factory 
things  were  very  nice  there. 

Q.  Now,  give  us  the  numbers  of  the  other  buildings  that  you 
examined  that  you  did  not  find  in  good  condition.  A.  179  and 
183  Wooster  Street,  49  West  Broadway,  167  Wooster  Street,  and 
188  Wooster  Street;  that  is  where  they  occupy  three  floors,  and 
with  very  little  chance  of  escape  in  case  of  fire  —  that  is  188 
Wooster  Street.  That  is  all  on  Wooster  Street.  Now,  I  want  to 
tell  you  about  some  factories  on  East  4th  Street. 

Q.  Go  right  ahead.  A.  One  shop  was  in  the  basement  of  the 
building  —  a  sort  of  store  basement;  it  is  quite  long  —  the  loft 
is  quite  long.  The  front  part  is  stacked  with  boxes  and  materials 
used  in  the  making  of  the  boxes.  The  girls  sit  way  back  in  this 
place. 

You  have  to  go  down  three  stairs  in  order  to  get  to  the  place 
where  the  girls  sit,  which  means  that  where  the  girls  sit  is  much 
lower  than  the  front  part  of  the  store.  The  only  means  of  light 
there  is  a  skylight,  which  comes  up  —  up  against  the  stone  wall 
of  the  next  building  —  very  little  light.  Also,  there  was  a  pot 
of  glue  being  warmed  by  gas,  and  no  protection  whatevf^r  to  this 
pot  of  glue.  The  toilet  there  —  we  asked  for  the  toilet,  and  the 
employer  showed  us  the  toilet.  He  said  that  that  was  used  by 
women,  and  I  saw  a  man  coming  out  of  it.  I  said,  "What  do 
you  call  that  ? "  He  said,  "  The  sink  is  in  there  and  they  have 
to  go  there  to  wash  their  hands."  Continuing,  he  said,  "  Don't 
you  see  that  sign  there  '  Some  one  in '  ?  That  is  hung  up  there 
to  indicate  that  someone  has  gone  in."  This  was  in  a  most  filthy 
condition.    It  had  no  board  on  it,  and  it  was  absolutely  filthy. 

Then  I  asked  for  the  dressing  room;  the  employer  seemed  to 
be  quite  astonished  at  my  question.  He  said,  "  Dressing  room  — 
I  think  we  have  a  dressing  room ;  let  me  see."    T  said,  ^'  No,  you 
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know  you  have  none,  don't  you  i  "  He  said,  "  No ;  I  don't  think 
we  have," 

Then  around  to  the  reax,  which  went  up  to  the  stoop  and 
through  the  dark  hall,  and  underneath  that  stairway,  that  was 
used  as  a  dressing  room.  He  said,  ^^  That  is  used  as  a  dressing 
room,  but  they  don't  want  to  hang  their  clothes  there."  I  said, 
''  I  donH  blame  them.^' 

Q.  How  many  girls  were  employed  there?  A.  I  think  about 
eight  girls. 

Q.  Young  girls?  A.  Yes.  I  also  want  so  say  that  in  several 
of  these  cases  they  have  girls  working  under  sixteen  years  of  age, 
and  working  nine  and  a  half  hours,  which  I  think  is  against  the 
law. 

Q.  Did  they  have  certificates  from  the  Board  of  Health?  A. 
They  claimed  they  did. 

Q.  Eight  hours  is  the  law?  A.  That  is  what  I  think;  eight 
hours  is  the  law,  but  one  of  the  children  told  me  that  they  worked 
nine  hours  and  one  half — nine  and  a  half  hours,  and  were 
allowed  a  half  an  hour  for  lunch.  The  remark  of  the  factory 
inspector  at  the  session  this  morning  is  now  recalled  to  my  mind. 
In  most  paper  box  factories  they  don't  have  more  than  half  an 
hour  for  lunch. 

Q.  Do  they  work  on  the  piece  work  plan,  or  do  they  get  a 
weekly  salary  ?    A.  The  majority  are  working  for  a  weekly  salary. 

Q.  What  hours  do  the  girls  under  sixteen  put  in?  A.  From 
eight  to  six  o'clock. 

Q.  With  half  an  hour  for  lunch?  A.  With  half  an  hour  for 
lunch. 

Now,  talking  about  wages,  I  want  to  say  that  the  paper  box- 
miaking  industry  interests  me  mostly  because  I  was  with  the 
girls  when  they  were  out  on  strike  last  fall,  and  I  saw  the 
misery  they  were  in.  When  they  were  out  one  week,  we  had  to 
give  them  their  breakfast ;  we  had  to  take  them  to  the  restaurant 
where  they  could  get  a  cup  of  coffee  and  cake.  Their  wages 
ranged  from  four  to  nine  dollars.  I  suppose  some  of  the  men  in 
the  strike  had  to  support  families  and  themselves  on  six  to  nine 
dollars  a  week. 

Q.  What  do  the  girls  get?  A.  They  start  with  four  dollars 
a  week  and  go  up  to  nine  dollars. 
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It  seems  to  me  that  that  is  a  very  vital  question  —  the  question 
of  wages,  because  we  know  that  people  die  from  other  causes 
besides  being  burned  alive.  I  think  that  that  is  a  very  poor  life 
to  live,  and  certainly  not  the  life  for  American  citizens  to  be 
leading.  I  think  the  wages  and  hours  are  the  most  fundamental 
evils  for  the  people  that  work,  and  I  donH  think  it 
could  be  different  unless  we  establish  a  better  wage  scale. 
A  girl  to  live  decently,  without  having  to  ask  her  relatives  to  help 
her,  must  start  with  a  certain  amount  of  money  —  start  at  a  cer- 
tain salary. 

Q.  Is  there  anything  further,  Miss  Schneiderman,  that  you  can 
tell  us  about?    A.  I  don^t  know.' 

Q.  You  have  given  us  the  list  of  all  the  buildings  you  have 
examined?    A.  Yes,  sir. 

Q.  And  the  general  conditions  in  most  of  them  ?    A.  Yes,  sir. 

Mr.  Elkijs:  Are  there  any  questions  that  the  Commissioners 
would  like  to  ask  ? 

Miss  Deeieb  :  I  would  like  to  know  whether  anything  was  said 
about  the  rags  being  over  in  the  rear  —  being  brought  into  the  rear 
building;  did  the  other  tenants  complain? 

The  Witness  :  I  found  out  that  the  box  maker  complained  about 
the  rag  factory,  and  when  I  spoke  to  the  widow  who  was  running 
the  rag  factory,  she  told  me  that  he  complained  because  he  did 
not  have  enough  room  to  stack  his  boxes  up  in  the  courtyard; 
when  this  women  got  her  bales  of  rags  in  the  court  yard,  there 
was  no  room  for  the  boxes,  so  that  that  was  really  self-interest. 
It  was  not  because  he  thought  it  would  harm  the  escape  of  his 
employees,  but  because  he  needed  the  room  that  this  widow  took 
with  her  bales  of  rags. 

Miss  Dreier:  In  the  second  rear  building  —  was  there  any 
exit  to  the  other  rear  courtyard  which  was  connected  —  connect- 
ing the  tenement  with  Attorney  street? 

The  Witness  :  There  was  no  connection  whatever ;  and  also  here 
there   was  on  the   main  floor  of  this  rear   house,  there  were 
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rag  people  there  too ;  two  of  the  rooms  I  looked  into  —  walked  in, 
and  they  looked  as  though  someone  made  use  of  the  rooms  at 
night  —  that  people  slept  there. 

Q.  A  sleeping  room?  A.  Yes:  Oh,  they  were  in  a  filthy 
condition. 

Q.  This  exhibit,  No.  4,  shows  the  court  yard  between  the  front 
and  rear  buildings;  altogether  there  are  three  toilets;  who  uses 
these?    A.  They  are  for  the  use  of  the  school. 

Q.  The  fifty  boys,  or  girls  ?    A.  I  think  both. 

Miss  Dbeier  :  As  I  understand  it,  this  Kidge  Street  went  right 
through  to  Attorney  Street? 

The  Witness  :  Yes. 

Miss  Dbeieb:  I  want  to  know  what  the  house  on  Attorney 
Street  was,  a  tenement  or  factory? 

The  Witness:  The  house  on  Attorney  Street  was  a  tenement 
house,  where  they  lived. 

Miss  Deeieb  :  And  the  only  fire  exit  inside  or  in  back,  was  into 
this  courtyard,  which  had  no  escape  except  the  courtyard  of  the 
tenement  ? 

The  Witness:  Yes. 

Q.  A  five-story  tenement  ?    A.  Yes,  sir. 

Mr.  Elkus  :  I  thank  you  very  much.  Miss  Schneiderman.  The 
Commissioners  are  very  grateful  to  you,  I  am  sure,  for  your 
help. 

The  Witness:  I  shall  be  very  glad  to  help  them  at  -my  other 
time,  if  I  can. 

Dr.    Henby   Moskowitz,   a   witness    recalled,    testified    as 
follows : 

Examination  by  Mr.  Elkus: 

Q.  Doctor,  have  you  made  any  investigations,  or  have  you  had 
<^y  made  as  to  crowding  and  ventilation  in  factories?     A.  We 
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have  made  investigations.  We  made  one  general  investigation, 
and  one  special  investigation  was  made  by  Dr.  Graham  Bogers, 
for  the  committee.  Dr.  Graham  Eogers  is  the  medical  expert 
of  the  State  Department  of  Labor.  Almost  invariably  the  in- 
spectors reported  over-crowding. 

The  law  allows  two  hundred  and  fifty  cubic  feet  of 
air  space  per  individual.  Our  inspectors  report  that  where  the 
worker  has  the  two  hundred  and  fifty  cubic  feet  of  space,  that  the 
floor  is  littered  up  by  machinery  and  bulky  material;  it  is  not 
taken  into  consideration  by  the  law.  The  result  is,  that  since 
the  purity  of  the  air  does  not  depend  primarily  upon  the  amount 
of  cubic  air  space  available,  but  rather  on  the  amount  of  air 
entering  the  shop,  the  smaller  the  space  per  operator  the  greater 
change  of  air  needed,  and  the  greater  the  necessity  of  venti- 
lating devices.  As  a  rule,  few  shops  were  found  where  ventilation 
was  good  or  even  adequate. 

In  the  majority  of  the  shops,  the  only  means  of  ventilation  were 
windows.  The  amoimt  of  gas  burnt  interferes  with  ventilation. 
It  generates  poisonous  carbon-monoxide  gas  from  leaky  pipes,  and 
affects  the  health  of  the  worker  decidedly. 

There  is  little  doubt  that  the  overcrowding  in  shops,  and  the 
bad  air,  has  something  to  do  with  the  predisposition  of  the  garment 
worker  for  tuberculosis.  Many  pressers  suffer  from  anemia.  In 
new  buildings,  provision  must  be  made  for  artificial  ventilation. 
The  cubic  air  space  for  the  worker  must  certainly  be  increased. 

That  is  a  defect  of  the  labor  law  that  we  discovered  from  our 
investigation,  and  I  am  quite  certain  that  Dr.  Graham  Sogers 
will  present  to  the  Commission  the  result  of  his  scientific  investi- 
gation to  show  that  the  two  hundred  and  fifty  cubic  feet  of  air 
space  are  very  inadequate  for  the  worker. 

Q.  Do  you  know  this  building  at  89  Eidge  Street?  A.  Very 
well.  Our  board  had  a  great  deal  to  do  with  this  building.  We 
had  a  cloak  establishment  in  89  Kidge  Street,  and  Dr.  Price  made 
a  special  investigation,  and  the  board  officially  declared  the  estab- 
lishment unfit  for  working  purposes  and  ordered  the  man  to 
vacate,  apd  the  man  was  forced  to  move. 

Q.  At  89!    A.  At  89. 
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Q.  That  was  on  account  of  the  building  itself?  A.  And  on 
account  of  the  conditions  described  by  Miss  Schneiderman. 

Q.  Had  you  any  help  there  from  the  authorities?  A.  Well, 
we  did  write  to  the  authorities,  I  think.  I  will  be  very  glad  to 
submit  to  this  Commission  the  entire  procedure  with  referwice  to 
89  Hidge  Street. 

Q.  We  ehall  be  very  glad  to  have  you  do  so.  Now, 
with  reference  to  inspections  about  sanitary  conveniences; 
what  did  you  find?  A.  We  found  many  defects.  In  the 
shops,  the  walls  and  ceilings  were  found  covered  with  paper.  This 
is  the  worst  kind  of  dressing  for  a  wall  or  surface,  as  it  catches 
and  holds  dust  and  is  not  clean.  The  best  means  of  dressing  sur- 
faces is  probably  light  colored  oil  paint.  In  a  hundred  and  forty- 
four  shops  the  walls  and  ceilings  were  found  dirty. 

In  forty-four  shops  water  closets  are  located  in  the  yard;  two 
hundred  and  forty  in  the  halls.  These  are,  as  a  rule,  common 
to  both  male  and  female. 

Q.  That  is  contrary  to  law?  A.  That  is  contrary  to  law. 
Many  of  the  water  closets  in  the  shops  are  improperly  separated ; 
lihe  screening  is  flimsy.  The  worat  oonditiond  with  respect 
to  water  closets  were  found  in  converted  buiWings  and  small  lofts, 
where  the  water  closet  accommodations  have  been  put  in  as  an 
afterthought  by  the  tenant.  This  is  a  menace  to  the  health 
and  morals  of  the  workers.  The  legal  limit  of  one  water  closet 
to  every  twenty-five  persons  is  exceeded  in  many  shops,  in  some 
of  which  a  ratio  of  one  to  eighty-five  were  found  by  our  inspectors. 
The  condition  of  these  closets  with  respect  to  flushing  is  some- 
times scandalous. 

Q,  When  you  referred  to  one  to  eighty-five  —  that  meant  men 
and  women?    A.  Men  and  women. 

Q.  This  is  imder  the  jurisdiction  of  both  the  Labor  Department 
and  Health  Department  ?  A.  And  Health  Department,  where  the 
conditions  manifestly  affect  the  health  of  the  workers. 

Q.  But  primarily,  the  Labor  Department  has  absolute  control  ? 
A.  Tea. 

Q.  And  the  Health  Department  only  in  cases  where  there  is 
danger  of  affecting  the  health?  A.  Under  the  statute,  it  is  given 
power  to  come  in. 

6 
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I  want  to  submit  to  the  Commissioners  some  general  recom- 
mendations : 

First.  Eestrict  the  height  of  loft  buildings  for  manufacturing 
purposes. 

Second.  Make  provisions  that  in  every  loft  building  a  fire 
wall  shall  be  erected.  We  regard  that  as  the  best  method  of  fire- 
escape. 

Third.  See  to  it  that  the  factory  law  provides  safe  fire-escapes 
for  the  workers ;  that  is,  the  factory  law  should  be  for  the  workers 
what  the  tenement  house  law  is  for  the  tenement  dwellers.  It 
specifies  types  of  safe  fire-escapes  which  are  acceptable. 

Fourth.  Make  some  provisions  for  exit  and  means  of  egress  in 
proportion  to  the  height  of  buildings  and  the  number  of  workers 
employed. 

Fifth.  See  to  it  that  every  factory  has  some  form  of  fire  ex- 
tinguisher. If  automatic  sprinklers  are  too  expensive;  cheap 
chemical  extinguishers  can  be  provided. 

Sixth.  Let  every  manufacturer  submit  a  plan  of  his  factory 
to  the  Labor  Department  before  he  occupies  a  new  loft.  In  this 
way,  the  cutting  up  of  a  loft  into  small  rooms  divided  by  inflam- 
mable wooden  partitions,  which  shut  off  light  and  create  small 
rooms  in  which  the  workers  are  congested,  can  be  avoided.  These 
are  general  recommendations  that  we  wish  to  offer. 

Q.  Is  not  a  great  deal  of  the  trouble  caused  by  the  fact  that  the 
responsibility  for  both  the  erection  of  the  building  and  the  safety 
of  the  building  —  the  appliances  to  be  used  in  case  of  fire,  and 
the  sanitary  conveniences,  are  under  the  control  and  management 
of  different  boards,  both  state  and  local?  A.  That  has  a  great 
deal  to  do  with  the  inefficiency  of  the  enforcements  of  the  various 
provisions. 

Q.  Would  it  not  be  possible  to  have  —  for  instance,  to  have 
one  body  or  Commission  to  do  all  the  inspecting,  and  ascertain 
the  facts  as  to  each  building,  having  in  its  possession  plans  of 
all  buildings  required  to  be  filed  there  ?     Then  competent  persons 
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could  take  the  work  of  this  board  —  to  ascertain  the  facts  —  and 
report  to  the  various  departments  the  violations  and  eee  that  they 
were  enforced'  ?  A.  I  think  there  must  be  some  oentralization  — 
there  ought  to  be  more  centralization,  under  one  control.  That 
is  one  of  the  difficulties  from  which  we  suffer  in  the  enforcement 
of  our  labor  laws  and  other  laws  with  respect  to  the  safety  of 
the  worker. 

Q.  Then  what  was  said  by  Mr.  Croker  yesterday  is  true? 
A.  Tee. 

Q.  That  when  you  have  an  accident^  or  fire^  all  of  the  depart* 
ments  side-track  their  responsibility?    A.  Yes,  sir. 

Q.  What  would  you  suggest  this  to  be,  a  State  or  local  depart- 
ment to  have  chax^e  of  tihis  work  ?  A.  Well^  lihis  is  a  very  difficult 
matter.  I  am  not  in  a  position,  at  the  present  time,  to  offer  a 
judgment. 

I  think  that  for  the  city  of  New  York,  one  centralized  bureau 
would  be  very  effective.  I  know  it  would  be  very  difficult  to 
avoid  confusion  of  jurisdiction,  but  if  we  can  have  8  general 
board  —  if  yon  can  centralize  responsibility  upon  one  department, 
you  will  make  further  progress. 

Q.  Suppose  you  had  a  state  department,  having  in  dhai^  this 
matter,  with  one  superintendent  or  deputy,  or  whatever  you  are 
pleased  to  call  him,  for  New  York  city,  and  one  for  tho  State? 
A.  That  would  be  desirable. 

Q.  Now,  Doctor,  what  have  you  to  suggest  with  reference  to 
the  labor  laws?  Did  you  find  that  'any  of  those  places  used  as 
factories,  were  used  as  sleeping  rooms  ?    A.  Yes ;  we  did. 

Q.  Many  of  them  ?  A.  In  a  number  of  cases.  I  havp  got  the 
definite  data  here.  We  find  that  the  labor  laws  are  very  vague 
and  inadequate,  and  are  left,  at  times,  to  the  discretion  of  the 
Commissioner  of  Labor.  I  appreciate  that  this  is  necessary  in 
some  cases,  but  there  is  need  of  definite  standardization. 

The  provisions  in  the  law  with  respect  to  light,  aanitary  care  and 
comforts  are  neither  specific,  mandatory  nor  standardized.  The 
enforcement  of  these  laws  is  hopelessly  neglected.  I  don't  want 
to  go  on  record  at  all  as  criticising  the  Commissioner.  On  the 
contrary,  I  would  like  to  state  that  I  have  considered  him  one 
of  the  very  best  men  we  have  had  in  recent  years.    But  I  wish 
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to  say  that  fifty-seven  per  cent  of  the  working  population  of  the 
State  of  New  York  is  located  in  the  Greater  City.  Forty  thou- 
sand industrial  establishments  in  the  city  are  inapeoted  by  a 
force  of  fifty-seven  inspectors,  so  that  we  have  not  a  sufficient 
inspectorial  force. 

I  would  suggest  changes  in  the  labor  laws,  making  them  more 
definite,  and  also  an  increase  in  the  force  of  inspectors.  This  is 
a  very  important  matter  which  I  would  like  to  refer  to  the 
Commissioners. 

Now,  there  is  another  thing  I  wish  to  call  to  the  attention  of 
the  Commission,  and  that  is  this:  it  is  very  difficult  to  make  a 
general  standard  of  sanitation  for  all  industries;  in  fact  it  is 
impossible;  it  would  work  an  injustice  in  particular  instances  — 
particular  industries.  It  seems  to  me  that  there  ought  to  be 
some  bureau  —  a  State  Medical  Bureau,  or  Bureau  of  State  Medi- 
cal Inspection,  that  may  be  independent,  or  a  part  of  the  actual 
Labor  Department,  which  should  have  the  power  of  making  sani- 
tary rules  for  the  various  cases,  and  for  the  purpose  of  ascertain- 
ing the  sanitary  conditions;  then,  to  formulate  standards  which 
are  adapted  to  the  conditions  of  each  industry.  In  other  words, 
to  give  its  chief  of  department  the  power,  practically,  of  legisla- 
ting for  the  particular  industries.  A  great  many  employers  of 
labor  find  that  the  general  statute  works  an  injustice  in  specific 
cases.  In  order  to  avoid  this,  we  ought  to  make  provisions  — 
formulate  sanitary  rules  that  will  be  adapted  to  the  various  in- 
dustries, either  the  State  Bureau  of  Medical  Inspection,  or  State 
Medical  Board,  who  should  have  the  power  of  making  these  sani- 
tary rules,  or  formulating  standards.  I  think  that  is  one  way  — 
one  matter  in  which  England  is  ahead  of  us. 

Q.  Do  they  do  that  in  England  ?    A.    In  Great  Britain. 

Q.  How  about  Germany  ?    A.  I  think  in  Germany,  too. 

Q.  Is  there  anything  further,  Doctor,  that  you  desire  to  testify 
to  t  A.  Yes,  sir ;  I  would  like  to  say  something,  generally,  about 
the  lighting  conditions  and  lunch  rooms.  I  would  like  to  submit 
some  statistics,  with  your  permission. 

Mr.  Elkus  :  If  you  will  send  them  to  me,  I  will  have  them  put 
on  the  record. 
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The  Witness  :  I  want  to  call  the  attention  of  the  Commissioners 
to  the  fact  that  only  in  seventeen  per  cent  of  the  shops  inspected 
was  any  attempt  made  to  protect  the  eyes  of  the  operators  from 
glare  by  suitable  shades  and  windows.  Some  sort  of  shade  was 
found  in  466  out  of  1,738  shops  inspected  in  August.  There  were 
eighty-nine  shops  where  they  had  separate  lunch  rooms  provided ; 
that  is,  in  eleven  hundred  and  eleven,  lunch  is  eaten  in  the  shop. 
This  does  not  permit  cleanliness,  and  is  unhealthy  in  many  re- 
spects. I  want  to  say,  too,  that  Mr.  Elliott,  who  made  v  special 
investigation  for  our  Board,  has  recommended  some  simple  devices 
to  prevent  the  eyes 

Q.  (Interrupting)  You  told  us  about  that,  I  think. 

The  VicE-CHAiEMAN :  There  is  one  question  I  have  to  ask; 
what  is  your  idea  of  separating  the  city  from  the  rest  of  the  state  ! 
A.  I  think  the  enforcement  or  administration  of  the  law,  if  it  is 
centralized,  is  more  effective;  but  I  appreciate  that  the  conditions 
in  New  York  are  quite  difficult,  and  that  it  may  be  necessary  to 
have  a  centralized  municipal  department  separate  from  the  depart^ 
ment  for  the  rest  of  the  state.  I  can  easily  aee  the  difficulties 
involved  in  having  a  general  State  Department,  and  not  covering 
NewYork  city  alone;  but  I  believe  the  centralization  is  necessary, 
and  that  centralization  of  responsibility  is  necessary  to  secure 
effective  enforcement. 

The  VioE-CHAiBMAN :  In  other  words,  you  think  a  Commis- 
sioner appointed  for  the  city  of  New  York  would  be  more  responsi- 
ble than  a  deputy  representing  a  man  appointed  from  another  part 

of  the  state  ? 

The  Witness:  It  all  depends  upon  whether  the  Commissioner 
had  all  the  power  necessary. 

The  Vice-chairman:  Assuming  that  he  hadt 

The  Witness:  If  he  had  the  the  power. 

Hr.  Elkus  :  Is  there  anything  further  f 
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By  Commissioner  Dbeieb: 

Q.  May  I  ask  a  question?    A.  Yes. 

Q.  You  say  the  Board  used  indpeetorg  generally.  I  want 
to  know  whether  that  would  be  a  fair  basis  upon  which  to  estimate 
inspections  from  the  factory  inspection  of  a  state  department? 
A.  I  do  not  think  it  would  be  altogether  fair.  In  the  first  place, 
the  work  exacted  from  our  inspectors  is  somewhat  different  in 
character.  They  ought  merely  to  make  an  inspection,  an  investi- 
gation. It  is  not  the  same  kind  of  work;  that  ia  the  work  of  a 
practical  inspector.  Besides,  they  were,  I  think,  a  higher  daas 
of  men  and  women  beoauise  they  were  very  much  interested,  and 
I  am  sure  that  we  could  not  have  paid  them  adequately.  We 
could  not  get  that  same  service  from  other  inspectors. 

Q.  Would  you  have  to  pay  a  higher  salary?  A.  We  would 
have  to  pay  a  higher  salary. 

Q.  A  very  much  higher  salary  if  you  wanted  to  get  that  class 
of  inspection  or  that  type  of  inspector?  A.  Yes,  very  much 
higher  salary. 

There  ought  to  be  a  check  up  all  the  time.  There  ought  to  be 
at  least  two  inspections  a  year.  I  am  very  sure  that  in  many 
of  the  factories  there  has  only  been  an  inspection  once  a  year 
and  in  many  factories  no  inspection  at  all. 

By  (Commissioner  Gompebs: 

Q.  This  Joint  Board  of  the  Employersi^  Association  that  you 
have  spoken  about  in  the  Cloak  and  Suit  Workers,  that  is  the 
result  of  a  controversy?    A,  Out  of  the  last  general  strike. 

Q.  In  both  organizations  ?    A.  In  both,  organizations. 

Q.  And  one  of  the  conditions  of  the  settlement  of  the  dispute 
was  the  arrangement  for  this  mutual  enforcement  of  better  sani- 
tary conditions?    A.  One  of  the  chief  grievances,  in  fact,  one  of 
the  important  grievances  was  the  deplorable  sanitary  conditions 
of  the  shops. 

By  Mr.  Elkus  : 

Q.  It  is  your  opinion  that  this  Joint  Board  of  Sanitary  Con- 
trol—  that  law  at  least  ougjht   to  be  had   creating   an  official 
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board  for  that  purpose?  A.  An  official  board  for  that  purpose, 
Mr.  ElkuSy  because  we  regard  the  standard  of  the  labor  law  as 
very  low  and  we  are  insisting  upon  proper  conditions ;  that  i^  the 
reason  why  we  are  doing  it. 

By  Commissioner  Dseieb: 

Q.  Is  there  any  way  we  could  get  a  board  of  Sanitary  Control 
in  other  industries?  A.  I  think  the  method  can  be  followed  in 
other  industries.  The  ladies  tailoring  industries  of  this  city  has 
accepted  this  as  a  method,  as  a  result  of  the  last  strike. 

Q.  It  would  have  to  involve  the  organization  of  the  workers? 
A.  It  would  have  to  involve  the  organization  of  the  workers,  as 
well  as  the  employers;  you  have  got  to  get  two  strong  organiza- 
tions. 

Q.  Are  all  these  factories  you  iiyvestigated  within  tihe  organ- 
ization of  the  employers  ?    A.    No. 

Q.  They  were  not  ?    A.  No. 

Q.  You  investigated  the  whole  industry?  A.  I  investigated 
the  whole  industry. 

Q.  How  did  you  get  in  ?  A.  We  investigated  the  whole  indus- 
try, and  we  had  the  aid  of  the  Employers'  Association  at  all 
those  factories,  and  had  the  labor  unions  for  the  other ;  the  labor 
unions  did  tremendous  work  for  us. 

Khinelandeb  Waldo,  called  as  a  witness  and  duly  sworn, 
testified  as  follows: 

Examined  by  Mr.  Elkus: 

Q.  Commissioner  Waldo,  you  were  the  head  of  the  Fire  Depart- 
ment for  several  years?  A.  I  was  head  of  the  Fire  Department 
for  a  year  and  a  half. 

Q.  And  prior  to  that  you  had  been  a  deputy  Police  Commis- 
sioner.    A.  Yes. 

Q.  And  while  you  were  Fire  Commissioner  of  the  City  of  New 
York,  did  you  pay  particular  attention  to  the  safety  of  employees 
in  factories  by  reason  of  fire  ?    A.  When  I  became  Fire  Commis- 
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sioner  I  became  impressed  with  the  fact  that  the  City  of  New 
York  had  taken  no  precaution  whatsoever  for  the  prevention  of 
fire&  They  were  spending  about  $8,000,000  a  year  for  the  ex- 
tinguishment of  fires,  but  were  paying  no  attention  to  the  other 
side  of  it.  I  had  in  mind  the  New  England  Factory  Mutuals 
Association,  which  is  an  organization  of  all  the  factories  in  New 
England.  In  the  course  of  thirty  or  forty  years,  by  the  intro- 
duction of  fire  preventative  methods,  they  had  reduced  their  loss 
about  80  per  cent.  I  therefore  believed  that  the  City  of  New 
York  by  the  introduction  of  methods  similar  to  this  could  accom- 
plish very  material  results  towards  lessening  the  fire  losses  in  this 
city.  The  Factory  Mutuals  in  New  England  started  back  in 
about  1830,  if  I  remember  rightly. 

Q.  That  is  the  Association  of  which  Mr.  Gray  is  president? 
A.  I  do  not  know  who  is  president  now.  Towards  1865  or  so  a 
man  named  Edward  Atkinson  of  Boston,  took  up  the  question  in 
a  very  scientific  manner.  He  introduced  the  automatic  fire 
sprinkler,  required  cleanliness  and  eliminated  dangerous  con- 
ditions.   He  reduced  the  losses  about  eighty  per  cent. 

Now,  I  had  in  mind  the  idea  of  adopting  methods  of  the  same 
character  in  the  Department,  and  for  that  purpose  applied  to  the 
Legislature  for  a  bill  which  would  enable  us  to  work  along  these 
lines.  We  know  that  to-day  we  can  build  a  fireproof  building, 
especially  buildings  of  steel  construction  covered  with  concrete. 
One  of  the  best  examples  of  a  fireproof  building  is  this  Asch  build- 
ing fire,  where  the  building  waa  very  little  damaged,  and  yet 
over  a  hundred  persons  lost  tiieir  lives.  Therefore,  there  is  some- 
thing beyond  the  question  of  a  mere  fireproof  building. 

The  first  thing  to  take  up  is  the  question  of  cleanliness  in  the 
workshops  of  tailors,  carpenters  or  other  trades  that  leave  highly 
inflanmiable  clippings  or  ehavinga  Clippings  and  shavings  should 
be  collected,  and  floors  kept  absohitely  dean. 

The  next  thii^  for  us  is  to  get  a  prompt  notice  of  a  fire. 
Many  cases  have  been  known  in  this  city  where  a  fire  has  burned 
for  several  hours  confined  in  a  room  before  it  has  broken  out. 
These  fires  could  very  probably  have  been  stopped  if  prompt  notice 
had  been  given.    That  is  best  done  by  a  complete  system  of  watch- 


BHINELAin>BB  Waijk).  187 

men,  or  by  a  system  of  automatic  fire-alann.  In  tkis  connection^ 
I  think,  premises  not  occupied  at  night  should  be  equipped  with 
an  automatic  system  of  fire  alarms  to  give  prompt  notice  of  a  fire. 

The  fire  having  occurred,  then  comes  the  question  of  the  escape 
of  the  people,  and  also  the  question,  if  possible,  of  putting  out  the 
fire  in  its  incipiency.  The  automatic  sprinkler,  for  example,  in  a 
building,  will  in  practically  all  cases  extinguish  a  fire  at  its  start. 

Q.  May  I  interrupt  you  for  a  moment?  Would  you  recommend 
that  in  buildings  above  a  certain  number  of  stories,  and  having  a 
certain  size,  automatic  sprinklers  be  made  mandatory?  A.  I  would 
recommend  that  they  be  made  mandatory  in  all  buildings  where  the 
nature  of  occupancy,  and  the  number  of  persona  employed  there 
for  labor,  and  where  the  kind  of  building  might  render  it  necessary. 
Of  course,  there  are  several  variable  factors  there,  so  you  have  to 
leave  that  question  more  or  less  to  judgment.  In  tall  buildings 
where  there  are  few  people  employed,  and  where  they  have  ample 
means  of  fire-escapes,  of  couiBe  this  would  not  be  so  important 
as  in  the  case  of  the  same  character  of  building  occupied  by  tailors 
and  dressmakers,  who  have  large  rnxmberB  of  people  employed. 
That  would  require  a  sprinUer  Ayetem  to  insure  safety. 

The  next  thing  is  the  question  of  the  escape  of  people.  The 
safety  of  people  cannot  be  left  entirely  to  the  outside  fire-escapes. 
The  outside  fire-escapes  in  many  cases  in  New  York  city  are  inade- 
quate. The  ideal  type  is  that  which  is  called  the  tower  fire-escape. 
The  tower  fire-escape  consists  of  an  enclosed  stairway  built  in  one 
comer  of  the  building,  having  no  connection  whatsoever  with  the 
building,  and  requiring  people  who  want  to  ^use  it  to  go  out  of  the 
building  onto  a  balcony  and  come  in  again  <m  tibe  stairway,  eo 
the  stairway  cannot  be  filled  with  smoke. 

Q.  The  stairways  are  inside,  independent  of  the  elevator?  A. 
Independent  of  the  elevator. 

Q.  And  the  balcomy  on  whidh  lihey  are  is  outftide  the  building  t 
A.  Is  outside  the  building.  They  have  no  connection  with  the 
building.  A  man  steps  out  of  a  building  on  the  balcony 
and  then  steps  in  again  to  a  seperate  section  of  the  building  and 
to  ihe  stairway.  In  many  cases,  buildings  are  so  full,  and 
employ  so  many  people,  that  escapes  are  not  really  adequate.  In 
that  case  the  best  practice  is  to  have  the  building  divided  into  fire- 
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proof  compartments  by  fireproof  walls,  tlie  openings  being  as  few 
as  possible,  and  those  covered  by  self-^losii^  doors,  the  fire  itself 
releasing  a  fusible  metal  spring.  That  is  the  best  means  of  insur- 
ing the  safety  of  people,  because  people  can  get  away  from  the 
fire  right  into  the  next  room  or  building  and  can  then  go  down 
another  stairway.  Each  one  of  those  compartments  should  have  an 
independent  stairway  so  as  to  make  it  a  really  independent  building. 

By  Conmiissioner  Gompebs: 

Q.  Such  as  structural  bulkhead?  A.  Structural  bulkhead  or  fire- 
proof wall,  with  fireproof  doors  which  are  released  by  means  of  the 
fire  itself  burning  a  fusible  metal  connection.  That  is  really  about 
the  best  type  of  building  you  can  get  for  the  work.  Too  little  atten- 
tion has  been  paid  in  this  city  to  the  safety  of  people.  Fire 
insurance  companies  have  never  interested  themselves  at  all  in  the 
safety  of  the  people,  but  have  devoted  their  entire  attention  to  the 
safety  of  the  building;  so  that  this  subject  is  left  to  the  Legislature. 

I  wish  to  call  attention  in  that  connection  to  another  thing 
that  I  believe  this  Commission  should  devote  attention  to,  and 
that  is  to  over-insurance,  especially  insurance  of  personal  property. 
There  are  many  cases  where  arson  has  been  found  to  have  been 
caused  by  over-insurance.  A  man  goes  to  an  insurance  company 
and  insures  his  property  for  more  than  it  is  worth  and  then  has 
a  fire.  This  has  caused  many  suspicious  fires  in  this  city  and 
should  be  considered.  A  company  ^ould  not  be  allowed  to  insure 
goods  for  more  than  they  are  actually  worth.  It  is  an  encourage- 
ment to  crime.     It  is  very  dangerous. 

By  Mr.  Elkus: 

Q.  What  else  have  you  to  state,  Commissioner?  A.  I  think 
that  in  any  buildings  where  a  large  number  of  people  are  employed, 
the  adoption  of  the  methods  I  have  suggested,  that  is  to  say,  pre- 
cautions against  a  fire  spreading  without  it  being  known,  precau- 
tion to  eztingmsh  at  its  incipiency,  and  the  insistance  on  buildings 
being  of  more  or  less  fireproof  construction  so  that  it  will  not  burn 
rapidly,  would  be  desirable. 

I  would  further  suggest  a  proper  means  of  escape  by  stairways 
of  fireproof  construction,  or  having  the  building  divided  into  fire- 
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proof  compartments,  the  latter  being  really  the  best  means.  Many 
buildings  in  New  York  are  fireproof,  yet  the  people  could  not  be 
gotten  out  within  a  reasonable  time  on  the  present  fire-escapes.  A 
fire  drill  is  valuable  and  should  be  adopted,  but  in  many  eases 
this  would  be  impractical  for  the  reason  that  fire-escapes  are  not 
large  enough  for  the  number  of  people.  I  believe  that  more  benefit 
would  come  by  buildings  having  fire  protection  and  adequate  means 
of  escape  rather  than  in  the  drill  itself.  The  drill  should  be  a 
secondary  consideration. 

By  the  Vios-Chaibman  : 

Q.  Conmiissioner,  what  do  you  think  of  the  suggestion  of  giving 
to  the  Fire  Commissioner  the  power  to  close  up  a  factory  building 
when  he  finds  that  the  owners  failed  to  comply  with  the  require- 
ments of  law,  similar  to  that  which  is  now  given  to  the  Health 
Department  and  the  Tenement  House  Department?  A.  I  think 
that  the  Fire  Commissioner  should  have  that  power.  A  building 
may  be  perfectly  safe  when  employed  for  one  purpose  and  may 
become  dangerous  when  employed  for  another.  A  man  may  build 
a  loft  building  and  use  it  for  offices,  and  it  may  be  perfectly  safe, 
and  the  next  day  he  may  turn  the  building  into  a  factory  employ- 
ing several  thousand  people,  and  it  would  become  unsafe  and  a 
menace  to  life.  Therefore  the  Fire  Commi^oner  should  have 
some  authority  which  he  might  exercise  promptly  and  allow  the 
owner  afterwards  to  take  the  matter  up  in  the  courts  to  determine 
whether  or  not'  he  had  the  right  to  use  the  building  for  purposes 
dangerous  to  life. 

Q.  But  while  a  litigation  is  pending A.  (Interrupting) 

While  the  litigation  is  pending  the  building  should  be  dosed.  Pro- 
vision ought  to  be  made  to  have  litigation  of  that  character  pro- 
ceeded with  promptly,  in  justice  to  the  owner  of  the  building. 

By  Mr.  Elkus: 

Q.  Commissioner,  in  the  Fire  Department  you  inspect  fire- 
escapes  in  factory  buildings  or  make  certain  inspections  with  a 
view  of  ascertaining  that  fire-escapes  are  provided  and  are  proper; 
that  is  about  all  you  do,  isn't  it  f  A.  The  Fire  Department,  under 
the  present  law,  has  no  control  over  fire-escapes ;  that  is,  when  I 
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say  the  present  law,  I  should  say  the  law  that  was  in  force  when  I 
was  in  the  Fire  Department;  the  Fire  Department  had  no  control 
over  fire-eseapes.  Hiere,  all  buildings  except  tenement  houses, 
came  under  the  general  supervision  of  the  Borough  President: 
tenement  houses  came  under  the  supervision  of  the  Tenement 
House  Commission,  and  factories  were  controlled  under  the  gen- 
eral supervision  of  the  Borough  President,  and  also  imder  the 
supervision  of  the  State  Factory  Inspector. 

Q.  What  had  the  Rre  Department  to  do  with  reference  to  fire- 
escapesy  or  with  reference  to  inq)ecting  buildings  at  all  that  were 
used  as  factories?  A.  The  Fire  Department  had  no  control  —  no 
obligation  to  take  any  cognizance  of  the  lack  of  fire-escapes  on 
btuldings.  However,  while  I  was  Fire  Commissioner,  I  had  an 
inspection  made. 

Q.  By  firemen?  A.  By  firemen  through  the  city,  which  dis- 
closed a  most  deplorable  state  of  affairs,  the  fire-escapes  in  most 
all  cases  were  absolutely  inadequate — in  some  oases  so  inadequate 
as  to  be  almost  criminal. 

Q.  What  did  you  find  as  to  the  absence  of  fire-escapes  when 
there  ought  to  be  some?  A.  Very  prevalent,  and  where  present, 
they  were  of  such  a  type  and  character  as  to  be  almost  negligible; 
for  instance,  in  this  so-called  Asch  Building,  the  fire-escapes  there 
could  not  have  enabled  the  people  to  escape  in  hours. 

Q.  You  mean,  it  would  have  taken  hours  in  that  case  for  the 
fire-escapes  to  have  rendered  safety  for  the  people?  A.  Taking 
the  number  of  people  employed  there,  and  taking  the  fire-escapes 
as  they  existed,  it  would  have  taken  hours  and  not  minutes. 

Q.  If  they  could  have  got  to  them?  A.  If  they  could  have 
got  to  them.  Outside  of  that,  this  building  was  built  in  such  a 
way  that  when  the  shutter  was  open,  the  fire-escape  was  closed. 

Q.  That  is  the  iron  shutters?  A.  That  is  the  iron  shutters 
closed  in  such  a  way  as  to  close  them  up  if  there  was  a  fire. 

Q.  And  when  the  men  and  women  got  out  on  the  balcony 
they  were  in  a  trap?    A.  They  were  in  a  trap. 

Q.  And  unable  to  be  taken  down?    A.  Yes. 

Q.  Will  you  please  tell  me  what  the  duties  of  the  Fire  Marshal 
are?  A.  The  Fire  Marshal  is  a  criminal  investigator;  he  investi- 
gates a  fire  for  the  purpose  of  determining  if  any  criminality  is 
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uttached,  and  bringing  to  justice  any  offenders  who  may  have 
conunitted  a  crime. 

Q.  What  records  does  he  keep?  A.  He  keeps  a  record  of  all 
fires  and  their  origin^  as  far  as  they  can  be  ascertained^  the  actual 
nature  of  the  fire  and  the  damage,  etc. 

Q.  Commissioner,  what  is  your  opinion  with  reference  to  en- 
deavoring to  educate  both  employers  and  employees  with  reference 
both  to  the  prevention  of  fire  and  escape  in  case  of  fire,  by  means 
of  either  documentary  methods  or  by  means  of  lectures^  illustrated 
lectures?  A.  I  do  not  think  that  this  is  the  solution  of  the  prob- 
lem. I  think  the  eolution  of  the  problem  is  to  prevent  a  fire,  and  to 
give  to  a  man  such  method  of  escape  so  that  he  may  escape  with- 
out difficulty.  I  do  not  think  you  can  place  much  reliance  on 
drills,  because  you  are  apt  to  find  in  the  danger  and  excitement 
the  system  goes  to  pieces.  I  do  not  think  it  is  possible  for  men  and 
women,  in  a  moment  of  excitement,  to  disregard  danger. 

Q.  Then  by  prevention  do  you  mean,  from  what  you  said,  that 
the  principal  means  of  prevention  is  the  enforced  cleanliness? 
How  about  smoking?  A.  Smoking  is  one  of  the  things  you  can- 
not prohibit.  If  you  have  cleanliness  you  eliminate  the  danger 
of  smoking. 

Q.  In  department  stores,  I  understand,  in  the  city  of  New  York, 
it  is  a  rule  which  is  enforced  that  no  employee  may  carry  a 
match  into  a  building.  A.  Well,  they  may  have  a  rule,  but  it 
would  be  impossible  to  enforce. 

Q.  Well,  I  was  told  by  the  head  of  one  of  the  department  stores 
last  night,  that  they  never  had  any  trouble  with  their  employees, 
w'ho  number  thousands,  in  smoking  in  the  building.  A.  They 
may  prohibit  their  employees  from  smoking,  but  in  many  establish- 
ments you  will  find  that  they  do  smoke. 

Q.  They  do  it  anyway?    A.  They  do  it  anyway. 

Q.  But  you  believe  that  in  cases  where  the  floors  have  been  kept 
clean  and  regularly  swept  up  several  times  a  day,  and  rubbish  put 
in  fireproof  receptacles,  a  great  proportion  of  diangeraus  firee  would 
be  eliminated?  A.  And  also  the  introduction  of  fire  sprinklers 
which  would  put  a  fire  out  at  its  incipiency. 

Q.  An  automatic  fire  eprinkler  system  ?  A.  Yes.  Another  su^ 
gestion  in  working  out  this  question  is  the  question  of  waste,  which 
flhould  also  be  kept  in  fireproof  receptacles,  as  should  anything  that 
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may  caufie  a  fire.  In  chflmical  warehousee,  chemicalB  which  com* 
bining  together  will  cause  a  fire,  should  be  kept  apart,  or  in  such 
a  way  that  they  cannot  combine. 

Q.  How  about  the  Fire  Department  or  some  other  department 
issuing  instructions  What  to  do  in  case  of  fire,  or  what  means  to  use 
to  escape  when  a  building  is  on  fire?  Should  an  owner  or  lessee  of 
a  building  be  required  to  issue  printed  instructions  to  its  employees 
what  to  do  in  case  of  fire,  how  to  escape?  A.  I  think  that  the 
most  you  could  hope  to  gain  along  these  lines  would  be  the  issuance 
of  diagrams  similar  to  those  now  used  in  the  theatre  program. 

Q.  Showing  all  the  exits?    A.  Showing  all  the  exits. 

Q.  And  then  designate  the  exits  by  paint,  red  paint?  A.  By 
some  color  or  some  sign,  and  also  to  have  the  exits,  when  they 
are  used,  lead  to  somewheres  where  a  man  can  get  ont  Many  of 
the  exits  now  lead  to  wells,  and  to  have  a  man  come  down  into  the 
end  of  a  shaft  would  not  put  him  in  any  better  position  than  he 
was  when  he  started. 

Q.  He  would  be  in  a  blind  alley,  a  trap?  A.  He  would  be 
in  a  blind  alley,  or  some  place  where  he  could  not  get  out, 

Q.  Now  that  leads  to  this  question.  Would  it  be,  in  your 
opinion,  advisable  that  even  before  the  plans  of  a  building  are 
approved  finally,  they  should  be  submitted  to  the  Fire  Department 
to  pass  upon  the  adequacy  of  the  fire-escapes?  A.  I  believe  they 
most  assuredly  should. 

Q.  You  think  that  would  not  lead  to  too  much  delay  ?  A.  Not 
necessarily. 

Q.  You  mean  that  a  duplicate  of  them  could  be  submitted? 
A.  Or  there  might  be  a  representative  of  the  Fire  Department 
in  the  Building  Department  to  go  over  them  at  the  same  time. 

Q.  Or  some  person  in  the  Building  Department  could  be 
equipped,  I  suppose,  on  the  subject  with  sufficient  knowledge  to 
pass  upon  the  fire-escapes?  A.  I  think  it  would  be  best  to  have 
a  representative  of  the  Fire  Department  there. 

Q.  In  the  Building  Department?    A.  Yes. 

Q.  And  his  signature  of  approval  would  be  required  before  the 
plans  would  be  authorized?    A.  Exactly. 

Q.  Now,  Commissioner,  there  has  been  considerable  discussion 
here  on  the  part  of  the  Labor  Department  and  others,  which  show 
that  according  to  the  Labor  Department's  representative,  that  the 
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inspection  of  the  buildings  is  divided  among  three  or  four  different 
departments,  and,  therefore,  the  responsibility  ie  divided.  A. 
That  is  the  case. 

Q.  What  is  your  opinion  as  to  some  centralized  bureau  to  be 
created  for  that  purpose  to  cover  the  State,  and  with  a  Commis- 
sioner, a  superintendent  of  inspection  with  headquarters  in  New 
York  city,  and  one  for  the  rest  of  the  State?  A.  I  think  it  would 
be  a  very  desirable  enactment. 

Q.  Some  kind  of  an  adequate  inspection  department  that  would 
cover  the  ground?    A.  Yes,  sir. 

Q.  You  would  approve  of  such  a  thing?  A.  Yee,  I  certainly 
would. 

By  the  Vioe-Chaibman  : 

Q.  Commissioner,  there  was  a  suggestion  made  yesterday  that  it 
would  be  a  good  idea  to  link  loft  buildings  together  by  bridges 
in  the  rear.  What  do  you  think  of  that?  A.  Where  it  can  be  done, 
the  idea  is  good,  but  usually  not  practicable. 

Q.  On  account  of  the  distance  apart?  A.  On  account  of  the 
distance  apart,  and  on  account  of  the  question  of  protection  of  one 
building  from  the  other,  and  so  forth.  It  is  not,  as  a  rule,  a 
practical  suggestion,  but  if  the  building  itself  is  divided  by  fire- 
proof bulkheads,  even  a  narrow  building,  take  a  25-foot  loft  build- 
ing, or  a  50  foot  loft  building  that  goes  through  the  center  as 
they  do  in  many  cases  to-day,  where  two  houses  are  divided. 

Q.  (Interrupting)  Across  the  middle?  A.  Across  the  middle, 
I  should  say,  by  a  fireproof  wall,  and  that  have  such  as  I  describe, 
a  stairway  at  each  end  —  that  alone  should  be  sufficient  protection. 

Q.  Would  not,  after  all,  a  sprinkler  system  be  about  the  best 
method  of  preventing  fire?  A.  The  sprinkler  system  is  one  of 
the  best  methods  of  preventing  fire,  but  aside  from  that,  in  all 
oases  where  a  fire  occurs  there  should  be  some  means  of  escape. 
The  question  of  the  safety  of  human  life  should  be  first,  above 
the  monetary  consideration. 

By  Commissioner  Gompebs  : 

Q.  The  sprinkler  system  would  be  a  protection  during  the  time 
when  the  employee  would  not  be  at  the  establishment?  A.  The 
sprinkler  system  is  a  protection  at  all  times. 
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Q.  Yes,  but  I  refer  to  a  fire  —  it  would  be  eagily  discovered, 
or  very  readily  be  discovered  during  the  day  when  the  employees 
were  there  in  the  establishment?  A.  The  sprinkler  system,  by  a 
jet  of  water  right  on  the  fire  where  it  starts,  renders  it  impossible 
for  the  fire  to  progress.  If  tiho  Asdh'  Building  h<ad  been  equipped 
with  a  fire  sprinkler  system,  probably  there  would  h«ave  been  no 
loss  of  life. 

Q.  Speaking  of  this  sprinkler  system,  is  the  entire  system  safe- 
guarded by  patents  and  in  the  hands  of  a  limited  number  of  per- 
sons? A.  No,  there  is  nothing  in  it  that  can  be  patented.  It 
consists  merely  of  a  pipe  with  faucets. 

By  Mr.  Elkus: 

Q.  It  is  patented,  isn't  it?  A.  There  are  ten  or  twelve  systems 
of  it.     Anybody  can  design  a  system. 

Q.  Have  you  ever  heard,  Commissioner,  that  there  was  a  trust 
in  the  sprinkler  systems?  A.  I  have  heard  of  trusts,  but  there 
are  many  systems,  and  the  fact  also  remains  that  you  can  make  one 
yourself. 

Q.  Have  you  ever  been  informed  that  there  was  some  kind  of  a 
gentleman's  understanding  among  the  various  sprinkler  systems 
to  keep  up  the  price  ?  A.  I  have  never  gone  into  it  at  all,  because 
the  firet  fact  I  got  to  was  that  anybody  could  make  one.  Whether 
the  existing  manufacturers  have  an  understanding  or  not  seems 
to  me  to  lose  all  force  from  the  fact  that  any  plumber  can  make 
one.     The  only  thing  patented  is  the  sprinkler  head. 

Q.  That  is  patented?  A.  They  are  all  patented,  and  you  can 
go  oujt  and  get  another  patent  on  one.  It  simply  consists  of  a 
faucet  covered  with  a  plug,  which  is  held  in  place  by  a  spring 
wkich  is  in  turn  kept  in  place  by  a  piece  of  fusible  metal.  The 
minute  tkat  fusible  metal  melts,  the  springs  releases  and  the  cap 
falls  off  and  discharges  the  water  either  against  a  plate  to  dis- 
tribute it  or  against  the  ceiling.     Anybody  can  design  one. 

By  the  Vice-Chaibman  : 

Q.  Must  the  fire  really  touch  the  fuse  or  will  the  heat  melt  it? 
A.  The  fires  does  not  have  to  touch  the  fuse.     It  melts  at  quite 
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a  low  temperature^  I  forget  the  exact  temperature,  but  they  get  it 
down  very  low  now. 

By  Commissioner  Gompsbs: 

Q.  At  least  it  has  been  testified  here,  150  degrees  Fahr.  A.  I 
think  they  can  get  it  down  to  that  point;  of  course,  it  depends  on 
the  metal  used. 

By  Mr,  Elkus: 

Q.  With  reference  to  these  sprinklers,  has  it  come  to  your  knowl- 
edge, or  did  it  come  to  your  knowledge  when  you  were  Commis- 
sioner, that  the  insurance  companies  recommended  certain  sprinklers 
to  be  put  in  a  building,  and  if  they  were  not  put  in  they  would 
not  reduce  the  rates  of  insurance?  A.  When  I  was  Fire  Com- 
missioner I  never  paid  any  attention  to  the  insurance  companies. 
I  found  that  they  did  not  take  any  interest  in  the  protection  of 
human  life,  and  after  all,  that  was  what  we  were  most  interested  in. 

I  would  insist  upon  the  building  being  equipped  with  a  system 
which  would  protect  life,  regardless  of  any  other  consideration. 
All  the  insurance  company  cares  about  is  to  have  a  man  comply 
with  their  laws. 

By  Commissioner  Dbeieb: 

Q.  What  would  you  do  to  insure  safety  of  life  in  these  blocks 
along  West  Broadway  and  Wooster  Street  where  they  are  old 
buildings,  and  where  they  come  up  close,  within  a  few  feet 
in  the  back,  and  a  fire-escape  runs  down  to  a  blind  alley  ?  What 
would  you  do  to  remedy  such  conditions?  A.  In  the  first  piace, 
people  should  not  be  allowed  to  work  in  a  building  where  the 
conditions  are  dangerous.  These  people  {Should  also  be  required 
to  put  in  proper  escapes  or  stop  using  their  buildings  for  factory 
purposes.  Much  might  further  be  accomplished  along  the  lines 
of  safety  by  sprinklers  and  proper  fire-escapes.  In  some  cases 
they  might  have  to  use  a  better  type  of  building  for  factory 
purposes. 

Q.  Then  I  would  like  to  know  about  putting  fireproof 
walls  in  present  buildings;  could  that  be  done?  A.  Yes,  in  a  good 
building  it  could  be  done. 
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Q.  It  could  be  done?  A.  The  building  ought  to  be,  though,  of  a 
good  type  of  construction.  It  should  only  be  permitted  in  a  build- 
ing of  a  good  type  of  construction.  A  building  which  by  its 
structural  character  is  unfitted  for  manufactiu-ing  purposes,  should 
not  be  allowed  to  be  used  for  that  purpose. 

By  the  Viob-Chaibman  : 

Q.  What  about  old-fashioned  buildings  with  wooden  beams, 
could  nothing  be  done  there?  A.  A  sprinkler  system  would  do  a 
good  deal,  with  the  introduction  of  balcony  fire-escapes. 

Q.  These  fire-escapes  you  spoke  of,  are  they  established  in  a  lot 
of  buildings  satisfaotorily  ?  A.  A  building  or  property  not  aidopt- 
iug  them  should  be  limited  in  the  number  of  people  they  employ 
on  a  floor.  I  believe  any  building  liable  to  fire  should  limit  the 
number  of  people  employed  on  a  floor.  If  a  building  is  owned  by 
a  man  and  he  does  not  want  to  put  in  proper  fire-escapee,  then  I 
think  he  should  be  limited  in  the  use  to  which  it  is  to  be  put. 

By  Mr.  Elkus: 

Q.  Are  you  familiar.  Commissioner,  with  the  provisions  of  ths 
SuUivam-Hoey  bill  ?  A.  I  am  in  a  general  way.  It  was  pafieed 
after  I  left  the  Department,  so  I  did  not  read  all  of  its  provisions, 
but  in  a  general  way  I  am  familiar  with  it. 

Q.  Would  you  like  to  say  anything  to  the  Commissioner  with 
reference  to  that  bill?  A.  As  I  recollect  the  bill,  I  read  it  before 
it  was  enacted;  I  do  not  know  what  modifications  were  made  to  it 
since,  but  as  I  read  the  original  draft,  I  believe  the  bill  to  be  an 
excellent  one. 

Q.  But  you  do  not  know  how  it  has  been  changed  ?  A.  I  do  not 
know  how  it  has  been  changed. 

Q.  Now,  are  you  familiar  with  the  number  of  buildings  that  have 
been  erected  in  the  last  ten  years,  west  of  Fifth  Avenue  and  be- 
tween 8th  and  23rd  and  34th  Streets;  are  you  familiar  with 
tiiose  buildings  ?    A.  Yee. 

Q.  They  are  ten  and  twelve,  and  sometimes  sixteen  stories  high  ? 
A.  Yes,  sir. 

Q.  What  observations  have  you  to  make  with  reference  to  those 
buildings  as  now  erected  as  to  fire?    A.  That  those  buildings  should 
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be  divided  by  some  kind  of  a  fireproof  wall  where  people  could 
get  from  one  side  to  the  other  and  have  time  to  get  out  If  one 
side  was  on  fire  they  could  get  to  the  other  side  of  it  and  be  cut 
off  absolutely  from  the  part  that  was  burning.  These  buildings 
are  a  great  menace  as  they  stand  to-day. 

Q.  They  are.  You  think  they  should  have  a  sprinkler  system 
and  fire  walls?  A.  Some  kind  of  proper  fire-escape  that  could  be 
made  safe;  that  could  be  made  practically  safe. 

Q.  And  also,  if  rules  as  to  cleanliness  are  obaerved?  A.  Also 
that. 

Mr.  Elkus:  Have  the  Commissioners  any  other  questions? 

By  Commissioner  Gompebs: 

Q.  It  has  been  generally  admitted  by  the  gentlemen,  who  have 
testified  before  this  Commission,  that  there  is  considerable  division 
of  responsibility  in  the  enforcement  of  existing  law  for  buildings 
and  fire,  safety  of  life  and  property,  etc.  The  question  was  asked 
one  of  the  witnesses,  who  expressed  his  belief  that  if  a  conference 
was  held,  either  annually  or  semi-annually  in  New  York  or  any 
other  city  of  the  State  where  the  representatives  of  the  executives 
of  the  various  departments  in  cities  of  the  first  and  second  dass^ 
together  with  the  Conmiissioner  of  the  Department  of  Labor,  the 
Police  Commissioner,  the  Fire  Conunissioner,  the  Fire  Chief,  the 
Conuiiission.er  of  the  Building  Department,  or  the  Health  Depart- 
ment, etc.,  for  the  purpose  of  comparing  notes  and  having  dis- 
cussions; and  perhaps  formulating  propositions  for  further  legisla- 
tion for  the  protection  of  life  and  property  and  sanitation,  that  it 
might  be  a  good  idea.  What  is  your  opinion  of  it,  generally,  as 
expressed?    A.  Of  the  idea  of  such  a  conference? 

Q.  Yes,  sir.  A.  I  think  it  is  a  good  one,  but  I  think  this  Com- 
mission right  here  could  bring  before  the  Legislature  a  bill  which 
would  rectify  existing  conditions  and  make  them  as  they  should 
be  without  any  further  conferences,  by  giving  its  time,  as  I  take 
it  they  are  doing,  to  this  subject,  and  I  think  they  ought  to  put 
it  in  such  a  form  that  the  legislature  could  pase  a  bill  which  would 
protect  life. 
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Mr.  Elkus:  Thank  you  very  much.  Commissioner.  I  would 
like  to  ask  the  Commission  to  remain  a  little  longer,  as  I  have  two 
witnesses  who  are  ahort. 

Commissioner  Gompebs  :  The  Commission  is  perfectly  satisfied. 

Mr.  Elkus  :  I  will  be  as  brief  as  I  can* 

Benjamiit  C.  Mabsh,  a  witness  called  by  the  Commission, 
being  duly  sworn,  testified  as  follows : 

By  Mr.  Elkus: 

Q.  Mr.  Marsh,  you  represent  the  Commission  on  Congestion? 
A.  Yes,  but  I  am  speaking  to-day  entirely  in  a  private  capacity, 
however. 

Q.  You  desire  to  address  the  Committee  for  a  few  moments 
upon  some  bill?  A.  Yes,  and  with  reference  to  some  methods  of 
safeguarding  conditions  in  factories,  if  I  may. 

Q.  Now,  will  you  be  as  brief  as  you  can,  because  the  Commis- 
sioners are  sitting  over  their  time.  I  know  you  have  been  here 
waiting  to  be  heard,  but  I  have  got  two  other  witnesses  I  want  to 
hear  this  afternoon.  A.  We  have  been  able  to  visit  only  about 
100  factories  approximately  in  upper  and  lower  Manhattan  and  in 
the  western  part  of  Brooklyn.  Most  of  the  recommendations  I 
want  to  make  are  those  which  are  made  by  the  official  of  the  city 
Oomonission  on  Congestion,  the  puiblication  of  whidi  I  have 
brought  with  me  at  their  request. 

Q.  What  are  their  recommendations?  A.  There  are  many 
figures  there  as  to  the  conditions  found  by  the  Congestion  Commis- 
sion. Among  their  recommendations  was  one  which  they  thought 
jftiould  be  put  into  operation  immediately  for  reasons  which  I  will 
putline  very  briefly.  First,  that  although  many  safeguards  could 
be  made  as  to  factories'  conditions,  nevertheless  there  is  very  great 
safeguarding  in  factories  by  a  bill  we  introduced  at  the  present 
8eeB>ion  of  the  legislature,  or  the  session  of  the  legislature  that  has 
just  closed,  to  carry  out  the  Commission's  recommendations.  The 
present  allowance  of  250  cubic  feet  in  factories,  we  think,  should 
be  made  500  cubic  feet  in  factories.     After  consultations  with 
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members  of  the  Legislature  and  with  the  Commissioner  of  Labor, 
that  was  reduced  to  350,  because  they  thought  they  could  not 
enlarge  it  inunediately. 

Chicago  requires  tihe  provision  of  500  cubic  feet  for  every  em- 
ployee in  the  factory  during  the  working  day  in  the  d'aytime,  and 
the  reason  for  the  immediate  enactment  of  this  ie  the  fact  that  al- 
though you  will  ultimately  get  in  your  partition  walls,  it  will 
take  several  years  to  do  it  properly.  In  many  factories  a  less  al- 
lowance is  made  than  even  250  cubic  feet.  For  instance,  in  such 
a  factory  as  we  visited  on  the  East  Side  a  few  weeks  ago,  the  only 
means  of  entrance  and  egress  is  the  fire-eecape.  There  are  no 
outside  fire-escapes,  and  no  elevators,  and,  of  course,  it  i«  regular 
square  fire-escapes,  so  people  can  get  out  and  get  in. 

The  time  I  was  in  they  were  just  under  the  required  limit  of 
250  cubic  feet  in  one  of  the  floors,  but  they  admitted  they  were 
not  working  full  capacity  at  that  time. 

On  the  other  hand,  even  if  you  get  sprinklers  or  fire-escapes,  or 
elevator  service,  it  is  very  doubtful  —  or  very  probable,  if  I  may 
put  it  in  this  way  —  that  the  people  who  are  working  in  the  f  ac* 
tories  will  get  scared,  and  you  cannot  get  them  out  safely  if  they 
are  struck  with  panic;  and,  as  the  hygienists  testified  before  the 
Congestion  Commission,  500  cubic  feet  of  air  space  is  necessary 
for  sufficient  ventilation. 

I  believe  the  ventilation  bill  was  also  defeated  at  the  present 
session  of  the  l^islature,  and  it  will  take  five,  if  not  ten  years,  to 
get  adequate  ventilation  in  the  factories,  I  am  informed.  I  will 
not  go  into  the  reasons  why  the  bill  was  not  enacted,  only  to  ex- 
press the  strong  hope  that  this  Commission  will  recommend  that 
we  provide  500  cubic  feet;  if  necessary  that  this  be  done  by  gradual 
steps  —  850  feet  next  year  or  400,  and  a  larger  number  the  follow- 
ing year  or  two  years  after  that,  so  that  ultimately  we  will  have  the 
adequate  provision  of  500  cubic  feet  of  air  space  during  the  work- 
ing day  —  that  is  the  day  itself,  and  a  larger  amount  at  night,  as 
required  in  the  present  law. 

The  second  recommendation  is  that  fireproof  stairways  should 
be  provided. 

The  third  one  was  also  one  recommended  in  this  city  by  the 
Commission  on  Congestion,  that  every  building  over  four  stories 
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or  50  feet^  to  be  occupied  as  a  factory,  loft,  warehouse,  or  other 
miscellaneous  building  be  of  fireproof  construction. 

The  fourth  recommendation  of  the  Congestion  Commission  bear- 
ing on  your  deliberations  is  that  there  should  be  at  the  rear  of  every 
factory  or  loft  hereafter  erected,  a  yard  from  the  ground  up,  across 
the  entire  width,  the  yard  to  be  at  least  ten  feet  in  depth  and 
always  ten  per  cent  of  the  depth  of  the  lot — if  it  is  120  feet  deep, 
12  feet  wide. 

Then  there  seems  to  be  no  reason  why  you  should  complicate 
the  problem,  as  in  Manhattan,  by  constructing  twenty  or  twenty- 
three  story  loft  buildings.  Chicago  has  limited  buildings  to  200 
feet.  The  mayor^s  first  Building  Code  Bevieion  Commission  has 
recommepaded  a  limitation  to  a  cubage  of  174  times  the  area  of  the 
lot.  That  is;  app(roximately,  176  feet,  and  some  of  the  factory 
and  loft  buildings  are  260  feet,  approximately  —  from  200  to 
260  feet 

The  Commission  recommends,  and  I  second  the  recom- 
mendation—  that  the  heights  of  factories  in  the  out- 
lying boroughs  be  limited,  because  I  take  it  you  are  concerned 
with  the  future  construction  of  factories  as  well  as  the  effort  to 
remove  some  of  the  dangers  existing  to-day  in  Manhattan  and  the 
other  boroughs. 

Finally,  I  would  suggest  — you  will  inform  me,  Mr.  Chairman, 
if  I  misunderstand  the  scope  of  your  investigation.  I  think  you 
are  tiaking  in  working  conditions  as  well  as  fire  precaution  and  fire 
dangers? 

Q.  Oh,  yes.  A.  We  would  recommend  that  New  York  city 
should  do  as  is  done  in  Vienna,  and  several  Geiman  cities,  Dussel- 
dorf  and  Munich,  prohibit  absolutely  the  location  of  factories  in 
certain  sections  where  their  presence  is  a  menace  to  the  entire 
community.    I  want  to  srubmit  one  recommendation 

Commissioner  Qompebs  :  Before  you  leave  that,  what  character 
of  industries  have  you  in  mind  in  regard  to  such  a  recommenda- 
tion? 

The  Witness:  Well,  I  would  recommend  that  no  more 
factories^  for  instance,  be  permitted  in  sections  where  land  values 
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are  so  great  that  you  have  got  to  have  overcrowding,  or  at  least 
factories  which  are  a  nuisance.  In  Vienna,  you  oannot  locate  any 
kind  of  factory  in  certain  districts. 

Commissioner  Gompbbs:  That  is  for  economic  reasons? 

The  Witness:  For  economic  reasons,  for  the  welfare  of  the 
workman. 

Q.  Would  any  statute  that  created  any  such  distinction  be  con- 
stitutional? A.  I  do  not  know.  If  not,  then  the  Constitution 
ought  to  be  amended,  because  it  is  against  the  human  constitution 
to  have  such  conditions  as  exist  in  New  York  today. 

Q.  We  are  authorized  to  suggest  remedial  legislation,  but  not  the 
amendment  of  the  Constitution.  A.  Then  you  are  crippled  in  the 
necessary  carrying  out  of  prevention  of  fire  hazards,  probably,  in 
many  respects.  You  want  suggestions  as  to  what  seems  to  be  a 
feasible  way,  and  if  you  care,  I  will  submit  the  building  regula- 
tions of  the  foreign  cities. 

Q.  We  will  be  very  glad  to  have  them.  A.  I  would  like,  since 
you  are  taking  up  the  question  of  wages,  to  make  another  recom- 
mendation of  the  Congestion  Commission. 

Q.  We  have  not  anything  to  do  with  wages.  A.  Pardon  me;  I 
heard  one  reference  to  a  minimum  wage. 

Q.  The  lady  spoke  about  it,  but  we  cannot  suggest  anything 
about  that,  I  take  it. 

Commissioner  Gompebs:  I  take  it  that  the  Commission  will 
consider  it,  as  to  its  scope,  when  the  question  arises. 

The  Witness:  May  I  submit  a  recommendation? 
Q.  Surely. 

Commissioner  Gompebs:  I  donH  think  we  will  object  to  your 
making  a  recommendation  to  the  Commission.  Of  course  you  will 
kindly  be  brief. 

The  Witness  :  It  is  the  creation  of  an  Industrial  Commission 
for  Kew  York  city,  composed  of  three  persons,  one  to  be  nominated 
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by  the  Employers'  Association  of  the  city,  one  by  the  labor  unions 
of  the  city,  and  one  by  the  nwayor;  and  all  to  be  appointed  by  the 
mayor,  which  will  investigate  labor  conditions  and  wages» 

Q.  Th<at  is  what  is  known  as  the  New  Zealand  method,  isn't  it? 
A.  A  municipal  commission.  I  think  it  is  followed  in  German 
cities.  New  Zealand  has  a  State  Conunittee  of  Mediation  and 
Arbitration,  but  recognizing  the  problems  in  New  York  city,  the 
Commission  recommended  a  local  commission,  which  would  be  on 
the  job  all  the  time,  stopping  the  warfare  which  is  continually 
going  on. 

Commissioner  Gompebs:  That  is  not  only  a  proposition  of 
wages 

The  Witness:  For  all  conditions. 

Commissioner  Gompebs:  It  interjects  another  proposition 
which  is  highly  controversial  in  character. 

Q.  We  have  not  anything  to  do  with  that.  A.  It  is  not  com- 
pulsory arbitration  at  all.  This  was  one  recommended  and  en- 
dorsed by  a  number  of  labor  unions  and  others. 

Commissioner  Gompebs:  And  attacked  by  nearly  everybody 
else.     I  do  not  think  it  would  be  profitable  just  now. 

The  Witness:  I  must  dissent  from  that  statement,  Mr. 
Chairman. 

Commissioner  Gompebs  :  And  I  reiterate  it. 

The  Witness:  The  eighth  recommendation  is  this:  you  are, 
of  course,  requiring  the  manufacturer  to  go  to  a  good  deal  of 
expense  in  making  his  conditions  of  manufacturing  safer.  For 
instance,  a  tower,  a  fire  tower,  has  been  suggested.  That  would 
mean,  if  a  man  puts  up  a  $5,000  fire  tower,  under  your  present  sys" 
tem  of  taxation,  you  punish  him  for  safeguarding  his  employees  by 
a  tax  of  about  $80  a  yoar ;  and  suppose  you  require  that  he  had  500 
cubic  feet,  that  is  nearly  50  per  cent  additional  to  the  amount  of 
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rent  he  will  have  to  pay.  Again,  you  punish  the  manufacturer  for 
the  benefit  of  the  landowner,  and  because  of  the  direct  relation  of 
this  problem,  which  was  recognized  by  the  Congestion  Commission, 
I  feel  that  it  would  be  incumbent  that  you  recommend  the  reduc- 
tion of  the  tax  rate  on  buildings  and  some  economic  encouragement 
to  the  man  who  is  required  to  safeguard  his  employees. 

Q.  In  other  words,  if  a  man  was  required  to  do  these  things  he 
ought  to  have  a  reduction  of  his  taxes?  A.  A  uniform  lower  rate 
of  taxation  on  buildings,  otherwise  you  simply  make  him  pay  more 
for  the  benefit  of  the  landowner. 

Those  are  the  main  points  which  I  would  like  to  submit,  with  a 
copy  of  this  bill,  Mr.  Chairman. 

Aabon  Goldbebg,  called  as  a  witness  and  being  duly  sworn, 
testified  as  follows: 

By  Mr.  Elkus  : 

Q.  What  is  your  businesB  ?    A.  Human  hair  manufacturer. 

Q.  Where  is  your  place  of  business?    A.  48-58  Mangin  Street. 

Q.  That  is  at  the  corner  of  what  street?    A.  Delancey. 

Q.  How  long  have  you  been  in  business  there?    A.  Two  years. 

Q.  How  many  people  do  you  employ?  A.  At  present,  about 
thirty-five. 

Q.  Thirty-five  people?     A.  Yes. 

Q.  Men  and  women?    A.  Yes. 

Q.  Are  you  working  now  full  or  half  the  usual  force?  A. 
About  fuU. 

Q.  About  full!  A.  Yes. 

Q.  How  large  a  place  have  you  got  for  your  business  —  how 
large  is  your  factory?    A.  Fifty  by  100. 

Q.  You  have  one  loft,  50  by  100?     A.  Yes. 

Q.  Do  you  occupy  the  whole  loft?     A.  Yes. 

Q.  And  is  it  divided  up  into  an  office  or  anything?  A.  Just  a 
little  space  for  an  office. 

Q.  A  little  space  for  an  office?    A.  Yes. 

Q.  What  do  you  make  human  hair  out  of  ?  A.  Out  of  Italian 
hair,  German  hair  and  Chinese  hair. 
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Q.  That  is,  this  hair  is  shipped  to  you  from  Italy,  from  Germany 
aud  from  China?    A.  Yes. 

Q.  And  when  it  gets  into  your  place  has  it  a  powder  on  it  to 
preserve  it?  A.  Well,  it  has  been  disinfected  before  it  comes  in, 
and  it  has  nothing  else  on. 

Q.  Nothing  else  on  but  what?  A.  Except  it  might  have  a 
little  dye  on  it. 

Q.  Have  you  got  any  toilets  in  your  place?     A.  Four. 

Q.  When  wbb  your  place  hat  inspected  by  the  Labor  Depart- 
ment?   A.  About  two  weeks  ago. 

Q.  Was  that  by  Miss  O'ReiUy?    A.  Yes.  f 

Q.  That  is  the  inspection  you  mean?    A.  Yes. 

Q.  Was  it  ever  inspected  before  that?  A.  Yes;  about  two 
months  ago,  I  believe. 

Q.  Two  months  ago?    A.  Yes. 

Q.  By  a  factory  inspector?     A.  Yes. 

Q.  He  went  all  through  it?    A.  Yes. 

Q.  Were  the  conditions  as  they  were  when  Miss  O'Reilly  exam- 
ined it  about  two  weeks  ago,  or  a  week  ago,  the  same  as  they  were 
when  the  inspector  examined  the  factory?    A.  Yes. 

Q.  Have  not  changed  any?    A.  No. 

Q.  The  condition  of  the  floor  was  just  the  same  ?  A  Yes. 

Q.  How  often  do  you  clean  your  place?    A.  Every  day. 

Q.  Do  you  mean  to  say  that  the  hair  and  other  material  on  the 
floor  is  the  result  of  one  day's  work?    A.  Yes,  sir. 

Q.  It  gets  as  dirty  as  that  every  day?  A.  Yes;  we  sweep  twice 
a  day,  in  fact 

Q.  Sweep  twice  a  day?     A.  Cannot  keep  it  clean. 

Q.  How  about  the  condition  of  the  fire-escapes?  A.  They  are 
all  clean.     We  have  two  doors  going  out. 

Q.  Did  you  read  Miss  O'Reilly's  testimony  about  her  examina- 
tion of  your  place?    A.  No. 

Q.  You  did  not  read  it?    A.  No. 

Q.  You  have  an  open  fire,  in  a  comer,  have  you,  a  coal  fire? 
A.  Yes- 

Q.  What  do  you  bum  on  that  fire  —  what  do  you  use  it  for? 
A.  We  have — ^  there  is  an  asbestos  drying  room  with  tin  inside, 
and  we  dry  the  hair  there. 
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Q.  Do  the  men  and  women  eat  their  lunch  in  this  room?  A. 
No. 

Q.  Where  do  they  eat?  A.  They  all  go  home;  they  live  right 
near,  except  one  or  two. 

Q.  Is  not  there  a  pile  of  stuif  on  the  floor,  dirt  and  powder  all 
piled  up  —  you  did  not  see  that?  A.  No.  There  was  probably  a 
bag  of  dirt  carried  out  eveiy  afternoon. 

Q.  Is  there  a  dressing  room  there?     A.  Yes. 

Q.  Where  was  it?     A.  In  a  comer. 

Q.  Did  Miss  O'Reilly  see  it?    A.  Yes. 

Q.  Are  the  dyes  boiled  there  in  kettles  over  this  fire?  A.  No; 
it  is  merely  to  dry. 

Q.  What  do  you  do  there  with  this  hair  as  it  comes  in  from  the 
foreign  countries  ?    A.  It  is  according  to  what 

Q.  What  do  you  make  out  of  it?  A.  According  to  what  coun- 
tries.    If  it  comes  from  China  we  disinfect  it  again,  clean  it. 

Q.  What  do  you  disinfect  it  with?  A.  Muriatic  acid,  soda, 
ammonia. 

Q.  A  solution  of  that?    A.  Yes,  sir. 

Q.  That  you  wash  the  hair  with  ?  A.  It  is  washed  in  probably 
fifteen  waters. 

Q.  The  Chinese  hair?  A.  Then  it  is  bleached  and  washed 
again,  and  washed  again,  and  dyed,  and  washed  again. 

Q.  Then  what  else  happens  to  it?  A.  Then  the  people  work 
at  it,  dry  it  out,  and  people  work  at  it. 

Q.  What  do  they  do  with  it  —  make  it  into  wigs?  A.  First 
they  straighten  it  out  by  the  men,  then  it  goes  over  to  the  girls, 
and  they  make  coronets  and  pompadours  and  wigs. 

Q.  And  if  it  is  not  Chinese  hair  it  is  not  disinfected  again? 
A.  If  it  is  not  Chinese  hair  it  is  not  disinfected. 

Q.  Is  it  just  made  up  without  further  disinfection?  A.  Oh, 
yes,  it  is  washed. 

Q.  Is  there  an  odor  from  these  kettles  where  the  dyes  are 
boiled  or  mixed  ?    A.  No. 

Q.  No  odor  ?    A.  No. 

Q.  When  do  your  people  begin  work,  and  when  do  they  stop? 
A.  Eight  o'clock  in  the  morning. 

Q.  When  do  they  stop  ?  A.  Six  o'clodc. 
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Q.  Do  you  employ  girls  and  boys  or  girls  and  men  ?  A.  Girls 
and  men. 

Q.  Any  girls  under  sixteen  years  of  age?  A.  Yes;  I  guess 
about  one  or  two. 

Q.  Any  under  fourteen  ?    A.  No,  sir. 

Commissioner  Gompebs:  You  were  asked'  by  counsel  whether 
there  is  any  odor  out  of  this  muriatic  acids  and  ammonia;  is  it 
possible  to  have  these  acids  and  ammonia  without  having  an 
odor,  a  smell? 

The  Witness  :  Well,  of  course,  there  is  a  smell.  I  do  not  know 
what  you  mean  by  odor. 

Q.  There  is  a  smell  ?     A.  Yes. 

Q.  There  is  a  smell  from  the  hair  itself,  isn't  there  ?  A.  There 
is  no  smell. 

Q.  Isn't  there  a  powder  in  the  hair  in  which  it  is  packed  which 
is  in  the  air  all  the  time  ?  A.  No,  sir. 

Q.  Did  not  Miss  O'Keilly  see  it  there  and  call  your  attention 
to  it  ?  A.  I  do  not  know  what  she  did. 

Q.  Did  not  she  call  your  attention  to  the  toilets  and  show  you 
they  were  dirty  ?   A.  They  were  not  dirty. 

The  Vioe-Chaibman :  What  is  this  white  powder?  A  litte 
while  ago  you  said  it  was  a  disinfectant.    What  is  it  ? 

The  Witness.  I  never  mentioned  white  powder. 

The  Chaibman:  Counsel  asked  you  at  the  beginning  of  your 
testimony  what  tihe  white  powder  was,  and  you  said  it  was  a 
disinfectant. 

Q.  Yes;  you  said  they  came  in  a  powder  because  they  were 
disinfected  before  they  got  here.  A.  No;  there  might  be  a  dye 
on  the  hair.   • 

Q.  On  the  hair?  A.  Yes;  from  China,  but  I  do  not  see  any 
powder,  but  when  they  come,  the  hair,  we  unpack  them  from  the 
case,  when  they  come  from  China ;  we  see  a  little  like  dust  on  it ; 
there  is  no  powder. 
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Q^  That  dust  when  you  take  out  the  hair  goods  fills  the  air, 
the  room  is  full?  A.  No,  we  clean  it  right  away  with  muriatic 
acid. 

Q.  You  donH  mean  you  clean  it  off  the  hair  ?  A.  We  put  it  in 
the  tubs. 

Q.  When  you  take  it  out  of  the  boxes  does  it  not  circulate  in 
the  air?    A.  No,  sir,  because  there  is  not  so  much  dye. 

Ciommissioner  Gompebs:  Have  you  got  a  ventilating  fan  of 
any  kind  in  the  factory  ? 

The  Witness  :  No ;  we  have  about  eighteen  windows. 

Commissioner  Dbeieb  :  Would  a  ventilating  fan  help  when  you 
shake  out  the  hair? 

The  Witness  :  We  don't  shake  it. 

Commissioner  Dbeieb  :  Whatever  they  were  doing,  is  not  there 
any  way  of  protecting  the  person  who  does  iftiat  thing  from 
getting  all  that  stuff  ? 

The  Witness:  No. 

Commissioner  Dbeieb  :  You  donH  know  of  any  way  ? 

The  Witness:  No. 

Q.  How  long  have  you  been  in  business,  Mr.  Qoldberg?  A. 
Seven  years. 

Q.  How  old  are  you?    A.  Twenty-five. 

Q.  Been  in  business  for  yourself  seven  years?  A.  No;  been 
in  business  myself,  in  the  human  hair  business  five  years. 

Q.  In  the  same  place  ?    A.  195  Bowery. 

Q.  Before  that?    A.  Yes. 

The  Vice-Chaibman  :  What  was  the  character  of  the  dirt  in 
the  bag? 
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The  Witness:  Papers^  you  know,  gathered  up  from  the  floor, 
swept  up.  A  man  takes  it  every  afternoon,  comes  up  for  it,  be- 
cause there  is  no  way  of  putting  it  in  the  hall.  It  has  to  set 
inside  and  be  taken  downstairs.  The  boys  take  it  out  of  the  bag 
to  the  street. 

The  Viob-Ohaibman :  Where  do  you  prepare  the  dyes? 

The  Witness  :  We  have  a  little  room. 

Commissioner  Gompess:  In  that  same  loft? 

The  Witness  :  Yes. 

The  Vioe-Chaibman  :  That  is  not  all  one  room  then  ? 

The  Witness:  It  is  one  room,  just  only  a  few  boards,  a  little 
walL 

The  Vice-Chaieman :  What  is  the  wall  built  of? 

The  Witness:  A  few  boards. 

The  Vice-Chaibman  :  Does  it  run  from  ceiling  to  floor  ? 

The  Witness  :  Just  about  five  feet. 

The  Vice-Chaibman:  Is  there  a  smell  that  comes  from  the 
dye  stuff  ? 

The  Witness  :  There  is  no  smell  from  dyeing. 

Q.  Do  you  mean  to  say  that  a  dye  has  no  smell  at  all  with 
muriatic  acid  in  it?    A.  There  is  no  muriatic  acid  in  the  dye. 

Q.  What  is  in  the  dye  ?  A.  Well,  I  don't  know  what  it  is ;  it 
is  dye. 

Q.  You  boil  this  dye?  A.  Yes;  but  there  is  a  window  right 
there  that  draws  it  right  out. 

Q.  Boil  it  over  the  open  flre?    A.  Yes. 
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Q.  The  pot  has  no  cover?    A.  It  has  a  cover;  the  air  takes  it 
right  out. 

Oommissioner  Gompebs  :  This  disinfectant  consists  of  muriatic 
acid,  ammonia  and  what  else  ! 

The  Witness  :  Washing  soda. 

Commissioner  Gompebs:  The  disinfection  of  the  hair^  the 
operation  is  on  that  same  loft,  isn't  it  ? 

The  Witness:  Yes;  it  is  about  twenty  five  feet  away  from 
the  people,  where  they  work. 

Commissioner  Gompebs:  But  in  the  same  room? 

The  Witness  :  Yes. 

Commissioner  Gompebs:  And  in  the  same  loft? 

The  Witness  :  Yes. 

Commissioner  Gompebs:  And  isn't  there  considerable  smell? 

The  Witness:  No  smell  whatever. 

Commission  Gompebs:  With  muriatic  acid? 

The  Witness:  No  smell  at  all  unless  you  go  near  it. 

Commissioner  Gompebs:  Well,  of  course,  the  nearer  you  get 
to  it,  the  surer  you  are  there  is  a  smelL 

The  Witness  :  They  disinfect  this  near  the  windows,  and  our 
windows  are  wider  than  these  here. 

Q.  Are  they  always  open  ?    A.  Always  open. 

Q.  In  cold  weather  ?  A.  In  cold  weather. 

Q.  Never  dose  them  up?  A.  We  have  plenty  of  stoves  in 
there. 
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Q.  Do  you  mean  to  tell  the  Commission  you  do  not  close  these 
windows  in  the  coldest  weather  ?    A.  Coldest  weather ;  no,  sir. 

Commissioner  Dreibb:  You  mean  the  windows  above  the 
boilers! 

The  Witness:  All  of  them. 

Q.  All  the  windows  are  wide  open?  A.  Not  wide  open  when 
it  is  very  cold,  but  they  are  open  all  the  time. 

Q.  You  mean  all  your  eighteen  windows  are  open  partially 
all  the  time  in  all  weather  ?  A.  Except  two  where  the  doors  are, 
fire-escapes;  they  are  not  open. 

Q.  Those  two  are  closed  where  the  fire-escapes  are?  A.  Not 
locked,  but  just  merely  closed. 

The  Vice-Chaibman  :  The  pots  you  will  boil  the  dye  in  are 
over  in  the  comer  with  a 

The  Witness  :  (Interrupting)  Right  outside  near  the  window. 

The  Vice-Chaibman  :  With  a  few  boards  around  it  that  do 
not  go  all  the  way  to  the  ceiling? 

The  Witness  :  No. 

The  Vice-Chaibman:  And  the  window  carries  off  the  smell? 

The  Witness  :  Yes. 

The  Yioe-Chaibman  :  What  happens  when  the  wind  is  coming 
in  the  window Never  comes  in? 

The  Witness  :  Never  comes  in. 

The  Vice-Chaibman  :  The  wind  never  blows  that  way  ? 

The  Witness:  Not  on  the  other  way  in,  because  it  is  a 
comer ;  it  is  a  corner  window  and  draws  it  right  out.  If  the  wind 
blows  this  way  it  goes  out  the  other  way;  either  way  the  wind 
blows  it  blows  right  out. 
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Samuel  Shapibo,  called  as  a  witneBS    and    being    sworn, 
testified  as  follows : 

£j  Mr«  Elkus: 

Q.  What  is  your  name  ?    A.  Samuel  Shapiro. 

Q.  And  your  business  is  what?     A.  Candy  manufacturer. 

Q.  Where  is  your  place  of  business?  A.  48  and  50  Mangin 
Street. 

Q«  That  is  in  the  same  building  with  the  last  witness?  A. 
Yes ;  comer  of  Delancey. 

Q.  And  you  are  two  lofts  below  his  ?    A.  I  have  got  a  loft. 

Q.  What  floor  is  it  on  ?    A.  Three  lofts  above  his. 

Q.  What  floor  is  it  on  ?    A.  On  the  &th,  seven  flights  up. 

Q.  And  you  manufacture  candy  there?   A.  Tes. 

Q.  How  long  have  you  been  there?  A.  It  is  going  to  be  a  year 
in  February, 

Q.  Where  1^  ere  you  before  that?    A.  2^97  Cherry  Street. 

Q.  How  many  people  do  you  employ  there  in  manufacturing 
candy?    A.  From  ten  to  fifteen. 

Q.  Girls  or  men  ?  A.  About  ten  girls  and  two  men.  Always  two 
men,  and  girk  sometimes  more  and  sometimes  less. 

Q.  Now,  Mr.  Shapiro,  what  do  you  do  with  your  candy,  sell 
it?    A.  Yes,  sir. 

Q.  Where  do  you  sell  it,  on  the  East  Side,  in  the  neighborhood 
or  what  ?   A.  In  the  city,  and  some  out  of  town. 

Q.  Sell  it  to  retailers  ?   A.  Wholesalers  only. 

Q.  You  are  a  wholesaler  ?    A.  I  sell  to  wholesalers  only. 

Q.  And  they  in  turn  sell  to  candy  stores  ?   A.  To  the  retailers. 

Q.  What  kind  of  candy  do  you  manufacture?  A.  Jelly  goods 
and  chocolates,  jelly  goods  dipped  in  chocolate. 

Q.  ITow,  this  dipping  in  chocolate  is  done  by  a  girl,  isn't  it? 
A.  Yes,  sir. 

Q.  And  she  does  it  with  her  hands  ?    A.  Yes,  sir. 

Q.  She  takes  the  jelly  in  her  hands  and  dips  it  in  the  bowl  of 
chocolate  and  moves  it  around?  A.  The  chocolate  is  placed  on  a 
big  marble.  The  girla  are  sitting  there.  They  take  the  jelly  in 
their  hands  and  dip  it. 

G 
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Q.  Is  your  loft  divided  off  by  partitions  or  is  it  all  open  space  ? 
A.  What  do  you  mean,  it  is  divided  by 

Q.  Yes ;  is  it  divided  by  a  wall  ?    A.  By  a  wall ;  yes. 

Q.  How  is  it  divided  —  have  you  got  an  oflSce  there?  A.  I 
have  got  in  the  corner  an  office  and  store. 

Q.  An  office  and  storeroom,  or  stockroom  and  the  rest  of  it 
is  all  open  ?   A.  All  open,  yes. 

Q.  That  is  where  the  girls  and  the  men  are  ?   A.  Yes. 

Q.  Do  they  eat  their  meals  there  at  lunch  time  ?  A.  Some  of 
them  are  going  down  and  a  couple  of  them  are  eating  upstairs. 

Q.  That  is  they  eat  right  where  they  work  i    A.  Some  of  them. 

Q.  Are  the  toilets  in  the  same  part  of  the  building?  A.  On 
one  side  of  the  building. 

Q.  In  an  open  space?  A.  No;  there  is  a  partition  for  the 
toilets. 

Q.  You  mean  there  is  a  partition  around  each  toilet?  A, 
(Interrupting)  No. 

Q.  But  the  door  to  the  toilet  opens  right  into  the  place  where 
they  make  the  candy  ?  A.  No.  The  door  opens  right  in  the  par- 
tition; after  you  pass  the  partition  you  go  in  the  room.  The 
partition  is  where  the  storeroom  is. 

Q.  The  toilets  are  next  to  the  storeroom  and  office?  A.  Yes; 
and  then  there  is  a  partition. 

Q.  It  is  right  adjoining  the  place  where  the  candy  is  made? 
A.  Yes. 

Q.  Where  is  the  sink?  A.  The  sink  is  in  the  shop  where  they 
work. 

Q.  They  wash  their  hands  when  they  walk  to  the  place  where 
the  candy  is  made  ?    A.  The  candy  is  made  farther  up. 

Q.  I  mean  there  is  no  partition  between  them  ?    A.  No. 

Q.  Is  there  any  dressing  room?    A.  Yes. 

Q,  Where  is  that?    A.  Near  the  window. 

Q.  Is  it  partitioned  off?     A.  Yes. 

Q.  Or  is  it  a  curtain?    A.  Partitioned  off. 

Q,  Wooden  partition?    A.  Yes. 

Q.  How  large  is  it?    A.  It  is  about  ten  feet  square. 

Q.  Ten  feet  square?    A.  Yes,  sir. 
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Q.  Anything  else  in  it  but  the  dressing  room  ?  la  it  used  for 
anything  else?    A.  Used  for  nothing  else. 

Q.  And  that  opens  right  into  the  candy  place?    A.  Yes,  sir. 

Q.  Where  the  candy  is  made?    A.  Yes. 

Q.  Is  there  a  door  to  it  ?    A.  Yes. 

Q.  Now,  Mr.  Shapiro,  when  were  you  last  inspected  by  the 
Factory  Department  ?    A.  About  two  weeks  ago. 

Q.  That  is  this  inspection  by  Miss  O'Reilly  ?  ■  A.  Two  days 
before  Miss  O'Reilly. 

Q.  Two  days  before  she  was  there?   A.  One  or  two  days. 

Q,  What  was  the  name  of  the  inspector?  A.  He  signed  his 
name  there,  I  do  not  know. 

Q.  Were  the  conditions  the  same  when  this  inspector  of  the 
Factory  Department  was  there  as  they  were  when  Miss  O'Reilly 
came  two  days  later  —  you  had  not  changed  any?  A.  About 
the  same. 

Q.  I  mean  it  was  just  as  clean  or  just  ns  dirty  as  it  was  ?  A. 
I  mean  it  —  well,  it  was  —  I  don't  remember  the  day  when  Miss 
O'Reilly  was  there.  I  think  it  was  Monday,  and  Saturday  we 
cleaji  up  all  the  place  —  and  every  place  —  I  think  he  was  there 
Monday. 

Q.  You  clean  up  every  Saturday,  do  you?  A.  Saturday  it  is 
cleaned  in  a  general  way,  and  it  is  cleaned  every  evening,  every- 
thing is  cleaned  up  —  not  as  on  Saturday.  Saturday  it  is  all 
washed. 

Q.  Once  a  week  you  wash  it?  A.  Yes,  and  every  evening  we 
clean  the  floor,  scrub  it,  and  take  off  the  jelly  because  that  sticks, 
is  sticky. 

Q.  All  during  the  day  it  is  sticky  ?  A.  Yes ;  and  evenings  we 
clean  it  up. 

Q.  How  do  you  clean  it,  with  soap  and  water  or  just  sweep, 
it  ?  A.  Every  day  it  is  scrubbed  with  a  scraper,  and  sweep  it  out. 
Saturdays  we  wash  it  all  off  with  hot  water  and  sawdust. 

Q.  You  mean,  during  the  day,  if  a  person  walks  in  there  he 
feels  the  stuff  on  the  ground  ?    A.  Might  get  some  jelly. 

Q.  Candy  and  jelly  on  the  ground,  and  you  can  notice 

The  candy  is  boiled  there,  isn't  it,  over  an  open  fire  ?    A.  Yes. 
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Q.  That  fire  is  where,  out  close  to  the  toilets?  A.  That  fire 
is  forty-five  feet  away. 

Q.  Forty-five  feet  from  the  toilet.  And  the  jelly  that  is  boiled 
in  these  pots  bubbles  over  on  the  outside  of  the  potf  A.  No; 
never  comes  over,  the  pot  is  so  big,  and  it  is  cooked  so  little  it 
would  not  boil  over. 

Q.  As  you  walk  in  there  you  notice  every  day  after  an  hour 
or  so  that  the  floor  is  covered  with  this  jelly  stuff,  don't  you? 
A.  No. 

Q.  Don't  your  feet  strike  it  ?    A.  No. 

Q.  You  say  every  evening  it  is  scraped  off  ?   A.  Yes. 

Q.  Where  does  it  come  from?  A.  The  girls  when  they  work 
drop  some  jellies  on  the  floor,  and  it  is  so  soft,  if  you  step  on  it 
it  gets  smashed. 

Q.  You  say  it  just  comes  from  the  girls  working  on  the  tables  ? 
A.  Yes ;  they  cut  it  with  knives,  and  water  gets  down  there. 

Q.  And  paper  and  other  things  and  dirt,  so  that  after  a  couple 
of  hours  this  floor  is  dirty  with  jelly  and  paper  and  water?  A. 
Not  all  of  it ;  sometimes  it  is  a  little  dirty  in  the  place  where  they 
work. 

Q.  Well,  they  work  all  over  it,  don't  they  ?  A.  No ;  they  only 
work  in  some  places. 

Q.  Are  not  their  tables  all  over  the  open  space  outside  of  the 
stockrooms?    A.  Yes. 

Q.  The  tables  are  there  where  they  work;  well,  isn't  there 
some  way  of  stopping  this  dirt  from  getting  on  the  floor?  A. 
There  is  no  way  of  stopping  it. 

Q.  How  often  do  you  have  the  toilets  cleaned  ?  A.  The  toilets 
are  cleaned  —  they  are  always  clean,  but  on  Saturday  we  wash 
them. 

Q.  Do  you  wash  them  any  other  day  but  Saturday  —  once 
a  week  you  wash  all  the  place,  on  Saturday  ?  A.  Yes. 

Q.  How  about  the  girls  themselves,  are  their  dresses  all  full 
of  jelly  and  candy?  A.  No;  they  wear  aprons;  in  the  evening 
they  take  them  off. 

Q.  Are  the  aprons  full  ?  A.  Well,  the  dippers,  they  get  some- 
times some  chocolate  on  the  clothes. 

Q.  That  is  the  girls  who  use  their  hands?    A.  Yes,  sir. 
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Q.  They  take  the  jelly  in  their  hands  and  put  chocolate  on  by 
dipping  it  in  there?    A.  Yes. 

Q.  Do  they  wash  their  hands-  every  day  ?  A,  Several  times 
during  the  day,  when  they  get  up  they  wash  their  hands,  they 
have  to. 

Q.  Because  they  are  full  of  chocolate  ?   A.  Yes. 

Q.  But  I  mean  when  they  come  in  the  morning,  do  they  wash 
then  —  that  is,  I  mean  before  they  go  to  to  work?  A.  Before 
they  start  to  work. 

Q.  Do  you  see  them  wash  them  ?   A.  Yes,  sir. 

Q.  Do  you  supply  the  soap?  A.  Soap,  I  am  supplied  by  a 
towel  supply  company.  Every  Wednesday  they  bring  soap  and 
towels. 

Q.  Once  a  week  you  get  towels  and  soap  ?   A.  Yes,  sir. 

Q.  And  that  lasts  for  a  week?    A.  Yes,  sir. 

Q.  For  how  many  girls  ?  A.  There  are  ten  girls. 

Q.  How  many  towels  are  brought  every  Wednesday?  A. 
Eight. 

Q.  Eight  towels  for  ten  girls  for  a  week  ?    A.  Yes,  sir. 

Q.  And  this  candy  that  these  girls  put  the  chocolate  on  with 
their  hands,  that  is  sold  to  men  and  women  and  children  to  eat, 
isn't  it  ?   A.  Yes,  sir. 

Commissioner  Dbxieb:  Do  you  require  the  girls  to  wash  their 
hands  after  they  leave  the  toilet  before  they  go  back  to  work  on 
the  candy  ? 

The  Witness  :  They  do. 

Commissioner  Dreieb:  But  you  have  made  no  requir^nent? 
You  have  never  instructed  them  thai;  that  should  be  done? 

The  Witness  :  I  guess  they  always  wash  their  hands. 

Commissioner  Dbeieb:  I  want  to  ask  whether  you  consider 
those  toilets  clean. 

The  Witness:  Well,  that  was  the  middle  of  the  week  alto- 
gether, and  we  clean  them  Saturdays  —  they  were  cleaned. 
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By  Mr.  Elxus: 

Q.  You  mean  that  they  came  in  the  middle  of  the  week,  and 
if  they  had  waited  till  Saturday  it  would  have  been  clean  ?  A.  It 
was  dean.    The  water  was  working  there  all  right. 

Q.  I  know,  but  the  place  was  dirty  outside?  A.  Not  on  the 
floor.    They  get  their  shoes  with  jelly  and  go  in  there. 

Q.  They  carry  the  dirt  and  jelly  from  the  floor  into  the  toilet 
and  it  stayed  there  until  Saturday  ? 
No  response. 

By  Commissioner  Gk>MPER9 

Q.  Of  course,  you  understand  that  it  is  a  delicacy,  particu- 
larly which  girls  and  children  partake  of.  Do  you  mean  that  if 
such  conditions  were  known  to  exist,  people  would  be  encouraged 
to  eat  candy  made  under  such  circumstances?  A.  It  is  dipped 
with  the  hands  on  marble;  that's  the  way  they  make  chocolates 
all  over  the  country  —  with  their  hands,  just  the  same  as  they 
work  in  my  place  and  the  biggest  houses  in  the  city. 

By  Mr,  Elkus  : 

Q.  How  long  have  you  been  in  the  business  ?  A.  I  am  three 
years  in  candy  business. 

Q.  What  business  were  you  in  before  ?  A.  I  worked  in  another 
business. 

Q.  Where  did  you  work?  A.  I  worked'  for  the  Bethlehem  Steel 
works. 

Q.  At  Bethlehem,  Pennsylvania  ?    A.  Yes. 

Q.  How  long  have  you  been  in  this  country  ?    A.  Eleven  years. 

Q.  Did  you  ever  hear  of  their  wearing  gloves,  rubber  gloves  in 
the  first-class  candy  factories?  A.  I  got  girls  which  they  work 
in  the  first-class  candy  factories.  I  pay  them  $11  a  week  where 
they  were  getting  $8  in  other  places  and  they  use  the  same  thing 
in  my  place  what  they  did  in  other  places.  They  can't  learn  in 
my  place.    I  only  get  them  out  of  big  houses. 

Q.  Where  did  you  learn  the  trade  of  candy  manufacturing? 
A.  I  was  in  with  a  partner  and  he  was  a  candy  maker  for  twenty- 
five  vears. 
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Q.  That  is  where  you  learned  it  ?  A.  Yes. 

Q.  What  do  you  consider  the  best  factory  for  making  candy 
in  the  city?   A.  Henry  Heidig;  I  got  two  girls  from  there. 

Q.  Did  you  ever  hear  of  Huyler's  factory?  A.  Yes;  I  think 
I  got  a  girl  from  Huyler's.   I  got  one  from  Park  &  Tilford's. 

Q.  Don't  you  know  that  in  all  of  those  factories  the  girls  us© 
rubber  gloves  ?    A.  They  don't  use  no  gloves  to  dip  chocolates. 

Q.  How  do  you  know?  You  never  were  in  them,  were  you? 
A.  No. 

Q.  Don't  you  know  in  those  factories  the  floors  are  always 
clean?  A.  Yes,  they  clean  them  just  the  same.  The  man  goes 
around  and  scrubs  off  when  it  falls  down. 

Q.  He  does  it  instantly  when  it  falls  down  ?    A.  Yes. 

By  Commissioner  Dbeieb: 

Q.  How  often  were  the  copper  bowls,  the  bowls  in  which  you 
put  the  jelly,  washed  ?  A.  Those  copper  bowls  were  always  dean. 
Whenever  we  take  out  the  sugar,  we  got  Auch  a  big  knife  all  the 
candy  goes  out. 

Q.  AU  the  candy  is  cleaned  out  by  a  knife  ?   A.  Yes. 

Q.  But  never  with  hot  water  and  soap  and  soda  or  anything 
like  that?    A.  It  was  washed  out  once  or  twice  a  week. 

By  Commissioner  Gompebs:  (Acting  Chairman)   Any  further 
questions  ? 

Mr.  Elkus  :  No,  that  is  all. 

Thereupon  an  adjournment  was  taken  to  Friday,  October  13th, 
at  10 :30  a.  m. 


New  Yobk,  October  13th,  1911. 

BuDOLPH  P.  MiLLEB^  called  as  a  witness,  and  being  duly 
sworn,  testified  as  follows: 

Examined  by  Mr.  Elktjs  : 

Q.  Will  you  state  to  the  Commission  the  position  which  you 
told  in  the  city  government?  A.  I  am  now  Superintendent  of 
Buildings  of  the  Borough  of  Manhattan,  City  of  New  York. 
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Q.  How  long  have  you  been  such  ?  A.  Since  tke  let  of  Janu- 
ary, 1910. 

Q.  What  is  your  profession?  A.  I  am  civil  engineer  by 
profession. 

Q.  Have  you  been  more  or  leas  familiar  with  building  con- 
struction during  your  professional  life?  A.  Yes;  I  have  been 
identified  with  building  construction  entirely  since  1894. 

Q.  Now,  what  jurisdiction  has  your  Department  with  reference 
to  factory  buildings,  their  construction,  fire-escapes,  and  exits 
in  those  buildings,  aad  staircases  and  matters  of  that  kind  ?  A. 
Our  bureau,  of  course,  has  jurisdiction  over  the  construction  of 
those  buildings  as  to  whether  they  should  be  of  fireproof  con- 
struction or  may  be  non-fireproof  construction;  then  also  as  to 
the  matter  of  exit  facilities,  whether  they  are  properly  equipped 
with  exit  facilities.  The  bureau  passes  on  this  question  of  exit 
facilities  when  the  plans  for  the  buildings  are  first  presented. 

Q.  That  is  to  say  before  a  building  can  be  erected,  the  builder 
or  owner  must  file  with  your  Department  plans  of  the  proposed 
buildings?    A.  Yes,  sir. 

Q.  And  these  plans  must  show  the  ordinary  exits,  and  exits 
in  case  of  fire?    A.  Yes. 

Q.  What  test  is  there  by  you  or  your  Department  or  bureau 
to  determine  whether  or  not  the  stairs  and  exits  are  suflScient? 
A.  Section  75  of  the  Building  Code  provides  the  number  of  stair- 
cases which  shall  be  placed  in  any  building  used  for  factory  pur- 
poses. Then  as  to  whether  any  additional  exit  facilities  are  neces- 
sary is  largely  a  matter  of  judgment. 

Q    On  the  part  of  lihe  bureau  ?    A.  On  the  part  of  the  bureau. 

Q.  Does  that  come  to  you  personally  or  to  some  inspector  in 
the  Department?  A.  In  case  of  new  buildings  or  alterations  which 
are  proposed,  it  comes  before  the  engineering  division  of  the 
Department.  In  the  case  of  existing  buildings  where  complaints 
are  received  that  the  exit  facilitie's  are  inadequate,  it  is  referred 
to  an  inspector  who  reports  on  the  case. 

Q.  Now,  take  the  case  of  a  new  building;  when  they  file  plans 
they  indicate  on  the  plans"  the  purpoee  for  which  the  building 
is  to  be  used  generally  ?    A.  Yes,  sir. 

Q.  That  is  if  it  is  a  loft  building,  do  they  say  whether  it  is 
to  be  used  for  manufacturing  purposes  ?    A.  There  is  no  special 
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statement  of  that  kind  made.  The  application  provides  for  the 
proposed  occupancy  of  the  building.  That  is  left  entirely  to  the 
applicant  to  state,  but  the  bureau  has  always  considered  that  when 
an  application  is  made  for  an  ordinary  loft  building  that  that 
building  may  be  used  for  most  any  purpose ;  that  is,  either  as  a 
store,  factory,  workshop  or  warehouse,  or  any  mercantile  purpose. 

Q.  You  have  no  means  of  knowing,  however,  how  many  em- 
ployees or  working  people  are  to  be  employed  in  these  various 
buildings?    A.  None  whatever  before  the  building  is  completed. 

Q.  And  then  you  have  no  more  jurisdiction  over  it  unless  a 
complaint  is  made?  A.  Unless  a  complaint  ie  made  we  have 
no  jurisdiction ;  no  systematic  inspections  or  periodic  inspections 
of  buildings  are  made  after  their  completion. 

Q.  So  that  your  judgment  or  the  judgment  of  those  in  your 
bureau  as  to  whether  a  certain  number  of  exits  are  sufficient  is 
practically  a  guess  based  upon  experience  and  also  upon  the  loca- 
tion and  size  of  the  building?  A.  Well,  it  is  not  altogether  a 
guess.  It  is  fixed  largely  by  the  requirements  of  the  law.  We 
feel  that  Section  76  intends  to  dhow  just  how  many  etaircafies  are 
necessary  in  a  building. 

Q.  How  many  are  necessary  in  a  building  twenty-five  feet  wide 
and  ten  or  twelve  stories  high  ?  A.  The  same  as  if  it  were  two 
stories  high ;  that  is  only  one  staircase  is  necessary  in  a  building 
which  does  not  cover  more  than  twenty-five  hundred  square  feet 
area. 

Q.  And  if  it  is  fifty  feet  and  covers  five  thousand  square  feet 
area  or  less  —  between  2,500  and  5,000  square  feet  then  you  re- 
quire two  staircases  ?    A.  Then  two  staircases  are  required. 

Q  And  they  may  be  of  wood  or  stone  or  other  material?  A. 
That  depends  upon  the  character  of  construction.  If  the  building 
under  the  law  must  be  a  fireproof  building  then  the  stairs  must 
also  be  fireproof.  There  is  no  provision  in  the  law  which  requires 
the  enclosing  of  those  staircases. 

Q.  And  there  is  nothing  in  the  law,  and  you  have  no  means 
of  finding  out  whether  that  building  is  to  be  occupied  by  fifty 
people  or  five  Ihousand  people?    A.  We  cannot  tell. 

Q.  And  therefore  you  can  form  no  judgment  and  make  no 
orders  as  to  different  fire-escapes  or  different  means  of  egress 
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because  of  the  greater  or  less  number  of  people  who  are  to  work 
in  it  ?    A.  No. 

Q.  And  you  have  nothing  to  do  with  that  ?    A.  No,  sir. 

Q.  And  as  long  as,  depending  upon  the  area  which  the  building 
covers,  there  is  a  8u£Scient  number  of  stairs  as  provided  by  Section 
75,  that  is  all  you  have  to  d^  with  it  ?    A.  Yes, 

Q.  Now,  have  you  anything  to  do  with  fire-escapes  themselves  ? 
A.  Yee. 

Q.  Outside  fire-escapes?    A.  Yes. 

Q.  What  is  your  jurisdiction  with  reference  to  that?  A.  In 
the  case  of  any  building  that  is  called  to  our  attention,  it  is  for 
our  bureau  to  investigate  and  see  whether  the  building  is  ade- 
quately provided  with  the  necessary  exit  facilities,  that  being, 
however,  purely  a  matter  of  judgment  on  the  part  of  the  bureau, 
as  represented  by  the  inspector  who  is  making  the  investigation. 

Q.  And  when  plans  are  filed  for  new  buildings,  is  anything 
done  about  exterior  fire-escapes?  A.  In  some  cases,  yes.  We 
have  held  that  a  building  which  requires  only  one  staircase  and 
is  filed  either  as  a  loft  or  factory  ou^t  to  have  some  additional 
means  of  egress.  That  is,  in  our  judgment,  there  ought  to  be 
at  lea^t  two  ways  out  of  the  building. 

Q.  And  that  is  purely,  however,  discretionary  ?    A.  Entirely  sa 

Q.  Does  the  ordering  of  fire-escapes  or  means  of  egress  have 
anything  to  do  with  the  height  of  the  building  —  simply  the  width, 
isn't  It?  A.  Well,  the  ordering  of  fire-escapes  is  altogether  a 
matter  of  judgment.  If  in  the  judgment  of  the  bureau  it  is 
considered  necessary  on  account  of  the  height  of  the  building  to 
have  more  than  one  fire-escape,  why  more  than  one  is  ordered. 

Q.  How  about  stairs  —  that  is  simply  dependent  upon  the  size 
of  the  building  —  that  is  to  say,  the  area  the  building  covers,  and 
has  nothing  to  do  with  the  height  ?    A.  Yes. 

Q.  That  is  to  say  if  a  twenty-five  foot  building  is  two  stories 
or  twenty-five  stories  high  it  has  only  to  have  one  staircase  ?  A. 
The  requirement  is  the  same. 

Q.  And  that  staircase  need  not  be  enclosed  ?  A.  No;  need  not 
be  under  the  law. 

Q.  As  to  fire-escapes  and  your  Department  or  bureau  ordering 
them,  that  depends  entirely  upon  your  discretion  —  the  discretion 
of  the  inspector?    A.  Yes,  sir. 
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Q.  How  many  inspectors  are  there  in  your  bureau  ?  A.  Well, 
we  have  about  sixty  inspectors,  but  their  duties  are  not  altogether 
the  inspection  of  exit  facilities.  The  practice  has  been  in  the 
past  that  the  same  inspectors  who  supervise  the  construction  of 
buildings  al<&o  look  after  complaints  as  to  exit  facilities,  and 
pass  judgment  on  the  necessity  for  fire-escapes  or  additional  means 
of  exit  That  has  been  changed  to  some  extent  in  the  last  year 
by  the  organization  of  a  small  force  of  inspectors  which  devotes 
its  entire  time  to  the  investigation  of  complaints  and  the  neces- 
sity for  fire-escapes  on  existing  buildings.  That  of  course  has 
been  somewhat  crippling  to  the  regular  inspection  work  by  taking 
some  of  those  men,  ordinary  inspectors,  from  their  other  work,  and 
assigning  them  to  this  special  work. 

Q.  Wh-at  salary  does  an  inspector  receive?  A.  Most  of  them 
receive  $1,500  a  year;  some  of  them  $1,200. 

Q.  And  it  is  practically  the  inspector  who  decides  in  case  of 
a  new  building  whether  additional  or  any  fire-escapes  should  be 
ordered  ?  A.  After  a  building  is  completed ;  when  the  plans  are 
being  considered  the  engineers  of  the  Department  pass  on  that 
question. 

Q:  Now,  what  have  you  to  say  as  to  whether  or  not  the  present 
laws  are  sufficient  for  the  safety  of  occupants  of  buildings  of  the 
kind  this  Commission  is  investigating?  A.  The  powers  given 
the  Bureau  of  Buildings  are  very  broad,  and  if  they  had  tiie  force 
of  public  opinion  back  of  them  would  be  adequate,  supplemented, 
however,  with  proper  regulations  issued  by  the  bureau.  As  I 
said  before  it  has  never  been  required  of  the  bureau  to  make 
systematic  inspections.  If  that  were  done,  and  a  force  necessary 
for  the  systematic  inspection  were  provided,  I  think  there  would 
be  adequate  power  in  the  Building  Code  now. 

Q.  That  is  the  force  necessary  to  inspect,  to  find  out  whether 
the  exits  were  sufficient  ?    A.  Yes,  sir. 

Q.  What  power  would  your  bureau  have,  if  they  found  that 
exits  were  insufficient,  to  order  them?  A.  We  can  order  them 
then. 

Q.  In  any  case  ?    A.  In  any  case. 

Q.  What  is  the  penalty  for  not  complying  with  the  order  —  a 
suit,  isn't  it,  to  recover  a  fine  ?  A.  Yes ;  the  penalty  is  a  fine  of 
two  hundred  and  fifty  dollars. 
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Q.  Then  you  have  to  briiig  a  civil  suit  in  the  municipal  courts 
and  that  is  tried^  and  there  i&  a  fine  imposed,  if  thej  find  in  favor 
of  the  Department  t  A.  Yee^  sir.  But  then  in  order  to  secure 
a  compliance  with  the  orders  a  separate  suit  must  be  started  to 
secure  the  compliance.    The  fiivt  suit  was  simply  for  the  penalty. 

Q.  That  alwaye  takes  several  weeks  or  a  month  ?    A.  Why,  yee. 

Q.  Or  longer!  A.  It  takes  a  variable  time.  We  have  some 
cases  as  far  bade  aa  1904. 

Q.  Seven  years  i  A.  Yes,  eir ;  I  think  I  had  better  be  sure  of 
my  statement 

Q.  In  the  meantime,  the  building  might  bum  down  four  or 
five  timee?    A.  Yes. 

Q.  Have  you  any  suggestion  to  make  to  the  Commission  to 
remedy  that  t  I  suppo^  you  agree  it  ought  to  be  remedied  ?  A. 
It  certainly  ought  to  be  remedied.  I  think  the  only  effective  way 
is  to  give  summary  powers  to  the  bureau  to  vacate  a  building 
where  the  exit  facilities  are  not  found  adequate  and  no  attempt 
is  made  to  comply  with  the  orders  of  the  bureau.  Our  experience 
ia  that  this  matter  of  suing  for  a  penalty  or  suing  for  a  compliance 
with  the  orders  is  such  a  lengthy  process  that  its  object  is  often 
defeated  and  the  payment  of  the  penalty  does  not  have  the  moral 
effect  on  the  others  that  it  should  have.  The  others  say.  Well,  we 
will  take  the  same  chance  of  having  a  suit  brought  against  us; 
it  all  takes  time  and  probably  they  cannot  readi  us.  We  have 
now  about  2,500  fire-escape  cases  pending  which  have  not  been 
complied  with,  so  that  it  takes  a  long  time  to  get  around  to  each 
certain  case. 

Q.  How  many  oases  have  you  pending?    A.  About  2,500. 

Q.  That  means  that  there  are  2,500  buildings  in  the  Borou^ 
of  Manhattan  alone  upon  which  your  Department  has  ordered  fire- 
escapes  to  be  placed A.   (Interrupting.)     Not  necessarily 

fire-escapes. 

Q.  Or  some  means  of  exit?  A.  Our  fire-escape  orders  do  not 
necessarily  mean  outside  fire-escapes,  because  at  the  present  tims 
the  bureau  is  not  a  believer  in  the  outside  fire-escape.  We  think 
the  exit  facilities  should  be  provided  in  the  building  itself,  and 
one-quarter  of  the  cases  — about  one-quarter  of  the  cases,  I  think, 
that  are  filed  would  be  for  other  things  than  outside  fire-escapes. 
The  outside  fire-escapes  are  considered  merely  makeshifts. 
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Q.  Then  the  2^600  cases  include  every  violation  of  the  law, 
or  are  they  only  aa  to  means  of  egress?  A.  These  are  only  as 
to  means  of  egress. 

Q.  That  is  to  say,  there  are  a  great  many  other  violations  be- 
sides?   A.  Oh,  yea. 

Q.  Now,  in  other  words,  there  are  now  pending  in  your  De- 
partment cases  against  the  owners  of  twenty-five  hundred  build- 
ings who  have  failed  to  supply  proper  means  of  ^gresA  to  be  used 
in  case  of  fire  in  those  buildings  ?    A.  Yes. 

Q.  And  those  suits  have  been  hanging  along  for  from  seven 
years  down  to  a  day,  I  suppose  ?  A.  We  give,  of  course,  a  proper 
time  for  the  compliance  with  the  order. 

Q.  Before  you  begin  the  suit?  A.  Yes.  When  we  find  that 
tihere  is  no  effort  made  to  comply  with  it^  the  matter  is  then 
referred  to  the  Corporation  Counsel  to  start.  If  the  case  is  a 
very  serious  one,  we  have  tried  a  summons,  but  that  also  is  a 
slow  process^  and  is  not  effective,  and  does  not  have  a  moral  effect 
on  the  others  who  may  have  auit  cases  pending.  For  instance, 
in  the  case  of  a  summons,  we  have  now  one  which  has,  I  think, 
been  pending  about  six  weeks,  and  nothing  has  as  yet  been 
accomplished. 

Q.  What  is  the  reason,  Commissioner  ?  A.  Well,  that  I  don't 
know  'because 

Q.  Is  there  a  special  bureau  in  the  Corporation  Counsel's  office 
in  charge  of  these  cases  ?    A.  Yes. 

Q.  Who  is  at  the  head  of  that  bureau?  A.  Mr.  John  P. 
O'Brien,  Assistant  Corporation  Counsel. 

Q.  And  they  have  an  Assistant  Corporation  Counsel  and  several 
assistants  of  his  ?    A.  Yes. 

Q.  In  charge  of  these  prosecutions  ?    A.  Yes,  sir. 

Q.  How  many  cases  were  there  when  you  came  into  office  a 
year  ago  last  January  ?    A.  Pending  ? 

Q.  Pending.  A.  I  will  have  to  refer  to  a  memorandum. 
(After  examining  memorandum.)     There  were  385  cases  pending. 

Q.  And  now  there  are  2,500  ?    A.  About. 

Q.  I  mean  for  prosecutions  for  insufficient  means  of  egress? 
A.  Yes,  sir. 

Q.  Well,  have  you  asked  the  Corporation  Counsel  for  an  ex- 
planation as  to  why  these  cases  are  not  pushed?    A.  No,  I  have 
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not.  We  referred  the  cases  to  the  Corporation  Counsel,  and  we 
leave  it  to  him  then,  except  that  we  follow  up  our  requests  for 
prosecution  in  such  cases  as  we  think  most  important,  with  further 
inquiries,  and  further  requests  for  prosecution. 

Q>  The  courts  in  which  those  prosecutions  ore  instituted  are 
courts  which  are  open  all  summer}  They  do  not  close  like  the 
Courts  of  Record  ?    A.  I  think  so,  yes,  sir. 

Q.  Now,  your  suggestion  as  to  that  is  that  when  your  Depart- 
ment orders  something  to  be  done  to  furnish  additional  egress, 
that  unless  complied  with  within  a  reasonable  time,  depending 
upon  the  seriousness  of  the  case,  that  you  should  have  a  right 
to  close  the  building?  A.  Yes,  I  believe  that  would  have  the 
effect  If  we  could  vacate  the  premises  for  a  few  days,  stopping 
a  man's  business  for  a  short  time,  it  would  have  a  salutary  effect 
not  only  on  him  but  on  all  others  who  have  cases  pending,  be- 
cause they  might  all  be  at  once  subjected  to  that,  and  that  would, 
I  think,  bring  about  a  satisfactory  condition.  If  as  was  proposed 
in  the  —  1  think  it  was  in  the  Hoey  bill,  the  city  should  do 
the  work,  and  make  it  a  lien  against  the  property,  I  think  it 
would  not  have  a  desirable  effect  for  this  reason:  we  have  had 
experience  in  our  unsafe  proceedings  where  we  have  had  to  do 
emergency  work  on  unsafe  buildingsi,  and  file  that  cost  against 
the  property,  we  find  that  the  matter  drags  out  and  it  has  no  effect 
on  the  next  man,  and  in  some  cases  we  are  not  able  even  to  collect 
the  liens  because  the  property  is  otherwise  so  heavily  encumbered. 

Q.  Is  not  your  lien  superior  to  every  other  lien  on  the  prop- 
erty ?     A.  I  think  not. 

Q.  Have  you  any  other  suggestion  to  make  with  reference  to 
the  laws,  present  law,  about  ordering  means  of  egress,  Commis- 
sioner ?  Or  perhaps  I  should  ask  you  this  ?  Are  you  in  favor 
of  having  some  means  provided  for  systematic  and  r^ular  in- 
spection of  means  of  egress  ?  A.  Yes ;  I  am  in  favor  of  that ;  and 
a  resolution  was  introduced  in  the  Board  of  Aldermen,  requiring 
that  That  was  some  time  early  in  the  year,  but  the  Board  made 
no  provision  at  the  time  for  the  necessary  force  for  that  purpose. 
On  this  ground  the  Mayor  disapproved  it  Since  that  time  I  have 
made  a  request  to  the  Board  of  Aldermen  for  the  necessary  appro- 
priation to  supply  at  least  a  force  which  could  take  care  of  such 
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matters  as  come  to  us  anyhow  in  an  intelligent  way,  but  I  have  not 
yet  been  able  to  get  the  money  necessary  for  that  purpose. 

Q.  Now,  take  a  case  where  you  find  the  means  of  egress  in- 
eu£Scient,  you  order  a  change,  and  it  is  complied  with,  then 
your  jurisdiction  ends  again?     A.  Yes,  sir. 

Q.  Have  you  any  power  of  inspection  of  the  premises  to 
determine  whether  or  not  the  way  to  the  exit  is  kept  clear  and 
the  doors  open?  A.  Well,  we  do  order  doors  unlocked;  we  do 
order  obstructions  removed  and  passageways  provided  to  the  exits 
where  we  find  that  this  has  not  been  done. 

Q.  What  authority  have  you  to  enforce  that  order  ?  A.  Only 
the  general  authority  vested  in  us  under  Section  708  of  the  Build- 
ing Code,  which  provides  that  in  all  manufacturing  buildings 
where  there  are  a  large  number  of  people  employed,  we  can  order 
anything  to  be  done  in  the  way  of  stairs,  doors,  passageways  and 
aisles,  to  facilitate  egress  in  case  of  fira 

Q.  What  provisions  have  you  for  enforcing  those  orders  —  a 
suit  or  a  fine?     A.  Only  that. 

Q.  That  is  one  of  those  twenty-five  hundred  cases?  A.  Yes. 
sir. 

'  Q.  And  I  suppose  if  at  the  time  the  case  comes  to  trial,  tha 
owner  or  manufacturer  shows  that  he  has  removed  the  obstruc- 
tion  that  ends  it?     A.  It  generally  does;  yes. 

Q.  And  he  simply  delays  the  case  until  it  suits  his  time  to 
get  rid  of  it,  and  then  comes  into  court,  and  has  the  case  thrown 
out?     A.  Yes,  sir. 

Q.  So  that  that  prosecution  in  most  cases  is  practically  a  farce  ? 
A.  Yes,  I  think  it  is. 

Q.  In  the  meantime,  of  course,  any  fire  or  catastrophe  would 
have  a  serious  result?     A.  It  may. 

Q.  Speaking  of  your  inspectors  and  assistants,  have  you  enough 
of  them?  A.  I  have  not  enough  now  to  properly  handle  this  work. 
Construction  inspectors  cannot  very  well  be  spared  from  their 
supervision  of  building  construction,  as  they  average  thirty-one 
buildings  per  man  at  any  one  time. 

Q.  That  is  buildings  in  course  of  construction?  A.  Yes;  so 
that  we  ought  to  have  an  additional  force  to  take  care  of  simply 
this  matter  of  complaints,  and  as  to  exit  facilities. 
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Q.  How  large  a  force  would  you  require  for  a  proper  inspection 
to  determine  whether  or  not  the  conditions  which  were  maintained 
were  proper?  A.  Well,  that  would  depend  on  how  far  the  in- 
spection should  go  —  I  mean  as  to  the  character  of  buildings. 
If  it  should  be  limited  to  factories  alone,  I  would  estimate  that 
a  force  of  about  sixteen  inspectors  — 

Q.  At  from  twelve  to  fifteen  hundred  dollars  a  year  ?  A.  Yes ; 
we  could  make  an  inspection  once  a  year  to  see  that  conditions 
are  maintained. 

Q.  There  has  been  discussed  here,  Commissioner,  the  plan  of 
having  a  Central  Bureau  of  Inspection  for  all  the  Departments, 
in  whicfh  this  Department  could  inspect,  or  have  inspected,  all  the 
buildings  that  were  used  for  different  purposes,  and  report  the 
facts,  and  if  necessary,  report  the  facts  to  each  of  the  Departments 
for  action.  What  is  your  view  as  to  the  establishment  of  such  a 
Department?  A.  I  think  that  is  largely  a  question  of  expedi- 
ency rather  than  absolute  necessity.  I  see  no  reason  why  the 
necessary  powers  and  the  duties  might  not  be  delegated  to  dif- 
ferent Departments,  so  far  as  their  particular  line  of  work  is 
concerned,  and  why  there  should  not  be  a  hearty  co-operation 
between  all  of  the  Departments  to  secure  a  compliance  with  the 
requirements. 

Q.  Is  there  any  co-operation  now  between  your  Department 
and  the  Labor  Department  and  the  Fire  Department  ?  A.  Yes ; 
there  is  co-operation.  We  receive  complaints  from  the  Labor 
Department,  and  from  the  Fire  Department,  and  they  are  all 
handled  as  rapidly  as  we  can,  as  they  are  reported  to  us. 

Q.  Is  there  anything  beyond  that  in  the  way  of  co-operation, 
your  receiving  complaints  ?     A.  No. 

Q.  Do  your  inspectors  ever  meet  and  confer  with  inspectors 
of  the  Labor  Department  ?     A.  No. 

Q,  Do  you  ever  meet  the  Labor  Commissioner  and  confer  with 
him  about  inspection  of  buildings  ?     A.  No. 

Q.  Your  inspectors  practically  do  similar  work  in  many  respects 
—  I  mean  your  inspectors  as  to  egress  in  case  of  fire  do  practi- 
cally the  same  work  as  the  factory  inspectors?  A.  No;  they 
do  more. 

Q.  Well,  they  do  more;  all  right,  A.  The  factory  inspector, 
as  I  understand  it,  in  performing  his  duties,  examines  the  build- 
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ing,  and  it  occurs  to  him  in  the  examination  tihat  it  is  not  properly 
equipped  with  fire-escapes  or  adequate  exit  facilities.  He  reports 
that  fact  to  the  Bureau  of  Buildings,  and  the  Bureau  of  Buildings 
investigates  and  issues  the  necessary  order.  The  issuing  of  the 
order,  of  course,  takes  time.  The  placing  of  that  fire-escape  or 
additional  stairs,  or  whatever  it  may  be,  requires  consideration. 

Q.  Well,  the  Labor  Department  has  no  authority  to  order  fire- 
escapes?    A.  I  understand  not,  within  the  City  of  New  York. 

Q.  They  have  outside  ?     A.  I  believe  so. 

Q.  Do  you  consider  an  inspection  of  buildings  to  determine 
whether  or  not  the  means  of  egress  and  ingress  are  adequate  and 
whether  the  building  was  kept  in  proper  condition  as  far  as  means 
of  egress  and  ingress  were  concerned,  sufficient  if  made  once  a 
year?  A.  I  think  it  would  be  if  the  law  were  thoroughly  en- 
forced, and  if  the  necessary  powers  were  given  to  the  head  of  the 
Department  to  vacate  the  building  where  there  is  not  a  prompt 
compliance. 

Q.  Now,  you  speak  about  outside  fire-escapes,  and  you  said  in 
your  opinion  those  were  merely  make-shifts,  and  the  best 
means  of  egress  in  case  of  fire  were  the  ordinary  stairs  — 
T  do  not  mean  ordinary  stairs  in  the  sense  as  they  are  now  used, 
but  staircases ;  have  you  in  mind  any  particular  kind  of  staircase:  ? 
A.  No.  I  had  in  mind  a  good  and  satisfactory  staircase,  for 
factory  buildings  particularly.  I  have  in  mind  what  is  known 
as  the  fire  tower,  which  has  been  very  successfully  used  for  some 
years  past  in  Philadelphia,  where  it  is  not  only  used'  as  a  means 
of  egress  in  case  of  fire,  but  is  used  as  the  ordinary  staircase  of 
the  building,  in  addition  to  any  other  stair. 

Q.  The  fire  tower  is  only  applicable  to  a  building  which  is 
pretty  large,  isn't  it?     A.  No. 

Q.  Could  it  be  used  in  a  building  25  by  100  feet?  A.  It  may 
bf»  a  little  difficult  to  get  it  in  there,  and  keep  the  light  which 
the  owner  or  the  tenant  wants.  In  a  building  of  that  kind  the 
owner  mufft  make  some  sacrifice  of  floor  space. 

Q.  But  you  have  no  power  to  order  that  now?  A.  We  have 
power  to  order  it,  if  we  think  it  is  absolutely  necessary,  but  as 
I  said  before  we  have  not  the  force  of  public  opinion  back  of  us 
to  help  us  secure  it  in  all  cases. 
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Q.  Do  you  know  of  any  cases  where  it  has  been  ordered  by 
your  Department  —  a  fire  tower?  A.  I  do  not  know  of  any  cases 
where  we  have  ordered  it.  We  have  secured  it  in  several  cases. 
For  instance,  I  recall  a  building  now  which  was  altered  some 
time  ago  where  we  had 

Q.  That  is  the  Brunswick  Building?  A.  Xo;  that  Brunswick 
Building  was  built  a  number  of  years  ago,  and  in  that  a  fire  tower 
was  provided.  I  think  it  was  at  my  own  suggestion  at  the  time, 
to  the  architect.  There  are  other  buildings  here  in  which  fire 
towers  have  been  provided.  I  think  there  is  one  hotel,  I  have 
forgotten  the  location;  but  the  Uneeda  Biscuit  factory  over  on 
16th  Street  also  has  fire  towers. 

Q.  Those  are  very  large  buildings?    A.  That  is;  yes,  sir. 

Q.  Now,  outside  of  a  fire  tower,  what  other  means  of  egress  in 
case  of  fire  do  you  suggest  ?  A.  I  think  we  ought  to  divide  the 
subject,  to  separate  the  new  buildings  from  the  existing  buildings. 

Q.  Well,  take  new  buildings  that  are  to  be  erected  ?  A.  In 
the  case  of  new  buildings  there  would  not  be  the  same  difficulty  to 
provide  the  necessary  means  ol  egress  as  in  case  of  old  buildings. 
I  think  staircases,  staircases  thoroughly  enclosed,  so  that  they  are 
safe,  and  in  a  way  smoke  proof,  are  what  should  be  relied  on. 
These  should  be  supplemented  —  of  course,  when  I  speak  of  stair- 
cases, I  mean  staircases  that  are  properly  proportioned.  The 
staircase  should  be  proportioned  to  the  number  of  people  who 
have  to  use  them. 

Q.  But  you  don't  know  how  many  people  are  going  to  use 
them  ?  A.  No ;  but  we  could  limit  the  number  of  people  you  can 
put  in  a  building  according  to  the  staircases  provided. 

Q.  That  is  you  could  if  you  had  authority  by  law?    A.  Yes. 

Q.  You  have  no  authority  at  present?  A.  There  is  no  au- 
thority for  that  at  present.  I  believe  such  provisions  should  be 
made  in  the  law,  the  same  as  we  now  provide  that  the  strength 
of  floors  in  existing  buildings  should  be  calculated  and  posted 
so  that  tenants  will  not  overload  those  floors.  In  the  same  way 
the  capacity  of  the  building,  so  far  as  the  number  of  persons  is 
concerned,  who  may  occupy  the  buildins:  slionld  be  calculated  and 
determined  by  the  exit  facilities  that  are  provided.  That  should 
be  posted,  and  no  more  should  be  permitted  in  that  building. 
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The  number  of  staircases  and  the  width  of  the  staircases  should 
govern  the  number  of  people  who  would  be  allowed  to  work  in 
the  building.  The  staircase  facilities,  as  you  go  down  through 
the  building,  should  be  increased.  There  should  be  certain  funda- 
mental principles  laid  down  in  the  law  to  guide  in  the  design  of 
these  staircases.  They  may  be  modified  —  this  requirement  may 
be  modified,  and  should  be  modified  where  extra  provision  is 
made.  For  instance,  one  of  the  best  means  of  safeguarding  life 
in  buildings  is  undoubtedly  the  fire  wall  through  the  buildings 
the  fire  wall  dividing  the  building  into  sections,  with  openings  in  it 
provided  with  fireproof  doors  that  can  be  closed,  so  that  all  the  oc- 
cupants can  step  from  one  section  to  another,  and  use  the  stair- 
cases  in  that  section  leisurely  and  not  under  excitement. 

Q.  Should  staircases  be  permitted  to  wind  around  the  elevator 
shaft,  or  should  they  be  separate?  A.  I  think  they  should  be 
separate,  although  I  see  no  objection  if  it  must  be  that  they  wind 
around  the  elevator  shaft,  provided  the  elevator  shaft  and  stair- 
case both  are  heavily  inclosed  and  protected.  In  the  factory  and 
loft  buildings,  nobody  would  probably  do  that,  wind  the  stairs 
around  the  elevator  shaft,  where  both  the  stairs  and  the  elevators 
must  be  enclosed,  because  the  elevator  loses  its  efficiency  so  far  as 
the  tenants  are  concerned. 

Q.  What  inspection  did  your  Department  make  of  the  so-called 
Asch  Building,  prior  to  the  fire?  A.  I  don't  know  of  any  in- 
spection that  it  made  prior  to  the  fire  —  since  the  building  was 
constructed;  I  may  be  mistaken  in  that,  because  I  am  not  en- 
tirely familiar  with  it. 

Q.  No  complaint  was  ever  made  against  the  building,  therefore 
you  had  no  reason  to  inspect  it  ?    A.  No,  we  had  not 

Q.  Therefore,  your  Department  claims  absolutely  no  responsi- 
bility for  the  loss  of  life  which  that  fire  caused?    A.  No. 

Q.  I  understand  it  to  be  claimed  that  the  doors  leading  to  the 
stairs  were  locked ;  would  your  Department  have  power  over  that  ? 
A.  If  we  had  knowledge  of  it. 

Q.  Well,  knowledge  could  have  been  obtained,  could  it  not, 
by  an  inspection  ?    A.  Yes. 

Q.  And  the  reason  —  although  you  have  ihe  power  to  inspect 
it,  ag  I  understand  it,  your  position  is  that  you  had  no  specific 
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reasons  to  make  an  inspection  —  you  have  not  a  sufficient  number 
of  inspectors?  A.  And  no  provisions  in  the  law  is  made  for  a 
systematic  inspection,  and  it  never  has  been  customary  to  do  it. 
We  were  following  out  in  the  last  two  years  a  practice  that  had 
heretofore  existed. 

Q.  Heretofore  existed?    A.  Heretofore  existed. 

Q.  If  your  inspectors  had^  by  chance,  made  an  inspection  of 
this  building,  either  of  their  own  volition  or  because  complaint 
had  been  made  to  you,  your  first  act  would  be  to  order  that  open, 
and  then  if  they  did  not  open  the  doors  the  next  step  would  be 
to  bring  the  statute  into  play,  and  take  the  course  that  you  did 
with  these  other  2,500  eases?  A.  Yes,  and  in  the  meantime  he 
could  unlock  the  doors;  he  would  say  to  the  Judge  that  his  doors 
were  unlocked,  and  the  Judge  would  tell  you  that  you  have  no 
case. 

To  further  illustrate  the  difficulty  about  that  —  we  had  a  com- 
plaint in  regard  to  a  certain  building.  We  investigated  the  matter, 
and  found  that  —  I  think  it  was  a  ten  or  twelve-story  building  — 
we  found,  on  investigation,  that  on  several  floors  the  tenants  had 
not  only  locked  the  doors  but  had  built  shelving  across  the  doors ; 
they  did  not  want  to  use  the  staircase,  nor  did  they  want  the  em- 
ployees to  use  the  staircase.  We  ordered  the  shelving  removed, 
and  all  the  doors  unlocked,  and  we  secured  compliance  with  that 
order.  Being  a  little  suspicious,  however,  we  undertook  a  re- 
inspection,  and  found  that  they  had  replaced  the  shelving,  and  the 
situation  was  the  same  as  it  had  been. 

Q.  After  this  Asch  fire  your  Department  did  make  a  great 
many  inspections  of  buildings  to  see  whether  or  not  doors  opened 
inward  or  outward  ?     A-  Yes,  sir. 

Q.  How  did  you  come  to  do  it  ?     A.  On  complaints. 

Q.  There  were  specific  compkints  about  a  number  of  buildings? 
A.  Yes ;  we  received  complaints  by  the  thousand.. 

Q.  After  the  fire?     A.  Yes. 

Q.  And  some  of  these  2,500  suits  are  because  of  these  com- 
plaints, I  take  it  ?  A.  Yes.  I  have  a  table  here  which  shows 
how  many  fire-escape  op&es  were  filed,  by  months,  and  it  will 
indicate  clearly  how  the  nctivities  in  that  direction  grew. 

I  will  say  this  for  our  Bureau,  that  the  Asch  fire  in  itself  did 
not  increase  the  activities.     It  simply  helped  us  largely  —  public 
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fientiment  was  a  little  more  with  U9  after  that  fire  than  before, 
but  we  had  filed  a  great  many  cases  before  that.  I  made  a 
great  many  investigations  before  that  building  was  burned,  and 
not  only  ordered  fire-escapes,  but  tried  to  improve  the  conditions 
within  the  buildings  themselves. 

Q.  You  spoke  about  outside  fire-escapes  a  little  while  ago. 
What  do  you  think  about  those?  A.  I  believe  the  fire-escape,  as 
it  is  ordinarly  understood,  to  be  more  or  less  of  a  makeshift. 

In  the  first  place,  the  people  who  are  supposed  to  use  them  are 
not  accustomed  to  use  them.  They  very  seldom  get  an  oppor- 
tunity to  go  up  and  down  fire-escapes.  They  are  generally  so 
constructed  that  it  is  impossible,  almost,  to  build  them  better. 
You  cannot  get  a  wide  staircase  —  the  wide  staircases  that  are 
necessary,  in  a  congested  section  like  Manhattan  where  you  have 
narrow  buildings  as  a  general  thing.  If  we  had  buildings  stand- 
ing there  where  we  could  put  stairways  down  the  side  of  the 
building,  running  over  just  as  an  ordinary  stairway  would,  and 
of  a  satisfactory  width,  that  might  eerve  some  purpose;  but  where 
you  get  a  narrow  stairway,  which  must  necessarily  be  constructed 
on  an  outside  fire-escape  on  a  25-foot  building,  I  maintain  it  is 
not  adequate.  The  number  of  people  who  can  use  that  is  small. 
They  go  down  to  the  last  balcony,  and  there,  as  a  general  thing, 
they  wait  for  some  one  to  come  and  take  them  down ;  in  the  first 
place,  because  they  don't  know  how  to  go  down  there. 

Then  there  is  this  danger,  that  the  outside  fire-escape  is  always 
exposed  to  smoke  and  fire  that  may  be  issuing  from  a  window 
on  a  floor  where  the  fire  is  actually  occurring;  in  that  case,  it 
would  be  absolutely  useless.  In  the  winter  time,  too,  they  are 
likely  to  be  covered  with  snow  and  ice  in  sleety  weather,  and 
they  are  dangerous.  For  that  reason,  I  think  they  are  merely 
ft  makeshift  to  be  applied  in  cases  where  we  cannot  secure  anything 
better. 

Q.  Isn't  the  trouble.  Commissioner,  with  the  kind  of  fire- 
escapes  used  very  largely  ?     A.  No. 

Q.  I  mean,  for  instance,  the  straight  ladder  that  goes  up  and 
down  below  the  balcony,  which  really  requii'es  a  man  who  is  strong 
and  active  to  use  ?    A.  You  mean  a  drop  ladder  ? 

Q.  A  drop  ladder.     A.  From  the  last  balcony? 


182  2diNUTB8  OF  Public  Hsabikqs. 

Q.  No,  not  that,  but  a  straight  up  and  down,  fixed  ladder? 
A.  A  straight  up  and  down,  fixed  ladder,  personally,  I  think  is 
safer  than  an  inclined  ladder,  which  is  only  a  60  degree  incline 
—  that  is  to  say,  which  has  only  an  incline  of  60  degreee.  Per- 
sonally, I  prefer  to  go  down  the  vertical  ladder,  but  the  capacity 
of  the  vertical  ladder  is  somewhat  less  than  that  of  the  inclined 
ladder. 

Q.  How  about  a  staircase  ?  A.  A  staircase  is  all  right,  if  you 
can  carry  it  down  to  the  street  leveL 

Q.  Now,  about  the  last  balcony  to  the  street  —  most  of  the  fire- 
escapes  to-day  have  a  ladder  which  hangs  somewhere  along  the 
fire-escape,  and  which  has  to  be  lifted  down  and  put  in  place  by 
some  person  ?    A.  Yes. 

Q.  Suppose  they  had  a  fire-escape  which  is  in  the  form  of  a 
staircase  —  which  drops  as  you  walk  on  it;  would  not  that  do 
away  with  a  great  deal  of  the  trouble  ?  A.  That  is  a  great  im- 
provement on  the  existing  method,  and  is  being  provided  for  in 
our  revised  regulations.  We  insist  upon  having  it  in  buildings 
used  as  factories. 

Q.  Yes;  take  a  building  used  as  a  factory  and  they  have  a 
staircase  between  the  balconies,  with  this  sliding  drop  ladder  — 
I  mean,  with  one  end  of  it  at  the  bottom;  that  would  certainly 
afford  a  satisfactory  means  of  egress  ?  A.  You  mean  with  the 
balanced  stairs? 

Q.  Yes.  A.  It  is  a  fairly  good  means  of  egress;  I  do  not 
think  it  is  by  any  means  an  altogether  satisfactory  egress  for  the 
reason  I  have  stated ;  that  is,  that  it  was  likely  to  be  put  out  of 
business  by  smoke  and  fl&mes  that  may  be  issuing  from  the  build- 
ing, or  by  snow  and  ice. 

Q.  Have  you  tested  —  your  Department  or  yourself  —  this 
balanced  ladder?  A.  I  have  never  tested  it,  no;  but  I  have  had 
some  of  my  assistants  investigate  the  question. 

Q.  You  say  that  in  your  new  regulations  you  are  insisting  that 
that  kind  of  a  ladder  should  be  used  ?     A.  Yes,  sir. 

Q.  How  about  interior  partition  walls  in  loft  buildings ;  what 
have  you  to  say  about  those  ?  A.  I  think  they  will  furnish  one 
of  the  very  best  safeguards. 

Q.  That  is  if  they  are  fireproof  walls?     A.  Yes. 
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Q.  How  about  permitting  these  partitions  to  be  made  of  wood  ? 
A.  The  use  of  wooden  partitions,  of  course,  depends  upon  the  char- 
acter of  the  building.  In  a  non-fireproof  building,  we  cannot 
iinder  the  law  prohibit  the  use  of  wood  partitions.  Of  course,  a 
wooden  partition  as  a  fire  wall  is  absolutely  of  no  use. 

Q.  Is  a  tenant  required,  or  the  owner,  when  he  erects  partitions 
in  a  building,  on  a  floor,  to  file  plans  —  must  he  do  that  and  then 
obtain  the  consent  of  the  Department  ?  A.  No.  We  are  advised 
by  the  Corporation  Counsel  that  the  erection  of  a  partition  is 
not  an  alteration,  in  the  meaning  of  the  Building  Code,  requiring 
the  filing  of  an  application. 

Q.  These  partitions  are  in  many  cases  the  cause  of  the  loss 
of  life,  are  they  not,  in  case  of  fire?  They  are  very  flimsy, 
are  they  not,  as  a  rule  ?  A.  Well,  now,  just  to  what  extent  they 
are  used  I  am  not  prepared  to  say;  nor  am  I  prepared  to  say 
whether  they  are  always  flimsy  or  not. 

Q.  Would  you  suggest  that  before  any  occupant  of  a  building 
should  erect  partitions  dividing  a  loft,  he  should  obtain  the  ap- 
proval of  your  Department  t    A.  I  think  it  would  be  well. 

Q.  And  then  you  could  approve  of  the  kind  of  partition  to 
be  erected  —  which  he  should  erect  ?     A.  Yes. 

Q.  You  spoke  of  some  amendments  to  the  Building  Code;  are 
they  in  preparation  now?  A.  There  are  some  amendments  in 
course  of  preparation  by  a  committee  of  architects  and  builders, 
in  which  it  is  hoped  to  very  much  improve  the  regulations  for 
exit  facilities. 

Q.  Going  back  to  the  Asch  Building.  Has  any  other  Depart- 
ment the  power  of  ordering  doors  unlocked  which  are  locked,  or 
where  the  doors  to  staircases  remain  unopened  —  any  Depart- 
ment except  your  Department?  A.  I  believe  the  Labor 
Department  has,  in  the  case  of  workshops  and  factories. 

Q.  It  is  between  the  Department  of  Labor  and  your  Depart- 
ment ?     A.  I  think  so. 

Q.  The  Fire  Department  has  no  authority  over  it,  so  far  as  you 
know  ?    A.  I  donH  think  it  has ;  I  am  not  positive  of  that. 

Q.  Is  it  permissible  now  for  a  tenant  or  occupant  to  occupy 
a  building  before  it  is  finished?  A.  It  is,  excepting  in  the  case 
of  a  tenement  house. 
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Q.  In  a  tenement  house,  before  the  building  is  allowed  to  be 
occupied,  there  must  be  obtained  a  certificate  that  the  building 
is  finished  in  accordance  with  the  plans?  A.  Yes,  and  that  there 
are  no  violations. 

Q.  Why  is  it  that  there  is  no  such  provision  as  to  factory 
buildings?  A.  Because  it  simply  has  not  been  provided  for  in 
the  law. 

>  Q.  Do  you  favor  sudi  an  amendment  to  the  law  ?  A.  I  do. 
I  prepared  an  amendment  to  the  Building  Code  in  1902,  which 
intended  to  secure  a  certificate  of  occupancy  before  the  building 
was  occupied.  It  failed  then,  and  several  times  during  revisions 
of  the  Building  Code  since  in  which  it  was  provided  for,  it  also 
failed,  so  that  at  the  present  time  we  have  no  such  provision. 

Q.  Is  it  true,  then,  that  before  a  building  is  actually  finished, 
or  for  instance,  fire-escapes  are  in,  a  man  might  put  tenants  in 
his  building  —  working  people?  A.  He  can.  We  can,  however, 
as  we  have  done  recently  in  a  case,  by  a  suit,  have  the  use  of  that 
building  discontinued  until  the  adequate  facilities  are  provided. 

Q.  Yes.  Now,  take  this  whole  problem  of  inspection ;  what  de- 
partment, in  your  opinion,  should  have  in  it  jurisdiction  over 
that ;  it  should  be  in  one  department,  should  it  not,  Commissioner? 
A.  Yes. 

Q.  One  department  should  have  authority,  and  have  responsi- 
bility?   A.  Yes. 

Q.  What  department  do  you  suggest  should  have  the  responsi- 
bility? A.  I  should  think  it  should  rest  with  the  Department  of 
Buildings. 

Q.  Department  of  Buildings?  A.  Yes,  for  the  reason  that  the 
question  of  exit  facilities  is  so  intimately  connected  with  the  con- 
struction of  a  building  that  the  two  almost  come  together.  Any 
change  in  the  exit  facilities  will  affect  the  construction  so  materi- 
ally that  the  Department  must  at  least  consider  it;  so  that  it 
would  be  far  better  that  the  whole  thing  should  be  done  by  this 
Department,  instead  of  having  it  passed  backward  and  forward, 
between  one  department  and  another. 
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Q.  And  then  if  you  had  such  power,  you  would  ^  ant  summary 
power  to  close  a  building  in  case  the  order  is  not  complied  with } 
A.  If  a  systematic  inspection  is  arranged,  as  I  think  it  should  be. 
Then,  also,  application  should  be  made  for  a  certificate  of 
occupancy;  at  the  present  time,  a  building  may  be  erected  for  one 
purpose  and  after  its  completion  may  be  used  for  another,  and 
there  is  nothing  in  the  law  to  prevent  it ;  there  should  be  a  pro- 
vision covering  this. 

Q.  Yes,  a  building  may  be  erected  for  an  office  building  — 
for  office  purposes,  and  then  it  may  be  used  for  factory  purposes ! 
A.  Yes.  Well,  that  is  not  even  so  serious  in  the  case  of  an  office 
building  and  a  factory  building;  the  requirements  are  very 
similar ;  but  we  have  recently  had  a  case  where  a  private  dwell- 
ing, not  a  fireproof  building,  fifty  or  sixty  feet  high  —  I  don't 
recall  exactly  now  —  was  converted  into  a  hospital,  which  under 
the  law  must  be  fireproof;  but  because  no  alterations  were  made 
requiring  a  pennit  from  the  Department,  the  case  was  thrown 
out  and  we  were  told  that  it  was  perfectly  lawful  to  make  that 
change. 

Q.  How  did  you  find  out  the  change  was  made?  A.  It  was 
reported  to  us  some  time  after  the  change  of  occupancy  had 
occurred,  by  nei^bors. 

Q.  By  citizens?    A.  By  citizens,  yes,  sir. 

Q.  In  other  words,  your  Department  has  no  means  of  knowing 
at  all,  except  by  means  of  accidental  information  from  citizens, 
the  uses  to  which  a  building  is  being  put?  A.  We  have  not, 
except  in  certain  buildings,  of  course;  for  instance,  in 
theatres 

Q.  (Interrupting.)  Theatres  and  hotels?  A.  We  are  required 
to  make  an  inspection,  where  an  application  is  made  for  a  license 
—  one  of  that  kind. 

Q.  Do  I  understand  you  correctly.  Commissioner,  that  in  your 
opinion  your  Department  ought  to  have  any  jurisdiction  over  what 
might  be  called  fire  problems  —  no  jurisdiction?  A.  So  far  as 
they  relate  to  the  safety  of  the  occupants.  I  do  not  think  that 
the  Bureau  of  Buildings  should  have  jurisdiction  over  the  equip- 
ment of  these  buildings  with  fire  extinguishing  apparatus; 
standard  pipes,   sprinklers  and  such  matters  should  rest  with 
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the  Fire  Department,  as  that  is  the  Department  that  must  make 
use  of  tiheee  devioes  when  it  is  neoessaxj. 

Q.  Now,  over  sanitary  problems  —  you,  of  course,  don't  have, 
or  don't  want  to  have,  any  jurisdiction?    A.  We  have. 

Q.  You  have  now  ?    A.  Over  the  plumbing  of  a  building. 

Q.  When  new?  A.  Yes,  and  the  gas  piping.  After  that,  it 
comes  under  the  jurisdiction  of  the  Health  Department. 

Q.  When  plans  are  filed,  and  they  are  approved,  the  plumbing 
and  other  matters  you  mention  must  be  in  compliance  with  the 
law  and  to  meet  the  approval  of  your  Department?     A,  Yes. 

Q.  And  after  they  are  erected,  that  is  the  end  of  it  so  far  as 
your  Department  is  concerned  ?  A.  Unless  alterations  are  made ; 
then  application  for  these  alterations  is  made  to  our  bureau. 

Q.  Xow,  take  the  case  of  the  number  of  toilets,  for  instance,  in 
a  loft  building  used  for  manufacturing  purposes;  you  have  noth- 
ing to  do  with  that?     A.  No. 

Q.  The  owner  puts  in  as  many  as  he  thinks  are  going  to  be 
necessary,  and  then  puts  it  up  to  the  Building  Department,  to 
determine  whether  they  are  sufficient?  A.  Yes,  and  depending 
upon  the  time  when  they  come  around  to  inspect  it,  and  also 
depending  upon  the  number  of  people  they  may  find  employed 
there?  A,  Yes.  That  difficulty,  I  think,  can  be  overcome  by 
filing  with  the  application  information  as  to  the  number  of  people 
the  building  is  to  accommodate. 

Q.  Now,  ought  plans  for  new  buildings  be  submitted  to  your 
Department  and  the  Fire  Department  and  Health  Department 
for  approval,  or  ought  there  be  representatives  of  the  two  others 
in  your  Department,  to  pass  upon  them  ?  A.  I  think  that  one  de- 
partment ought  to  pass  upon  the  applications.  It  is  just  as  easy 
to  equip  the  one  department  to  pass  on  the  question  so  far  as 
new  work  is  concerned  as  it  is  to  provide  for  it  in  the  other 
departments. 

Q.  Your  Department  would  be  willing  to  take  the  respon- 
sibility? A.  That  I  would  not  care  to  say;  I  would  a  great  deal 
rather  have  the  responsibility  on  some  one  else,  I  am  talking  now 
in  an  abstract  way,  as  you  see ;  I  think  it  is  best  generally,  and 
I  think  it  is  best  for  the  community.  It  does  not  help  the  com- 
munity out  much  where  an  applicant  for  a  new  building  must 
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run  to  half  a  dozen  different  Departments  to  get  his  permit.  I 
think  the  work  connected  with  the  erection  of  a  new  huilding  — 
of  any  new  buildings,  and  all  the  applications,  could  be  concen- 
trated in  one  Department ;  it  would  facilitate  matters  very  much. 

Commissioner  Phillips  :  Do  you  think  the  Building  Depart- 
ment should  look  after  the  elevators? 

The  Witness  :     This  question  of  elevators  — 

Commissioner  Phillips  :  (Interrupting)  Of  course,  there  are 
well  built  elevators,  but  then  there  are  also  defective  elevators. 

The  Witness  :  I  never  made  a  comparison.  We  have  not  in 
our  Department  ever  had  complete  records  as  to  elevator  accidents. 
I  have  tried  to  institute  an  investigation  by  which  we  might 
secure  that  information,  but  it  is  a  difficult  matter  to  get  reportc 
on  all  elevator  accidents.  We  do  have  jurisdiction  over  elevators, 
and  do  make  periodical  inspections.  Every  elevator  is  inspected 
when  installed,  and  then  there  is  no  further  inspection  unless 
complaint  is  made. 

Commissioner  Phillips  :  Are  not  freight  elevators  sometimes 
used  by  the  workmen  ? 

The  Witness  :  They  are  not  supposed  to  be  used  by  the  work- 
men. We  require  to  have  a  notice  posted,  reading  that  persons 
riding  on  the  same  do  so  at  their  own  risk. 

Commissioner  Phillips:  Tliat  is  done,  of  course,  to  protect 
the  employer  against  liability  ? 

The  Witness  :     That  may  have  been  the  intention. 
Q.  How  often  do  you  inspect  them  ? 

Commissioner  Phillips:  (Interrupting)  As  a  matter  of  fact, 
the  men  do  use  the  elevators  t 

The  Witness  :     Yes.  generally. 
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Q.  Men  and  women  ?     A.  Yes. 

Commiasioner  Phillips:  They  are  forced  to  use  them  in 
many  instances  by  the  employer  ? 

The  Witness  :     That  might  be;  I  am  not  prepared  to  say. 

Q.  Isn't  it  a  fact  that  the  rules  of  the  building  require  em- 
ployees, or  workmen  and  working  women,  to  use  the  factory  ele- 
vators ? 

The  Witness  :     I  am  not  prepared  to  say. 

Q.  How  often  does  your  Department  inspect  these  elevators? 
A.  Twice  a  year. 

Q.  Each  year  ?     A.  Yes. 

Q.  When  this  inspection  is  made,  is  there  a  test  made  of  the 
hoists,  of  the  pulleys,  and  ropes  and  things  like  that;  or  just 
merely  a  casual  inspection  ?  A.  A  very  careful  inspection.  It 
is  sudi  an  inspection  that  the  elevator,  for  a  time,  is  out  of  cora- 
miBsion.  We  often  make  inspections  of  a  building  after  hours 
and  on  Sundays,  for  the  sake  of  keeping  the  elevators  in  com- 
mission. The  inspection  means  a  careful  examination  of  all 
machinery  and  all  the  counter- weight  cables.  The  elevator  is 
passed  along  slowly  down  the  shaft,  and  the  inspector  watches  the 
cables  as  they  pass,  to  see  whether  there  are  any  broken  strands. 

Q.  Are  they  inclosed  at  all,  the  freight  elevators?  A.  In  all 
new  buildings,  they  are ;  we  are  endeavoring  to  get  them  enclosed 
in  all  old  buildings.  Strictly  under  the  law,  we  have  no  authority 
to  order  them  enclosed,  but  we  do  that,  —  under  our  general 
powers  given  in  Section  108, —  in  cases  where  we  believe  that 
leaving  them  open  is  a  menace  to  the  life  of  the  occupants. 

Q.  What  buildings  are  there,  Commissioner,  which  may  have 
erected  upon  them  an  outside  fire-escape  instead  of  a  stairway  — 
you  have  authority  to  say  that?  A.  Yes.  The  law  provides  that 
in  all  buildings,  the  means  of  egress  from  that  building  shall  be 
such  as  is  deemed  necessary  in  the  judgment  of  the  Superinten- 
dent of  Buildings. 

Q.  Can  you  tell  us  what  proportion  of  the  factory  buildings, 
since  you  have  been  in  the  Department,  have  been  built  fireproof 
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and  those  not;  are  they  required  to  be  built  fireproof  now? 
A.  Oh,  if  they  are  over  75  feet  high. 

Q.  That  is,  about  six  stories  ?  A.  Yes,  or  if  they  exceed  8,000 
square  feet,  when  located  in  the  center  of  a  block,  or  12,600 
square  feet,  when  located  on  the  comer;  it  depends  upon  what  the 
area  and  height  is. 

I  may  be  able  to  tell  you  just  exactly  for  1910  what  propor- 
tion was  built  fireproof. 

Q.  Yes?  A.  No,  I  cannot  tell  you  with  respect  to  factories; 
I  can  tell  you  with  respect  to  buildings  generally. 

Q.  We  are  interested  at  this  time  in  factories.  You  can  fur- 
nish it  to  me  later,  if  you  will,  Commiseioner  ?     A.  I  will. 

Q.  You  consider  a  fireproof  factory  over  eight  stories  in  height 
safer  than  a  five^tory  frame,  built  in  accordance  with  the  present 
laws?  A.  Do  I  understand  by  frame  buildings  that  you  mean 
witli  briok  walk  ?  I  think  it  depends.  It  might  be  made  safer, 
and  in  some  cases  it  might  not  be  safer;  it  is  very  hard  to  answer 
that  question  in  a  general  way. 

Q.  In  other  words,  is  the  height  of  a  building  a  large  element 
detracting  from  its  safety?  A.  I  believe  it  is.  I  think  the 
danger  is  greater  as  you  go  higher;  but  I  believe  that  a  well  con- 
structed building  —  I  mean,  one  constructed  in  frame,  with  our 
laws  for  fireproof  construction,  giving  the  necessary  safeguards  in 
the  way  of  stairways,  etc.,  and  other  facilities,  I  think  is  very 
much  safer  than  a  building  —  than  a  six-story  non-fireproof 
factory. 

Q,  You  are  familiar,  of  course,  with  the  automatic  sprinkler 
system.  Do  you  believe  that  ought  to  be  installed  in  buildings 
above  a  certain  height  and  width?  A.  I  believe  the  automatic 
sprinkler  ought  to  be  required  in  any  building  where  manufactur- 
ing is  done. 

Q.  In  any  building  ?  A.  In  any  building,  —  even  fireproof 
buildings. 

Q.  They  are  not  now  compulsory?  A.  I  am  not  prepared  to 
say.  The  installation  of  automatic  sprinklers  rests  with  the  Fire 
Department. 
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Q.  You  have  referred,  I  take  it,  Commiseioner,  to  what  we 
might  consider  the  defects  of  the  present  law  in  reference  to  con- 
struction of  buildings;  are  there  any  other  defects  you  want  to 
call  attention  to,  which  you  think  require  amendment?  A.  I 
want  to  lay  again  special  stress  on  that  requirement  for  the  certi- 
ficate of  occupancy.  I  think  that  is  one  of  the  most  important 
things. 

Q.  How  about  manufacturing  being  carried  on  in  buildings 
above  a  certain  height  from  the  ground  ?  Have  you  any  opinion 
or  suggestion  about  that?  A.  I  can't  say  that  I  have  much 
opinion  on  that.  I  believe  this : —  that  those  provisions  that  are 
made  in  the  proposed  amendment  to  Section  103  of  the  Building 
Code  by  the  experts  of  the  New  York  American  are  very  excellent 
ones;  that  no  manufacturing  should  be  permitted  over  a  certain 
floor  of  a  building  unless  such  and  such  exit  facilities  as  they 
specified  are  provided. 

Q.  In  other  words,  the  higher  up  you  go  there  should  be  more 
exits  ?     A.  Yes,  the  mort.  exits  there  should  be. 

Q.  How  about  fire  alarms  ?  Do  you  favor  the  compulsory  in- 
stallation of  fire  alarms  in  factory  buildings,  or  other  appliances 
of  that  kind  ?  A.  Yes,  I  think  they  ought  to  be  provided,  though 
I  haven't  given  that  particular  subject  much  thought. 

Q.  Should  that  be  under  your  jurisdiction  or  the  jurisdiction 
of  the  Fire  Department  ?  A.  I  think  that  very  properly  may  be 
under  the  jurisdiction  of  the  Fire  Department,  as  it  now  is. 

Q.  Is  there  anything  further.  Commissioner,  that  you  would 
like  to  inform  the  Commission  about,  or  suggest  to  them,  either 
for  the  purpose  of  legislation  or  remedial  change  ?  A.  I  should 
like,  if  the  Commission  likes  to  receive  it,  to  give  them  a  little 
more  definite  suggestion  in  what  should  be  provided  in  the  way  of 
stair  facilities  in  buildings  now. 

Q.  Have  you  got  it  in  writing?  A.  I  have  some  suggestions 
here  in  writing,  some  notes  I  have  prepared. 

Q.  I  think  we  might  spread  those  notes  on  the  record.  Will 
you  refer  to  them  briefly  ?  A.  Yes,  I  would  like  to  send  them  to 
you. 

Q.  Very  well.  Then,  as  I  understand.  Commissioner,  you  will 
submit  a  memorandum  v.nth  a  brief  to  the  Commissioners?  A.  I 
would  like  to  do  so  later,  getting  some  more  definite  suggestions. 
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Q.  Could  we  have  it  by  the  first  of  November  ?    A.  I  think  sa 

Q.  Will  you  submit  suflGicient  copies  so  I  may  send  them  to 
each  Commissioner  ?     A.  How  many  will  that  be  ? 

Q.  There  are  nine  Conmiissioners  and  Counsel  would  like  one, 
so  about  12  or  16  copies.  A.  Yes;  may  I  read  some  of  those 
suggestions  now  ? 

Q.  Surely.  A.  These  suggestions  are  on  the  matter  of  stair- 
cases. The  present  requirements  as  to  providing  simply  the 
number  of  staircases  proportionate  to  the  area  has  always  seemed 
to  me  illogical.  The  width  of  doors,  stairs  and  passageways  should 
be  proportioned  to  the  number  of  persons  to  be  aocoramodatod.  A 
minimum  width  of  three  feet  four  inches,  providing  for  two  ordi- 
nary peraouB  abreast^  should  be  specified  for  any  door,  stair  or 
passageway.  At  least  two  staircases  should  be  prescribed 
for  any  building  over  four  stories  high  or  over  2,500  square  feet 
in  area.  By  that  I  mean  that  if  a  building  is  only  four  stories 
high,  one  staircase  may  possibly  be  all  that  is  necessary.  Of 
course,  it  is  understood  ray  remarks  refer  to  buildings  to  be  used 
as  workshops  and  factories.  These  requirements  may  be  a  little 
drastic  in  residences  or  buildings  of  that  character.  The  stairs 
should  be  so  placed  that  in  no  case  would  it  be  necessary  to  travel 
more  than  a  hundred  feet  in  any  horizontal  direction  to  reach  one, 
and  that  at  least  one  is  always  accessible  to  the  occupants  in  case 
any  of  the  others  is  rendered  impassable. 

We  have  often  found  that  there  is  a  tendency  to  group  the  stair- 
cases, instead  of  spreading  them  as  far  apart  as  possible.  Every 
staircase  should  be  enclosed  in  fireproof  construction  and  should 
have  a  direct  exterior  outlet  at  the  ground  floor.  The  rise  and 
treads  of  stairs  should  be  so  proportioned  that  the  stairs  furnish 
a  safe  and  complete  line  of  travel. 

Q.  Commissioner,  you  are  going  to  put  this  all  in  your  brief 
or  memorandum  which  you  submit,  and  if  you  do  that  —  we  have 
a  great  many  more  witnesses  that  have  been  waiting  and  I  would 
like  not  to  put  them  off  any  longer,  and  we  shall  be  very  grateful 
to  you  if  we  can  get  12  or  15  copies  of  that  and  we  shall  make 
a  part  of  the  record,  if  jou  desire. 

The  Witness:     May  I  just  glance  over  these  (referring  to  a 
memorandum)  for  a  minute  ?     There  may  be  something  else. 
Q.  Surely. 
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Commissioner  Dsbieb  :     May  I  ask  question  i 
Mr.  Elkub:     Yes. 

Bj  Commissioiier  Dbeieb: 

Q.  You  say  now,  that  a  building  25  feet  wide  and  100  feet  long 
could  only  have  one  staircase.  Is  only  one  required  ?  A.  Only 
one  is  required  by  law. 

Q.  Now,  if  you  found  that  several  hundred  were  occupying 
that  building,  can  you  force  another  staircase?  A.  Yes,  if  we 
think  the  exit  facilities  in  that  building  are  not  adequate  to  the 
people  occupying  that  building,  we  can  compel  some  additional 
means  of  exit. 

Q.  You  can't  install  an  inside  staircase?  A.  We  can  compel 
it  as  far  as  the  law  will  support  us.  That  is,  as  far  as  public 
opinion  supports  us.  You  see  if  a  provision  is  not  made  in  the 
law  it  is  very  difficult  even  to  go  through  the  courts. 

By  Mr.  Elkus: 

Q.  You  have  no  legal  power  to  compel  more  than  one  inside 
staircase  ?  A.  No,  unless  we  can  show  —  and  it's  a  very  difficult 
thing  to  do  when  it  is  more  altogether  a  mitter  of  judgment  —  it 
is  very  difficult  to  say  that  an  additional  staircase  is  absolutely 
necessary. 

Q.  Well,  isn't  the  statute  veiy  explicit  on  the  subject  that 
where  the  buildings  occupy  an  area  2,500  feet  square  or  less, 
there  is  only  one  interior  staircase  required  ?     A.  Yes. 

Q.  Commissioner,  how  long  have  you  been  connected  with  the 
Building  Department?     A.  Since  1895. 

Q.  You  were  Chief  Engineer,  weren't  you,  before  you  were 
made  Commissioner  ?  A.  I  entered  as  an  inspector  and  I  served 
in  that  capacity  for  about  a  year  or  two,  and  then  was  made  one 
of  the  plan  examiners,  and  in  1901  I  became  the  Chief  Engineer 
and  served  as  such  till  1906.  I  then  left  the  Department  to 
enter  private  practice  in  building  construction.  In  1907  I  was 
one  of  the  Commissioners  on  the  —  for  the  Revision  of  the  Build- 
ing Code  that  year,  and  I  was  appointed  Superintendent  on  Janu- 
ary 1st,  1910. 
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By  Commissioner  Dreieb: 

Q.  I  should  like  to  ask  another  que&tion.  I  understood  you  to 
say  that  you  could  order  fire  towers  now  in  buildings  ?  A.  Yes, 
if  we  think  they  are  necessary  to  furnish  the  adequate  exit 
facilitiee. 

Q.  And  you  eay  you  never  have  ordered  one?  A.  I  don't 
recollect  any  case  in  which  we  have  ordered  a  fire  tower,  aa  such. 
We  have  ordered  a  great  many  —  in  a  great  many  cases  the  stair- 
cases should  be  enclosed.  I  think  I  have  a  note  here  (referring 
to  memorandum).  For  instance,  in  the  first  three  months  of 
this  year,  I  happened  to  have  the  notes  on  cases  previous  to  the 
Asdi  fire.  We  ordered  in  74  factories  and  workshops  the  in- 
terior staircases  to  be  enclosed.  The  difficulty  is  in  existing  build- 
ings to  provide  something  satisfactory  without  causing  a  recon- 
struction of  the  building.  Of  course,  people  resist  the  expenditure 
of  a  l&Tg^  sum  of  money,  as  this  often  entails  —  I  had  a  case 
recently  where  we  asked  for  additional  interior  staircase,  and  the} 
called  my  attention  to  the  fact  that  to  provide  that  would  cost 
about  $20,000  in  alterations  to  the  building;  whereas  if  they  were 
permitted  to  place  an  outside  staircase  they  might  put  it  in  for 
about  $2,000. 

Q.  Well,  isn't  it  true  that  there  is  hardly  a  building  in  New 
York  which  has  adequate  fire-escapes?  Are  there  any  that  have 
adequate  escapes  and  wouldn't  you  have  to  order  a  reconstruction 
of  the  buildings  to  make  them  safe?  A.  Well,  I  wouldn't  say 
that  there  were  none  that  had  adequate  facilities,  but  I  do  think 
a  large  proportion  of  the  buildings  used  as  workshops  and  fac- 
tories should  be  better  equipped,  better  safeguarded.  Now,  it 
may  not  be  necessary  to  provide  additional  staircases.  Of  course, 
I  think  in  many  cases  the  building  can  be  made  safe  by  the  con- 
struction of  a  fire  wall  through  the  middle. 

Q.  And  you  have  power  to  order  the  fire  wall?  A.  We  can; 
we  have  under  the  law.  We  have  not  been  suecessf ul,  however, 
in  securing  it.     We  have  asked  for  it  in  several  instances. 

Q.  You  have  never  got  it?  A.  We  have  never  been  able  to 
get  it. 

7 
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By  Commissioner  Phillips: 

Q.  Wliat  do  you  think  of  the  desirability  of  a  law  requiring 
the  enclosing  of  all  elevator  shafts  ?  A.  I  think  it  is  very  desir- 
able that  that  should  be  done.  I  think  more  important  still  is 
the  requiring  of  the  enclosing  of  all  staircases,  especially  in  non- 
fireproof  buildings. 

Q.  I  mean  the  enclosing  of  the  elevator  shafts,  not  from  a  fire 
safety  point  of  view,  but  for  the  safety  of  the  men  and  women 
riding.  Every  year  several  men  and  women  are  killed  in  this  city 
by  the  head  being  crushed  between  the  elevator  and  ceiling  of  the 
floor  and  joists.  Now,  whether  that  ought  to  be  enclosed  as  a 
passenger  elevator  is?  A.  Well,  I  don't  know  that  that  would 
prevent  that  sort  of  accident  to  any  great  extent.  It  might  in  a 
few  instances,  but  I  don't  think  that  is  the  case  of  their  being 
killed  in  that  way.  Cases  that  I  recall  of  that  kind  were  w^here 
they  fell  through  the  door  opening,  before  the  door  was  closed 
or  something.  You  see  a  good  many  of  the  accidents  in  elevators 
are  due  to  the  carelessness  of  the  man  who  is  running  the  elevator, 
or  often  to  the  carelessness  of  the  parties  using  it.  They  won't 
obey  the  caution  that  is  given  them.  I  have  tried  to  analyze  that 
to  some  extent  in  my  last  annual  report,  to  show  how  many 
accidents  were  due  to  the  fault  in  the  construction  and  how  manv 
were  due  to  the  fault  of  the  operator  or  person  using  the  elevator. 

Q.  But,  if  the  accident  ia  due  directly  to  the  fault  of  the 
operator  and  yet  its  construction  should  be  such  that  even  his 
negligence  would  cause  the  accident  —  that  is,  we  have  got  to 
use  our  mechanics  to  offset  or  overcome  the  human  negligence  as 
much  as  possible.     A.  Yes,  we  ought  to  do  tliat  m  all  cases. 

Q.  And  these  cases  where  a  man  is  caught  between  the  floor  of 
the  elevator  and  the  beams,  and  the  floor  or  ceiling  of  the  adjoining 
rooms,  would  be  taken  care  of  by  having  it  sealed  up,  all  the  way 
up,  wouldn^t  it?  A.  I  am  not  prepared  to  say  that,  but  it  might 
be  if  the  elevator  is  properly  guarded,  even  though  it  is  open  — 
I  think  that  isn't  a  serious  — 

Q.  I  don't  want  to  take  too  much  of  your  time,  but  I  have  in 
mind  a  case  in  Rochester  where  gates  had  finally  been  provided 
by  the  employer,  but  they  were  never  used.  Elevator  men  didn't 
use  them  and  the  men  working  there  were  foreigners.  One  man 
disappeared  down  the  opening,  fell  five  or  six  stories  and  was 
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killed.  No  one  knows  how  he  came  to  fall.  Now,  if  they  had 
been  sealed  up  there,  he  couldn't  have  fallen.  It  would  have  been 
impossible  for  him  to  fall,  if  it  hadn't  been  for  that  opening  on 
the  side  of  the  elevator.     A.  Yes. 

Q.  I  was  wondering  to  what  extent  that  is  being  done?  A. 
Well,  as  I  say  in  all  new  elevators  now  we  require  the  enclosing 
of  the  shaft. 

By  Commissioner  Phillips  : 

A  bill  of  that  kind  last  winter  passed  the  Assembly,  but  didn't 
get  through  the  Senate.  Now  the  Commissioner  of  Labor  may 
require  it,  but  that  bill  made  it  absolutely  mandatory. 

The  Witness:     I  think  it  should  be  mandatory. 

By  Mr.  Elkus: 

Q.  Are  you  f amiliaf  with  the  Hoey-Sullivan  bill  ?  A.  Some- 
what. 

Q.  Do  you  approve  of  it  ?  A.  I  do  not  I  think  the  provision 
imposing  the  duty  on  the  Fire  Commissioner  of  doing  the  work 
when  the  tenant  refuses  to  do  it  or  fails  to  do  it,  is  not  a  proper 
one.  As  I  said  before,  I  think  the  official  who  has  jurisdiction 
should  have  the  summary  powers  to  vacate  the  building  for  the 
time  being.  Then  we  will  accomplish  something.  This  other 
would  merely  make  the  city  go  into  the  construction  businees. 
These  tenants  who  j)robably  don't  want  to  do  it,  and  who  are,  in 
<i  way,  compelled  to  do  it  under  their  lease,  will  say  "  Well,  let 
the  city  do  it"  It  only  can  be  a  lien  against  the  tenant  and  it 
comes  back  to  the  owner,  and  the  lien  may  hang  fire  for  years  and 
may  possibly  never  be  collected. 

Q.  You  think  the  penalty  will  be  to  close  the  building  unleea 
the  regulation  is  complied  with  ?  A.  Yes.  There  is  another 
feature  on  that  point.  That  feature  in  the  other  —  the  Herrick 
bill,  providing  for  a  Board  of  Survey,  I  think  id  very  proper, 


(The  followingr  letter  was  sent  to  the  Commission  by  Superintendent  Miller 
In  explanation  of  a  portion  of  the  foresoing  testimony.) 

March  27th.  1912. 
Mr.  Abram  I.  Elkus, 

State  Factory  Investigating  Commission. 

165  Broadway.  New  York  City. 
Dear  Sir. —  There  Is  one  point  which  I  want  to  speak  of.  as  the  testimony 
as  given  Is  possibly  misleading.  It  Is  with  reference  to  the  number  of  fire- 
escape  cases  that  were  pending  at  the  time  I  gave  my  testimony.  The  state- 
ment I  wished  to  make  was  that  about  2.600  fire-escape  cases  were  pending 
at  that  time,  an  Increase  from  385  cases  at  the  beginning  of  the  year.  It  Is 
not  true  that  these  2.500  cases  were  In  the  hands  of  the  Corporation  Counsel 
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because  if  you  give  summary  powers  to  an  official,  he  may  misuse 
them,  ^ow  an  appeal  ou^t  to  be  possible  from  that.  I  don't  think 
that  the  misuse  of  summary  powers  is  as  apt  to  occur  as  many 
people  think.  The  Health  Department  has  such  power  now  and 
we  have  very  little  trouble  about  that  as  far  as  I  have  been  able 
to  observe. 

By  Commissioner  Dbeieb  : 

Q.  In  the  00-called  fireproof  buildings,  can  they  use  wooden 
stairs  now  or  not  t    A.  No. 

Commissioner  Dbeies  :  Hie  reason  I  asked  ie  because  we  went 
into  some  and  had  been  told  they  were  fireproof,  but  they  had 
wooden  stairs. 

The  Witness:  Well,  many  buildings  are  advertised  as  fire- 
proof buildings,  which  are  not  approved  a|  fireproof  buildings  by 
the  authoritiea 

Q.  Would  you  advise  the  doing  away  of  all  wood  in  fireproof 
buildings?  A.  Not  necessarily.  In  fireproof  buildings  I  think 
only  hardwood  should  be  used,  and  then  it  should  be  backed  up 
by  plastering.  Of  course  a  minimum  amount  of  wood  should  be 
used.  I  think  wood  flooring  might  be  provided,  if  it  is  filled 
rip  solidly  on  the  underside,  so  that  there  is  little  chance  for  burn- 
ing. Wood,  when  it'si  properly  backed  up,  especially  hardwood, 
doesn't  bum.  It  smoulders,  but  is  not  likely  to  spread  fire  very 
rapidly.  ' 

Mr.  Ei/Kus:     Thank  you  very  much. 

John  Kenlon,  called  as  a  witness,  being  duly  sworn,  testified 
as  follows : 

Examined  by  Mr.  Elkus  : 

Q.  Chief,  you  are  now  Chief  of  the  Fire  Department  of  the 
City  of  New  York  ?     A.  Yes. 

Q.  How  long  have  you  been  connected  with  that  Department  ? 
A.  Twenly-five  years. 


at  the  time  I  gave  my  testimony.  Only  about  one-tenth  were  In  the  Corpora- 
tion Counsel's  haniSs.  The  rest  of  them  were  either  In  process  of  being  compiled 
with  or  had  been  filed  so  recently  that  sufficient  opportunity  had  not  yet 
been  given  for  a  compliance  with  the  orders.  More  than  half  of  those  2,600 
cases  at  the  time  of  my  testimony  were  being  attended  to  by  the  parties  who 
had  been  notified. 

Yours  truly, 

RUDOLPH  P.  MILLER, 

Superintendent  of  Buildings. 
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Q.  And  jou  began  as  a  firemain  and  have  been  promoted  to 
the  various  departments  until  you  became  Chief?     A.  Yee. 

Q.  And  you  are  familiar  with  the  buildings  in  New  York  City 
which  are  used  for  factory  purposes?     A.  Yes,  sir. 

Q.  Have  you  examined  the  soKjalled  Aech  Building  recently? 
A.  No. 

Q.  Have  you  had  it  examined  ?  A.  I  examined  that  building 
a!bout  the  time  it  was  coneitrueted. 

Q.  What  condition  did  you  find  it  in,  as  to  complying  with  the 
law?     A.  Good,  as  to  compliance  with  the  fire  law. 

Q.  At  the  time  it  was  finished  ?     A.  Yes. 

Q.  Did  you  examine  it  then  as  to  violations  of  any  other  law« 
but  the  fire  laws?     A.  No. 

Q.  Have  you  examined  it  at  all  since  the  fire?  A.  Yes,  I 
looked  it  over. 

Q.  When  did  you  examine  it  since  the  fire?  A.  Possibly  right 
after  the  fire.    I  was  around  it  last  April  sometime. 

Q.  What  did  you  find  its  condition  then  as  to  complying  with 
the  fire  regulations  or  fire  laws?  A.  The  compliance  with  the 
fire  laws  was  all  right. 

Q.  As  to  other  laws  you  had  no  responsibility  ?  A.  I  hadn't. 

Q.  I  am  informed  that  there  is  a  statement  in  the  newspapers, 
attributed  to  you,  that  you  made  before  the  Budget  Committee 
that  there  were  2,000  violations  of  the  fire  laws  against  the  Asch 
Building?    A.  T  am  not  responsible  for  that  statement. 

Q.  That  means  to  say  you  are  not  responsible  for  the  news- 
papers that  printed  it?    A.  No. 

Q.  What  have  you  found  to  be  the  condition,  Chief,  of  the 
buildings  in  New  York  city  that  are  now  used  for  manufacturing 
purposes,  as  to  their  being  in  a  proper  state  in  case  of  fire  ?  A.  I 
have  universally  found  a  tendency  to  carelessness,  in  so  far  as 
rubbish,  and  T  may  say  housekeeping,  is  concerned. 

Q.  Yes.   A.  A  great  deal  of  unnecessary  rubbish  strewn  around. 

Q.  What  else  have  you  found  with  reference  to  these  buildings, 
as  to  whether  or  not  they  are  in  a  dangerous  condition?  A.  We 
found  on  our  tours  of  inspection  a  good  many  buildings  that  were 
inadequately  equipped  vrith  fire-escapes. 

Q.  Yes.   A.  We  found  violations  of  the  Labor  Laws,  etc. 
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Q.  How  many  violations,  either  of  the  Building  Department 
Law  or  the  Labor  Law,  have  you  found  and  reported  to  the 
various  Departments  since  you  have  been  Chief?  A.  I  just  have 
a  little  memorandum  here  (referring  to  a  paper) —  since  the  18th 
of  August  —  beginning  on  the  18th  of  August  and  up  to  the  11th 
of  October,  day  before  yesterday,  we  reported  1,022  violations 
of  the.  Building  Code,  which  were  referred  to  the  Building  De- 
partment. We  found  627  violations  of  the  provisions  of  the 
Charter  —  that  is,  particularly  sections  762  and  771.  We  found 
401  violations  of  the  Labor  Law;  29  violations  of  the  Tenement 
House  Law,  and  2  violations  of  the  Sanitary  Code. 

Q.  So  that's  a  total  of  over  2,000  violations  that  you  have 
found  within  less  than  three  months  ?  A.  2,081  in  less  than  two 
months,  yes,  less  than 

Q.  Less  than  two  months.  That  would  be  at  about  the  rate 
of  40  a  day.  And  do  you  know  whether  or  not  those  violations 
of  law  have  been  remedied?  A.  No,  sir,  I  have  no  means  of 
knowing. 

Q.  This  inspection  of  the  Fire  Department  by  which  you 
found  these  violations  is  purely  voluntary,  isn't  it  ?  You  are  not 
required  by  law  to  make  them,  but  you  have  them  made  in  order 
to  endeavor  to  get  some  safety  in  this  class  of  buildings?  A. 
That's  right. 

Q.  Have  you  reported  to  the  various  Departments,  Labor, 
Health  and  Building  Department,  the  exact  violations  in  each 
case  and  given  the  number  of  the  building?    A.  Yes. 

Q.  I  understand.  Chief,  you  don't  like  to  give  the  numbers  of 
these  buildings,  because  you  don't  want  to  unduly  alarm  the 
occupants  ?    A.  Quite  so. 

Q.  Now,  in  many  of  those  cases  are  the  conditions  dangerous 
to  life  in  case  there  are  fires  ?    A.  Yes,  sir. 

Q.  You  have  spoken  of  a  thousand  violations  of  the  Building 
Law.  Those  all  relate  to  fire  violations,  you  may  call  them ;  that 
is  to  say,  inadequate  fire  escapes?  A.  Particularly  to  means  of 
egress  in  case  of  fire. 

Q.  In  case  of  fire  ?   A.  Yes. 

Q.  And  the  600  violations  that  refer  to  the  provisions  of  the 
Charter,    what   do   they    refer   to   specifically?     A.  Well,   they 
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more  specifically  refer  to  hotels,  lodging  houses  —  means  of  com- 
municating alarms,  interior  alarm  system  and  such  things  as 
that. 

Q.  What  is  your  information  and  opinion  with  reference  to 
fireproof  buildings  being  safe  buildings  in  case  of  fire  f  A.  They 
are  safe  so  far  as  the  building  itself  is  concerned. 

Q.  How  about  the  occupants?  A.  Then  they  are  not  quite  so 
safe. 

Q.  What  could  be  done  to  remedy  it  with  existing  buildings 
and  with  new  buildings  ?  A.  Well,  with  new  buildings  the  tower 
fire-escape  could  be  put  in  and  there  should  be  and  could  be  baffles, 
or  fire  walls  dividing  the  floor  space,  especially  in  very  high 
buildings. 

Q.  Anything  else  to  suggest?  How  about  wooden  trim  in  the 
interior  of  so-called  fireproof  buildings  ?    A.  I  wouldn't  have  any. 

Q.  Would  not  have  any?    A.  No,  sir. 

Q.  Would  you  say  there  was  more  or  less  danger  in  so-called 
fireproof  buildings  than  there  was  in  those  that  are  not?  A.  So 
far  as  the  danger  to  life,  it  depends  largely  upon  the  condition 
of  the  business.  In  the  matter  of  light  manufacturing,  clothing 
and  novelties  and  things  of  that  kind  that  are  highly  combustible, 
a  fireproof  building  is  just  as  dangerous  to  life  as  any  other 
building. 

Q.  In  a  fireproof  building,  so-called,  isn't  the  danger  —  where 
there  is  inflammable  material  in  the  interior  of  the  lofts  —  that 
the  people  are  trapped  and  cooked  to  death,  the  building  not 
burning  at  all?  A.  Quite  so;  the  building  won't  burn,  but  it 
is  destructive  to  life. 

Q.  Of  course  you  are  familiar.  Chief,  with  the  automatic  fire 
sprinkler  system?     A.  Yes,  sir. 

Q.  Do  you  know  whether  or  not  insurance  companies  only 
recommend  or  reduce  insurance  if  certain  kinds  of  automatic 
sprinklers  are  used  ?  A.  I  believe  the  insurance  companies  have 
a  test  to  which  they  subject  a  sprinkler-head,  and  unless  it  comes 
up  to  the  requirements  of  that  test  they  reject  it  and  make 
no  allowance  for  the  installation  of  the  sprinklers,  except  the 
owner  puts  in  a  head  that  is  approved. 
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Q.  Well,  is  it  not  a  fact  that  certain  heads  have  been  approved 
by  the  insurance  companies  and  that  it  is  very  easy  to  find  out 
what  those  are,  and  the  others  are  not  approved?  A.  Well, 
Counselor,  I  take  very  little  interest  in  that  part  of  it.  We  ap- 
prove heads  whether  they  are  approved  by  the  insurance  com- 
panies or  not. 

Q.  Now,  this  approval  of  heads  is  a  question  of  what  degree 
of  temperature  will  cause  the  material  of  which  they  are  made 
to  melt?    A.  "Sot  exactly. 

Q.  Well,  what  is  it?  A.  Well,  I  couldn't  say  just  exactly  what 
it  is,  but  the  sprinkler  head  itself,  of  course,  don't  melt ;  it  is  only 
the  link  that  holds  it  down,  the  fused  metal  that  holds  it  down, 
which,  of  course,  is  a  very  simple  thing,  but  the  construction  of 
the  head  and  the  operation  of  the  head  under  pressure  then  be- 
comes quite  a  different  matter. 

Q.  Does  your  Department  approve  of  heads  ?  I  mean,  do  you 
pass  upon  them?  You  said  that  you  would  approve  of  a  head 
which  the  Insurance  Department  might  not  approve  of  ?     A.  Yes. 

Q.  How  did  that  come  before  you  ?  A.  Plans  of  that  kind  are 
usually  submitted  —  they  are  submitted. 

Q.  Under  762  —  they  are  submitted  under  Section  762  of  the 
Charter,  to  you,  and  then  you  test  them?  A.  We  don't  test  the 
head  exactly. 

Q.  What  do  you  do?  A.  We  look  into  the  matter.  We  don't 
subject  it  to  the  test  that  the  Underwriters  do.  They  have  a 
laboratory  for  that  purpose,  but  we  find  that  the  heads  operate 
fairly  well,  and  we  are  not  bound  by  any  rule  of  the  Underwriters' 
that  I  know  of. 

Q.  And  you  look  for  efficiency  and  not  for  any  particular  head  ? 
A.  That  is  the  idea. 

Q.  Have  you  ever  heard  that  there  was  a  trust  in  sprinklers, 
among  the  manufacturers  of  sprinklers,  in  which  the  insurance 
companies  participated  ?    A.  I  believe  I  heard  a  rumor  of  that. 

Q.  A  rumor.  Did  you  ever  get  anything  more  than  a  rumor  ? 
A.  Nothing  more  definite. 

Q.  Of  course  it  is  a  fact  that  the  insurance  underwriters  only 
approve  of  certain  sprinklers,  and  one  of  the  objects  of  putting 
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in  a  sprinkler  system,  besides  safety  to  life  and  property,  is  to 
get  insurance  premiums  reduced?    A.  Yes,  sir, 

Q.  And  unless  the  owner  or  tenant  puts  in  the  kind  of  sprink- 
ler system  of  which  the  insurance  company  approves,  he  can't 
get  his  premiuTTis  reduced  althou^  the  Fire  Department  may  ap- 
prove of  the  sprinkler  system  ?  A.  Well,  that  is  a  very  important 
question ;  it  is  going  right  into  a  matter  of  business,  Mr.  Elkus, 
and  I  am  not  a  business  man,  in  that  sense  —  I  don't  know  much 
about  trusts  or  corporations. 

Q.  Well,  this  is  simply  a  question  of  getting  a  sprinkler  which 
causes  the  reduction  of  premium  and  assure  safety  ?  A.  Well,  if 
the  state  law  would  say  that  the  approval  of  the  Fire  Department 
was  sufficient,  then  perhaps  they  could  make  the  insurance  oom- 
panies  reduce  the  premiums. 

Q.  You  mean  that  to  be  a  way  of  making  than  see  the  light  f 
A.  One  of  the  ways. 

Q.  'NoWy  would  you  be  in  favor  of  making  a  sprinkler  system 
mandatory  in  buildings  above  a  certain  height  or  size?  A.  I 
certainly  would. 

Q.  And  then  it  would  become  very  necessaiy,  if  that  were  done, 
that  instead  of  the  insurance  companies  passing  upon  the  effi- 
ciency of  the  sprinkler  system,  it  should  be  the  Fire  Departmen  ? 
A.  Quite  so. 

Q.  In  what  class  of  buildings  would  you  make  a  sprinkler 
system  mandatory  ?  A.  In  all  buildings  used  for  manufacturing 
purposes. 

Q.  Of  any  size  or  height?    A.  Of  any  size  or  height. 

Q.  Do  you  believe  that  they  would  contribute  largely  to  the 
saving  of  life,  in  case  of  fire,  as  well  as  property?  A.  I  believe 
that  the  sprinkler  is  the  best  single  means  of  preventing  fires, 
and  saving  life  to-day  known  to  scientific  fire-fighters. 

Q.  And  they  should  be  installed  in  new  buildings  and  in  ex- 
isting buildings  ?    A.  Yes,  sir. 

Q.  As  a  matter  of  fact,  in  most  modern,  high-class  buildings 
they  are  voluntarily  installed  by  the  owners?  A.  Usually  they 
are. 

Q.  Do  you  find  the  statutes  sufficient  —  the  present  laws  suffi- 
cient for  the  preservation  of  life  in  cases  of  fire,  or  have  you  any 
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suggestions  to  make  for  amendments?  A.  Well^  as  a  layman,  I 
find  it  very  hard  to  interpret  the  laws. 

Q.  You  are  not  the  first.  A.  They  are  so  peculiarly  distrib- 
uted amongst  the  different  departments  that  it  is  really  very  hard 
to  say  where  the  jurisdiction  and  the  authority  lies. 

Q.  That  leads  up  to  this  matter  then.  One  of  the  great  troubles 
is  the  division  of  responsibility,  created  by  statutes  among  the 
different  departments  having  jurisdiction  over  factory  buildings. 
Would  you  favor  the  centralization  of  all  power  in  one  depart- 
ment —  either  in  an  existing  department  or  a  new  department  ? 
A.  I  would  certainly  favor  the  concentration,  or  the  centralization 
of  power  in  one  department. 

Q.  And  do  you  believe  that  if  it  were  centralized  in  one  de- 
partment there  would  be  a  great  improvement  in  methods  for  the 
safety  of  life  in  case  of  fire?  A.  Yes,  I  believe  that  conditions 
can  be  vastly  improved. 

Q.  Well,  have  you  any  other  suggestions  to  make,  beside  the 
centralization  of  power  over  factory  buildings?  A.  Well,  the 
fact  of  centralizing  power  would  not  of  itself  amount  to  very 
much  except  there  was  additional  legislation  in  the  way  of  empow- 
ering the  head  of  that  department  to  enforce  his  orders. 

Q.  Yes.  Well,  how  should  they  be  enforced,  in  your  opinion  ? 
A.  Of  course,  now  we  know  that,  for  instance,  we  made  these 
3,210  complaints  to  the  different  departments,  calling  to  their 
attention  the  actual  violations  of  the  law  in  specific  buildings  and 
specific  places. 

Q.  Did  you  ever  hear  anything  more  about  them  after  you 
had  these  violations  reported?    A.  ITot  a  word. 

Q.  Not  a  word?    A.  Not  a  word. 

Q.  From  any  department  ?    A.  Not  a  word. 

Q.  Did  they  even  acknowledge  your  letters?    A.  No,  sir. 

Q.  And  you  don't  know  whether  the  slightest  attention  has  been 
paid  to  those  facts  which  you  laid  before  them?  A.  I  couldn't 
say. 

Q.  And  in  many  of  the  cases.  Chief,  they  required  immediate 
action  in  order  to  preserve  life  in  the  case  of  fire?  A.  That  is 
right. 
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Q.  And  you  really  mean  to  say  that  they  never  even  answered 
your  letter  or  say  they  had  received  it  t  A.  ^o  chronological  record 
of  violations  is  kept,  and  therefore  we  do  it  as  a  matter  of 
courtesy.  We  are  not  required  to  do  it.  Tens  of  thousands  of 
inspections  are  made  and  reported  that  we  are  not  required  to 
make,  in  order  to  prevent  loss  by  fire,  loss  of  property  and  loss 
of  life. 

Q.  Well,  you  don't  feel  very  much  encouraged,  do  you,  to  go 
on?    A.  Oh,  yes,  we  are  hopeful. 

Q.  Is  it  likely  that  from  the  conditions  as  you  found  them, 
that  there  might  be  a  repetition  of  this  so-called  Asch  fire  at  any 
minute  ?    A.  At  any  minute. 

Q.  With  the  same  result  in  loss  of  life?    A.  Yes,  sir. 

Q.  And  that  is  because  the  violations  of  law  are  not  being 
attended  to  ?  A.  Well,  it  is  because  the  conditions  have  not  been 
improved,  yes. 

Q.  That  is  to  say,  it  might  occur  because  there  were  inadequate 
fire-escapes  or  means  of  egress^  or  rubbish  on  the  floors,  or  doors 
that  were  locked,  or  doors  that  were  opening  the  wrong  way  ?  A. 
Yes. 

Q.  What  is  your  opinion  about  exterior  fire-escapes,  the  kinds 
we  have  in  use  here  in  the  city?  Are  they  of  any  use?  A. 
Yes.  The  exterior  fire-escape  is  very  useful,  and  very  handy,  but 
it  is  not  as  good  an  escape  as  the  tower  fire-escape.  It  is  better 
than  the  interior  stairway. 

Q.  It  is  better?    A.  Yes. 

Q.  Than  the  interior  stairway  which  is  not  enclosed  by  a 
fire  wall?    A.  That  is  the  idea. 

Q.  Now,  as  to  the  kinds  of  exterior  fire-e3capes.  Is  the  ladder 
which  runs  straight  up  and  down  —  do  you  approve  of  that,  or 
a  staircase  and  with  a  balanced  ladder  at  the  end?  A.  I  approve 
in  all  cases  of  the  staircase  where  it  is  possible  to  get  it.  The 
perpendicular  ladder  is  certainly  a  very  difficult  matter  for  aged 
women  or  children  to  get  down,  but,  as  a  rule,  Mr.  Elkus,  they 
are  not  required  to  come  more  than  out  on  the  balcony.  If  there 
was  no  Fire  Department,  and  they  had  to  come  all  the  way  down 
and  use  those  drop  ladders  and  all  that,  it  would  be  a  different 
matter.  We  generally  take  the  people  off  the  fire-escapes  with  the 
ladders  of  the  fire  apparatus. 
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Q.  How  often  do  you  inspect  buildings  other  than  theatres 
and  hotels  —  this  voluntary  inspection?  A.  We  make  a  special 
inspection  twice  a  year^  semi-annually,  in  April  and  October,  and 
we  are  continually  inspecting  thenu 

Q.  Do  you  favor  an  inspection  by  the  Fire  Department  —  a 
compulsory  one,  provided  by  law,  similar  to  the  inspection  they 
make  of  theatres;  or  isn't  it  necessary?  A.  Well,  it  would  re- 
quire an  enormous  force  to  make  the  same  inspection  that  you 
make  of  theatres;  because  we  practically  inspect  a  theatre  twice 
each  day  while  it  is  open  to  the  public. 

Q.  Well,  you  have  a  man  there  practically  every  day  in  each 
theatre?    A.  We  have  a  man  there  all  the  time. 

Q.  Of  course,  that  would  not  be  possible,  but  would  you  favor 
an  inspection  of tener  than  twice  a  year  ?  A.  The  present  inspec- 
tions are  quite  sufficient  if  we  had  some  power  to  enforce  them. 

Q.  After  you  have  made  the  inspection?  A.  We  have  no 
power  at  all,  except  as  the  slang  phrase  says,  "  a  slight  bluflf." 

Q.  You  can  throw  the  bluff,  and  whether  it  works  or  not  you 
can't  tell?    A.  You  might  as  well  throw  a  scare. 

Q.  Now,  if  your  Department  had  the  power  to  enforce  its 
inspections,  to  enforce  compulsory  compliance  with  your  orders, 
you  believe  that  would  be  all  that  was  necessary?  A.  I  think, 
if  they  would  take  a  man  over  to  the  Police  Court,  or  some  Court, 
and  fine  him  $25  or  $100  for  the  second  offense,  it  would  have 
a  very  salutary  effect. 

Q.  How  about  ordering  the  building  closed  in  case  he  would 
not  comply  with  your  order  ?  A.  Well,  I  like  to  foster  industry 
in  New  York. 

Q.  How  about  fire-alarm  systems,  and  fire  drills?  Have  you 
had  any  experience  with  those  ?    A.  Yes,  sir. 

Q.  Well,  what  is  your  opinion  about  them  ?  A.  The  automatic 
sprinkler  system  usually  furnishes  an  alarm.  It  is  very  reliable, 
inasmuch  as  that  it  is  absolutely  independent  of  panic ;  it  is  auto- 
matic, and  when  the  temperature  reaches  a  certain  height,  the 
sprinkler-head  starts  the  flow  of  water,  sends  in  an  alarm.  In 
other  words,  the  fire  sends  its  own  alarm,  and  immediately  the 
sprinkler  etarts  to  extinguish  it  This,  to  my  mind  is  the  best 
known  means  of  sending  in  alarms.  It  depends  upon  no  excited 
person,  because  its  operatian  is  sure  and  automatia 
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Q.  Chief,  as  a  matter  of  fact,  if,  as  you  put  it  very  aptly,  if 
people  kept  clean  house,  and  had  a  sprinkler  system,  a  very  large 
percentage  of  the  danger  or  loss  of  life  in  fire  would  be  avoided  ? 
A.  I  honestly  believe  that  if  there  had  been  a  sprinkler  in  the  Asch 
Building  there  would  not  have  been  one  life  lost. 

Q.  And  to  put  sprinklers  in  the  Asch  Building  would  have 
cost  how  much?  A.  Well,  not  more  than  $5,000  would  be 
necessary. 

Q.  $5,000,  that  would  have  saved  143  lives?     A.  Yes. 

Q.  Not  to  speak  of  the  property?    A.  Yes. 

Q.  And  that  is  true,  isn't  it,  practically,  about  every  manuf ac« 
turing  building  ?  A.  Practically  true  about  every  manufacturing 
building. 

Q.  So  that  if  it  were  mandatory  that  sprinkler  systems  should 
be  installed,  and  also  that  the  employer  should  keep  a  dean  house 
and  not  allow  rubbish  around,  there  would  be  very  little  danger  of 
loss  of  life  ?    A.  Very  little. 

Q.  Now,  how  about  a  fire  drill  ?  Do  you  think  that  is  of  any 
use?    A.  It  certainly  is. 

Q.  It  is  of  use  in  stopping  panic?  A.  Yes,  it  is  a  very  excel- 
lent thing. 

Q.  Now,  take  this  Asch  fire  a  moment.  With  the  sprinkler 
system  you  say  you  don't  believe  there  would  have  been  a  single 
loss  of  life.  You  mean  that  as  soon  as  the  fire  started,  before 
it  got  any  great  length,  these  automatic  sprinklers  would  put  out 
the  file  ?  A.  They  would  have  immediately  sent  in  the  alarm,  in 
which  I  believe  there  was  some  delay,  and  they  would  undoubt- 
edly have  held  the  fire  until  the  arrival  of  the  Department. 

Q.  And  then  you  could  have  taken  the  people  out?  A.  The 
fire  would  not  have  amounted  to  anything. 

Q.  It  would  have  been  a  little  bit  of  a  fire  ?  A.  The  probabili- 
ties are  these  sprinklers  would  have  had  the  fire  under  control 
before  the  Department  arrived.     We  have  such  cases  every  day. 

Q.  Wliere  the  sprinklers  put  it  out  ?  A.  Where  the  sprinklers 
hold  the  fire,  send  in  the  alarm. 

Q.  So  your  opinion  —  so  your  testimony  is  derived  from  an 
actual  knowledge  of  similar  cases?    A.  Exactly  so. 
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Q.  Well,  is  it  a  fact,  in  your  opinion.  Chief,  that  because  the 
insurances  companies  only  approve  of  certain  sprinkler  systems, 
that  that  has  been  a  great  deterrent  to  putting  sprinkler  systems 
in  buildings  in  the  city  ?  A.  No,  sir.  I  don't  believe  that  that 
has  any  appreciable  effect  on  it  at  all ;  because  the  price  of  the 
heads  is  about  the  same. 

Q.  It  has  been  requested  that  you  give  the  address  of  some 
of  the  buildings  where  another  Asch  Building  fire  is  likely  to 
occur  ?    A.  Do  you  want  them  ? 

Q.  Well,  I  have  been  asked  to  ask  you  that.  If  you  think  it 
is  unwise,  I  won't  press  it.     A.  I  think  it  is  unwise  to  do  that. 

Q.  You  can  give  it  to  me  privately.  A.  I  can  give  it  to  the 
Commission,  yes,  but  I  think  it  is  unwise  to  scare  two  or  three 
thousand  girls  again. 

Q.  You  think  it  might  scare  two  or  three  thousand  people? 
A.  Yes. 

Q.  Well,  I  don't  think  we  want  to  ask  you  then. 

The  Chaibman  :  Those  cases  that  you  have  in  mind  are  different 
than  the  others  ? 

The  Witness:  They  are  different,  of  course. 

Q.  The  addresses  which  you  will  provide  are  of  a  number  of 
buildings,  not  one,  but  a  number  ?  A.  Oh,  yes,  several  — 100  — 
two  or  three  hundred. 

Q.  Is  there  anything  further  that  you  would  like  to  suggest 
to  the  Commission,  Chief  ?  A.  No,  sir ;  I  don't  know  that  there 
is  anything  more  for  me  to  say. 

Q.  Have  you  anything  to  suggest  as  to  how  you  would  put  in 
operation  or  effect  a  drill  in  a  loft  building  used  for  manufac- 
turing purposes  ?  A.  Well,  there  has  got  to  be  —  of  course,  it 
is  like  a  matter  of  training  in  any  other  ca^je.  So  far  as  the  Fire 
Chief  is  concerned,  Mr.  Elkus,  he  has  very  little  to  do  with  fire 
drills.  Now,  this  is  apart  from  the  fact  that  I  understand  how 
the  thing  should  be  carried  out,  but  a  Police  Sergeant  would 
probably  be  a  better  drill  master  than  a  Fire  Chief;  so  that  you 
won't  take  it  —  it  is  not  a  professional  matter  to  me  at  all.    How- 
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ever,  we  readily  understand  that  there  have  got  to  be  regulations 
established,  and  that  they  have  got  to  be  divided  off  as  to  the 
exits  that  they  are  to  go  to  in  ease  of  danger,  particularly  if  they 
have  got  to  go  on  the  fire-escapes.  Girls  have  got  to  be  trained 
to  go  out  on  fire-escapes  at  dizzy  heights. 

Q.  They  have  got  to  get  used  to  it  ?  A.  They  have  got  to  get 
Used  to  it.  They  have  got  to  have  a  man  there  to  instill  a  little 
confidence,  and  they  should  go  out  there  once  in  a  wliile  so  that 
they  will  be  able  to  use  those  fire-escapes  in  case  of  danger. 

By  Commissioner  Dreieb: 

Q.  Is  it  your  opinion  that  they  can  be  trained  not  to  be  terrified 
at  getting  out  on  the  fire-escapes?  A.  Well,  yes.  I  think  the 
majority  of  them  can  be  trained. 

Q.  Well,  wouldn't  that  require  a  great  deal  of  training?  A. 
No,  as  a  matter  of  fact  I  haven't  found  that  girls  were  any  more 
scary  of  danger  than  men.  I  have  found  they  would  go  down  fire- 
escapes  with  a  good  deal  of  courage. 

Q.  May  I  ask  a  question?  You  say  that  this  head  of  the 
sprinkler  goes  off  because  of  the  heat  of  the  fire?    A.  Yes. 

Q.  And  how  hot  must  the  fire  be  to  get  it  in  operation?  A. 
That  is  a  matter  of  choice.  You  can  set  the  thermostat  to  go  at 
any  temperature. 

Q.  Oh,  you  can  at  any  temperature?  A.  Yes,  you  can  set  it 
to  go  at  100  or  120  or  200  or  300  or  just  whatever  degree  of 
temperature  you  like. 

Q.  I  see.  Do  you  think  that  this  sprinkler  would  be  sufficient 
in  place  of  a  fire  wall  ?  A.  No,  I  would  like  to  have  a  fire  wall^ 
too,  where  there  is  a  great  large  area.  Where  there  is  a  great 
floor  space  I  still  believe  that  there  should  be  partition  walls  — 
fire  walls. 

By  Mr.  Elkus: 

Q.  Chief,  ought  there  to  be  different  standards  of  fire  pro- 
tection for  different  classes  of  manufacturinc:,  such  as  where  there 
is  greater  danger;  for  instance,  in  the  case  of  chemicals  and  in 
the  case  of  clothing?    A.  Well,  yes,  I  would  say  the  regulation 
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should  be  a  little  different  in  the  case  of  explosives,  or  what  we 
know  as  low  explosives,  such  as  naphtha  and  oils,  and  things  of 
that  kind. 

Q.  Are  you  familiar  with  the  provisions  of  the  so-called 
Sullivan-Hoey  bill?  A.  Well,  not  exactly;  I  haven't  been  asked 
very  much  about  it. 

Mr.  Elkus:  Well,  I  won't  ask  you  about  it.  I  am  much 
obliged  to  you,  Chief,  and  the  Commission  is  also.    That  is  all. 

BoBEBT  D.  KoHN,  called  as  a  witness  by  the  Commission, 
being  duly  sworn,  testified  as  follows : 

Exnjnined  by  Mr.  Elkus: 

Q.  Mr.  Kohn,  what  is  your  profession  ?  A.  I  am  an  architect. 
Whatever  I  say  will  be  in  my  individual  capacity.  I  expected  to 
be  here  as  a  representative  of  a  number  of  associations  —  the 
National  Fire  Protection  Association,  and  so  forth,  the  number 
that  I  have  mentioned  in  the  brief  that  I  have  handed  in,  but  my 
Ftatements  will  be  made  as  an  individual  statement.  It  is  to 
urge  the  possibility  of  a  State  Building  Code,  not  as  substitute 
for  the  local  Building  Code,  but  rather  as  a  basic  code  which 
shall  set  down  certain  initial  requirements  to  apply  to  every  city 
and  community  in  the  state,  leaving  to  the  individual  communitiep 
the  power  to  extend  those  requirements  to  meet  the  special  needs 
of  the  district. 

Q.  Something  like  the  provision  of  the  statute  with  reference 
to  general  offenses,  and  permitting  the  Board  of  Aldermen  to  pass 
local  ordinances,  supplemental?  A.  Exactly.  It  is  not  in  any 
way  original  or  novel  in  this  country.  The  State  of  Ohio  has  adopted 
a  State  Code  within  six  months,  and  the  State  of  Pennsylvania 
has  a  Commission  dealing,  I  believe,  at  the  present  time,  with 
such  a  State  Code.  Now,  the  importance  of  the  code,  in  my 
opinion,  would  lie  entirely  in  its  nature.  A  code  such  as  the 
State  of  Ohio  has  recently  passed  would  be  most  unfortunate.  The 
advancement  of  the  art  of  building,  the  new  building  materials 
which  are  constantly  appearing,  and  the  methods  of  building  are 
so  constantly  changing  that  a  State  Code  going  into  every  detail 
of  construction,  would  be  a  most  unfortunate  measure. 
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On  the  other  hand,  a  State  Code  which  limited  itself  to  certain 
essential  basic  principles  would  be  of  great  value.  My  reason 
for  that  is  as  follows : 

We  have,  at  the  present  time,  certain  requirements  in  the  larger 
cities.  There  are  practically  no  requirements  for  building  out- 
side of  the  larger  cities,  so  far  as  I  know,  at  the  present  time. 
You  build  a  building  in  a  certain  way  on  tho  south  side  of  242nd 
street,  in  the  Borough  of  the  Bronx,  and  entirely  different  require- 
ments are  required  on  the  other  side,  or  within  100  feet  of  the 
same  street.  That  is  particularly  noticeable  when  you  get  in  the 
outlying  villages  and  outlying  cities  of  this  state.  The  form  of 
construction  used  in  the  smaller  towns,  villages  and  cities  up  to 
30,000  and  40,000,  is  very  bad.  Probably  every  member  of  the 
Commission  knows  of  factory  buildings  four  or  five  stories  high, 
employing  hundreds  of  people  in  the  smaller  towns,  that  are  built 
of  wood  without  any  adequate  escape. 

"Now,  my  idea  in  urging  a  State  Code  is  that  there  is  no  more 
reason  for  building  a  five-story  wooden  factory  building  on  the 
top  of  the  Catskill  Mountains  than  there  is  to  build  it  on  Mercer 
Street  or  in  Waverley  Place,  90  far  as  that  is  concerned. 

The  danger  to  life  in  factories,  in  my  opinion,  does  not  lie 
entirely  in  the  height  of  the  factory  building.  It  lies  equally 
in  the  low  factory  building,  to  a  large  extent.  The  Newark  fire 
was  an  indication  of  what  a  three-story  building  will  do  —  that 
was  only  three  stories  high,  I  believe  —  if  fire  breaks  out,  if  in- 
adequate fire-escapes  are  provided,  or  improper  methods  of  exits 
are  allowed. 

I  should  say  that  the  State  Code  should  probably  confine  itself 
to  a  very  few  points,  which  I  have  outlined  in  the  brief  that  I 
wish  to  present.  It  would  prohibit  the  use  of  inflammable  roofs 
on  any  building  within  the  state  where  any  part  of  the  building 
comes  within,  let  us  say,  fifty  feet  of  an  adjoining  structure  on 
any  side. 

Q.  What  do  you  mean  by  an  inflammable  roof,  Mr.  Kohn? 
A.  Well,  a  shingle  roof,  or  wooden  roof  of  any  character  —  a 
shingle  roof  such  as  is  used  on  bams  and  buildings  in  the  country. 
Such  a  restriction  would  not  prohibit  or  prevent  the  use  of  shingle 
roofs  in  the  open  country,  or  in  villages  where  houses  are  widely 
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separated,  but  it  would  prevent  the  construction  of  a  continuous 
row  of  inflammable  buildings  with  inflammable  roofs.  A  State 
Building  Code  would  probably  require,  where  non-fireproof  build- 
ings were  built  in  rows,  that  the  intervening  walls  should  be 
built  of  brick  or  other  fireproof  material  at  least  twelve  inches 
thick,  with  parapet  walls,  and  so  constructed  as  to  prevent  the 
spread  of  flames  across  the  roof.  Such  a  code  would  require  that 
factories  more  than  one  story  in  height,  having  an  occupancy  of 
greater  than  50  or  75  people,  should  be  built  with  walls  of  fii-e- 
proof  material ;  that  every  elevator  shaft  in  any  building  shall  be 
enclosed  by  brick  or  other  fireproof  walls,  and  that  ©very  space 
on  every  floor  occupied  by  workers  should  have  two  means  of  exit, 
and  that  every  staircase  in  such  buildings  shall  be  similarly  en- 
closed, as  well  as  the  elevator  shafts.  That  has  been  freely  re- 
ferred to  in  detail  by  Superintendent  Miller,  and  this  point  of  two 
means  of  exit  is  an  essential  point. 

Then  it  should  be  provided  that  every  area  in  the  factory 
building  having  more  than,  say,  100  people  on  the  floor,  must  be 
subdivided  by  a  fire  wall  or  fire  partition.  That  is  a  perfectly 
possible  thing  to  do  in  these  buildings,  and  it  is  probably  the  best 
method  that  has  ever  been  suggested.  A  cutting  between  sections  of 
the  floor,  and  then  let  each  section  be  subdivided  in  the  ordinary 
way,  and  provided  with  two  exits  so  as  to  be  perfectly  safe;  and 
then  it  would  be  required  that  buildings  more  than  a  certain  height 
—  two  stories,  let  us  say,  in  height  —  and  having  more  than  100 
people  to  a  story,  be  provided  with  at  least  a  certain  number  of 
fire  towers  that  have  been  previously  referred  to  at  your  hearings. 

Now,  Superintendent  Miller  in  his  testimony  referred  to  the 
certificate  of  occupancy,  which,  I  think,  is  a  very  valuable  point. 
In  my  brief  I  have  referred  to  the  fact  that  the  New  York  Code 
at  the  present  time  requires  one  to  post  on  every  floor  of  a 
factory  or  loft  the  number  of  pounds  that  that  floor  will  carry. 
It  seems  to  me  that  the  law  should  require  that  the  number 
of  people  that  may  be  accommodated  on  that  floor  should  be 
definitely  posted,  and  I  should  urge  that  the  State  Code  should 
definitely  fix  the  number  of  people  that  should  be  accommodated 
on  any  floors  on  the  basis  of  the  exits  that  are  provided  for  that 
floor,  and  at  no  time  any  existing  or  new  factory  building  be 
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allowed  to  accommodate  on  any  floor  a  number  of  persons  greater 
than  the  exit  facilities  provided  for  would  permit  of,  under  a 
certain  rule  that  could  easily  be  established. 

Naturally  enough,  such  a  code  would  provide  that  a  building 
should  not  accommodate  a  greater  number  of  persons  on  a  floor 
within  a  certain  area  than  the  facilities  for  the  exit  would  provide 
for  —  that  a  larger  number  of  persons,  perhaps,  within  a  certain 
area,  might  be  accommodated;  and  finally,  I  should  urge  that 
such  a  basic  code  —  I  want  to  lay  stress  on  making  it  a  basic 
code  for  the  whole  state  and  not  a  loeal  code  —  not  a  code  that 
goes  into  details  or  method,  but  a  basic  code  should  be  drawn  up 
by  experts,  engineers,  and,  I  say  modestly,  architects,  fire  pro 
tection  experts  and  experienced  builders. 

Mr.  Elkus:  Leaving  out  the  lawyer? 

The  Witness  :  We  would  eventually  have  to  come  to  the  lawyer. 
We  all  do  sooner  or  later. 

And  in  ending,  I  want  to  urge  that  perhaps  the  words  that  cover 
the  point  of  such  a  code  is  that  it  should  outline,  not  means  of 
construction,  but  means  of  life,  property  and  health  protection, 
that  the  State  Building  Code  should  limit  itself  absolutely  to  thtr 
means  of  protection  of  life,  health  and  property,  and  not  thw 
protection  of  buildings. 

I  think  that  is  the  very  essence  of  the  suggestion  that  I  bring 
before  you.  I  am  allowed  to  say  that  the  National  Board  of  Fire 
Underwriters,  and  ttie  New  York  Board  have  authorized  me  to 
say  that  they  favor  this  plan,  and  would  be  very  glad  to  appear 
before  you,  if  you  care  to  hear  them,  in  favor  of  it. 

Mr.  Elkus  :  We  should  be  very  glad  to.  Will  you  communicate 
that  fact  to  them? 

The  Witness  :  I  imagine  your  secretary  has  already  communi- 
cated with  Mr.  Smith  or  Professor  Wilson. 

Q.  Can  you  tell  me,  Mr.  Kohn,  whether  or  not  Section  105  of 
the  Building  Code  prohibits  the  erection  of  a  wooden  partition  in 
a  building  similar  to  the  Asch  Building  ?  A.  If  I  can  remember 
No.  105  —  of  course,  it  is  a  rather  complicated  Building  Code  — 
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I  should  say  it  did ;  that  is  to  say  —  no,  the  Asch  Building  —  the 
Washington  Place  Building  was  less  than  150  feet  in  height,  and 
therefore  wooden  trim  was  permissible. 

Q.  If  it  is  more  than  150  feet  in  height  they  couldn't  put 
wooden  trim  in  it  ?    A.  They  could  not. 

Q.  150  feet  would  be  about  twelve  stories?  A.  Usually 
eleven  —  eleven  or  twelve  stories. 

Q.  Above  that  they  are  required  to  put  metal  trim  ?  A.  Either 
metal  or  fireproof  wood. 

Q.  Section  108  —  does  not  that  require  that  all  aisles  must  be 
free  from  encumbrances  ?    A.  It  does. 

Q.  And  the  jurisdiction  to  enforce  that  is  with  the  Labor  De- 
partment, isn't  it?     A.  I  believe  so,  yes. 

Mr.  Elkus  :  Thank  you  very  much,  Mr.  liohn.  We  have  your 
brief,  for  which  the  Commission  is  obliged,  and  it  will  be  spread 
upon  the  record. 

The  brief  referred  to  is  included  in  Appendix  IX  of  the 
Commission's  Report. 


AFTER  RECESS. 

Mr.  Elkus:  Chief,  will  you  give  the  stenographer  your  full 
name? 

Mr.  Beggin:  William  T.  Be^in. 

William  T.  Beggin,  called  as  a  witness,  being  duly  sworn, 
testified  as  follows: 

Examination  by  Mr.  Elkus  : 

Q.  You  are  connected  with  the  Fire  Department?    A.     Yes, 

sir. 

Q.  How  long  have  you  been  connected  with  the  Fire  Depart- 
ment?    A.  Twenty-five  years. 

Q.  How  long  as  Deputy  Chief  ?    A.  One  and  a  half  years. 
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Q.  While  you  have  been  in  the  Department  in  the  latter 
year8,  have  you  made  a  Study  of  any  one  particular  thing  in  the 
Department  —  fire  prevention  appliances?  A.  Well,  I  was  in 
charge  of  the  Bureau  of  Violations  for  nearly  seven  years;  that 
covered  fire  prevention. 

Q.  The  Bureau  of  Violations  has  charge  of  what?  A.  The 
enforcement  of  section  762  of  the  Charter  of  Greater  New  York. 

Q.  What  do  you  do  under  section  762  of  the  Charter,  with 
reference  to  factory  buildings  —  as  to  manufacturing  carried  on  t 
A.  At  the  present  timet 

Q.  Yes.  A.  At  the  present  time,  I  don't  do  anything  other 
than  to  supervise  reports  that  come  through  my  office. 

Q.  Beports  made,  and  by  whom?  A.  By  the  man  in  charge 
of  the  Bureau  of  Violations.  Understand,  I  am  not  now  in 
charge  of  the  Bureau  of  Violations. 

Q.  I  mean  when  you  were  in  charge  of  it.  A.  The  reports 
were  made  by  the  various  officers 

Q.  (Interrupting)  Yes.  A.  And  forwarded  to  the  Bureau  of 
Violations,  where  they  were  examined,  and  the  conditions  noted, 
and  recommendations  made;  and  investigations  of  the  recom* 
mendations  made  by  the  men  detailed.  Uniformed  firemen  detailed 
as  inspectors,  in  the  Bureau  of  Violations. 

Q.  How  many  firemen  are  detailed  as  inspectors  or  were  when 
you  were  in  charge  of  that  Bureau?  A.  The  force  fluctuated  to 
some  extent.    At  one  time  I  had  an  entire  force  of  about  25 

Q.  Yes.  A.  (continuing.)  And  at  another  time  the  force  con- 
sisted of  about  two. 

Q.  How  many  inspections  of  the  various  buildings  in  the 
City  of  New  York  did  your  force  make  in  each  year?  A.  I 
would  have  to  consult  the  records. 

Q.  You  could  not  tell  until  you  consulted  the  records.  How 
many  buildings  do  they  inspect  ?  A.  We  practically  had  reports 
on  every  building  except  tenements  and  small  structures. 

Q.  And  with  the  force  of  men  that  you  have  named,  you 
were  able  to  make  inspections  to  find  out  if  any  of  the  provisions 
of  Section  762  were  violated  ?  A.  Some  of  the  reports  were  pos- 
sibly six  months  after  the  original  report  was  made. 
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Q.  Yes;  that  is  to  say  after  a  report  was  made,  it  took  six 
months  before  it  was  finally  investigated?     A.  All  cleaned  up. 

Q.  Why  did  it  take  so  long?     A.  The  inadequate  force. 

Q.  So  that  the  conditions  that  were  discovered  on  one  day 
were  not  remedied  for  six  months  after  ?  A.  Well,  that  is  pretty 
broad.  It  was  not  altogether  dangerous  conditions;  they  were 
trivial  matters,  slight  things  requiring  correction  that  could 
afford  to  wait  six  months. 

Q.  You  mean  matters  that  were  simply  trivial?  A  Most 
assuredly. 

Q.  What  did  you  do  in  those  cases?  A.  I  could  not  at  this 
time  give  you  the  exact  amount  of  time  that  would  elapse  between 
the  time  that  the  report  was  received  and  when  action  was  taken 
unless  I  had  the  records  to  consult. 

Mr.  Elkus:  I  will  allow  you  time  to  consult  these  records, 
Chief,  and  find  out  in  the  last  year  that  you  were  Chief  of  that 
Bureau  how  many  inspections  were  made,  by  how  many  detailed 

firemen,  and  the  number  of  these  instancc^^ The  result  of 

these  inspections;  you  will  let  me  have  that,  will  you? 

The  Witness:  I  shall  be  very  glad  to  do  so. 

Mr.  Elkus  :  I  will  give  you  plenty  of  time  in  which  to  do  it. 
Q,  Isn't  that  under  your  jurisdiction  now?    A,  No. 
Q.  Under    whose   jurisdiction    is    it?     A.  The  Chief  of  the 
Department, —  Chief  Kenlon. 

Mr.  Elkus:  Very  well,  I  will  ask  him  to  look  it  up;  I  will 
not  bother  you  about  it. 

Q.  Have  you  made  any  study  or  are  you  familiar  with  fire- 
escapes  —  exterior  fire-escapes?     A.  Somewhat. 

Q.  What  is  your  opinion  as  to  exterior  fire-escapes?  A. 
Exterior  fire-escapes  are  used,  usually,  when  no  other  means  can 
be  provided  for  exit  purposes. 

Q.  Do  you  recommend  them  or  not  ?    A.  Not  as  a  rule. 

Q.  What  do  you  recommend?     A.  Inside  stairways. 

Q,  Properly  guarded?     A.  Properly  guarded. 
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Q.  And  if  there  are  properly  guarded  stairways  in  the  inter- 
ior of  a  building,  you  would  not  require  exterior  fire-escapes? 
A.  Not  if  they  were  properly  guarded. 

Q.  What  do  you  mean  by  properly  guarded?  A.  Provided 
with  fire  doors  or  fire  walls,  separating  them  from  the  interior 
of  the  building  proper. 

Q.  And  the  stairs  themselves  to  be  made  of  metal  or  stone? 
A.  Metal  or  stone. 

Q.  Are  you  familiar  with  the  subject  of  fire  drills?  A.  In  a 
general  way. 

Q.  Do  you  favor  them  ?     A.  I  am  absolutely  in  favor  of  them. 

Q.  How  about  the  sprinkler  system?  A.  I  am  absolutely  in 
favor  of  sprinklers, 

Q.  Have  you  anything  else  you  want  to  call  to  the  attention 
of  the  Commissioners?  A.  I  want  to  call  vour  attention  to  this 
matter  here  (handing  paper  to  counsel).  That  is  a  description 
of  the  work  of  the  Bureau  of  Violations. 

Q.  You  leave  this  with  me,  will  you?    A.  Yes,  sir. 

Mr.  E1.KU8:  I  will  probably  want  you  rgain,  Chief,  after  we 
get  through  with  this  (referring  to  the  paper  containing  a 
description  of  the  work  of  the  Bureau  of  Violations.) 

The  Witness  :  I  will  hardly  be  able  to  get  the  other  informa- 
tion that  you  want  to-day. 

Q.  Are  you  in  favor  of  the  fire  wall,  dividing  the  loft  or 
floor?     A.  Yes,  sir. 

Mr.  Elkus:  Very  well,  then,  Chief;  I  will  not  trouble  you 
any  more  to-day. 

Mr.  Elkus  (Continuing.)  Now,   Commissioner  Williams. 

John  Williams^  called  as  a  witness  and  duly  sworn, 
testified  as  follows: 

Examination  by  Mr.  Elkus: 

Q.  Commissioner  Williams,  you  are  the  Commissioner  of  the 
Labor  Department  of  the  State  of  New  York?    A.  I  am. 
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Q.  How  long  have  you  been  such  Commissioner  ?  A.  A  little 
over  four  years. 

Q.  During  that  time,  you  have  had  active  charge  of  the 
Department  ?    A.  I  have. 

Q.  What  has  your  Department  authority  over  with  reference 
to  factory  buildings?  A,  The  general  enforcement  of  what  is 
known  as  the  factory  law. 

Q.  Well,  now,  explain  briefly  to  the  Commissioners  what  you 
mean  by  that,  a  little  more  fully ;  what  is  done  to  enforce  the  law ; 
how  do  you  discover  violations  of  it,  and  when  you  do  discover 
violations  of  it  what  action  is  taken?  A.  Strictly  speaking,  the 
Factory  Law  is  contained  in  Article  6  of  the  Labor  Law. 

Under  the  provisions  of  this  article,  the  Commissioner  of 
Labor,  through  the  operation  of  factory  inspection,  is  required 
to  inspect  all  manufacturing  establishments  in  the  state,  and  to 
enforce  therein  the  provisions  of  the  sections  of  the  law  relating 
to  these  establishments. 

Q.  Now,  is  there  any  way  of  the  Labor  Department  ascertain- 
ing where  factories  are  located,  their  kind  and  nature,  and  the 
number  of  employees  therein?  A.  There  is  no  way  of  ascer- 
taining it,  except  by  the  observation  or  care  of  our  inspectors  — 
our  corps  of  inspectors. 

Q.  How  do  your  corps  of  inspectors  find  out  where  a  factory 
is  located  and  wihat  business  ia  carried  on  ?  A.  By  patrolling  the 
districts  to  which  they  are  assigned. 

Q.  Who  assigns  them  to  the  various  districts?  A.  The  chief 
inspector. 

Q.  That  is  to  say  he  apportions  off  a  city  or  town?  A.  He 
does.  ! 

Q.  Or  locality?    A.  He  does. 

Q.  And  assigns  a  particular  inspector  to  that  locality  ?  A.  He 
does. 

Q.  Is  the  same  inspector  in  the  same  locality  year  after  year 
or  is  he  changed  ?    A.  Sometimes  a  change  is  made. 

Q.  How  often  is  he  changed?  A.  Well,  there  is  no  set  rule 
as  to  that ;  it  all  depends  upon  what  we  deem  advisable. 

Q.  And  this  inspector,  then,  has  to  discover  for  himself  what 
manufacturing  establishments  are  within  that  particular  district  ? 
A.  Preoifely. 
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Q.  He  is  given  no  list  by  the  Department  as  to  the  number 
of  establishments?  A.  We  have  prepared  no  directory  for  some 
years.  I  think  that  the  last  directory  of  manufacturing  estab- 
lishments published  in  connection  with  our  annual  report  was 
in  1903.  That  direotory,  however,  wa®  not  ever  completed,  for  it 
did  not  contain  as  definite  information  as  in  my  opinion  was 
advisable. 

Mi^t  I  add,  however,  that  provision  was  made  by  the  legis- 
lature of  this  year  for  an  appropriation  of  what  is  to  be  known 
as  an  industrial  directory,  under  the  direction  of  the  Commis- 
sioner of  Labor.  This  in  due  time  will  be  done,  and  when  done, 
our  Department  will  have  a  fairly  comprehensive,  and  I  might 
add,  fairly  accurate  directory  of  manufacturing  establishments. 
Might  I  continue? 

Mr.  Elkus:  Surely,  go  right  ahead. 

The  Witness:  (Continuing)  I  believe  that  it  would  be 
advisable  for  the  state  to  adopt  the  system  in  operation  in  Eng^ 
land,  where  all  manufacturing  concerns  are  required  to  register 
within  a  given  period  of  time  after  they  have  started  operations. 
Failure  to  do  so,  under  the  law,  within  the  prescribed  period,  is 
punishable  by  a  fairly  heavy  fine. 

If  we  had  in  this  state  a  similar  provision,  the  Department 
would  be  in  a  position  to  direct  the  inspectors  of  the  Labor  Depart- 
ment —  its  inspections  would  be  more  effective,  and  consequently 
we  might  expect  to  render  more  efficient  service. 

Q.  So  that  you  strongly  recommend  that  there  be  some  system 
which  is  practically  a  license  system?  A.  I  recommend  most 
strongly  the  requirements  for  registration  of  all  manufacturing 
establishments. 

Q.  Well,  now.  Commissioner,  your  inspectors,  after  they  find 
out  where  a  factory  is,  inspect  it  for  the  purpose  of  ai?<?er- 
taining  its  condition ;  are  these  men  who  inspect  —  are  they 
trained  in  any  business  or  profession,  or  are  they  selected  hap- 
hazard from  the  Civil  Service  list?  A.  They  are  selected  from 
an  eligible  list  furnished  to  the  Commissioner  of  Labor  by  the 
State  Civil  Service  Commissioner.  I  presume  it  is  unnecessary 
to  describe  how  these  lists  are  established. 
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Q.  Oh,  yes ;  we  know  about  that.    A.  Yes. 

Q.  They  go  into  these  buildings  then  where  manufacturing  is 
supposed  to  be  carried  on,  and  make  an  inspection  to  discover 
whether  the  sanitary  arrangements  are  satisfactory,  and  to  see 
if  they  comply  with  the  law,  and  also  with  reference  to  fire 
prevention;  is  that  correct?  A.  So  far  as  Greater  New  York  is 
concerned,  our  power  with  respect  to  the  danger  from  fire  is  very 
limned.  As  a  matter  of  fact,  we  have  no  authority  to  deal  with 
the  subject  of  fire-escapes. 

We  have  authority  to  deal  with  the  matter  of  locking  doors, 
hand  rails,  stairways,  also  proper  lighting  of  stairways,  and  to 
see  that  the  exits  are  accessible. 

Q.  Then,  as  I  understand  you  —  as  to  a  building  in  Greater 
New  York,  your  Department  has  jurisdiction  and  power  to  con- 
trol the  locking  of  doors  that  open  on  stairways  —  to  see  that  all 
entrances,  and  exits  to  fire-escapes,  and  stairways,  are  kept  clear ; 
that  is  about  all  that  you  have  to  do  with  reference  to  fire  or 
fire  prevention?    A.  Substantially  all. 

Q.  Hand  rails  and  open  stairways?  A.  And  hand  rails  and 
open  stairways. 

Q.  And  you  inspect  buildings,  as  we  were  told  by  Mr. 
Schnur,  about  once  a  year,  with  reference  to  those  matters  and 
the  other  matters  delegated  to  your  care  by  the  statute  ?  A.  That 
is  not  exactly  correct,  Mr.  Counsel. 

Q.  That  is  not?  A.  We  inspect  each  manufacturing  estab- 
lishment, so  far  as  we  have  knowledge  of  its  existence  at  least 
once  a  year.  Some  establishments  are  inspected  more  frequently, 
especially  where  we  have  had  occasion  to  issue  orders  directing  a 
compliance  with  certain  definite  provisions  of  the  law.  Such 
orders  are  followed  up;  and  we  have  instances  on  record  where 
our  inspectors  have  visited  some  establishment  as  often  as  three 
times  within  a  year. 

Q.  These  are  very  few,  though?    A.  Not  necessarily. 

Q.  Suppose  your  inspector  visits  a  building  and  finds  the 
doors  leading  to  the  stairways  locked — what  does  he  do? 
A.  Under  the  instructions  now  in  operation,  each  inspector  is 
required  to  report  such  facts  instantly  to  our  counsel. 

Q.  When  you  say,  '*  now  in  operation,"  what  do  you  refer  to; 


John  Williaks.  219 

you  mean  since  what  date?       A.  Since  the  tragical  fire  in  the 
Asch  factory. 

Q.  Before  that^  what  did  he  do?  A.  The  orders  were  issued 
in  the  usual  way,  and  filed  just  as  I  have  described  —  followed 
up  just  as  I  have  told  you. 

Q.  Then  he  made  this  report  i    A.  Yes,  sir. 

Q.  The  inspector  did  not  have  to  report?  A,  In  the  first 
instance  he  did. 

Q.  Then  when  that  report  came,  when  it  was  copied,  say,  an 
order  was  issued  by  your  Department  requiring  the  door  to  be 
unlocked?     A.  To  be  kept  unlocked. 

Q.  Then  you  sent  some  one  to  see  whether  or  not  that  was 
being  done  ?  A.  Invariably  the  inspector  was  directed  to  follow 
it  up;  but  I  think  I  should  add  that  as  a  matter  of  fact  the  policy 
of  the  Department  with  reference  to  that  particular  violation  has 
been  to  require  immediate  compliance  before  the  inspector  left 
the  premises. 

Q.  That  is  what  I  am  coming  to.  Did  not  the  inspector  first 
see  that  the  doors  were  unlocked?  A.  Those  were  the  definite 
instructions  given  to  our  inspectors,  and  I  have  no  definite  in- 
formation which  would  lead  me  to  believe  that  the  instructions 
were  not  followed. 

Q.  Then  was  the  matter  reported  in  addition  to  the  authorities  ? 
A.  Precisely.  In  addition  to  the  order  which  the  inspector  gave 
at  the  time,  and  insisting  on  the  compliance,  a  record  was  made, 
and  a  formal  notice  sent. 

Q.  Of  course  it  was  easy  for  an  inspector,  upon  enterii^  a 
factory,  to  find  out  whether  the  doors  to  the  stairways  are  locked 
or  unlocked?     A.  That  is  true. 

Q.  Since  the  Asch  fire  or  Triangle  fire,  a  different  course  has 
been  adopted;  he  immediately  communicates  with  counsel?  A. 
Yes,  sir. 

Q.  That  is  you  have  a  lawyer  assigned  to  your  Department 
here  in  New  York  city?    A.  We  have  a  lawyer  in  our  employ. 

Q.  What  does  he  do  in  that  case?  A.  He  inunediately  pre- 
pares his  case  from  the  evidence  furnished  by  the  inspector,  if 
8ufiicient  to  justify  that  course,  which  is  not,  however,  always 
the  case. 
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Q.  You  mean  information  which  requires  the  factory  owner 
or  manufacturer  to  be  brought  into  a  police  court  ?    A.  Precisely. 

Q.  And  now  you  bring  a  man  right  into  the  police  court,  if 
you  find  the  doors  locked  ?     A.  That  has  been  our  practice. 

Q.  In  the  last  few  months?     A.  Yes,  sir. 

Q.  And  when  you  find  that  the  halls  which  lead  to  the  fire- 
escape  or  staircase  are  blocked  or  full  of  material,  what  do  you 
do!    A.  Order  them  to  be  immediately  cleared  up. 

Q.  The  inspector  does  that!  A.  And  in  addition  a  formal 
notice  is  served  on  the  factory  owner. 

Q.  What  inspections  are  made  to  see  if  the  place  is  dean  as 
required  by  law!  This  the  inspectors  are  required  to  do^  and 
also  to  see  that  the  sanitary  conveniences  are  as  they  should  be! 
A.  The  inspectors. 

Q.  The  same  inspector!  A.  The  same  inspector  covers  all  the 
conditions  that  are  subject  to  the  Labor  Law^  when  he  originally 
inspects  a  place. 

Q.  And  suppose  he  finds  a  place  to  be  filthy,  what  does  he 
do,  order  it  cleaned?  A.  It  depends  upon  whether  or  not  the 
premises  occupied  come  imder  the  provisions  of  Section  94  of  the 
law,  in  which  event  he  may  apply  the  provisions  of  Section  95, 
provided,  however,  that  the  article  or  articles  manufactured  in 
9aid  establishment  happens  to  be  enumerated  in  Section  100. 

Q.  Section  94  applies  to  a  tenant-factory?  A.  A  tenant- 
factory! 

Q.  Some  parts  of  it  are  used  by  individual  persons?  A.  For 
manufacturing. 

Q.  Yes. 

Commissioner  Phillips  :  That  does  not  mean  by  the  owner. 

Mr.  Elkus:  That  is  a  so-called  loft  building? 

The  Witness  :  Yes. 

Q.  That  requires  that  the  toilet  shall  be  kept  in  proper  con- 
dition, that  the  building  shall  be  well  drained,  that  the  plumb* 
ing  be  in  a  clean  condition,  and  all  the  appliances  in  a  clean, 
sanitary  and  safe  condition;  also  properly  lighted.     Section  95 
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provides  that  if  an  inspector  finds  evidence  of  a  contagious 
disease^  he  shall  place  an  unclean  label;  that  is  one  penalty  you 
have.  A.  That  is  our  summary  method  of  dealing  with  unsani- 
tary conditions.  That  is  an  effective  method  of  stopping  it  —  a 
very  glad  to  furnish  them. 

Q.  You  are  the  only  person  by  law  allowed  to  remove  an 
unclean  label?     A.  Or  whoever  we  may  designate. 

Q.  Have  you  ever  had  to  affix  the  unclean  label  on  any  articles 
in  the  last  year?  A.  Yes  —  well,  pardon  me  just  a  minute. 
During  the  year  1907,  we  tied  up  three  hundred  and  fifty  estab- 
lishments under  that  provision  of  the  law. 

Q.  How  long?    A.  Until  the  condition  had  been  remedied. 

Q.  I  mean  how  long  was  that,  can  you  tell  me?  A.  Some 
times  half  a  day,  and  in  some  infltances  several  days. 

Q.  Now,  in  this  case,  when  you  did  that,  was  that  the  result 
of  a  complaint  that  had  been  made  by  some  one,  or  was  it  done 
in  the  ordinary  course  of  inspection?  A.  The  observation  of  the 
inspector  invariably  led  to  that  action.  May  I  be  permitted  to 
give  the  record  for  four  years? 

Q.  Surely.  A.  In  1908,  the  same  course  was  followed  in  446 
establishments.  In  1909,  the  same  course  was  followed  in  399 
establishments,  and  in  1910,  in  469. 

I  have  not  at  hand  the  figures  for  1911 ;  if  I  had  I  should  be 
very  glad  to  furnish  them-. 

Q.  That  includes  the  entire  state  you  laire  giving  me  these 
details  for?  A.  As  a  matter  of  fact  we  rarely  have  occasion  to 
employ  the  drastic  means  and  methods  outside  of  Greater  New 
York. 

Q.  Now,  do  I  understand  you  correctly  to  say  that  where  you 
have  applied  this  it  has  been  the  result  of  the  inspector's  ordinary 
inspection  in  the  ordinary  course  of  his  work  and  not  as  the  result 
of  some  complaint  by  some  outsider  ?  A.  I  think  I  should  state 
in  that  connection  that  many  of  our  inspections  are  made  upon 
complaint. 

Q.  That  is  what  I  am  getting  at ;  that  these  conditions  are  not 
brought  forth  by  your  own  inspectors  in  their  ordinary  course 
of  work,  but  are  because  complaints  are  made  to  the  Department 
and  then  upon  investigation  are  found  to  be  well  founded  ?    A.  I 
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think  also,  Mr.  Counselor,  that  the  facts  are  that  in  a  majority 
of  cases  these  places  were  tied  up  as  the  direct  result  of  our 
inspectors'  observation. 

Q.  I  know  that,  but  the  observation  was  caused  by  somebody 
on  the  outside  calling  it  to  your  attention?  A.  No,  sir;  except 
in  some  cases. 

Q.  Except  in  some  cases?  A.  I  can  very  readily  give  you 
the  record. 

Q.  I  do  not  care  for  details  if  you  tell  me  that  is  not  so.  Now, 
of  course,  that  is  a  very  small  fraction  of  the  number  of  factories. 
Now,  where  an  inspector  finds  these  conditions,  such  as  uncleanli- 
ness,  what  does  he  do  outside  of  affixing  a  notice  of  "  unclean  " 
to  the  articles  manufactured  ?  A.  He  has  nothing  to  do  with  the 
articles  manufactured  except  to  tie  them  up  and  apply  the  label. 

Q.  Put  this  label  on  them?  Has  he  a  right  to  put  this  label 
on  all  classes  of  merchandise  ?  A.  No,  only  such  as  are  specified 
in  section  100. 

Q.  And  what  are  they  ?    A.  Shall  I  read  the  entire  list  ? 

Q.  No,  there  are  some  exceptions,  I  think ;  such  as  human  hair 
goods  ?  A.  The  exception  is  by  reason  of  the  fact  that  it  is  not 
included  in  the  list. 

Q.  Yes,  I  understand  that  What  subdivision  of  Section  100  ? 
A.  Subdivision  1. 

Q.  Commissioner,  do  you  have  any  co-operation  with  any  of 
the  other  Departments  of  the  state  or  of  the  cities  with  reference 
to  what  you  discover  in  factories?  A.  We  have  recently  been 
receiving  communications  from  the  Fire  Commissioner  regard- 
ing certain  conditions  which  his  inspectors  or  representatives  have 
discovered. 

Q.  Well, —  I  do  not  know  whether  you  were  here  this  morn- 
ing or  not  ?    A.  I  was. 

Q.  Did  you  hear  Fire  Chief  Kenlon  testify?    A.  I  did. 

Q.  You  heard  him  say  that  he  had  sent  a  thousand,  I  think, 
or  more  complaints  or  notices  of  violations  of  laAv  to  your 
Department  and  had  not  even  received  an  acknowledgment  of  it  ? 
A.  He  stated  that  he  had  sent  400,  I  think. 

Q.  I  have  forgotten  how  many  to  your  Department  —  401 
is  the  correct  number?     A.  I  regret  to  have  to  disagree  with 
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Chief  Kenlon's  testimony  regarding  the  matter  of  acknowledg- 
ment—  receipt  of  communications.  I  am  under  the  impression 
that  Chief  Kenlon  was  unaware  of  the  fact  that  the  communica- 
tions addressed  to  us  invariably  came  from  Commissioner  John- 
sin,  and  that  our  acknowledgements  invariably  were  addressed  to 
Commissioner  Johnson.  Moreover,  let  me  add  that  whenever  a 
complaint  is  filed  in  our  Department,  from  whatsoever  source, 
wherever  it  may  come  from,  it  is  not  only  acknowledged,  but  the 
result  of  our  investigation  of  the  complaint  is  also  sent  to  the 
party  who  files  the  information. 

Q.  Do  you  know  whether  or  not  in  these  cases  any  action  has 
been  taken  by  your  Department  as  the  result  of  such  informa- 
tion? A.  I  would  not  undertake  to  say  whether  or  not  that  is 
the  case,  for  these  matters  go  directly  to  the  Chief  Inspector. 

Q.  His  statement  was  that  the  conditions  had  not  been  changed. 
You  cannot  say  whether  that  is  so  or  not?  A.  Perhaps  my 
memory  does  not  serve  me  very  correctly,  but  I  understood  him 
to  say  he  had  no  knowledge  as  to  whether  the  conditions  had 
changed. 

Q.  We  may  be  both  in  error  or  you  may  be  right  and  I  may 
be  wrong,  be  that  as  it  may,  when  information  of  that  kind 
is  received,  you  say  it  goes  to  the  Chief  Inspector  here  in 
New  York  city,  in  this  particular  case,  and  he  is  supposed 
to  have  it  investigated,  and  if  found  to  be  correct,  to 
remedy  it  by  instant  order,  and  then  by  a  prosecution  of  some 
kind  ?  A.  If  our  orders,  where  we  have  authority  to  issue  orders, 
are  not  complied  with,  if  we  are  unable  to  prevail  upon  the 
occupant,  if  the  responsibility  is  his,  that  the  law  should  be  com- 
plied with,  then  we  have  no  alternative  but  to  institute  proceed- 
ings to  punish  him  criminally. 

Q.  Now,  take  the  case  of  the  Triangle  fire.  You  are  familiar 
with  that  fire,  are  you  not  ?    A.  I  am  in  a  general  way. 

Q.  Did  you  ever  examine  the  building  either  before  or  since 
the  fire?     A.  I  did  not,  personally. 

Q.  What  responsibility  did  your  Department  have  with  refer- 
ence to  the  building?  A.  The  general  responsibility  that  we  have 
with  reference  to  all  buildings  where  there  are  manufactories. 
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Q.  Simply  to  see  that  the  law  was  complied  with  with  refer- 
ence to  locked  doors  and  with  reference  to  partitions?  A.  We 
have  no  authority  with  respect  to  partitions. 

Q.  No  authority  over  partitions.  With  reference  to  egress 
and  fire-escapes  and  to  rails  on  stairways?    A.  Yes. 

Q.  Now,  it  has  been  stated  that  the  doors  leading  to  the  stair- 
ways in  that  building  were  locked,  and  that  egress  by  means  of 
the  staircase  for  that  reason  was  cut  ofiF.  Do  you  know  that  to  be 
a  fact  ?  A.  I  do  not  know  it  to  be  a  fact  except  as  I  read  it  in 
the  newspapers,  the  newspaper  accounts  and  in  some  of  the 
testimony  given  at  the  Coroner's  inquest. 

Q.  Did  you  have  any  investigation  made  to  ascertain  whether 
or  not  that  was  a  fact  ?    A.  Not  after  the  fire ;  no,  sir. 

Q.  Did  you  ascertain  whether  or  not  the  aisles  which  led  to 
the  fire-escapes  were  blocked  or  not  a»t  the  time  of  the  fire? 
A.  You  mean  subsequent  to  the  fire? 

Q.  Yes.     A.  I  did  not 

Q.  Have  you  had  any  investigation  of  your  Department  to  see 
whether  or  not  any  of  your  Inspectors  were  at  fault  in  that 
matter  ?  A.  Our  inspector  who  covered  the  Asch  Building  about 
a  month  before  the  fire,  was  before  the  Grand  Jury. 

Q.  Yes,  I  understand  that.  A.  (Continuing)  And  I  have  no 
information  regarding  that  subject  beyond  what  I  assume  you 
are  possessed  of,  Mr.  Counselor. 

Q.  You,  of  course,  you  had  no  responsibility  I  take  it,  at  all, 
in  your  Department  for  anything  that  happened  at  that  time  that 
ought  not  to  have  happened?  A.  I  would  not  say  that  exactly. 
If  it  could  be  proven  that  our  inspector  had  failed  to  properly 
perform  any  duty  when  he  was  in  that  building  I  should  say  we 
had  a  responsibility. 

Q.  Of  course,  he  had  no  way  of  telling  what  happened  after 
he  left  the  building?    A.  Precisely. 

Q.  Now,  don't  you  find.  Commissioner,  that  there  is  a  divided 
responsibility  between  the  Labor  Department  in  the  State,  the 
Building  Department  of  the  city,  or  the  Fire  Department  of  the 
city  and  the  Health  Department  of  the  city  with  reference  to 
these  matters?  A.  We  were  not  cognizant  of  any  such  con- 
dition in  our  Department  until  the  decision  rendered  in  1903,  I 
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believe^  in  the  case  of  the  City  of  New  York  against  the  Trustees 
of  the  Sailors'  Snug  Harbor.  Up  to  that  time  our  Department 
assumed  and  exercised  authority  with  respect  to  conditions  gen- 
erally that  are  covered  in  our  Factory  Law.  Since  then  we  have 
not  attempted  to  enforce  the  provisions  of  the  law  relating  to  fire- 
escapes.  So  far  as  having  any  difficulty  with  either  the  Bureau 
of  Buildings  or  the  Department  of  Health,  I  am  not  aware  of 
any  such  condition  at  this  time,  nor  have  I  been  cognizant  of 
such  a  condition  at  any.  time  since  I  have  been  in  the  service,  a 
matter  of  twelve  and  a  half  years. 

Q.  Well,  it  is  a  fact,  isn't  it,  that  there  is  a  divided  responsi- 
bility in  buildings  with  respect  to  fire  prevention  and  fire-escapes 
in  the  broad  sense  of  the  term,  and  sanitary  conditions  inside  of 
it,  between  three  or  four  Depaxtments  of  the  city  and  state  ?  A. 
I  think  it  is  true  that  there  is  concurrent  or  coincident  jurisdiction 
with  reference  to  certain  things. 

Q.  And  when  any  catastrophe  occurs  each  Department  finds 
it  has  no  responsibility,  and  if  any  fault  occurred  it  is  the  fault 
of  some  other  Department  ?   A.  That  may  possibily  be  true. 

Q.  Let  me  give  you  an  illustration.  For  instance,  your  De- 
partment has  authority  to  order  the  removal  of  any  material 
which  blocks  the  way  to  a  fire-escape,  but  has  no  authority  to 
order  the  removal  of  matter  upon  the  fire-escape  itself,  that  is 
true,  isn't  it?  A.  Under  a  strict  interpretation  of  the  law  that 
is  true. 

Q.  Well,  does  your  Department  attempt  to  control  what  is  on 
the  fire-escape  or  other  conditions  ?  A.  No,  we  immediately  apply 
to  the  Police  Department. 

Q.  In  other  words,  you  go  to  another  Department,  and  your 
Department  makes  an  inspection  which  is  practically  covered  by 
the  Fire  Department  inspection  in  the  City  of  New  York  and 
also  covered  to  a  certain  extent  by  the  Health  Department,  and 
to  another  extent  by  the  Building  Department?  A.  So  far  as 
the  Health  Department  is  concerned,  if  my  information  is  cor- 
rect, it  does  not  attempt  any  systematic  inspection  of  factories; 
it  only  inspects  upon  complaint  As  a  matter  of  fact  the  policy  of 
the  Department  of  Health  with  respect  to  complaints  that  are 
sent  to  it,  regarding  conditions  in  factories,  is  to  refer  them  to  us. 
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Q.  Welly  leaving  out  the  Health  Department^  the  others  act 
without  complaint^  don't  they'i  A.  According  to  the  testimonj 
of  Superintendent  Miller  their  policy  has  been  to  wait  until  a 
complaint  is  filed. 

Q.  That  iB  after  construction  ?  A.  Yes. 

Q.  And  jour  Department  therefore  is  the  only  one  outside 
of  the  Fire  Department  whidi  has  authority  to  act,  which 
inspects,  and  when  it  inspects  you  cannot  enforce  it  because  you 
have  no  authority  over  fire-escapes '<  A.  Let  me  say  there,  Mr. 
Counsel,  that  we  do  observe  conditions  with  respect  to  fire-escapes, 
and  perform  what  I  would  call  extra  legal  duty. 

Q.  Well,  the  result  of  your  extra  legal  duty  where  there  is  a 
complaint  is  to  refer  it  to  the  Department  of  Police!  A.  The 
Department  of  Buildings. 

Q.  The  Building  Department.  If  the  complaint  is  with  ref- 
erence to  insufficiency  or  inadequacy  of  the  escape  i  A.  Yes ;  if 
it  is  with  respect  to  the  material  upon  the  fire-escape  proper  then 
it  is  to  the  Police  Department. 

Q.  Of  course,  before  a  complaint  reaches  the  proper  Depart* 
ment  after  an  inspection  that  would  take  quite  some  time  before 
it  goes  through  your  office  at  Albany  and  then  down  to  New  York 
or  to  some  other  city;  it  takes  quite  a  length  of  timet  A.  Not 
necessarily.  I  have  in  mind  just  one  case  that  I  happened  to 
glance  over  some  months  ago,  where  our  inspector  had  reported 
a  condition  which  should  in  turn  be  conmiunicated  to  the  Bureau 
of  Buildings  and  from  the  date  of  his  inspection  and  report  until 
the  date  of  a  response  from  Superintendent  Miller's  Department 
advising  us  that  our  complaint  was  sustained  and  a  violation  filed 
against  the  premises,  only  seven  days  had  elapsed. 

Q.  That  was  an  exceptional  case?  A.  I  rather  think  it  may 
be  an  exception ;  but  it  simply  proves  that  it  can  be  done  quickly. 

Q.  It  can  be  done  i   A.  Yes. 

Q.  Now,  Commissioner,  would  you  favor  a  Bureau  of  Inspec- 
tion of  some  kind  for  the  entire  State  where  all  inspections  can 
be  made  by  one  set  of  officials  and  reported  to  the  appropriate  de- 
partment ?  A.  May  I  ask  a  question  to  see  whether  I  imderstand 
this  question  t 

Q.  Surely.  A.  Do  you  mean  by  that  a  Department  or  Bureau 
of  Inspection  as  apart  from  the  agency  of  enforcement  ? 
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Q.  Either  as  a  part  of  your  Department  or  as  a  separate  De- 
partment without  power  to  enforoe  orders,  the  Inspectors  sim- 
ply to  report  facts  on  a  schedule  of  information  which  would  be 
given  them  ?  A.  That  is  a  very  broad  question  and  a  new  idea, 
and  I  would  hesitate  about  committing  myself. 

Q.  I  would  be  very  glad  if  you  would  consider  it,  and  I  will 
call  upon  you  later.    A.  Yes. 

Q.  It  is  apparent  here  from  what  has  been  brought  out  in 
the  public  hearing  and  what  the  Commission  has  learned  in  its 
executive  sessions,  that  there  are  a  number  of  inspections  that 
might  not  necessarily  cover  the  exact  same  thing,  although  ap- 
parently they  do,  when  you  tell,  us  of  your  extra  legal  inspections 
they  do  in  a  great  part,  but  it  is  in  the  main  without  co-ordination 
or  coK)peration,  and  it  has  occurred  to  the  Commission  that  per- 
haps one  solution  of  this  difficulty  would  be  a  Central  Bureau  of 
Inspection,  where  inspectors  who  were  trained  should  get  the 
facts.  I  would  be  very  glad  if  you  would  consider  this  and 
either  give  me  your  opinion  in  writing  or  come  before. the  Com- 
mission at  eome  later  time  and  give  it  to  me  orally.  A.  I  think, 
Mr.  Counsel,  that  it  would  be  better  if  I  were  to  furnish  you  my 
opinion  on  that  question  in  writing. 

Q.  Very  well,  I  will  be  glad  to  have  it.  A.  Then  I  would  be 
very  glad  to  appear  before  the  Commission  for  such  questions 
as  they  might  wish  to  propound. 

Q.  If  you  will  do  that  within  the  next  two  or  three  weeks  I 
would  be  very  glad  to  have  it.  Commissioner,  are  your  inspectors 
competent!  A.  Generally  speaking,  yes;  some  are  more  com- 
petent than  others. 

Q,  And  have  you  an  adequate  force  of  inspectors?  A.  We 
hflve  not. 

Q.  This  present  legislature  which  jusit  closed  increased  your 
force  I  think  by  about  20?  A.  It  increased  the  force;  I  am 
BT  caking  now  of  the  effective  field  force. 

Q.  Yes.    A.  It  increased  the  effective  field  force  from  52  to  68. 

By  Commiflsioner  Phillips: 

Q.  The  statute  now  authorizes  ten  more  than  the  appropria- 
tion takes  care  of,  doesn't  it?    A.  "No,  not  exactly;  eight  more. 
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The  statute  permitted  85  inspectors  in  addition  to  the  Chief  In- 
spector, nine  of  which,  however,  are  not  in  the  class  of  th^ 
ordinary  field  inspectors;  eight  are  supervising  inspectors  and 
the  ninth  is  to  be  a  mechanical  engineer  —  special  qualifications 
for  the  position,  so  that  we  might  have  76  field  inspectors  if 
money  had  been  provided  to  pay  that  number.  Money  has  been 
provided  to  enable  us  to  employ  68,  eight  less  than  the  total 
permitted  under  the  law.    Is  that  dear  ? 

By  Mr.  Elkus: 

Q.  Yes.  Have  you  any  suggestions  to  make  to  the  Commission 
as  to  any  additional  legislation,  scny  amendment  to  the  Labor  Law 
or  any  remedial  legislation!  A.  That  is  a  broad  question;  there 
are  several  points  that  I  would  like  to  speak  upon,  but  it  seems 
to  me,  if  I  may  be  permitted  to  suggest,  that  the  matter  of  such 
amendments  is  one  that  requires  very  careful  thought  and  great 
deliberation.  I  do  not  think  I  should  undertake  to  advise  the 
Commission  now  at  this  time  what  should  be  done.  There  are 
some  points,  however,  that  we  can  speak  upon  offhand. 

Q.  I  would  be  very  glad  if  you  would  think  over  this,  and  you 
can  make  any  written  recommendations  or  suggestions  you 
choose.  We  would  be  very  glad  to  have  them.  A.  Now,  I  think, 
that  from  the  questions  that  Coimsel  has  addressed  to  me,  I  should 
differentiate  between  inspection  and  enforcement  of  the  law.  I 
quite  agree  with  Counsel  on  that  point.  As  a  matter  of  fact  in 
the  prosecution  of  our  work  we  do  differentiate  between  inspec- 
tion and  enforcement ;  we  aim,  as  I  stated  at  the  outset,  to  make 
at  least  one  general  inspection  of  each  establishment  to  see  whether 
or  not  the  conditions  therein  are  in  compliance  with  the  law.  A 
record  is  made,  a  formal  record  is  made  of  each  inspection.  Sub- 
sequent inspections  are  for  the  purpose  of  enforcing  the  pro- 
visions of  the  law,  which,  upon  the  first  inspection  are  found  to 
have  hern  violatod  or  neglected  by  the  occupant. 

I  think  that  one  inspection  a  year  for  certain  purposes  is  suffi- 
cient I  mean  by  that  that  one  inspection  to  get  at  the  real  char- 
acter of  the  establishment  is  sufficient.  Subsequent  inspections 
may  be  and  are  only  necessary  in  a  great  many  instances  to  show 
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tbat  the  establishments  against  which  orders  have  boen  issued 
are  brought  up  to  the  standard  set  by  law. 

Q.  Commissioner,  were  you  present  when  some  testimony  was 
given  as  to  conditions  which  prevailed  in  factories  in  89  Ridge 
Street  in  this  city  ?     A.  I  was  not ;  I  came  here  this  morning. 

Q.  It  was  testified  that  in  order  to  obtain  entrance  to  these 
factories,  people  had  to  pass  through  an  open  alley  and  then 
through  another  alley  or  courtyard,  and  through  another  alley 
and  up  a  stairway  in  order  to  get  entrance,  and  photographs 
were  introduced  in  evidence  showing  a  great  mass  of  material 
that  was  in  the  factory,  and  the  crowded  condition,  and  proof 
was  given  that  this  had  existed  for  some  time.  Now,  of  course, 
all  those  conditions  under  your  testimony  would  have  been  re- 
ported,—  if  not  under  the  authority  of  your  Department,  to  the 
proper  Department  for  remedy.  They  ought  not  to  exist!  A; 
They  would  have  been  reported. 

Q.  Would  they  not  have  been?  A.  Were  the>  not  reported 
to  ust 

Q.  I  don't  know.  I  say  if  your  inspector  found  them  he  would 
have  reported  them,  wouldn't  he  ?  A.  Of  course,  but  I  appreciate 
fully  that  such  conditions  may  be  discovered  any  day  in  a  com- 
munity such  as  this  with  upwards  of  32,000  factories,  and  with 
about  15,000  tenement  houses  also  subject  to  our  inspection. 

Q.  Well,  if  you  had  adequate  inspection  of  factories  this  con- 
dition would  have  been  discovered  and  not  be  permitted  to  go 
on  for  six  months,  wouldn't  it  ?    A.  I  thinlr  «o. 

Q.  And  the  fault  lies  either  with  the  inadequacy  of  inspection 
or  because  by  the  insufficiency  in  the  report  of  the  inspectors  or 
of  the  incompetency  or  negligence  of  the  inspectors  themselves? 
A.  It  must  be  one  or  the  other. 

Q.  One  or  the  other  ?    A.  Must  be. 

Q.  Well,  I  bring  that  to  your  notice  on  the  question  of  whether 
one  inspection  a  year  is  sufficient  ?  A.  I  trust  that  I  am  not  mis- 
understood by  the  Commission.  I  said  that  one  inspection  a 
year,  in  my  judgment,  is  sufficient  to  give  us  a  fair  and  compre- 
hensive idea  of  the  character  of  the  establishment ;  in  other  words 
of  the  character  of  the  establishment  and  the  individual  or  in- 
dividuals conducting  it. 
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Q.  Well,  an  inspection  of  this  building  where  the  defects  are 
in  great  part  structural,  would,  of  course,  disclose  the  nature 
of  the  factories  carried  on  there,  and  then  such  inspector  ought 
to  inspect  it  frequently  under  your  rule?    A.  Undoubtedly. 

Q.  How  do  your  inspections  in  New  York  City  compare  with 
those  in  England,  if  you  are  familiar  with  them  ?  A.  You  mean 
as  to  methods  t 

Q.  Yes.    A.  I  think  there  is  very  little  difference. 

Q.  Do  they  only  inspect  once  a  year?  A.  They  do  not  even 
do  that.  It  was  my  privilege  to  visit  England  last  summer,  T 
mean  in  1910,  and  I  was  told  by  the  Superintendent  of  Inspec- 
tion in  more  than  one  district  that  they  were  in  arrears  with 
their  work,  which  meant  that  they  were  unable  to  cover  the  entire 
territory  within  one  year. 

Q.  How  about  Germany  and  France?  A.  I  cannot  answer  as 
to  the  adequacy  of  inspection  of  those  countries. 

By  the  Vioe-Chaibman  : 

Q.  I  suppose  this  great  number  of  manufacturing  establish- 
ments here  have  sprung  up  and  died  out  again  coming  and  going 
just  as  they  chose  ?   A.  I  suppose  so,  I  don't  know. 

By  Commissioner  Dbeieb: 

Q.  May  I  ask  whether  you  have  any  control  or  supervisioa 
in  your  Department  over  these  rear  factories  that  we  have  gone 
into  in  Ridge  Street?  Could  you  close  them  up  because  of  iJieir 
having  two  alley-ways  to  get  out  through  ?  Is  that  your  business  ? 
A.  No,  for  the  reason 

By  Mr.  Elkus: 

Q,  You  could  report  it  to  the  Building  Department  or  the  Fire 
Department  ? 

By  Commissioner  Dbeieb: 

Q.  You  could  close  it  up  because  of  insanitation  in  the  build- 
ing itself?  A.  Provided  they  were  engaged  in  manufacturing 
any  article  eniunerated  in  section  100;  we  could  do  that. 
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Q.  Yes.  A,  Moreover,  if  a  building  is  located  in  the  rear  of 
a  tenement  house,  it  would  become  subject  itself  to  the  provisions 
of  Section  100  and  would  require  a  license  from  our  Department 
permitting  its  use  for  such  manufacture. 

By  Mx.  Elkus: 

Q.  Of  course  the  first  inspection  would  discover  that?  A. 
Yes. 

Q.  And  that  would  be  very  easily  remedied  t  A.  Yes. 
Q.  Now  a  committee  of  citizens  in  New  York  City  have  ex- 
amined some  1,700  factories  and  discovered  within  a  short  time 
3,500  violations  of  the  law,  700  of  which  were  for  barred  passages 
to  fire-escapes  and  matters  of  egress  and  locked  doors.  These  were, 
of  course,  not  discovered  by  your  inspectors  or  they  would  have 
remedied  them?  A.  Possibly.  May  I  ask  you,  Mr.  Counsel, 
about  the  testimony  of  Superintendent  Miller  this  morning,  that 
they  directed  the  removal  of  obstructions,  and  the  order  was  com- 
plied with,  and  they  returned  a  few  weeks  later  and  found  the 
same  conditions  exactly.  May  I  direct  your  attention  to  that? 
Now  that  frequently  happens. 

Q.  That  is  it.  Now,  what  remedy  have  you  for  a  situation 
where  your  inspector  goes  in  and  finds  a  door  locked  leading  to 
the  stairs  and  he  orders  it  opened  or  unlocked,  and  that  is  com- 
plied with  and  he  comes  within  a  week  and  findn  the  same  con- 
dition ?    A.  It  is  a  subject  of  prosecution. 

Q.  What  kind  of  prosecution  ?   A.  Criminal. 

Q.  That  results  in  a  fine  if  a  conviction  is  had?    A.  Yes,  sir. 

Q.  Have  you  ever  had  such  a  conviction?    A.  Yes,  sir. 

Q.  How  many?  A.  I  cannot  give  you  the  number  ofQiand, 
but  a  very  recant  one  resulted  in  a  conviction  and  a  fine  of  $50. 

Q.  In  this  city?    A.  Yes,  sir. 

Q.  Is  that  the  only  one  you  recollect?  A.  Oh,  no,  but  I  can- 
not give  you  oifhand  any  such  detailed  information,  but  I  will 
be  glad  to  furnish  it. 

Q.  That  was  since  the  Triangle  fire?  A.  Yes,  we  have  had 
some  since,  and  we  have  had  instances  of  criminal  prosecutions 
for  such  violations  before  the  Asch  fire. 
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Q.  Now,  have  you  given  any  study  yourself  to  the  question 
of  ventilation  ?  A.  I  have  given  no  special  study  to  that  subject. 
I  have  been  endeavoring  to  learn  a  few  things  oonceming  it. 

Q.  What  does  your  Department  do  with  reference  to  sufficient 
ventilation  for  working  people  in  factories  ?  A.  The  present  law 
is  very  inadequate  and  unsatisfactory.  We  have  been  able  to 
accomplish  some  beneficent  results  because  those  men  whom  we 
have  issued  orders  to  have  been  willing  to  comply  with  our  orders 
rather  than  to  oppose  them.  Where  we  have  been  opposed  under 
the  present  law,  we  have  been  defeated,  for  it  does  not  prescribe 
a  standard,  and  the  objection  has  been  raised, —  and  I  feel  that 
there  is  considerable  reason  back  of  it, —  that  a  standard  of 
ventilation  should  not  be  left  to  the  judgment  of  one  individual, 
namely,  the  Commissioner  of  Labor.  I  feel  the  pressure  of  that 
opinion  and  I  sympathize  with  it,  and  consequently  that  has 
halted  the  work  of  the  Department  with  respect  to  that  particular 
subject,  until  we  can  get  a  legislative  and  definite  pronouncement 
or  legal  enactment  as  to  what  standard  of  ventilation  it  is  possible 
to  establish  in  factories. 

An  effort  was  made  in  1910  to  secure  the  enactment  of  such  a 
measure.    I  had  something  to  do  with  it. 

Q.  What  did  that  briefly  provide?  A.  It  provided  for  th^s 
establishment  of  what  I  term  the  qualitative  standard  of  ventila- 
tion or  air  purity.  Considerable  opposition  developed ;  there  were 
persons  who  wanted  the  quantitative  standard.  They  wanted  a 
standard  that  would  prescribe  the  introduction  of  a  given  number 
of  cubic  feet  of  air,  per  person  per  hour. 

Q.  There  is  no  standard  to-day?  A.  There  is  no  standard 
to-day. 

Q.  Isn't  it  required  that  a  certain  number  of  cubic  feet  of 
air  space  should  be  allowed  for  each  operative?  A.  That  is  one 
thing;  that  is  only  the  cubic  area,  not  the  quality  of  the  air  for 
ventilation.  That  is  a  distinct  provision  of  law  and  has  nothing 
at  all  to  do  with  the  question  of  ventilation. 

Q.  What  is  your  own  opinion  upon  the  subject?  A.  I  am 
coming  to  that. 

Q.  After  the  study  yon  have  given  to  it?  A.  I  believe  we 
should  have  a  law  containing  an  alternative  standard,  quantitive 
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or  qualitative,  leaving  to  the  factory  owner  or  operator,  call 
him  what  you  will, —  leaving  it  to  him  to  choose  which  of  the 
two  standards  he  prefers  to  conform  to.  That  was  a  standard 
proposed  in  a  bill  that  was  introduced  in  the  session  of  1911, 
but  the  bill  failed  of  passage.  That  standard  or  that  bill,  rather, 
had  the  approval  of  some  of  the  best  known  experts  on  ventilation 
in  this  city. 

Q.  Did  the  bill  pass  either  House  ?  A.  It  did  not.  It  was  not 
reported  out  of  the  Committee  in  the  Assembly,  but  the  reason 
for  that,  perhaps,  should  be  stated:  the  Comjmittee  on  Laibor 
and  Industries,  when  the  bill  was  introduced,  was  defunct.  In 
other  words,  everything  had  gone  into  the  hands  of  the 
Conmiittee  on  Eules. 

By  Vice-Chaibman  : 

Q.  In  1910?    A.  No,  sir;  1911. 

By  Mr.  Elkus: 

Q.  The  bill  came  in  too  late  in  the  session?  A.  Came  in  too 
late  in  the  Assembly.  It  was  reported  out  of  the  Senate  Com- 
mittee but  did  not  get  any  further  than  what  is  known  as  General 
Orders. 

Q.  Now,  Commissioner,  have  you  any  other  statement  or 
suggestions  that  you  desire  to  make  to  the  Commission  at  this 
time?  A.  May  I  ask,  before  answering  the  question,  Mr. 
Counselor,  am  I  to  be  called  again? 

Q.  Well,  I  think  we  will  call  you  again  at  some  later  period 
of  the  session,  because,  when  we  have  finished  our  own  inspec- 
tions and  have  certain  facts  in  evidence,  we  shall  want  expert 
opinions,  and  we  shall  call  upon  you  for  it.  A.  If  my  opinion  is 
desired,  I  shall  be  very  glad  to  express  it  when  the  proper  time 
comes,  on  methods  for  fire  protection  —  fire  prevention. 

Q.  I  should  be  very  glad  to  hear  that.  Now,  I  dhink  we 
should  like  very  much  to  hear  that  point  now,  what  you  have  to 
suggest  on  the  question  of  fire  prevention  ?  A.  Not  so  much  the 
question  of  fire  prevention,  but  rather  the  minimizing  of  personal 
hazards  in  factories. 
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Q.  Very  weU.  A.  I  believe  that  a  most  effective  plan  to  safe- 
guard lives  in  factories  when  confronted  by  danger  from  fire,  is 
to  have  the  building  divided  into  two  sections. 

Q.  (Interrupting)  That's  a  fire  wall?  A.  (Continuing)  From 
the  cellar  bottom,  not  only  to  the  roof,  but  «^bove  the  roof,  divid- 
ing it  into  two  sections  with  openings  from  the  one  side  to  the 
other,  properly  protlected  by  fire  doors.  I  think  that  offers  the 
best  solution.  Where  that  is  not  deemed  desirable  or  feasible, 
I  think  I  should  endorse  the  statements  of  Superintendent  Miller 
and  others,  who  have  testified  here  this  morning,  regarding  the 
tower  stairs  —  the  tower  stairs,  without  direct  connection  from 
the  tower  into  the  occupied  parts  of  the  building.  In  other 
words,  the  adoption  of  what  is  known  as  the  Philadelphia  Tower 
Fire-escape.  Moreover,  I  think  that  where  articles  of  an  inflam- 
mable nature  are  manufactured,  or  where  goods  that  may  readily 
or  easily  burn  are  manufactured,  provision  should  be  inserted  in 
the  law  under  which  such  business  could  not  be  engaged  in  above 
the  fifth  story. 

Q.  What  would  you  include  in  inflammable  materials?  A. 
Anything  that  readily  bums. 

Q.  Such  as  clothing?  A.  Yes,  especially  the  cotton  variety  of 
goods.  Woolen  goods  do  not  bum  as  readily  «0  the  cotton  goods. 
We  know,  as  a  matter  of  fact,  it  was  the  combustion  of  the  ma- 
terial in  the  Triangle  Waist  Company's  factory  that  caused  the 
loss  of  life.     As  I  am  told  the  building  itself  did  not  suffer  much. 

Q.  What  is  your  opinion  about  the  sprinkler  system?  A.  I 
think  it  is  a  most  excellent  device. 

Q.  Of  course,  your  Department  has  nothing  directly  to  do 
with  these  methods  of  prevention  of  fire  ?    A.  No. 

Q.  It  has  been  suggested  by  the  Fire  Chief,  who  was  here  this 
morning,  or  by  Fire  Chief  Croker,  that  where  there  were  in- 
sufficient exits,  or  weren^t  sufficient  meianft  of  egress  in  ca«e  of 
fire,  or  other  things  to  prevent  loss  of  life,  that  some  one  should 
be  given  authority,  not  to  punish  by  court  proceedings,  but  to 
compel  the  closing  of  the  building  until  the  dangers  were  reme- 
died. What  do  you  say  about  that?  A.  If  the  exercise  of  such 
authority  as  that  would  not  be  subject  to  interference  by  injunc- 
tion, I  should  think  it  might  be  a  very  excellent  way,  but  if  there 
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18  danger  that  the  Courts  might  intervene,  I  am  not  sure  that  it 
would  be  very  efiective. 

Q.  Of  course,  you  can't  stop  the  Courts  from  issuing  injunc- 
tions,—  not  even  the  legislature.  A.  Well,  my  point  is  this*  if 
that  danger  exists,  it  might  be  advisable  to  look  for  some  other 
remedy. 

Q.  Is  there  anything  further,  Commissioner,  that  you  would 
like  to  be  heard  about?  A.  Just  one  thing  that  I  want  to  say 
with  reference  to  the  enforcement  of  law.  I  have  felt  that  the 
Courts  are  not  as  responsive  to  the  demand  for  proper  enforce- 
ment of  the  law  as  we  might  wish  them  to  be.  The  experience 
of  our  Department  has  been  rather  depressing.  We  have  re- 
peatedly gone  into  Court  with  perfect  cases,  so  far  as  the  evi- 
dence was  concerned,  and  where  conviction  could  not  be  escaped, 
only  to  return  with  a  suspended  sentence.  The  moral  effect  of 
a  conviction  without  a  penalty  upon  the  average  manufacturer, 
is  niL 

Q.  What  is  the  reason  for  this  attitude  of  the  Courts?  A.  I 
cannot  explain  it.  Our  Department  has  repeatedly  taken  them 
to  task  in  its  annual  reports,  but  without  avail. 

Q.  These  prosecutions  were  in  minor  criminal  courts,  were 
they  ?  A.  They  were  instituted  in  the  Police  Court,  and  disposed 
if  in  the  Court  of  Special  Sessions  'here  in  "New  York,  and  in 
Police  Magistrates'  Courts  having  the  Court  of  Special  Sessions 
jurisdiction  in  the  cities  and  towns  of  the  State. 

Q.  It  has  been  suggested  here  —  I  think  you  were  present 
when  Commissioner  Miller  testified  that  the  number  of  em- 
ployees in  a  building  should  be  limited  by  the  stairway  capacity. 
What  do  you  think  about  that?  A.  I  think  that  is  a  correct  idea, 
for  it  is  useless  to  depend  upon  the  stairs  to  furnish  means  of  exit 
for  the  population  of  the  building,  if  the  population  is  so  great 
as  to  clog  the  stairs,  as  only  a  certain  number  can  get  upon  the 
stairs  and  enter  the  hallways.  The  minute  you  crowd  one  or 
two  more,  you  are  creating  a  condition  that  is  almost  as  bad  as 
the  condition  in  the  burning  building  itself. 

Q.  Do  you  believe  it  would  be  practicable  where  large  numbers 
of  men  and  women  are  employed  to  prohibit  any  employee  from 
carrying  matches,  so  as  to  prevent  smoking?    A.  Absolutely. 
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Q.  It  is  practicable?  A.  Why  not  ?  I  will  go  further  and  say 
that  smoking  in  a  building  —  in  any  part  of  a  building  where 
they  are  manufacturing  inflammable  material,  should  be  made  a 
criminal  offense,  punishable  by  imprisonment  or  a  heavy  fine. 

Q.  That  would  stop  the  cause  of  a  great  many  fires,  would  it 
not  t   A.  I  fully  believe  it  would. 

Q.  And  also  do  away  with  a  great  many  other  unsanitary  con- 
ditions in  buildings  —  bad  air  ?    A.  Yes. 

Q.  How  about  eating  meals  dose  to  the  work  space,  or  at  the 
work  desk?  A.  I  think  that  that  also  is  a  matter  which  should 
be  regulated,  for  hygienic  reasons. 

Q.  Disease  is  carried  that  way  very  frequently,  is  it  not?  A. 
Yes,  I  believe  that  in  certain  factories,  where  they  handle  poison- 
ous materials,  that  eating  in  the  workroom  should  be  absolutely 
prohibited. 

Q.  Wherever  they  handle  materials  which  are  used  for  wear- 
ing purposes,  I  suppose  it  would  apply?  A.  I  bdieve  that 
eating  in  workrooms  should  be  regulated,  no  matter  what  the 
industry  is. 

Q.  Should  not  be  permitted,  practically?  A.  I  would  not  go 
that  far,  in  all  factories,  but  it  should  be  regulated  —  properly 
regulated* 

Q.  I  want  to  ask  again,  because  it  is  a  very  important  subject 
You  believe  it  would  be  perfectly  feasible  to  prohibit  the  carrying 
of  matches  in  any  manufacturing  establishment  by  employees? 
A.  I  think  so.  I  know,  as  a  matter  of  fact,  that  in  one  of  the 
largest  establishments  that  I  visited  in  Scotland,  employing  be- 
tween eight  and  nine  thousand  men,  not  a  man  entered  the  yard 
who  wasn't  examined  in  the  morning  and  again  at  noon,  to  see 
whether  or  not  he  had  matches. 

Q.  Did  the  employees  object  to  this  ?  A.  Not  at  all ;  they  took 
it  as  a  matter  of  course. 

Q.  And  each  one  was  examined  to  ascertain  if  he  carried  any 
matches?  A.  Yes,  sir. 

Q.  Do  you  know,  as  a  fact,  that  in  tiie  department  stores  in 
this  city,  they  enforce  that  same  rule,  with  great  success?  A.  I 
am  very  glad  to  know  it;  I  did  not  know  it. 

Q.  I  was  told  by  the  proprietor  of  one  3f  the  largest  establish- 
ments that  they  not  only  enforced  the  rule,  but  have  no  trouble 
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in  enforcing  it.  That  would  have  to  be  made  a  statute  though, 
and  a  mandatory  statute?  A.  If  the  idea  is  to  punish  the  one 
who  violates  it,  yes. 

Q.  What  would  you  suggest  with  reference  to  the  doing  away  of 
rubbish  and  refuse  material  that  accumulates  on  floors  of  manu- 
facturing establishments  ?  A.  With  an  adequate  force,  the  present 
law  we  have  is  fairly  sufficient. 

Q.  In  other  words,  as  far  as  your  Department  is  concerned, 
you  believe  that  most  of  the  evils  spoken  of  could  be  remedied, 
if  you  had  an  adequate  force  to  enforce  the  law?  A.  I  haven't 
the  slightest  doubt 

Q.  That  comes  back  to  my  other  query,  which  you  are  going 
to  answer  in  writing?    A.  Yes. 

Mr.  Elkus  :  Any  questions  t 

By  the  Vick-Chaieman  : 

Q.  One  idea  I  had  in  mind  ie  as  to  what  extent  physicians  are 
required  to  report  cases  of  industrial  poisonings?  A.  That  law 
is  just  now  in  effect,  and  we  have  not  had  any  returns  to  date. 

By  Commissioner  Dbeieb: 

Q.  What  is  your  standard  of  sanitary  conditions  in  toilets? 
What  is  the  standard  required  by  law?  A.  Well^  we  can't  pre- 
scribe any  standard  that  can  be  described  in  law.  Sanitary  con- 
ditions are  relative  terms.  What  is  sanitary  to  one  is  quite  apt 
to  be  insanitary  to  another,  but  ordinary  cleanliness  that  appeals 
to  the  common  sense  of  our  inspectors,  trained  as  they  are  in 
inspection  work,  is  the  standard  set.  It  may  not  be  as  high  as 
the  standard  that  some  who  have  not  had  experience  in  this  kind 
of  work,  would  set 

Q.  Well,  now,  as  a  matter  of  fact,  isn't  it  impossible  to  main- 
tain the  standard  —  sanitary  standard,  without  the  co-operatiou 
of  the  workers  in  the  establishment,  and  can  you  get  that  co- 
operation? I  mean,  could  you  in  any  way  suggest  a  method  by 
which  the  workers  could  report  to  the  factory  iQspector  violations 
of  sanitary  conditions?     A.  I  fear  not.     I  fear  that  would  be 
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impossible.  Miss  Dreier;  for,  as  you  well  know,  many  of  the  em- 
ployees themselves  are  responsible  for  insanitary  eonditionjs  that 
develop  in  their  places  of  employment.  They  have  habits^  es- 
pecially where  they  eat  in  the  establishments. 

Q.  Well,  of  course,  among  the  unorganized  workers,  there  is 
no  possibility  of  creating  a  sanitary  committee  —  for  instance, 
of  the  workers  in  the  factory?  A.  I  should  say  it  would  be 
very  difficult. 

Q.  That  means  co-operation?  A.  That  means  cooperation, 
and  without  organization  you  cannot  get  co-operation. 

Q.  Could  you  get  it  through  organization  ?  A.  I  should  think 
you  might,  but  that's  a  matter  you  can't  get  at  by  law. 

By  Commissioner  Phit.tjps  : 

Q.  What  do  you  think  from  your  experience, —  from  the  ex- 
perience of  your  inspectors, —  is  best  to  do  in  regard  to  bad  con- 
ditions they  find  in  factories,  even  though  they  do  not  violate  the 
law?  A.  Well,  I  am  glad  Commissioner  Phillips  asked  the 
question.  That  is  a  very  important  question  that  we  often  have 
to  consider.  There  are  many  things  which  our  inspectors  observe 
in  these  establishments,  which  do  not  constitute  a  violation  of 
any  provision  of  our  law,  nor  do  they  constitute  a  violation  of 
the  provision  of  any  code  that  we  are  familiar  with.  Some  of 
our  inspectors  call  our  attention  to  such  conditions.  I  have  in 
mind  now  one  partiular  class  or  group  of  cases  brought  to  my 
attention  not  long  ago,  where  the  hoistway  is  located  in  a  space 
between  the  outer  door  and  the  foot  of  the  stairway,  leading  up 
into  the  building.  We  regard  that  as  creating  a  very  dangerous 
condition. 

In  some  instances  they  have  what  {we  call  collapsible  iron 
gates,  that  they  stretch  across  the  foot  of  the  stairs,  and  fasten 
while  the  hoist  is  in  operation.  It  might  well  happen  that  while 
such  a  gate  is  closed,  fire  should  break  out  in  the  floor  above  and 
the  persons  occupying  that  floor  would  find  themselves  in  a  trap. 
My  attention  was  called  to  conditions  of  this  kind  by  one  of  our 
inspectors,  some  time  ago,  and  I  decided  that  when  the  oppor- 
tunity came,  I  would  bring  that  to  the  attention  of  your  Com- 
mission.   These  hoists  or  elevators,  as  they  might  be  called,  have 
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been  so  located,  with  or  without  the  consent  of  3ome  city  De- 
partment, and  certainly  create  a  condition  which,  in  my  judg- 
ment, is  dangerous  and  should  be  considered  and  remedied. 

By  Commissioner  Dbeieb: 

Q.  For  instance,  in  the  question  of  locked  doors:  would  it  be 
possible  —  feasible  to  have  posted  on  the  walls  of  the  factory  that 
no  locked  doors  are  admissible?  Is  that  done?  A.  As  a  matter 
of  fact,  unless  it  is  done,  some  one  is  derelict,  for  the  law  pro- 
vides that  there  shall  be  an  abstract  of  the  law  itself  posted  upon 
the  walls  of  every  factory. 

Q.  Might  it  be  wise  to  have  a  provision  in  the  law,  so  that 
the  law  should  be  posted  in  large  type,  so  the  people  can  read  it, 
and  in  the  languages  of  the  employees  who  are  employed  there, 
and  not  in  dark  comers?  A.  I  may  be  entirely  in  error  in  this 
opinion,  but  I  shall  express  it.  I  don't  think  that  the  posting  of 
such  a  placard  would  have  any  bearing  upon  the  question  of 
whether  or  not  the  doors  were  locked.  The  doors  are  locked,  not 
by  the  employees,  if  they  are  locked  at  all,  but  by  some  one  who 
is  in  charge  of  the  establishment. 

By  Mr.  Elkus  : 

Q.  Some  one  in  authority?  A.  Some  one  in  authority.  Now, 
then,  I  think  that  this  question  should  be  considered  by  the  Com- 
mission as  to  the  right  of  the  proprietor  of  a  business  to  protect 
his  property  against  intrusion,  and  can  that  be  done  without 
jeopardizing  the  lives  of  those  who  are  called  upon  to  work  in 
those  places?  If  you  want  my  personal  opinion  as  to  that,  you 
can  have  it.  I  believe  that  every  manufacturer  has  a  perfect  right 
to  protect  his  property  against  intrusion.  I  also  know  that  it  is 
a  simple  matter  to  equip  doors  with  fasteners  which  act  as  locks 
from  the  outside,  but  are  mere  latches  from  the  inside. 

Mr.  Elkits  :  There  is  a  better  one  than  that,  I  am  told.  You 
can't  open  it  from  the  outside  at  all,  except  with  a  key,  but  by  a 
push  from  the  inside  you  can  open  it. 

The  Witness  :  Yes,  that  is  a  door  that  some  one  —  if  I  recol- 
lect, it's  a  door  or  a  fastener  that  some  one  invented  after  the 
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Collingswood  fire  in  Ohio.  I  may  be  mistaken  as  to  that,  but  I 
think  it  is  where  that  was  first  brought  out.  It  was  after  that 
that  I  first  saw  it.     Then  again  I  had  to  add  another  word. 

We  have  heard  much  about  doors  opening  in,  as  against  the 
door  opening  out,  and  it  has  been  intimated  that  that  is  invariably 
a  source  of  danger.  In  other  words,  that  the  door  that  opens  in 
is  invariably  a  source  of  danger.  Now,  I  must  dissent  from  that 
opinion  emphatically,  especially  in  buildings  where  the  hallways 
are  so  narrow  that  the  door,  if  it  were  to  open  out,  would  be  a 
positive  menace  to  those  coming  from  the  upper  floors  down 
through  the  hallways. 

Q.  What  is  the  matter  with  the  sliding  door  ?  A.  I  was  com- 
ing to  that.  That  is  ray  remedy.  The  remedy  for  that  is  a  sliding 
door,  which  cannot  be  Hooked,  cannot  be  interferred  with;  and 
may  I  say  just  another  word  with  referenoe  to  the  complaints 
that  Chief  Kenlon  spoke  of  this  morning.  In  some  of  the  com- 
plaints referred  to  us  by  the  Fire  Commissioner,  reference  is 
made  to  doors  opening  inwardly, —  our  inspectors  have  observed 
conditions  in  some  of  these  establishments,  and  they  report  back 
to  us  that  it  would  be  impractical  to  change  them,  because  if  they 
were  changed  they  would  create  the  condition  that  I  have  just 
described  —  worse,  in  fact. 

By  Mr.  Elkus  : 

Q.  Well,  they  could  be  made  into  sliding  doors?  A.  Yes,  but 
we  have  no  authority  to  require  them. 

Q.  You  have  either  authority  to  make  them  open  outward  or 
of  giving  them  the  option  ?  A.  We  have  authority  to  compel  them 
to  open  outward,  but  we  have  no  definite  authority  in  this  Penal 
statute  to  agree  to  any  compromise. 

Q.  Yes,  but  you  can  see  they  do  make  doors  open  outward; 

then  if  they  say  it's  practically  impossible  or  difficult A. 

(Interrupting)  We  can  suggest  the  other;  yes,  that  is  true. 

Q.  Isn't  it  possible,  also,  to  make  what  is  called  the  vestibule 
door  ?  Build  a  box  inside  the  room  so  as  to  make  the  door  open 
outwards  ?    A.  Yes,  that  could  be  done ;  that  could  be  done. 

Q.  That  would  permit  you  to  have  doors  open  outwards  and 
do  away  with  the  crowded  hallways?    A.  Possibly;  but  the  cor- 
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ners  of  the  vestibule  might  themselves  be  an  element  of  danger. 
Q.  Yes,  but  they  wouldn't  be  as  bad  as  a  door  opening  inward, 
would  they  ?    A.  I  am  not  sure  about  that. 

Bv  Commissioner  Phillips: 

Q.  That  is,  if  the  crowd  was  going  to  the  door  and  a  person 
got  in  that  pocket 

Mr.  Elkus:  The  crowd  would  get  out  of  the  pocket  and  he 
would  go  with  it.  He  might  get  there  for  a  minute  and  get  out 
again.    Anyhow,  it  would  be  better. 

Commissioner  Phillips:  Better  than  having  the  hall  blocked? 

Mr.  Elkus:  Yes. 

The  Witness  :  One  more  thing  I  think  we  should  have  for  the 
reoord  at  this  time:  we  have  already  Sitated  that  we  have  no 
authority  to  deal  with  conditions  that  rise  by  reason  of  the  in- 
ternal arrangement  of  the  establishment  by  the  occupant,  except 
insofar  as  the  ordinary  alley-ways  are  concerned,  leading  to  the 
fire-escape. 

By  Mr.  Elkus: 

Q.  That  is  one  of  the  troubles.  Commissioner,  which  is  quite 
apparent,  that  your  Department's  authority  is  limited,  and  the 
Building  Department's  authority  is  limited,  and  Fire  Depart- 
ment's authority  is  limited,  and  the  Health  Department's 
authority  is  limited.  Now,  when  you  consider  your  recommenda- 
tions, we  would  be  very  glad  to  have  you  suggest  to  us  what  should 
be  done,  to  put  under  one  head  —  one  responsible  head,  the 
autJiority  to  remedy  these  defects  which  are  pointed  out.  A.  I 
shall  be  very  glad  to  do  so.    Is  that  all,  sir  ? 

Mr.  Elkus:  Any  further  questions? 
(No  response.) 
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G.  I.  Habmon,  called  as  a  witness,  and  being  duly  ewom, 
testified  as  follows: 

Examined  by  Mr.  Elkus: 

Q.  What  is  your  name,  sir?    A.  G.  L  Harmon. 
Q.  Are  you  an  inspector  in  the  Labor  Department!    A.  Yes. 
Q.  How  long  have  you  been  there?       A.  Fifteen  years  last 
August. 

Q.  How  long  have  you  been  located  in  New  York  City  ?  A.  I 
have  been  here  winters  for  the  last  five,  six  or  seven  years  —  I 
canH  just  tell  you. 

Q.  Winters  —  where  are  you  in  the  siunmer?  A.  Well,  all 
about  the  state. 

Q.  What  part  of  the  state?  A.  AH  over,  wherever  they  send 
me. 

Q.  Have  you  been  assigned  to  a  particular  locality  in  the 
City  of  New  York  ?    A.  Always,  that  is  from  one  time  to  another. 

Q.  How  long  are  you  in  one  particular  locality?  A.  Long 
enough  to  cover  it. 

Q.  And  then  you  go  to  another?    A.  Yes. 

Q.  In  what  section  of  the  city  were  you  located  in  the  year 
1911  ?    A.  1910  and  1911,  you  mean,  of  course? 

Q.  Yes.  A.  I  think  my  first  assignment  was  on  the  comer 
of  Astor  Place,  down  Lafayette  Street  to  Fourth  Street;  across 
through  Washington  Square  and  bac^  up. 

Q.  How  many  blocks  was  that?  In  that  area?  A.  Nine,  I 
think  —  possibly  more,  but  I  am  not  quite  sure. 

Q.  And  about  how  many  buildings  in  the  nine  blocks?  A.  I 
cannot  tell  you. 

Q.  How  many  factories  in  the  nine  blocks?  A.  I  cannot  tell 
yon  that. 

Q.  How  long  were  you  inspecting  those  nine  blocks  in  the  years 
1910  and  1911  ?  A.  I  would  have  to  refer  to  my  books  to  tell 
you. 

Q.  Where  are  your  books?    A.  At  my  home. 

Q.  Well,  don't  you  keep  your  books  in  the  office  of  the  Factory 
Inspectors?    A.  No,  sir. 
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Q.  Are  you  allowed  to  keep  all  your  books  at  home?  A.  I 
keep  my  original  books  in  my  office  always* 

Q.  Welly  is  that  permitted  by  the  rules  of  the  Department, 
that  the  official  records,  original  records  ave  kept  away  from  the 
Department  office?  A.  That  is  the  way  we  do;  I  don't  know 
anything  to  the  contrary. 

Q.  And  how  long  did  it  take  you  to  inspect  these  eight  blocks  ? 
A.  It  is  impossible  to  tell  you  without  referring  to  my  bo(^. 

Q.  All  winter?    A.  No. 

Q.  Did  it  take  two  months  ?  A.  I  presume  that  it  took  me  — 
noW|  this  is  simply  a  guess,  two  months. 

Q.  What  were  you  doing  the  rest  of  the  year  1910  and  1911  ? 
A.  When  I  finished  that  block  I  was  put  into  another  section, 
simply  transferred  to  another  section.  I  had  from  19th  Street 
and  Broadway  and  14th  Street  and  Sixth  Avenua 

Q.  That  was  the  next  section?  A.  I  think  that  was  the  next 
section. 

Q.  Well,  now,  we  will  say  that  it  took  you  two  months  to 
examine  those  ei^t  blocks.  Was  that  the  first  time  you  had 
ever  examined  those  ei^t  blocks?  A.  That  was  the  first  time. 
I  had  worked  a  part  of  the  lower  section  before. 

Q.  Now,  when  was  it  that  you  examined  the  Triangle  build- 
ing prior  to  the  fire?    A.  The  27th  of  February. 

Q.  1911?    A.  1911. 

Q.  Now,  when  did  the  fire  take  place?  A.  Some  time  in 
March;  I  don't  recall  the  date. 

Q.  Then  you  examined  the  building  within  two  weeks  of  the 
fire  or  so?  A.  Well,  I  don't  know  whether  it  was  two  months 
or  two  weeks,  but  it  was  a  very  short  time. 

Q.  Within  a  month  we  will  say?     A.  Yes. 

Q.  What  examination  did  you  make  of  that  building?  A.  I 
made  a  regular  inspection  of  each  factory  in  the  building. 

Q.  What  did  that  consist  of?  What  did  you  do?  A.  I  first 
go  to  the  office  and  introduce  myself.  I  get  the  data  that  I  have 
to  have  —  the  number  of  people  employed,  men  and  women.  If 
they  have  children  there,  I  want  to  get  their  certificates,  see 
their  register,  ascertain  all  the  information  in  the  office,  then 
get  someone  to  go  with  me  and  go  through  the  factory.    If  they 
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have  machinery,  look  at  the  machinery.  In  the  Triangle  build- 
ing nndemeath  the  table  I  found  cuttings  there,  and  then  I 
looked  into  the  sanitary  conditions,  examined  the  toilets,  to  see 
that  there  are  enough  of  them,  and  that  they  are  clean,  and  the 
number  employed  there,  to  see  if  there  are  enough  of  them.  I 
see  that  they  have  a  dressing  room  if  they  have  girls  employed. 
If  they  have  a  fire-escape,  I  see  that  the  windows  to  the  fire- 
escape  are  open  and  free,  raise  them  and  try  them.  If  there 
are  doors  to  the  halls  I  open  the  doors  and  see  that  they  are 
unlocked.  I  look  into  the  general  sanitary  condition  of  the  entire 
building,  the  care  of  sinks  and  water,  and  see  that  their  drink- 
ing water  is  all  right. 

Q.  How  long  did  it  take  you,  for  instance,  to  examine  the 
Triangle  Waist  building.    They  have  three  lofts  ?     A.  Yes. 

Q.  How  long  did  it  take  you?  A.  Possibly  an  hour  and  a 
half  to  two  hours. 

Q.  And  were  any  of  aisles  which  led  to  the  fire-escapes 
blocked  by  material  ?  A.  !N'o.  The  aisles  that  lead  to  the  fire- 
escape,  you  mean  ?    Between  the  machines,  you  mean  t 

Q.  Yes.  A.  Not  that  I  recall.  If  there  was,  I  made  a  note 
of  it.  I  may  have  made  a  note  of  it  in  my  book,  and  I  may  have 
not.    The  only  way  I  could  tell  is  by  referring  to  my  book. 

Q.  Were  any  of  the  doors  locked  which  led  to  the  stairs?  A. 
They  were  not. 

Q.  Did  they  have  locks  on  them?     A.  Yes. 

Q.  Before  you  went  around  to  examine  this  factory,  you  went 
to  the  office  and  asked  for  someone  in  authority  and  told  them 
your  business  and  what  you  were  there  for?    A.  Yes. 

Q.  So  that  they  had  plently  of  time  to  remedy  any  defects 
that  existed  temporarily  while  you  were  there  ?    A.  Yes. 

Q.  So,  as  far  as  the  locking  of  the  doors  was  concerned,  or 
even  material  in  the  aisles,  that  might  have  been  hastily  cleaned 
up  or  remedied  for  the  moment?    A.  That  might  have  been. 

Q.  Well,  don't  you  think  it  would  have  been  a  better  and  a 
fairer  examination  if  you  didn't  tell  them  who  you  were,  and 
just  walked  through?  A.  Well,  in  the  first  place,  it  is  some- 
times difficult  to  get  into  a  place  of  that  kind  without  telling 
them  who  you  are. 
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Q.  Well,  I  mean  if  you  had  no  difficulty  in  getting  in?  A. 
Well,  you  have  to  get  a  certain  amount  of  information. 

Q.  Do  you  mean  about  the  number  of  employees,  how  many 
men  and  how  many  women  and  so  forth?  A.  Yes.  You  go 
into  a  perfectly  strange  shop  that  you  were  never  in  in  your  life, 
and  you  would  be  pretty  near  lost  unless  you  asked  questions  of 
somebody. 

Q.  You  wouldn't  be  lost  in  trying  to  find  where  the  staircase 
was,  and  whether  doore  were  locked  or  not  ?  A.  You  haive  got  to 
find  a  lot  of  other  things ;  you  have  got  to  find  the  toilets  and  the 
dressing  rooms,  and  you  have  got  to  find  if  they  have  children 
employed,  you  have  got  to  call  upon  and  find  the  children. 

Q.  You  can  ask  any  employee  where  they  are  ?  A.  Sometimes 
you  get  an  answer  and  sometimes  you  don't.  Some  of  them 
are  foreigners. 

Q.  And  it  may  become  necessary  to  have  someone  who  under- 
stood a  foreign  language  with  you?  A.  I  do  —  I  take  an  in- 
terpreter very  often. 

Q.  You,  of  course,  could  just  as  well  get  this  information 
about  the  number  of  people  in  the  factory  afterwards  as  you 
could  in  the  b^inning.  You  see  what  we  are  trying  to  point 
out,  Mr.  Harmon,  is  that  these  conditions  which  exist  in  factories 
are  not  discovered  because  th«  inspectors  inform  somebody  in 
authority  that  they  are  there,  and  the  persona  in  authority  know 
what  you  are  looking  for.  Now,  take  the  question  of  filth,  you 
discover  that  in  many  cases,  haven't  you?    A.  Why,  yes* 

Q.  And  it  looks,  when  you  discover  it  in  factories,  to  be  pretty 
permanent  ?    A.  Well,  as  a  rule. 

Q.  And  you  order  that  it  be  cleaned  ?    A.  Yes. 

Q.  And  whether  they  comply  with  your  order  you  generally 
don't  know,  do  you?  A.  Well,  that  depends  on  where  I  am, 
and  what  the  conditions  are.  Sometimes  I  stayed  there  until 
they  complied  with  that  —  right  there. 

Q.  And  then  they  may  go  right  back  into  the  same  condition  ? 
A.  I  think  they  do,  in  a  shop  of  that  kind. 

Q.  Well,  what  do  you  suggest  can  be  done  there?  A.  Why, 
]ny  experience  is  that  when  that  man  has  been  made  an  example 
of,  that  he  doesn't  require  so  much  attention  afterwards. 
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Q.  That  is  the  only  thing  you  have  to  suggest?  A.  I  am 
talking  about  a  man  keeping  his  shop  dean. 

Q.  Well,  now,  go  back  to  this  particular  Triangle  Waist  Com- 
pany loft.  Did  you  discover  any  violations  of  the  law  when 
you  were  there  at  all  ?    A.  Yes,  sir,  I  did. 

Q.  What  did  you  discover?  A.  Well,  the  shafting  under  the 
machine  tables  was  not  guarded;  that  is,  a  portion  of  it  was  not 
guarded,  and  part  of  it  was.  They  had  no  dressing  rooms  for 
the  girls,  that  is,  that  complied  with  the  law,  and  the  lights  in 
the  halls  were  inadequate. 

Q.  That  is,  the  lights  in  the  hall  which  went  downstairs  ?  A. 
Yes,  the  hall  should  be  kept  lighted. 

Q.  Did  you  find  the  doors  leading  to  the  stairs  opening  inward  ? 
A.  They  all  opened  in,  every  one  of  them. 

Q.  Did  you  report  that  to  the  Department  ?    A.  I  did. 

Q.  Did  you  order  it  remedied?  A.  I  did  not.  In  my  judg- 
ment it  wasn't  practicable  to  open  out  into  the  hall  because  the 
halls  were  too  narrow,  and  I  so  reported. 

Q.  Did  you  order  sliding  doors  put  in  ?    A.  I  did  not. 

Q.  Did  you  order  a  vestibule  door  put  in  ?    A.  I  did  not. 

Q.  Do  you  realize  that  if  those  doors  had  not  opened  inward 
there  might  not  have  been  such  a  'loss  of  life  ?  A.  Well,  the 
idea  of  sliding  doors  is  new  since.  Yes,  I  realize  that.  I  know 
that.    I  knew  that  before.     The  doors  should  swing  out 

Q.  How  wide  were  the  spaces  between  the  wall  and  the  end 
of  each  row  of  machines  where  the  employees  had  to  walk  in 
order  to  get  to  the  doors  or  fire-escapes?  A.  Well,  you  are  ask- 
ing me  questions  that  it  is  hard  for  me  to  answer.  The  only 
thing  that  I  can  rely  on  is  the  record  I  have  in  my  book,  and  my 
book  makes  no  record  of  anything  of  that  kind  at  all. 

Q.  Didn't  you  bring  your  report  here  with  you?  A.  Yes,  I 
have  it. 

Q.  Well,  look  at  it.  A.  That  does  not  show  what  you  are 
asking;  it  doesn't  show  the  space  between  the  end  of  the  tables 
and  the  wall. 

Q.  The  space  there  ought  to  be  wide  enough  for  the  employees 
to  pass  through  easily  in  case  of  fire  or  in  ordinary  cases  of 
panic?    A.  Yes. 
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Q.  Isn't  it  a  fact  that  the  space  was  only  eighteen  inches? 
A.  Between  the  end  of  the  table  and  the  wall  ? 

Q.  Between  the  end  of  the  table  and  the  wall.  A.  Well,  be- 
tween the  end  of  the  table  and  the  wall  on  the  Washington  Place 
side  that  may  -be  possible. 

Q.  Well,  that  is  where  they  have  to  go,  these  employees  had  to 
go?  A.  I  beg  your  pardon.  They  had  to  go  the  other  way  to 
get  ont,  they  had  to  pass  between  the  table&  At  the  end  of 
the  table  on  the  north  side  of  the  building,  what  is  known  as  the 
north  side  of  the  building,  there  was  ample  room  there,  there 
was  no  aiele  there,  amd  they  need  the  Greene  Street  stairway,  they 
didn't  use  the  Washington  Place  stairway. 

Q.  Couldn't  they  use  the  Washington  Place  stairway  in  case 
of  fire?    A.  Yes. 

Q.  Wasn't  it  your  duty  to  see  that  there  was  adequate  space 
for  the  employees  to  reach  either  staircase,  whether  Washington 
<;r  Greene  Street  in  case  of  fire  or  other  hazardous  touset  A 
Well,  yes,  it  is  my  duty,  yes. 

Q.  Well,  then,  didn't  you  find  that  the  space  leading  to  the 
Washington  Plaoe  stairs  between  the  end  of  the  tables  and 
machines  and  the  wall  was  only  eighteen  inches,  and  that  that 
was  inadequate?  A.  I  did  not  measure  the  space,  but  I  think 
that  that  is  about  right. 

Q*  And  that  was  an  inadequate  space  ?  A.  Well,  that  depends 
altogether  on  conditions.  That  is  an  adequate  space  for  people 
not  in  a  hurry. 

Q.  Well,  when  there  is  a  fire,  people  are  in  a  hurry  and 
your  duty  was  to  examine  this  space  to  find  out  whether  the 
people  could  get  out  in  a  hurry?  A.  I  know,  but  there  were 
other  ways  besides  that  aisle,  that  18-inch  aisle. 

Q.  I  know,  but  doesn't  the  law  require  you  to  find  that  every 
way  out  is  a  proper  way  ?  A.  If  you  can  show  me  that  in  the 
law,  I  would  be  glad  to  see  it. 

Q.  Doesn't  the  law  require  you  to  inspect  and  find  out  that 
proper  space  is  given  to  every  egress  in  case  of  fire,  and  that 
the  ways  are  not  blocked  or  impeded  ?  A.  It  doesn't  say  egress, 
it  says  exits.  As  I  understand  the  meaning  of  tdie  word  ''  exit," 
it  is  a  window  or  door  which  leads  to  the  fire-escape. 
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Q.  Then  you  don't  agree  with  me.  Let  me  onderstand  now 
if  I  am  right  —  that  it  makes  no  difference,  according  to  your 
contention,  whether  the  way  to  the  stairs  is  blocked  or  not.  You 
have  nothing  to  do  with  it?  A.  Oh,  yes.  Now,  you  are  not 
getting  that  fairly. 

Q.  I  don't  Want  to  be  unfair  to  you.  A.  The  way  to  the 
stairs  is  not  to  be  blocked,  and  I  wouldn't  allow  it  to  be  blocked. 

Q.  Well,  have  you  any  authority  there?  A.  If  I  could  stop 
it  I  would  not  allow  it  to  be  blocked.  It  is  quite  a  question  in 
my  mind  how  far  my  authority  goes  there.  • 

Q.  Have  you  ever  asked  for  instructions  from  your  Depart- 
ment upon  it?  A.  Well,  the  matter  has  been  talked  over.  It 
is  one  of  the  things  where  you  are  supposed  —  it  is  a  case  where 
you  are  supposed  to  use  your  good  judgment. 

Q.  Now,  if  the  aisles  to  the  stairs  were  blocked  absolutely 

A.  I  would  order  them  cleared  out. 

Q.  And  if  they  were  blocked  partially,  so  as  to  make  them 
inadequate  for  a  number  of  people  in  a  hurry,  wasn't  that  your 
duty  to  report  it?    A.  I  did  report  it. 

Q.  Didn't  you  report  that  there  were  only  eighteen  inches 
space?    A.  I  did  not. 

Q.  How  many  people  were  employed  in  the  Triangle  Waist 
Factory?  A.  About  400  men  and  women  — 150  men  and  260 
women. 

Q.  Understand,  I  don't  want  to  be  in  the  least  unfair  to  you. 
I  wouldn't  for  anything.  Now,  what  else  did  you  discover? 
You  started  to  tell  me  some  violations  of  the  law  you  discovered 
there  when  you  examined  it.  What  else  did  you  discover  ?  Was 
there  any  dirt  on  the  floor?  A.  No  dirt,  except  the  natural, 
refuse  from  the  work  that  they  were  doing. 

Q.  Was  there  any  more  than  would  be  there  from  one  day's 
work  ?    A.  That  is  all. 

Q,  Were  the  employees  smoking?  A.  Well,  I  saw  stains  on 
the  table  where  cigarettes  had  laid. 

Q.  The  marks  of  the  cigarette?  A.  In  that  particular  case 
I  saw  nobody  smoking  there.  I  have  reported  that  to  the  em- 
ployers time  and  again,  of  seeing  men  smoking  in  shops,  because 
I  know  it  is  a  mighty  dangerous  habit. 
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Q.  Was  there  anything  else  that  you  discovered?  A.  Only 
the  things  that  I  told  you,  the  dressing  room,  the  shafting  un- 
guarded under  the  tables,  and  the  lights  in  the  hall. 

Q.  When  did  you  make  your  next  inspection?  A.  I  haven't 
been  there  since. 

Q.  Did  you  notice  whether  these  doors  that  opened  inward  had 
locks  on  them  and  keys  in  the  locks?  A.  The  Washington  side 
did.  I  don't  know  whether  the  Greene  Street  side  did  or  not. 
The  employees  used  that  side,  you  know;  they  used  it  going  up 
and  downstairs. 

Q.  It  was  open  all  the  time?  A.  They  were  going  back  and 
forward  all  the  time,  going  downstairs. 

Q.  Was  the  door  which  led  to  the  elevator  also  open  ?  A.  Yes, 
and  the  elevators  were  on  the  Greene  Street  side,  three  elevators 
on  the  Greene  Street  side  and  two  elevators  on  the  Washington 
Place  side. 

Q.  Now,  where  the  doors  were  not  swinging  open  —  the  door 
which  opened  inward  —  did  you  notice  whether  or  not  the  man 
who  took  you  through  turned  the  key  and  opened  the  door  that 
way?  A.  They  didn't  unlock  the  door  at  all.  A  girl  took  me 
through,  a  young  lady  out  of  the  office.  They  were  very  busy 
and  sent  the  telephone  girl  with  me. 

Q.  Well,  didn't  you  go  back  in  this  case  to  see  whether  or 
not  the  violations  which  you  found  were  complied  with?  A.  I 
did  not.     They  were  turned  over  to  another  deputy. 

Mr.  Elktjs:  That  is  all.  Any  questions  from  the  Com- 
missioners ? 

The  Chaibmak:  "No. 

Joseph  Johnson,  called  as  a  witness,  and  being  duly  sworn, 
testified  as  follows: 

Examined  by  Mr.  Elkub: 

Q.  Commissioner,  you  are  Commissioner  of  the  Fire  Depart- 
ment and  have  been  such  ainjce  when?     A.  June  l0t,  1911. 
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Q.  Your  Chief  of  the  Fire  Department  testified  here  this 
morning  that  the  firemen  under  his  control  had  made  inspections, 
under  your  orders,  of  factory  buildings  in  New  York  City,  and 
found  some  two  thousand  violations  of  different  laws  and  pro- 
visions of  law,  and  that  they  had  been  reported  to  various  Depart- 
ments by  you  or  your  order.  Have  you  received  any  notice  from 
any  department  that  any  of  those  violations  have  been  remedied  ? 
A.  Well,  they  would  be  reported  in  the  routine  way.  I  cannot 
answer  the  question  definitely.  I  believe  all  of  those  violations 
have  not  gone  out  yet. 

Q.  Well,  the  Chief  said  that  as  to  those  which  had  gone  out 
he  had  not  heard  anything  about  them,  and  he  would  have  known  ? 
A.  He  would  have  gotten  it  ultimately;  because  the  Bureau  of 
Violations  and  Auxiliary  Appliances  is  under  his  official  charge. 

Q.  What  personal  investigation  have  you  had  made  or  made 
yourself  with  reference  to  safety  in  case  of  fire  in  factory  build- 
ings or  prevention  of  fire  in  factory  buildings  ?  A.  Well,  I  have 
been  very  much  interested  in  the  whole  subject  of  fire  prevention. 
When  I  came  into  office  I  found  two  or  three  measures  pending 
at  Albany  on  the  subject,  one  of  which  was  the  Hoey  bill,  and 
thinking  at  that  time  that  the  Charter  might  pass,  I  was  very 
anxious  to  see  that  whatever  was  necessary  for  the  proper  ad- 
ministration of  the  Bureau  of  Fire  Prevention  in  the  Fire  De- 
partment was  in  the  Charter.  So  we  tried  as  well  as  we  could, 
after  conferences  with  everyody  concerned  —  Mr.  Hoey  and  Mr. 
Foley  and  Senator  Cullen,  Mr.  Herrick,  and  the  Merchants' 
Association  and  so  forth  —  to  see  that  the  Hoey  bill  was  as  much 
a  duplicate  of  what  is  going  into  the  Charter  as  possible.  The 
situation  now  is  this,  the  Hoey  bill  was  passed  pending  the  dis- 
cussion on  the  Charter,  and  it  is  the  only  thing  that  is  now 
alive.  The  Mayor  has  signed  it,  and  it  is  before  the  Governor 
for  signature.  It  differs  slightly  from  the  Charter  because  the 
Charter  provisions  were  an  improvement  on  it — much  simpler 
and  clearer. 

I  was  before  the  Budget  CcHnmittee  of  tlie  Board  of  Estimate 
the  other  day  with  a  request  for  $747,000  for  about  four  hundred 
and  fifty  employees  of  the  Bureau  of  Fire  Prevention  which 
would  establish  a  grant  to  the  Fire  Department  about  equal  to 
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the  present  Tenement  Spouse  Department.  I  made  this  state* 
ment  before  Comptroller  Prendergast  and  Mr.  Mitchel,  Mr.  Mo- 
Aneny  being  absent.  I  said,  I  thou^t  ironically,  that  I  under- 
stood that  the  Charter  was  dead,  and  the  Comptroller  very  glee- 
fully said  that  my  understanding  was  quite  clear.  Among  the 
things  that  died  in  the  Charter,  over  whose  obsequies  they  seemed 
to  be  so  happy,  is  an  almost  perfect,  as  far  as  I  can  see  under 
present  conditions,  fire  preventi(xi  bill.  The  gentleman  I  never 
met  before  —  I  took  him  for  the  Commissioner  of  Labor  —  that 
has  just  testified 

Q.  Yes,  Mr.  Williams.  A.  Has  spoken  to  you  on  the  subject 
of  matches. 

Of  course,  matches  seem  a  small  and  inconsiderable  element 
in  the  affairs  of  our  lives.  As  a  matter  of  fact,  I  think  our  statis- 
tics show  that  2,000  fires  a  year  are  caused  by  the  careless  throw- 
ing away  of  matches  in  New  York  City:  probably  a  thousand 
more  by  the  careless  throwing  away  of  cigars  and  cigarettes. 

Now,  when  we  send  our  children  to  school,  they  learn  not  to 
spit  on  the  floor,  they  learn  not  to  go  there  with  sore  eyes,  to 
avoid  contagion;  they  are  vaccinated;  biit  we  haven't  sought  to 
establish  any  sort  of  new  mental  attitude  on  the  subject  of  fires. 
Children,  you  know,  still  regard  fire  as  a  plaything. 

The  New  York  Fire  Department,  I  think,  is  a  moet  excellent 
extinguishing  force,  but  this  new  subject  has  never  been  in  any 
manner  emphasized  in  the  proper  way,  and  I  believe  almost 
astonishing  results  can  be  brought  about  by  a  real  thorough-going, 
scientific  Bureau  of  Fire  Prevention. 

I  laid  this  plan  before  these  gentlemen  of  the  Board  of  Esti- 
mate. If  the  Committee  has  time,  I  will  briefly  outline  what  the 
proposition  was. 

Mr.  Elkus  :  I  will  be  very  glad  to  have  you  do  it 

The  Witness  :  I  don't  think  the  work  ought  to  be  undertaken 
except  that  a  proper  foundation  is  laid.  They  expect  me  to  at- 
tempt it  with  eight  people. 

If  I  had  the  power,  I  should  feel  inclined  to  refuse  to  accept 
any  such  responsibility,  and  to  let  our  friends  say  that  we  have 
in  the  Fire  Department  a  Bureau  of  Fire  Prevention. 
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Q.  What  is  the  plan^  Commissioner?  A.  There  should  be  a 
fire  survey  of  New  York  City,  such  as  the  experts  in  the  insurance 
business  get  up  for  their  purposes.  There  should  be  in  the  Fire 
Department 

Q.  Won^t  they  let  you  have  theirs  ?  A.  Well, —  the  Board  of 
Fire  Underwriters  has  a  very  elaborate  fire  survey  of  every  build- 
ing in  the  city.  They  are,  to  a  certain  point,  natural  allies  of 
the  Fire  Department,  but  they  might  some  day  come  in  for 
criticism  themselves,  and  it  might  not  be  desired  to  take  their 
data  or  to  depend  upon  it. 

Q.  Well,  could  you  not  take  their  data  and  have  it  verified  at 
%ery  much  less  expense  than  starting  a  new  fire  survey  from  the 
beginning  yourselves  ?  A.  No,  sir.  I  think  the  Fire  Department 
should  ori*2inate,  and  obtain  and  keep  its  own  data  on  the  subject. 
What  I  mean  is  this.  I  am  very  desirous  that  the  Underwriters 
should  regard  the  Fire  Department  as  being  administered  in 
a  capable  way,  but,  at  the  same  time,  are  they  as  careful  as  they 
should  be  in  insuring  people  in  New  York  City?  I  don't  say 
that  all  companies  are  not  perfectly  careful ;  I  merely  suggest  to 
the  Committee  that  possibly  the  time  will  come  some  day  when 
you  can't  get  insurance  just  by  calling  up  your  broker  over  the 
phone,  and  that  somebody  will  come  and  see  how  much  you  have 
insured  there  before  they  issue  a  policy. 

Q.  You  believe,' then,  that  the  question  of  the  amount  of  insur- 
ance ought  to  be  brought  home  to  the  insurance  companies  very 
vigorously?  A.  Yes;  and  I  should  desire  an  inspector  of  the 
Bureau  of  Fire  Prevention,  in  making  an  inspection  of  an  apart- 
ment or  a  dwelling,  to  ask  the  landlord  or  landlady  or  the  dweller 
therein,  as  to  whether  she  is  insured  and  for  how  much,  and  to  get 
her  to  show  the  inspector  where  it  is.  Frequently,  if  you  went 
about  now,  you  couldn't  find  it.  Incendiarism  in  New  York 
is  on  a  much  larger  scale  than  the  public  imagines;  and  I  don't 
know  just  what  share  of  responsibility  the  method  of  insuring 
has.    I  certainly  think  it  is  worthy  of  investigation. 

Now,  if  you  have  a  plan  or  map  of  every  building  in  New 
York  City  from  the  fire  standpoint  as  your  plan  and 
as  your  starting  point,  and  you  follow  that  up  by  a 
real  serious  inspection  of  all  matters  pertaining  to  the  hazard  to 
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life  «nd  property,  in  my  opinion,  t.hft  number  of  fires  in  Ife^ 
York  will  begin  to  go  right  down,  withoui  regard  to  the  growth 
of  the  city.  I  believe  that  there  is  a  big  field  there.  For  instance, 
I  was  enabled  to  add  a  few  men  to  the  Bureau  of  Fire  Marshals 
and  perhaps  had  to  inject  a  little  enthusiasm  into  them.  Chief 
Kenlon  went  out  and  made  these  inspections,  and  put  on  these 
violations.  I  don't  know  whether  it  is  attributable  to  these  acts 
or  not,  but  it  is  a  fact  that  within  the  last  two  or  three  months 
there  have  been  fewer  fires  in  New  York  City  than  in  the  same 
months  last  year,  and  that  very  rarely  happens,  because  you 
naturally  expect  an  increase. 

Q,  May  I  interrupt  you  a  moment?  On  this  question  of 
matches,  would  you  be  in  favor  of  prohibiting  the  use  of  matches 
or  the  carrying  of  matches  by  employees  in  factories  ?  A.  I  cer- 
tainly would  be  in  favor  of  people  not  smoking  in  factories  during 
working  hours  on  the  premises,  or  carrying  matches  during  that 
time.  I  don't  know  whether  the  American  workingman  will  stand 
for  a  search  for  matches  or  not. 

Q.  I  don't  know  whether  you  were  hera  I  asked  Commis- 
sioner Williams  that  question?     A.  I  was  here. 

Q.  And  he  was  very  emphatic  that  it  ought  not  to  be  allowed 
and  I  told  him  that  I  had  been  told  by  the  head  of  one  of  the 
large  department  stores  that  it  prohibited  the  carrying  of  matches, 
with  great  success.  A.  What  occurred  to  mfe  —  I  didn't  know 
whether  they  were  searching  all  the  time  for  matches  or  not  in 
the  department  stores. 

Q.  Well,  I  understand  that  they  only  had  to  search  once  in  a 
while,  and  when  they  did  find  them,  after  notice,  they  were  sum- 
marily dismissed;  A.  Well,  I  would  much  rather  obey  a 
general  law  than  to  be  searched  for  matches,  if  I  were  working 
in  a  store. 

We  are  going  to  the  Governor  Monday  to  ask  him  to  sign  the 
Hoev  bill. 

Q.  You  favor  the  Hoey  bill?  A.  Yes.  It  has  some  imper- 
fections in  it  that  Mr.  Hoey  prevented  in  the  Charter,  but  not 
vitally  serious  at  all. 

Q.  That  bill  creates  a  Bureau  of  Prevention?  A.  Yes,  but  it 
does  not  create  a  Bureau  of  eight  persons. 
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Q.  Are  you  in  favor  of  the  procedure  outlined  in  the  Hoey- 
SuUivan  bill?  A*  Why,  if  the  Fire  Commission  is  given  the 
power  of  vacation. 

Q.  Well,  I  am  referring  now  to  the  construction  by  the  city 
of  work  ordered  to  be  done  where  the  owner  fails  to  do  it  ?  A.  No, 
sir,  I  don't  think  that  is  a  very  good  idea. 

Q.  Well,  that  is  in  the  bill,  you  Igiow?  A.  There  is  a  mis- 
taken assumption  in  the  start  of  that  whole  business,  that  the 
relations  between  the  Building  Bureau  and  the  Fire  Department 
would  be  changed  by  any  bill  seeking  to  give  the  Fire  Commis* 
sioner  authority  to  correct  these  evils.  As  long  as  you  have  got 
a  Building  Bureau  it  must  operate  in  its  own  field,  namely,  in 
construction  matters;  and  even  if  I  had  the  power  of  telling  a 
man  who,  I  thought,  had  in  his  place  an  extraordinary  hazard, 
to  get  out  pending  structural  alterations,  those  plans  would  be 
O.  K.'d  by  the  Building  Bureau  before  they  got  back  to  me  just 
the  same.  They  must  and  they  should  be,  and  the  Fire  Depart- 
ment does  not  want  to  add  any  Building  Bureau  to  itself. 

Q.  Wouldn't  the  effect  of  the  Hoey-Sullivan  bill  be  practically 
to  compel  that  builder  to  submit  his  plans  both  to  the  Building 
Department  and  to  the  Fire  Department  for  approval  ?  A.  Well, 
I  think  that  should  be  done.  It  is  practically  done  now.  Those 
plans,  as  they  pertain  to  the  Fire  Department's  jurisdiction  are 
passed  upon  by  the  Fire  Department. 

Q.  You  only  pass  upon  the  efficiency  of  fire-escapes,  don't  you  ? 
Don't  let  me  interrupt  you;  go  right  ahead.  A.  Why,  I  don't 
know  whether  I  can  follow  you  consecutively  or  not.  But  in 
reference  to  fire  prevention  in  general,  of  course,  the  loft  and  fac- 
tory aspect  of  it  is  only  one  phase  of  the  work,  so  far  as  the  Fire 
Department  is  concerned.  We  have  all  of  the  buildings  in  New 
York  to  look  out  after.  For  instance,  in  the  matter  of  rubbish 
in  cellars,  from  which  so  many  of  our  fires  take  place.  That  is  a 
preventable  situation.  Our  Italian  friends  very  frequently  go 
out  and  get  kindling  wood  and  bring  it  back  and  put  it  in  the 
cellar  and  go  down  at  night,  with  a  lighted  candle  and  matches, 
and  they  throw  the  match  away  and  perhaps  by  the  time  they  get 
upstairs  the  house  is  on  fire. 

Q.  How  large  a  percentage  of  fires  is  caused  by  preventable 
neglect  ?     A.  Well,  I  would  not  like  to  undertake  to  go  on  record 
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on  that;  becauae  I  haven't  enough  accurate  information  to  say, 
but  I  would  not  be  at  all  surprised  to  see,  under  proper  adminis- 
trati<m  of  the  Bureau  of  Fire  Prevention  the  alarms  sounded  in 
New  York  go  down  ten  or  fifteen  per  cent  after  the  first  year 
of  the  complete  organization  of  it    I  would  hope  to  accomplish  it. 

Of  course,  the  superior  equipment  which  we  hope  to  get  into 
the  Fire  Department  are  moane  of  fire  prevention.  Horses,  in 
certain  outlying  districts,  can't  get  to  a  building  now  before  it  is 
burned  up,  and  we  have  fast  running  combination  chemical  hose 
wagons  in  Staten  Island,  parts  of  Brooklyn  and  Queens,  which 
can  put  out  these  curtain  fires,  and  all  these  incipient  match  fires, 
that  get  completely  away  now.  If  you  start  to  run  a  horse  four 
or  five  miles,  he  goes  twelve  or  fifteen  miles  an  hour  the  first  few 
minutes,  and  by  the  time  he  gets  to  the  fire  he  wants  to  walk, 
you  know,  puUing  those  heavy  pieces  of  apparatus.  In  other 
words,  it  is  the  desire  of  the  present  administration  of  the  Fire 
I  department  to  modernize  it  in  every  way — even  to  the  extent,  as 
I  say,  of  trying  to  establish  a  different  mental  attitude  on  the  part 
of  housewives  and  people  in  general  on  the  subject  of  fires. 

Q.  What  do  you  suggest  with  reference  to  the  use  of  the 
sprinkler  system?  A.  As  you  know,  the  courts  have  sustained 
the  Fire  Department  in  the  installation  of  sprinkler  systems.  1 
am  informed  by  Chief  Kenlon  that  it  is  one  of  the  very  best  aids 
to  the  Fire  Department  A  proper  sprinkler  system  automa- 
tically turns  in  the  alarm  while  it  is  sprinkling  the  fire,  and  it  is 
really  telling  the  firemen  that  they  are  holding  the  fire  until  the 
firemen  get  there^  and  I  don't  suppose  —  I  don't  think  there  is 
any  difference  of  opinion  on  the  subject  of  sprinklers  now. 

Q.  Have  you  investigated  at  all,  Conunissioner,  to  find  out 
whether  or  not  there  is  a  trust  in  sprinkler  systems  {  A.  I  don't 
know  of  anything —  any  trust  in  the  sprinkler  systems. 

Q.  It  has  been  stated  that  there  is  some  understanding  or  agree- 
ment between  the  sprinkler  concerns,  fostered  by  the  Insurance 
Companies,  which  limits  the  business  to  three  or  four  combin- 
ations practically?    A.  I  don't  know  anything  about  that. 

Q.  And  that  there  is  some  kind  of  a  price  arrangement  t  A.  I 
should  doubt  it.  There  is  a  great  deal  of  effort  by  the  most 
artful  means  to  get  information  out  of  the  Fire  Department  in 
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advance  as  to  where  sprinklers  are  going  to  be  placed.  I  simply 
regard  that  as  business  zeal,  and  I  simply  try  to  get  my  men  up 
there  to  keep  the  Departmental  work  a  secret,  and  not  to  divulge 
information  except  to  the  owner. 

Q.  Under  what  circumstances,  in  what  cases  does  your  Depart- 
ment order  a  sprinkler  system  put  in  ?  A.  Well,  the  Department 
does  not  enter  into  any  wholesale  crusade.  If  we  find  a  place 
manufacturing  fire  extinguishers  we  would  not  put  in  sprinklers, 
and  if  we  found  a  man  manufacturing  brooms,  we  would.  You 
have  got  to  be,  you  know,  guided  by  a  degree  of  common  sense  on 
those  matters.  If  you  do  find  a  hazard  you  consider  putting  them 
in,  and  if  you  don^t,  you  don't  order  them  in.  It  is  really  a 
discretionary  power  with  the  Fire  CcMnmissioner. 

Q.  You  referred  to  the  subject  of  educating  the  children? 
A.  As  I  say,  in  the  public  schools  the  children  are  educated  as  to 
cleanliness. 

Q.  Would  you  be  in  favor  of  educating  children  in  the  use  of 
matches  and  things  of  that  sort,  instructing  them  how  matches 
are  to  be  used  with  care,  so  that  they  may  take  the  information 
home  to  their  parents  ?  A.  As  a  part  of  the  propaganda,  I  should 
think  it  would  be  a  very  excellent  thing  to  do.  You  go  on  the 
streets  now,  and  you  see  children  burning  cans — ^having  cans  with 
hot  coals  of  fire 

The  Chaibman  :  There  was  one  question  I  wanted  to  ask  Chief 
Kenlon  thi%  morning,  and  that  is  this:  what  degree  of  heat  is 
required  to  start  the  automatic  sprinkler? 

The  Witness  :  I  should  think  all  the  way  from  160  up  to  200 
degrees. 

Mr.  Elkus:  160  degrees,  I  think  it  begins. 

The  Witness  :  Sir  ? 


Mr.  Elkus:  160  degrees. 
The  Witness  :  Yes. 
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The  Chairman:  That  suggests  to  me  the  question  of  what  is 
going  to  happen  to  the  people  in  there  while  they  are  waiting  for 
that  temperature  to  go  up  high  enough  to  start  these  sprinklers. 

The  Witness:  Any  hot  room  in  a  Turkish  bath  goes  up  that 
high. 

The  Chairman  :  The  highest,  I  think,  is  130  degrees. 

The  Witness:  Well,  I  think  they  go  up  higher  than  that  in 
these  hot  rooms ;  I  noticed  one  not  long  ago  that  was  up  around 
150.  Of  course,  you  cannot  stand  150  long,  but  you  can  stand  it 
long  enough  to  get  out. 

Q.  Would  not  it  be  advisable.  Commissioner,  besides  having 
the  sprinkler  system  that  you  have  some  kind  of  an  auxiliary  fire 
alarm  to  notify  everyone  in  the  building  that  there  was  a  fire  ? 
A.  Why  in  most  places,  I  think  they  have  them,  premunaibly  by 
the  orders  of  die  Fire  Department. 

Q.  In  any  event  you  believe  they  ought  to  have  them  I  A.  Yes, 
sir.  What  we  object  to  sometimes  is  the  connecting  up  of  every 
room  —  of  all  floor  space,  in  a  hotel  or  theatre  building  —  we 
ol)ject  to  the  connecting  up  of  these  with  the  fire  alarm. 

Q.  Well,  that  is  discretionary  with  the  Department  to  require 
these  fire  alarms?  A.  Yes,  sir;  for  instance,  there  might  be  a 
school  in  which  there  were  only  fifty  boys  and  girls,  where  they 
could  get  out  in  half  a  minute. 

Q.  Your  discretionary  orders  with  reference  to  fire  alarms 
does  not  apply  to  manufactory  establishments?  A.  I  am  not  so 
sure  as  to  the  law  on  that  at  this  moment ;  but  my  understanding 
is  that  I  have  a  general  discretionary  power. 

Mr.  Elkus  :  I  think  you  have  as  to  hotels^  theatres  aad  other 
puJblic  buildings. 

Commissioner  Smith:  Coining  back  to  the  question  of  fire 
safety,  are  not  the  Underwriters'  Rules  more  with  the  idea  of  the 
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prevention  of  loss  to  a  building  than  it  is  to  the  prevention  of 
loss  by  life  ? 

The  Witness  :  Yes. 

Commissioner  Smith  :  As  for  instance  in  the  Asch  fire.  It  was 
estimated  that  in  that  building  the  loss  which  the  building  itself 
suffered  was  small  as  compared  with  the  terrible  loss  of  life? 

The  Witness:  That  is  true;  yes,  sir. 

Commissioner  Phillips:  You  spoke  about  a  man's  taking  out 
fire  insurance ;  what  would  be  your  opinion  of  a  law  that  would 
forbid  a  man  recovering  more  than  75  per  cent  of  the  loss,  where 
the  fire  started  in  his  premises,  so  that  he  could  not  entirely 
protect  himself  against  any  carelessness? 

The  Witness:  I  should  say  that  anything  which  would 
minimize  incendiarism  would  help  the  general  situation. 

Commissioner  Phillips:  And  make  him  suffer  a  little  of  the 
loa<i  himself,  so  as  to  be  careful. 

The  Witness  :  We  know  of  so  many  places  where  a  man  was 
at  his  table  making  up  his  inventory  early  in  the  morning  after 
his  fire,  and  the  insurance  policy  was  on  the  place.  He  will  show 
you  a  wardrobe  containing  $500  worth  of  dresses  in  there  and  the 
dresses  or  clothes  really  were  not  worth  over  $15. 

The  Chaibman:  In  order  to  get  this  into  the  record,  in  view 
of  the  attitude  of  the  Budget  Committee  towards  your  request  for 
the  men  to  man  the  Bureau  of  the  Fire  Prevention,  in  view  of 
their  giving  you  only  eight  men,  I  think  you  would  strongly 
favor  that  we  put  a  mandatory  provision  into  any  law  coming 
from  this  Committee  as  to  the  number  of  employees,  would  you 
not?    I  ask  that  question,  because  it  is  always  raised  against  us. 

The  Witness  :  If  you  pass  a  bill  pertaining  to  this  matter,  and 
don't  make  it  mandatory,  you  are  not  likely  to  do  anything  with 
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it,  because  I  regret  to  say  that  a  difference  exists  in  the  Board 
of  Estimate  affecting  this  very  important  matter. 

Q.  You  don't  mean  to  say  that  they  would  interfere  with  any- 
thing leading  to  the  protection  and  safety  of  life.  A.  It  is  quite 
strange  that  they  have — that  they  have  taken  that  particular 
color  on  this  subject.  I  don't  want  to  say  anything  that  will  put 
the  Fire  Department  in  bad  with  the  Comptroller's  office,  because 
I  have  been  there  myself ;  I  do  not  want  to  say  that  they  refused 
my  request  discourteously,  but  their  courtesy  did  not  give  me  a 
Bureau  of  Fire  Prevention. 

Q.  Tou  mean  to  say  that  you  were  turned  down  absolutely? 
A.  YeSy  sir. 

Q.  That  is  to  say,  you  were  "  slammed  "  ?  A.  Nevertheless 
I  did  not  get  it. 

The  Chairman:  For  the  purpose  of  the  record,  again,  how 
much  of  a  force  in  your  estimation  do  you  think  you  should  have 
for  a  Bureau  of  Fire  Prevention  t 

The  Witness  :  Why,  the  theory  I  went  on  —  I  think  it  is  fairly 
correct  —  I  looked  upon  that  work  as  more  kindred  to  the 
Tenement  House  Department  than  any  other.  I  think  a  Bureau 
of  about  the  same  size  should  be  established  for  them;  I 
think  between,  oh,  450  men  or  a  fraction.  I  think  they  have  a 
payroll  of  upwards  of  $800,000,  and  we  would  have  a  larger 
number  of  buildings  than  the  Tenement  House  Department  does 
— ^we  have  to  inspect  a  larger  number  of  buildings  than  they  do, 
and  just  as  thoroughly.  There  is  just  as  wide  a  field,  and  just  as 
much  benefit  to  the  people  at  large  to  be  derived  by  our  inspection 
as  by  the  Tenement  House  Department.  As  a  matter  of  fact,  we 
should  know  something  in  this  Bureau  about  every  building  in 
New  York. 

Q.  Commissioner,  would  not  you  be  in  favor,  then,  of  a  Central 
Bureau  of  Inspection  created  by  the  state,  with  a  branch,  and  a 
nxmaber  of  competent  deputies  in  cities,  particularly  one  in  this 
city;  that  is  to  say,  the  inspector  to  ascertain  facts  which  all  the 
Departments  would  require  under  proper  supervision,  and 
submit  these  facts  to  the  Department,  which  Department  would 
decide  whether  they  were  violations  of  the  law,  or  violations  of 
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regalations.  This  would  do  away  with  this  duplication  of  inspec- 
tions which  are  being  made  by  every  Department  to-day,  and 
would  also  put  the  responsibility  where  it  belonged,  on  certain 
Departments  instead  of  a  distributed  force  receiving  these  re- 
ports, and  the  different  Departments  shifting  the  responsibility  as 
to  who  is  to  blame  for  the  violation  of  the  law,  where  a  catastrophe 
as  the  result  of  any  violation  had  occurred?  A.  What  sort  of 
data  do  you  require! 

Q.  Every  kind.    A*  On  what  subject  f 

Q.  Anything  required  by  the  Departments  of  the  city  — 
whether  Health,  Sanitary,  Fire  or  what.  When  your  men  go 
over  from  the  Fire  Department  they,  and  a  number  of  other  em- 
ployees — are  there  to  make  inspections,  and  there  ie  ft  duplica- 
tion of  work  which  takes  time  —  takes  the  time  of  not  only  the 
inspectors,  but  takes  the  time  of  others  to  report  it.  l^en  each 
Department  would  want  some  specific  information  for  itself.  It 
has  been  demonstrated  that  for  private  inspections  —  like  the 
Joint  Board  of  Sanitary  Control,  that  their  inspectors  could  get 
their  information  as  to  bad  sanitation  or  bad  construction  of 
buildings.  What  I  want  to  ask  is,  if  in  your  opinion  such  a 
Bureau  could  be  adopted  —  not  only  for  the  state  alone,  but 
for  the  City  of  New  York  itself  ?  A.  Well,  I  am  a  great  believer 
in  specializing.  In  my  opinion,  it  would  be  better  to  leave  to  the 
Fire  Department  of  New  York  the  things  for  which  it  is 
responsible. 

Q.  The  Fire  Department  would  be  responsible  for  the  enforce- 
ment of  these  violations  of  law,  or  for  the  conditions  reported  to 
them.     A.  You  would  have  the  same  shifting  of  responsibility. 

Q.  No,  because  their  reports  would  be  in  writing.  They  would 
have  to  report  all  the  facts,  and  when  action  was  taken  on  the 
facts,  it  would  be  up  to  the  various  Departments?  A.  I  never 
like  to  see  the  state  get  into  what  belongs  to  the  city. 

Q.  Well,  that  IS  a  question  of  home  rule.  Outside  of  that,  I 
don't  say  tliat  it  has  to  be  instituted  by  the  state  —  whether 
instituted  by  the  state  or  city,  have  the  officials,  if  you  please,  in 
the  cities  appointed  by  the  Mayors.  A.  Why,  the  Fire  Commis- 
sioner's power  now  with  respect  to  these  conditions  is  almost  a 
joke. 
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Q.  I  appreciate  that.  A.  We  should  be  permitted  more  leeway 
—  given  more  power.  For  instance,  there  is  a  theatre  uptown 
upon  which  they  put  a  violation  every  night. 

Q.  And  the  theatre  goes  right  on?  A.  And  the  theatre  goes 
right  on.  Even  with  the  matter  of  standees  -^  we  are  handling 
that  now ;  we  have  compelled  them  to  pay  $50  over  and  over  again, 
but  they  would  not  hesitate  an  instant  if  they  thougfit  iJiey  could 
get  more  than  fifty  standees  every  night  The  Commissioner  has 
not  the  power  to  enforce  the  regulations. 

The  Chairman:  The  fact  is  that  the  same  power  ought  to  be 
given  to  the  Fire  Commissioner  that  the  Health  Department  has 
to  vacate  the  premises. 

The  Witness:  He  should  be  given  this  privilege.  If  you  go 
into  a  man's  place,  and  his  stairway  is  inadequate,  or  the  door  is 
not  properly  constructed,  and  he  allows  smoidng  in  conjunction 
with  the  manufacture  of  flimsy  material,  pending  a  justification 
of  it  in  the  courts  by  regular  legal  process  the  Commissioner 
should  have  this  power  to  vacate.  Now,  of  the  dangers  with  fire, 
we  find  that  a  lot  lies  in  the  stairways  of  the  balconies  that  go 
down  outside;  I  don't  think  there  should  be  any;  that  is  up  to 
the  Bureau  of  Buildings. 

Q.  Commissioner,  Chief  Kenlon  said  there  were,  I  think,  sev- 
eral hundired  pkces  in  New  York  of  which  he  had  the  numbers 
where  the  conditions  were  such  a.s  to  be  similar  to  those  in  the 
building  where  the  catastrojdie  of  the  Asch  fire  occurred ;  do  you 
feel  justified  in  giving  to  the  public  the  location  of  these  build- 
ings? A.  Why,  if  [you  want  to  cause  a  riot  among  the  people  who 
have  violations  -against  them  —  I  don't  think  it  would  be  fair  to 
them. 
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Q.  You  think  it  would  be  better  to  not  make  that  public? 
A.  I  would  willingly  give  the  information  to  the  Commissioners 
privately, 

Q.  We  would  like  to  make  it  a  part  of  our  report,  when  it  ia 
submitted.  A.  Have  you  a  copy  of  your  report  on  the  fire  at 
the  Asdh  Building?  We  would  like  to  have  it  A.  I  have  the 
original  papers  and  description  and  reports  gotten  up  by  Chief 
Croker  and  Fire  Marshal  Beers,  but  they  are  originals. 

Q.  If  you  will  leave  them  with  me —  leave  the  papers  with  me, 
I  will  promise  to  give  them  back. 

The  Ciiaieman:  One  more  question,  Commissioner.  Will 
there  be  any  way  for  the  state  to  tax  insurance  companies  for 
some  part  of  the  cost  of  maintaining  this  Bureau  of  Fire 
Prevention  f 

The  Witness:  They  could. 

Mr.  Elkus:  Yes,  of  course  they  could.  It  would  be  per- 
fectly proper  to  add  something  to  the  license  fee  for  the  insur- 
ance companies,  some  of  which  fee  could  be  paid  to  the  City  of 
New  York  and  to  the  othier  cities  maintaining  a  Bureau  of  Fire 
Prevention.  It  would  be  legitimate,  because  it  would  be  saving 
money  for  them;  isn't  that  so? 

The  Witness:  Well,  of  course  a  fire  insurance  man  wants  a 
certain  hazard ;  if  the  hazard  is  reduced,  he  don't  want  the  Fire 
Department  to  be  absolute  proof,  of  course. 

Mr.  Elkus  :  That  is  all,  Mr.  Conmiissioner.  I  thank  you  very 
much.  I  find  that  we  have  so  many  more  witnesses  and  the  testi- 
mony being  so  much  more  than  I  expected,  I  will  ask  you  to 
hold  a  session  to-morrow  morning,  Mr.  Chairman,  of  two  hours, 
commencing  at  10  o'clock;  and  I  ask  that  you  direct  all  the  wit- 
nesses to  appear. 

The  Chaibman:  To-morrow  morning,  at  10  o'clock;  all  wit- 
nesses will  please  appear. 

Adjourned  to  October  14,  1911,  at  10  ▲.  if. 
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New  Yobk,  October  lUh,  1911. 

William  E.  Tibbs^  called  as  a  witness,  being  duly  sworn, 
testified  as  follows: 

By  Mr.  Elkus: 

Q.  What  is  your  name  in  full  {    A.  William  E.  Tibbs. 

Q.  Where  do  you  reside?    A.  My  residence  you  mean? 

Q.  Yes.    A.  Newburgk 

Q.  You  reside  there  all  the  time  ?  A.  Well,  my  home  is  there, 
but  I  work  mostly  in  New  York,  not  all  the  while. 

Q.  You  are  a  deputy  inspector  of  the  Labor  Department  of 
the  State  of  New  York  ?    A.  Yes. 

Q.  Are  you  assigned  in  New  York  city  ?  A.  Most  of  the  time ; 
yes,  sir. 

Q.  How  long  have  you  been  assigned  here?  A.  Well,  I  have 
been  in  the  Department  on  and  off  for  fifteen  years ;  I  probabl; 
spend  nine  months  of  the  year  down  here  alone. 

Q.  Where  do  you  spend  the  rest  of  the  time?  A.  I  am  ap 
either  in  Orange  or  Bockland  Counties. 

Q.  Inspecting  factories  there  ?    A.  Yes,  sir. 

Q.  Are  you  assigned  to  any  particular  district  in  New  York 
city  ?  A.  No,  I  get  an  assignment  and  finish  that  up  and  go  to 
another  one. 

Q.  How  long  does  it  take  you  to  cover  one  assignment  ?  A.  1 
could  not  answer  that  question;  it  doesn't  run  alike. 

Q.  How  many  blocks  are  in  your  assignment  usually  ?  A.  As 
high  as  fifty. 

Q.  Fifty  blocks  ?    A.  I  have  had  as  low  as  only  four  or  five. 

Q.  Do  you  ever  inspect  the  same  block  twice  ?  A.  I  have  done 
so ;  yes,  sir. 

Q.  That  is  a  rare  thing  ?  A.  Well,  it  is  uncommon,  you  might 
Bay. 

Q.  Now,  at  the  present  time  what  district  are  you  assigned  to 
in  New  York  city  ?  A.  At  the  present  time  I  am  doing  what  they 
call  a  kind  of  special  work ;  I  am  all  over. 

Q.  What  do  you  mean  by  all  over?  A.  Wherever  they  send 
m%  to. 


264  Minutes  of  Publio  Bjsabikos. 

Q.  You  mean  you  may  be  assigned  to  particular  buildings  ? 
A.  They  give  me  a  list  of  the  property  and  some  certain  thing 
to  look  up. 

Q.  Were  you  in  that  way  assigned  to  examine  this  property  on 
Mangin  Street?    A.  Yes,  eir. 

Q.  By  speoial  list?  A.  I  went  there  on  a  complaint;  an 
anonymous  complaint. 

Q.  Have  you  got  the  complaint  with  you  ?  A.  No,  but  I  can 
give  you  the  wording  of  it. 

Q.  What  is  it  ?    A.  Well,  there  was  no  lights  in  the  hallway. 

Q.  When  was  it  you  went  there?    A.  On  the  3rd  of  October. 

Q.  Who  sent  you  there  ?  A.  They  had  a  special  officer  in  New 
York  city,  of  factory  inspection. 

Q.  What  did  he  say  to  you?  A.  He  gave  me  this  notice  and 
told  me  to  go  down  and  see  what  the  conditions  were  in  this 
building  as  to  the  lights. 

Q.  Did  you  go  there  ?    A.  Yes,  sir. 

Q.  What  did  you  do  ?  You  went  to  all  the  floors,  and  stopped 
at  all  the  floors  and  elevators?  A.  I  got  the  superintendent  of 
the  building,  and  we  went  through  all  floors,  that  is  we  went  to 
the  stairways. 

Q.  You  went  there  to  see  if  there  were  lights  in  the  halls? 
A.  Yes,  sir. 

Q.  Now,  the  man  who  had  charge  of  that  and  who  would  be 
responsible  for  the  care  of  the  lights  was  the  superintendent? 
A.  He  was  the  man  I  saw. 

Q.  And  you  went  there  to  find  out  whether  there  were  lights 
or  not.    A.  Yes,  sir. 

Q.  And  the  first  man  you  could  see  .was  the  man  whose  fault 
it  would  be  if  there  were  not  lights  ?    A.  Not  necessarily. 

Q.  You  just  said  it  was.  A.  The  fixtures  were  not  there; 
they  claimed  they  were  broken. 

Q.  He  represents  the  owner  of  the  building  ?    A.  Yes,  sir. 

Q.  There  were  no  fixtures  there  ?  A.  There  were  no  fixtures 
there  on  some  floors. 

Q.  How  old  was  that  building?    A.  How  old  a  building? 

Q.  Yes.    A.  Comparatively  new  building,  modem  building. 

Q.  Three  or  four  years  old  ?    A.  Probably. 
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Q.  They  had  no  lights  on  certain  floors?  A.  Yes,  they  were 
there ;  you  could  see  where  the  fixtures  were.  They  had  been 
broken  off. 

Q.  Electric  lights?    A.  Electric  light  and  some  gas. 

Q,  Broken  off  ?    A.  Yes,  three  floors. 

Q.  What  else  did  you  visit  on  these  floors?  A.  I  made  an 
inspection  of  Shapiro's  candy  concern. 

Q.  What  did  you  do,  ask  for  him  ?  A.  'No.  I  just  walked  m 
and  looked  around,  and  made  an  inspection  and  then  I  went  out. 

Q.  How  long  were  you  there?    A.  Probably  half  an  hour. 

Q.  Walked  along  the  partitions  and  behind  all  the  boards  and 
everything?    A.  Yes,  sir;  in  Shapiro's. 

Q.  In  Shapiro's  ?    A.  The  only  place  I  went  to  in  the  building. 

Q.  That  is  the  only  one  ?    A.  That  is  the  only  one. 

Q.  Was  there  any  complaint  on  Shapiro?    A.  No. 

Q.  Why  did  you  select  him?  A.  On  account  of  making  an 
inspection  to  get  orders,  if  any  were  needed,  and  also  he  being  on 
the  top  floor. 

Q.  Was  there  any  complaint  on  that  place  ?  A.  No,  sir ;  I  went 
there  voluntarily. 

Q.  Why  should  you  select  that  one  place?  A.  I  had  been 
given  an  order  to  light  all  the  hallways  and  stairways  there.  I 
went  on  the  seventh  floor  and  Shapiro  was  on  the  eighth  floor,  and 
I  went  in  his  place  in  obedience  to  that. 

Q.  That  is  as  I  understand  you,  you  went  into  this  building 
on  the  top  floor,  and  because  Shapiro  was  on  the  top  floor  you 
went  into  his  place?    A.  Yes. 

Q.  That  was  the  only  reason?    A.  That  was  the  only  reason. 

Q.  And  you  are  sure  you  went  in  and  found  him  on  the  top 
floor  ?    A.  I  am  certain  of  it ;  yes,  sir. 

Q.  You  are  certain  of  it  ?    A.  Yes,  sir. 

Q.  Isn't  it  a  fact  that  the  hair  place  was  on  the  seventh  floor 
and  Shapiro  on  the  fifth  ?    A.  No,  sir ;  it  is  not. 

Q.  You  are  sure  it  was  the  top  floor?  A.  You  mean  the 
eighth  floor?  The  top  floor  of  the  building?  He  occupied  one- 
half  a  loft. 

Q.  Now,  Mr.  Tibbs,  you  went  in  there ;  did  you  see  a  fire  ? 
A.  Yes,  sir. 
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Q.  Was  the  place  dirty  ?  A*  Yes,  sir ;  when  I  say  dirty,  I  do 
not  mean  filthy.  It  was  dirty  incidental  to  the  manner  of  work 
carried  on  there. 

Q.  You  mean  you  walked  around  and  your  feet  slipped  in  the 
candy  or  jelly  on  the  floor?    A.  My  feet  stuck,  not  slipped. 

Q.  And  the  girls  were  all  dirty,  their  clothes  were  dirty? 
A.  Untidy. 

Q.  All  f  ull  of  the  stuflF  ?    A.  Yes. 

Q.  And  you  saw  that  the  girls  were  dipping  into  the  jelly 
candies  and  chocolate?  A.  Yes,  they  would  dip  their  hands  in 
the  chocolate. 

Q.  And  there  was  a  fire  there  ?    A.  Yes,  sir. 

Q.  Did  you  make  any  orders  or  make  any  reports  about  those 
conditions?    A.    Yes,  sir. 

Q.  What  did  you  do?  A.  I  put  in  an  order  to  clean  the 
flooring,  also  to  dean  the  toilets  and  also  to  light  the  halls  and 
stairways. 

Q.  How  long  ago?    A.  That  was  the  3rd  of  October. 

Q.  So  the  conditions  there  were  such  that  you  made  an  order 
requiring  them  to  clean  the  toilets,  clean  the  floors,  to  clean  the 
whole  place  and  to  clean  the  hallways  ?  A.  No,  not  clean  the  hall- 
ways, the  halls  were  in  very  good  shape. 

Q.  To  clean  the  floors,  dean  up  everything  ?  A.  Yes,  sir. 

Q.  You  made  a  report  of  the  exact  conditions  which  you  found  ? 

You  would  give  them  the  order  to-day A.  (Interrupting) 

That  went  to  Albany. 

Q.  You  then  went  back  to  your  office  and  made  out  a  blank? 
A.  We  have  a  form,  you  know. 

Q.  A  form.   And  that  you  sent  to  Albany  ?   A.  Yes,  sir. 

Q.  And  that  is  how  you  go  about  it  ?  A.  And  that  is  how  you 
go  about  it. 

Q.  Did  you  ever  go  back  to  find  out  whether  they  deaned  it  ? 
A.  No,  sir. 

Q.  Then  there  is  no  manner  when  you  find  conditions  such  as 
you  have  described,  there  is  no  way  in  which  you  can  compel 
enforcement  ?   A.  I  do  not  know  now  how  to  avoid  it. 

Q.  Is  that  your  testimony  ?  A.  Yes,  sir. 

Q.  You  did  not  go  back  there  ?  A.  No,  we  give  an  order  and 
we  cannot  get  any  help. 
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Q.  Not  where  you  find  those  conditions  ?   A.  No,  sir. 

Q.  DonH  you  take  any  interest  in  that  matter  ?    A.  Yes,  sir. 

Q.  Why  didn't  you  order  any  one  —  Shapiro,  if  I  understand 
you  —  to  close  up  his  place  ?  A.  I  have  not  got  power  to  do  so, 
I  am  only  the  deputy. 

Q.  You  mean  to  say  you  cannot  tell  a  man  like  this,  "  Mr. 
Shapiro,  your  place  is  filthy,  your  establishment  is  vile,  why  don't 
you  clean  it  up  t "  A.  That  would  not  be  final.  I  did  tell  him  to 
do  it ;  I  certainly  did.  While  I  waited  he  cleaned  the  closets ;  he 
cleaned  them  while  I  was  there,  cleaned  them  right  away. 

Q.  He  did  do  that  ?  A.  Yes,  while  I  was  there.  He  claimed  that 
he  had  been  cleaning  them  once  a  week,  and  I  said,  "  You  ought 
to  dean  them  every  day." 

Q.  You  did  tell  him A.  (Interrupting)  He  said  once  a 

week,  and  I  said  every  day. 

Q.  Well,  do  you  think  if  you  had  power  to  order  a  building  to 
close  up  it  would  be  better  t    A.  I  surely  do. 

Q.  Then  your  duty  ceases  when  you  order  them  to  clean  up? 
A.  I  can  order  them,  but  there  is  no  authority,  there  is  no 
official 

Q.  You  are  an  official  of  the  Department,  are  you  not?  A. 
The  deputies  do  that ;  they  do  all  the  ordering  in  a  loft  place. 

Q.  How  long  does  it  take  before  your  report  goes  to  Albany, 
and  the  order  gets  back  ?  A.  That  is  something  I  cannot  tell  you. 
Mr.  Counsel.    When  it  leaved  my  hands,  that  is  as  far  as  I  go. 

Q.  Is  there  any  system  by  which  the  order  is  followed  up  to 
see  that  it  is  obeyed  ?    A.  Yes,  sir. 

Q.  What  is  the  system  ?    A.  What  they  call  compliance  sheets. 

Q.  Do  you  know  whether  there  was  a  compliance  sheet  here? 
A.  I  do  not;  it  may  have  been  referred  to  somebody  else. 

Q.  You  consider  that  this  candy  factory  was  unsanitary,  un- 
ventilated,  or  an  unhealthy  place  for  these  girls  to  work  in?  A. 
I  would  not  call  it  unsanitary. 

Q.  Well,  it  was  filthy  ?  A.  No,  I  did  not  say  fif thy,  I  said 
dirty,  not  filthy;  it  was  dirty  incidental  to  the  work  carried  on. 

Q.  But  the  toilets  were  not  dirty  from  work  ?  A.  The  toilets 
were  filthy;  I  am  speaking  of  the  factory  proper. 
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Q.  Which  made  it  unhealthy.  The  dirt  was  there  the  whole 
week  where  this  candy  was  made^  and  the  girls  were  breathing 
the  dust !   A.  Yes. 

Q.  But  this  candy  was  manufactured  for  the  purpose  of  being 
sold  to  children  ?   A«  Yes. 

Q.  You  knew  that  ?    A.  Yes. 

Mr.  Elkus  :  I  think  diat  is  all. 

By  Commissioner  Dbeieb: 

Q.  Would  it  be  better  if  the  man  that  gives  the  order  should 
see  that  it  was  complied  with  ?   A.  On  a  compliance  'i 

Q.  On  a  compliance,  to  see  whether  it  is  carried  out  ?  What  is 
your  opinion  on  that?  A.  In  some  instances,  probably.  It  was 
the  rule  one  time  for  them  to  see  about  compliances,  but  now  they 
have  made  changes,  and  the  last  couple  of  months,  we  used  prob- 
ably twelve  or  fourteen  inspectors  to  look  after  the  compliances. 

Q.  Wouldn't  it  be  a  better  thing  if  the  inspector  who  made 
the  inspection  and  sent  the  order  also  saw  that  it  was  complied 
with  ?   A.  I  think  it  would  be  a  good  idea. 

By  Mr.  Eucus: 

Q.  Mr.  Tibbs,  how  long  have  you  been  an  inspector  ?  A.  Fif- 
teen years  last  June. 

Q.  And  what  was  your  previous  business  f  A.  I  worked  — 
different  things  I  worked  at  ? 

Q.  Yes.  A.  I  worked  in  Sweet-Orr  &  Company,  manufacturers 
of  clothing. 

Q.  In  Newburgh?    A.  Yes,  sir. 

Q.  What  kind  of  business  were  you  in?  A.  Manufacturing 
clothing,  pressor. 

Q.  What  did  you  do  there  ?      A.  I  was  a  presser  there. 

Q.  That  is  your  previous  qualification  ?     A.  Yes,  sir. 

Q.  And  that  was  your  only  qualification  for  this  position  ?  A. 
No;  I  previously  worked  in  the  rubber  business,  in  the  horn 
business. 

Q,  In  the  rubber  business  in  Newburgh?  A.  No,  in  Wap- 
pingers  Falls,  and  in  Akron,  Okio. 
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Q.  Had  you  ever  been  trained  to  examine  into  factory  con- 
ditions or  fire  conditions  ?    A.  Training  ? 

Q.  Yes.    A.  You  mean  special  training? 

Q.  Yea.    A.  No. 

Q.  How  did  you  get  your  appointment  as  an  inspector?  A. 
Through  civil  service. 

Q.  You  passed  a  civil  service  examination  ?    A.  Yes,  sir. 

Q.  You  then  were  recommended  by  somebody?  A.  I  do  not 
know,  I  do  not  know  anything  about  that;  I  was  third  on  the  list 
and  one  man  was  appointed  ahead  of  me,  and  I  got  the  next 
appointment. 

Q.  Now,  did  you  go  through  any  of  the  other  factories  in  this 
building?    A.  No,  I  did  not. 

Q.  This  is  an  eight-story  building  and  there  are  factories  or 
other  floors  ?    A.  I  did  not  go  through  the  other  floors. 

Q.  Why  didn't  you  go  through  all  the  floors  ?  A.  I  just  went 
in  and  I  went  up  to  this  place  in  Mangin  iStreet  to  make  such  an 
inspection,  and  I  commenced,  as  I  say,  on  the  top  floor  to  get  an 
order  for  lighting  all  the  way  through. 

Q.  So  you  did  not  have  any  concern  with  the  rest  of  the  build- 
ing?  A.  No,  not  that  time. 

Q.  Who  was  the  regular  inspector  on  that  particular  section 
at  that  time?  A.  I  think  Mr.  Barschell,  I  am  not  sure;  I  think 
he  made  the  last  inspection. 

Q.  Mr.  Barschell,  is  he  here  ?   A.  Ri^t  in  the  rear. 

Charles  T.   Graham-Rogbbs,  called  as  a  witness,  being 
duly  sworn,  testified  as  follows : 

Examined  By  Mr.  Elkus  : 

Q.  Doctor  Rogers,  you  are  a  physician  by  profession?     A.  I 

am. 

Q.  You  are  connected  with  the  Labor  Department  of  the  State  ? 

A.  I  am. 

Q.  In  what  capacity  ?    A.  Medical  inspector  of  factories. 

Q.  Just  tell  us  briefly  what  your  duties  are  in  the  Depart- 
ment.    A.  Under  the  direction  of  the  Commdssioner,  I  undertake 
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investigationfl  into  various  industries  to  ascertain  if  there  are 
any  methods  or  processes  which  may  be  dangerous  to  the  health 
of  the  operators,  and  to  investigate  those  dangerous  processes,  and 
report  back  to  the  Commissioner  with  such  recommendations 
as  may  tend  toward  bettering  the  conditions,  and  make  the  indus- 
try so  it  will  be  safe  for  the  workers  to  be  employed  in  it 

Q.  Do  I  understand  you  that  you  limit  your  services  to  in- 
vestigating manufactories  where  the  kind  and  nature  of  the 
business  are  dangerous  to  life  and  health  ?    A.  ISo. 

Q.  How  do  you  determine  your  business  or  what  manufacturing 
establishments  you  will  examine?  A.  There  are  several  things 
I  do  besides  that;  I  visit  various  factories  and  through  that  means 
get  at  such  inspections,  and  I  make  investigations  upon  complaint 
made  to  the  Commissioner  regarding  sanitary  matters  or  danger- 
ous conditions  in  factories.  He  refers  the  matter  to  me,  and  then 
I  make  an  investigation,  and  investigate  conditions,  that  is 
questions  relating  to  sanitary  conditions. 

Q,  How  do  these  matters  come  to  you  t  A.  Eef erred  to  me  by 
the  Commissioner. 

Q.  How  does  he  get  them  ?  A.  Sometimes  there  are  complaints, 
and  sometimes  there  are  questions  which  are  referred  to  me  from 
other  Bureaus. 

Q.  Now,  what  do  you  do,  examine  the  factory  yourself  per- 
sonally? A.  I  personally  visit  the  factory  and  make  a  thorough 
investigation  of  the  factory,  that  is  the  same  inspection  as  the 
Deputy  Factory  Inspector  would  make;  besides  that  I  question 
the  workers,  and  if  possible,  try  and  get  the  workers  to  take 
physical  examinations,  and  I  make  an  analysis  of  the  atmospheric 
condition  and  dust,  and  if  possible  make  an  analysis  of  such 
ingredients  as  may  be  used  in  the  process. 

Q.  Are  you  the  only  medical  inspector  in  the  Department? 
A.  Tea. 

Q.  How  long  have  you  been  such  Medical  Inspector  ?  A.  Since 
November,  1910. 

Q.  Now,  have  you  examined  several  particular  industries  ?  A. 
Yes,  I  have. 

Q.  Will  you  name  them?  A.  I  have  taken  up  dangerous  in- 
dustries of  the  state,  such  as  the  pottery  industry,  the  calico  print 
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industry  in  the  state,  and  I  have  made  soone  investigations  into 
the  human  hair  goods  indiustry  and  the  felt  hat  indiistry.  Those 
are  complete  investigations. 

Q.  You  did  that  on  your  own  initiative  ?  A.  Under  the  direc- 
tion of  the  Commissioner.  I  would  tell  him  that  I  was  going 
to  take  up  a  certain  industry. 

Q.  You  mentioned,  I  think,  the  human  hair  industry?  A,  I 
have  been  going  into  that,  yes. 

Q.  Now,  when  you  examined  any  one  of  these  that  you  have 
mentioned,  you  go  to  one  or  more  of  the  factories,  and  find  out, 
do  you,  what  can  be  done  to  alleviate  conditions  which  cause 
danger?   A.  Yes. 

Q.  Now,  suppose  you  take  up  any  one  or  more  of  these  indus- 
tries, tell  the  Commission  the  condition  which  you  found  upon 
your  examination  and  what  was  done,  if  anything,  to  relieve  the 
defective  conditions  and  their  causes  ?  A.  I  have  got  some  of  my 
reports  here. 

Q.  Kindly  get  them.  Doctor,  and  tell  us  briefly.*  A.  Of  course, 
there  are  other  indtilstries  where  I  have  not  made  full  investiga- 
tions; that  is,  I  have  taken  various  factories  in  the  industries. 
One  of  them  was  the  tobacco  industry,  the  manufacture  of  cigars 
and  cigarettes.  The  result  of  the  investigation  into  cigars  and 
cigarettes  is  that  we  secured  the  proper  ventilation  of  a  large 
number  of  such  places. 

By  Commissioner  Dbeieb  : 

Q.  Is  there  any  way  you  can  enforce  that,  unless  you  can  get 
co-operation  from  the  employers;  you  cannot  enforce  ventilation 
in  these  factories  ?  A.  We  put  in  an  order  under  the  existing  law, 
and  if  that  is  not  obeyed  there  is  nothing  left  but  to  take  the 
matter  into  the  courts.  They  would  undoubtedly,  if  they  had 
chosen,  have  beaten  us  in  the  courts.  But  there  are  many  other 
conditions,  and  we  can  keep  annoying  them  so  much  that  they 
think  it  probably  cheaper  to  go  ahead  and  put  in  the  appliances 
and  comply  with  the  order  rather  than  to  hire  lawyers  and  take 
the  matter  into  the  courts.  Some  of  these  have  done  it  voluntarily, 
and  changed  ^he  existing  conditions  simply  upon  out  recom- 
mendations. 
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Q.  But  you  have  no  power,  if  a  man  refuses  to  comply  with 
your  order, —  for  instance  in  the  industries  you  have  described, — 
to  make  him  put  in  ventilators?  A.  We  have  no  section  in  the 
law  which  forces  him  to  do  that.  We  have  a  section  on  ventilation, 
but  the  section  is  wholly  inadequate. 

By  Mr.  Elxus: 

Q.  What  is  an  occupational  disease?  A.  I  distinguish  be- 
tween occupational  disease  and  industrial  poisons.  I  think  the 
term  "  occupational  disease  "  is  entirely  too  broad. 

Q.  Suppose  you  distinguish  for  the  Commission  the  difference 
between  those  two.  Occupational  disease  may  cover  everything? 
A.  It  covers  everything,  because  a  person  may  be  suffering  from 
a  disease  which  is  secondary  to  a  poisoning.  That  is,  they  may 
work  in  a  pans  green  factory  and  get  areenic  poisoning,  and  then 
have  a  number  of  nervous  symptoms  which  may  follow  that  ar- 
senic poisoning,  and  while  the  disease  may  be  due  to  arsenical 
poisoning,  it  is  not  due  per  se  to  the  disease  which  he  first  h-ad  — 
arsenical  poison;  so  that  industrial  poisoning  is  the  main  thing 
to  get  at.  In  fact,  where  we  have  machinery  creating  dust,  that 
would  cause  a  condition  under  the  section  of  the  law  relating  to 
dust-creating  machinery.  We  can  go  in  there  and  issue  an  order, 
and  force  him  to  put  in  a  dust-removal  system. 

Q.  Now,  suppose  it  is  not  dust.  Take  the  case  you  mentioned, 
poisoning  by  a  paris  green  factory.  A.  We  could  make  them  do 
something. 

Q.  What  can  you  make  them  do?  A.  We  could  make  an 
order  —  in  a  certain  part  of  that  industry,  where  he  has  got  dust 
producing  machinery,  we  could  compel  him  to  put  in  machines 
or  compel  him  to  put  in  hoods  or  pipes,  and  insist  upon  sufficient 
power  to  entirely  remove  that  dust,  and  make  them  put  fans  in 
that  portion  of  the  building.  If  he  does  not  comply  with  that 
then  we  could  take  him  into  court  and  prosecute  him. 

Q.  That  is  to  bring  suit  against  him  ?  A.  To  bring  suit  against 
him. 

Q.  For  a  fine  ?  A.  Yea  In  the  case  of  chemical  works  where 
there  are  certain  acids  used,  certain  fumes,   we  are  abeolutely 
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powerless,  because  all  the  law  says  ie  that  fumes  of  add  must  be 
removed  by  proper  ventilation  as  far  as*  practicable^  but  in  court 
they  will  bring  a  lot  of  experts  on  th©  stand  that  say  it  is  imprae- 
ticable^  and  we  have  no  section  in  the  law  to  say  wh<at  the 
standard  is. 

Q.  Then,  doctor,  do  you  think  some  provision  of  law  should  be 
made,  fixing  a  standard?  A.  I  think  such  industries  would  not 
obey  such  regulations  —  we  cannot  have  any  hard  and  fast 
general  standard. 

Q.  You  think  it  should  be  left  to  the  Commissioner's  discre- 
tion? A.  I  think  that  it  should  —  that  after  investigation,  a  board 
or  a  committee  of  experts  should  control  it  on  the  plan  of  the 
British  and  foreign  government.  That)  they  should  investigate 
these  conditions  and  then  make  recommendations  as  to  certain 
rules  and  regulations  to  cover  them. 

Q.  Do  you  find  that  they  do  tihat  in  England;  they  have  a 
Commission  for  it  ?  A.  In  England  they  have  a  Medical  Inspector. 

Q.  How  many?  A.  A  commission  appointed  by  Parliament 
which  consists  of  a  Medical  Inspector  of  Factories.  They  have  a 
chemist  also,  and  then  they  have  a  specializing  agent,  that  is  the 
City  Inspector  of  Electricity  and  a  Chemical  Inspector.  Then 
they  take  some  expert  who  is  a  professor  or  has  the  chair  in  some 
of  the  big  universities  and  specializes  in  that  way  and  make  him 
the  head.    It  usually  consists  probably  of  three  or  four. 

Q.  They  examine  industries  and  decide  practically  what  should 
be  done  to  improve  ventilation  ?   A.  Yes,  they  make  reports. 

Q.  They  make  reports;  is  their  decision  final?  A.  No,  their 
decision  is  not  final. 

Q.  Who  reviews  it  ?  A.  They  report,  the  report  is  made  some- 
times to  the  Home  Office,  which  in  Great  Britain  controls  the 
factories,  and  then  goes  over  to  Parliament,  which  haa  usually 
given  the  Home  Office  authority  to  make  such  rules  and  regula- 
tions.    The  legal  part  of  the  matter  I  am  not  conversant  with. 

Q.  If  we  were  to  put  any  such  plan  in  operation  in  New  York 
city,  it  would  include  the  appointment  of  yourself  as  one  of  the 
Commission,  a  chemist,  possibly,  and  a  mechanical  engineer  ?  A. 
Why,  not  necessarily.  They  could  appoint  a  committee  of  experts, 
and  have  the  Department  officials  work  with  them  on  it.  So  far 
as  I  understand,  the  l^islature  would  have  to  make  fhe  speoific 
statutes  for  ub  ;  different  sections  to  work  under. 
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Q.  Now,  Doctor,  tell  us  what  you  found  in  the  human  hair 
industry,  \^hat  you  did,  what  conditions  you  found,  and  what 
suggestions  you  have  to  make,  taking  up  that  particular  industry, 
to  improve  things,  and  what  power  you  have  ?  A.  In  tho  human 
hair  goods  industry  we  rather  lack  power  to  use  summary  en- 
forcement. I  made  a  recommendation  to  the  Commissioner  some 
years  ago  that  the  manufacture  of  human  hair  goods  be  in- 
cluded under  Section  100  so  that  we  might  use  summary  methods 
to  enforce  cleanliness. 

It  is  a  peculiar  industry;  the  industry  has  grown,  probably, 
within  the  last  eight  or  ten  years,  and  has  been  largely  in  con- 
verted tenement)  houses  —  converted  dwellings  in  tenement 
houses,  and  in  small  stores.    The  large  manufactories  are  few. 

Of  course,  the  conditions  under  which  the  hair  goods  are  made 
depend  a  great  deal  upon  the  structural  conditions  of  the  building. 
They  are  unsanitary.  That  is  from  an  idealistic  standard,  that  is 
as  an  ideal  hygienist,  I  say  unsanitary,  but  as  a  medical  inspector 
it  is  a  difficult  thing  to  enforce  any  better  conditions. 

It  is  not  a  fit  industry  for  children  to  work  in,  and  yet  we  find 
tlere  are  a  large  number  of  child  workers. 

Q.  Why  is  that,  doctor  ?  A.  If  I  should  relate  my  own  personal 
experience 

Q.  (Interrupting)  We  want  you  to,  because  we  may  have  to 
recommend  to  the  legislature  measures  prohibiting  children  from 
working  in  these  industries.  A.  Hair  itself  is  a  splendid  locus 
for  disease.  Then  I  find  hairs  are  swallowed.  Any  one  that  has 
had  any  experience  in  swallowing  one  amall  hair  can  realize  what 
that  condition  is,  when  you  appreciate  that  these  young  children 
are  working  all  day  long  in  a  close  atmosphere,  working  over  this 
hair  which  is  covered  with  flour  when  they  tease  it  or  they 
comb  it. 

Q.  Flour  ?  A.  Ordinary  flour  or  cornstarch  to  tease  this  hair 
and  keep  it  dry,  and  try  to  keep  it  clean.  The  dust  is  being  taken 
into  the  mucous  membrane,  and  the  nose  and  mouthy  and  being 
swallowed  together  with  these  hairs.  These  hairs  then  go  into  the 
intestinal  tract.  I  have  myself  personally  gone  in  human  hair 
goods  places  and  stayed  there  for  a  time 
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Q.  And  inhakd  the  accumulated  dust  ?  A.  I  know  I.did  because 
I  made  certain  examinations  afterwards.  In  fact  I  have  made 
mioro'icopic  examinations  which  convinced  me  that  I  swallowed 
hair.  If  I  did  that,  I  can  imagine  what  workers  who  had  been  in 
there  from  day  to  day  would  do. 

Q.  Tell  the  Commission  what  this  swallowing  of  hair  would 

produce  in  a  girl  eighteen  or  even  sixteen  years  old Are 

they  working  before  sixteen  years  of  age  f  A.  In  some  places  I 
have  found  them  below  sixteen. 

Q.  Tell  us  what  effect  that  would  have.  A^  It  would  caude 
irritation  in  the  stomach  and  irritation  in  the  intestinal  canal,  and 
would  nauseate  and  cause  vomiting  and  set  up  a  condition  of 
gastritis. 

In  my  experience  a  great  many  neurotic  conditions  are  traced 
back  to  conditions  of  irritation  in  the  intestinal  tract  and  im- 
paired digestion,  neuritis  and  irritation  of  the  stomach.  Besides 
that  we  know,  for  a  fact,  that  the  Department  of  Agriculture  of 
the  United  States,  the  Federal  Bureau  in  1908  experimented  and 
found  out,  and  state  it  as  a  definite  fact  that  tuberculosis  germs 
are  carried  into  the  stomach  when  swallowed;  that  tuberculosis 
is,  in  fact,  transmitted  not  alone  by  taking  them  into  our  lungs ; 
that  the  germs  are  transmitted  more  by  swallowing  particles,  and 
then  they  are  transmitted  to  the  blood  in  that  way,  although  in 
my  analysis  of  conditions  I  have  found  in  tuberculosis  the  germs, 
disea9e*producing  germs,  are  taken  into  the  stomach,  and  if  there 
is  any  machinery  or  anything  like  that  in  a  manufactory,  which 
is  dust  producing,  you  are  going  to  have  conditions  in  there  which 
are  dangerous. 

Q.  That  would  apply  equally  to  grown  people  and  children? 
A.  Yes,  but  the  children  are  more  susceptible  to  disease  than 
adults. 

Q.  Yes.  The  hair  used  in  these  factories  is  largely  the  hair 
of  dead  persons?  A.  I  do  not  know;  I  have  tried  to  get  reports 
from  the  Federal  Beports,  but  when  you  write  to  the  Bureau,  it 
takes  a  long  while ;  most  of  the  hair  is  imported. 

Q.  From  China  ?  A.  The  cheap  hair  comes  from  China ;  as  to 
whether  it  oomes  from  dead  people  or  not  I  don't  know. 
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Q.  No  Chinaman  parts  with  his  queue  when  he  is  alive  ?  A. 
Well,  they  are  doing  it  now, 

Q.  Well,  not  in  great  numbers  ?    A.  Yes,  in  large  numbers. 

Q.  The  Chinese,  in  China  ?  A.  In  China ;  the  young  men  are 
rapidly  becoming  Americanized. 

Q.  In  that  event,  whether  the  Chinese  hair  comes  from  persons 
who  die  from  disease  or  not,  or  whether  from  living  persons  — 
that  is  to  say,  whether  healthy  hair  or  not^  it  has  disease  in  it  ? 
A.  That  we  should  be  able  to  find  out  from  the  Consular  Reports. 

Q.  Is  it  fair  to  say,  as  to  what  you  say  about  the  diseases  that 
are  likely  to  occur  from  handling  human  hair,  that  there  is  danger 
of  consumption  and  severe  stomach  disease  occurring  among  hair 
workmen  ?  A.  I  cannot  find  any.  There  is  no  way  of  finding 
out  definitely. 

Q.  The  Commissioners  understand  that  you  yourself  went  in 
and  started  in  the  hair  factory  —  you  stayed  there  for  the  greater 
parts  of  days,  and  made  your  examinations  of  the  industry  — 
you  inhaled  the  du&t  and  hair,  and  you  judge  from  that  what  the 
effect  would  be  on  young  girls  ?  A.  This  analysis  which  I  made 
myself. 

Q.  What  percentage  of  young  girls  are  working  in  these  fac- 
tories ?  A.  In  the  hair  goods  business  I  should  say  that  from  80 
to  90  per  cent  of  the  workers  are  young  people. 

Q.  Do  they  eat  their  meals  there  where  they  work?  A.  Yes, 
and  even  in  the  large  factories  they  eat  their  meals. 

Q.  Most  of  them  are  not  very  clean  or  sanitary  ?  A.  So  far  as 
personal  hygiene  goes,  a  great  many  of  them  are  of  the  class  — 
a  standard  of  cleanliness  —  well,  they  are  not  the  same  as  my 
standard. 

Q.  You  heard  Miss  O'Eeilly  testify  as  to  the  human  hair 
factories  which  she  examined  ?    A.  No,  I  did  not. 

Q.  When  the  hair  comes  from  abroad,  it  is  packed  in  some 
sort  of  a  disinfectant,  is  it  not  ?  A.  Not  that  I  know  of ;  I  have  not 
seen  it ;  some  hair  is  packed  in  bales. 

Q.  And  when  the  hair  is  taken  out  is  there  some  sort  of  a 
powder  or  dust  that  comes  from  it?  A.  There  may  be  in  some, 
but  I  have  not  seen  it. 

Q.  What  is  that  dust?  A.  That  I  don't  know,  for  I  have  not 
analyzed  it. 
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Q.  I  think  Mr.  Goldbei^,  who  is  a  human  hair  manufacturer, 
said  it  came  into  the  factory  in  some  kind  of  a  disinfectant. 

Commissioner  Dbeisb:  I  think  the  hair  is  supposed  to  be  dis- 
infected before  it  comes  into  the  country. 

Mr.  Elkus:  All  hair  is. 

The  Witness:  No,  not  German  hair,  nor  European  hair.  I 
asked  one  manufacturer,  and  he  said  it  was  not  disinfected. 

Q.  They  don't  disinfect  it  i  A.  They  don't  do  anything,  but  in 
the  processes  through  which  it  is  put,  if  there  are  any  germs  in 
the  hair  when  it  comes  in,  they  are  eliminated  after  that  process ; 
the  minute  the  hair  leaves  the  press  and  they  begin  weaving  the 
hair,  there  is  no  sign  of  any  germ  condition,  or  matter  present 
in  the  hair  then. 

Q.  Is  the  human  hair  industry  any  more  dangerous  by  reason 
of  the  character  of  the  occupation  than  a  number  of  others  I  A. 
That  is  not  the  most  dangerous  industry,  no. 

Q.  That  is  only  one  ?  A.  That  is  only  one. 

Q.  What  suggestion  or  recommendation  would  you  make  to  the 
(Commissioners  with  reference  to  that  particular  industry,  as  to 
prohibiting  girls,  for  instance,  working  at  it,  or  as  to  the  sanita- 
tion ?  A.  I  think  that  if  we  had  a  section  in  the  law  covering  dust 
of  any  character,  requiring  summary  provisions  for  its  removal 
as  Section  79  covers  the  dust-creating  miachinery,  I  think  tbe 
Department  could  definitely  deal  with  the  dustrcieating  industries. 

Q.  How  would  you  get  rid  of  swallowing  hair  ?  A.  They  would 
have  to  work  where  there  was  an  exhaust  system  that  would  carry 
that  dust  away  from  the  workers.  It  seems  to  me  from  what  I 
have  seen  as  I  have  stated,  in  visiting  establishments,  that  there  is 
no  industry  in  which  the  conditions  cannot  be  made  better,  and 
in  fact  all  the  dirt  taken  away  —  any  line  of  manufacture 

Q.  It  is  not  a  very  serious  thing  ?  A.  The  amount  of  hair  that 
would  be  taken  away  would  be  very  small. 

Q.  It  is  not  a  very  expensive  thing  to  put  an  exhaust  from  the 
table  where  the  workers  are?  A.  It  would  not  carry  away  much 
of  the  hair  —  simply  the  fine  dust 
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Q.  And  that  is  practicable?    A.  I  do  not  see  why  it  is  not. 

Q.  You  think  it  would  be  productive  of  saving  health  and  life  ? 
A.  I  am  certain  it  would. 

Q.  Then  they  would  not  have  to  prevent  the  young  girls  from 
working  there  ?  A.  No ;  there  is  no  industry  but  that  can  be  mads 
safe  enough  for  anybody  to  work  in;  I  think  that  any  industry 
can  be  made  reasonably  safe. 

Q.  Certainly,  enough  to  protect  life  and  health  in  the  building  ? 
A.  Yes,  and  it  would  even  result  in  a  saving  in  the  cost  of 
manufactura 

Q.  And  there  would  be  a  direct  saving  to  the  public,  because 
the  people  all  go  to  the  hospitals  to  be  treated?  A.  No;  as  a  rule, 
a  great  many  will  not,  because  they  are  only  open  in  the  daytime, 
and  they  cannot  go  in  the  daytime;  many  will  go  to  the  drug 
stores  for  treatment. 

Q.  Anyhow,  it  would  be  a  saving  in  the  life  of  the  citizens, 
men  and  women — which  means  a  saving  to  the  city?  A.  It 
would  mean  conservation  of  life. 

Q.  Now,  Doctor,  is  there  anything  more  you  want  to  say  about 
the  hair  industry?  A.  No,  outside  of  the  propriety  of  eating 
their  meals. 

Q.  That  is,  the  eating  of  their  meals  right  next  to  the  work  ? 
A.  Something  ought  to  be  done  to  stop  that  absolutely,  because  it 
means  it  is  easy  to  swallow  the  germs,  and  besides,  someone  is 
going  to  buy  the  hair  on  which  something  is  apt  to  come  from  the 
meals.  Every  place  I  go  in  I  give  a  lecture  of  about  15  minutes; 
but  I  have  taken  the  trouble  to  go  back  again  after  giving  these 
lectures,  and  I  find  exactly  the  isame  conditions. 

Q.  Would  it  not  be  a  good  thing  for  your  Department  to 
formulate  dome  simple  rules  and  regulations,  or  advice,  if  you 
choose  to  put  it  that  way,  which  could  be  printed  and  conspicu- 
ously posted  in  a  factory  ?  A.  Why,  it  would  be  good,  but  I  doubt 
if  it  would  be  read  very  much.  I  think  you  could  do  more  by 
an  educational  campaign,  and  resorting  to  summary  measures. 

Q.  I  agree  with  you  that  the  best  method  is  summary  power 
to  enforce  reasonable  regulations;  would  it  not  be  productive  of 
same  good  if  you  instituted  an  educational  campaign  along  these 
lines?    A.  Yes,  sir. 


Chablss  T.  Graham-Rogebs.  279 

Q.  Tell  us  about  some  of  the  other  industries;  the  Commis- 
sioners would  like  to  hear  about  them. 

The  Vice-Chairman  :  I  don't  know  whether  you  can  answer 
this  question  or  not,  but  you  say  this  industry  is  about  ten  years 
eld. 

The  Chaibman  :  It  has  grown  largely  —  it  is  practically  more 
than  ten  years  old,  but  since  the  introduction  of  rats,  puffs  and 
those  things  —  wigs  —  it  has  only  grown  since  then. 

The  Vice-Chaibman  :  What  did  they  make  them  out  of  before 
that  ? 

The  Witness  :  The  women  did  not  wear  them  before  that 

The  Vice-Chaibman  :  I  mean  the  work  —  what  did  they  do 
before  that? 

The  Witness:  They  were  made  out  of  hair  that  they  bought 
around  the  country,  but  there  was  not  a  large  demand  for  such 
things  in  this  country.  The  best  wigs  ajre  made  out  of  the  beet 
.  hair. 

Q.  Made  mostly  for  rats  f  A.  Yes,  sir. 

Q.  And  they  wear  them  right  next  to  the  head  too  ? 

Commissioner  Dbeibb:  Should  not  this  industry  be  taken 
entirely  out  of  tenement  houses  ? 

The  Witness  :  I  believe  that  any  industry  should  be  kept  out 
of  tenements. 

Commissioner  Dbeieb:  They  do  a  great  deal  of  this  work  in 
tenements  ? 

The  Witness  :  Yes. 

The  Vice-Chaibman  :  You  mean  where  people  are  living  f 

The  Witness  :  Where  people  are  living. 
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Q.  Doctor,  have  you  heard  of  any  case  of  any  person  getting 
disease  from  this  human  hair?  A.  There  were  reports  of  some 
physicians  attributing  certain  diseases  to  the  use  of  this. 

Q.  What  diseases  ?  A.  In  one  case,  I  understand  a  medical  man 
attributed  leprosy  to  it,  but  I  doubt  it  very  much;  it  is  rather 
far-fetched  to  say  that  some  of  the  diseases  that  they  claim  were 
found  to  be  due  to  ihe  hair ;  I  found  pus  producing  bacteria ;  it 
might  possibly  have  a  little  effect  if  they  had  a  cut  in  the  head. 

Q.  If  a  person  wore  one  of  these  next  to  the  head,  would  it 
produce  serious  results  ?    A.  Yes. 

Q.  It  is  not  a  condition  to  be  encouraged.  Now,  tell  us  about 
some  of  the  other  industries  that  you  examined.  A.  I  have  a  long 
list  of  industries  here  that  I  have  gone  into.  The  industries  that 
I  have  enumerated  in  here  I  have  compiled  from  factories  in  the 
State. 

I  took  up  the  question  or  matter  of  incandescent  mantels  for 
these  gas  lights;  there  are  quite  a  number  of  children  in  these 
places,  but  not  so  many  in  this  State. 

Q.  Where  are  they  located?  A.  There  are  a  couple  in  New 
York  city,  here  —  that  is  —  Greater  New  York,  one  in  Brooklyn, 
one  in  New  York  and  further  up  the  State. 

Q.  Where  do  you  mean,  Schenectady  ?  A.  No ;  I  think  it  was 
up  around  Oswego  —  somewhere  about  there.  ISie  principal  diffi- 
culty as  to  this  wias  the  glare  of  the  lights,  and  to  the  young 
people  who  sit  in  a  framework  where  they  dip  these  mantels  in  a 
solution  of  collodion  which  forms  carbon  monoxide,  and 
combustion  of  the  gases. 

Q.  (Interrupting)  From  the  fumes?    A.  Yes. 

Q.  Does  it  produce  an  effect  the  same  as  alcoholism?    A.  The 

same. 

Q.  Young  girls  and  boys  are,  to  use  plain  English,  drunk  ?  A. 
Yes,  there  are  a  number  of  other  establishments  where  they  use 
these  things,  and  I  have  observed  that  the  girls  are  exhilarated ; 
they  tell  me  that  they  have  all  the  symptoms  of  a  person  who  took 
his  first  drink  of  alcohol. 

Q.  It  would  affect  them  permanently?  A.  Well,  where  wood 
alcohol  is  used,  there  is  a  likelihood  of  blindness  being  caused. 
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Q.  BlindneBS?  A.  The  effect  of  wood  aloohol,  whether  you 
drink  it  or  whether  it  is  absorbed  by  the  mucous  membranes^  is  to 
destroy  the  optic  nerve. 

Q.  How  old  are  the  girls  and  boys  ?  A.  Some  between  14  and 
16  years  of  ags  —  running  up  to  17  and  18. 

Q.  Do  you  mean  to  say  that  these  girls  between  14  and  16  years 
of  age  go  into  these  factories  and  because  of  their  dipping  these 
mantels  in  that  solution,  the  fumes  make  them  intoxicated,  and 
may  produce  blindness?    A.  Yes,  sir. 

Q.  How  can  you  prevent  it  ?    A.  Ventilation  is  the  only  thing. 

Q.  What  kind  ?    A.  The  ordinary  means. 

Q.  An  exhaust  ?  A.  Yes,  an  exhaust  —  to  keep  the  air  moving 
around  the  room,  so  as  to  remove  the  fumes. 

Q.  How  much  airt  A.  I  think  they  ought  to  have  3,000  to 
4,000  cubic  feet  per  person,  or  even  5,000. 

Q.  Is  it  a  perfectly  feasible  thing  to  do  ?    A.  Yes. 

Q.  You  have  no  power  to  r^nedy  that  at  all?  A.  Absolutely 
none. 

Q.  Do  they  get  large  wages  ?    A.  Very  small. 

Q.  What  do  they  earn  ?    A.  I  don't  recall  that. 

Q.  Three  or  four  dollars  ?  A.  Probably  three  or  four  dollars, 
cr  five  dollars  a  week. 

Q.  Did  you  ever  know  of  a  case  of  blindness  to  result  from  it  ? 
A.  I  have  not  been  able  to  take  the  question  up.  I  understand 
that  there  has  been  appointed  a  committee,  in  the  city,  but  what 
they  have  done,  I  don't  know;  I  have  no  statistics. 

Q.  Outside  of  blindness,  what  is  the  result  or  effect  of  inhaling 
these  fumes  by  the  young  girls  of  from  14  to  16  years  of  age  here, 
these  young  children?  —  do  they  get  tuberculosis  germs?  A.  I 
would  not  say  that,  no. 

Q.  Do  they  get  the  liquor  habit  ?  A.  I  have  never  studied  the 
question  that  far,  but  it  would  seem  to  mo  that  it  would  destroy 
their  vitality  —  that  is,  the  power  of  resisting  disease. 

Q.  How  many  hours  a  day  do  these  children  work  in  these  fac- 
tories? A.  Under  16  years,  the  law  only  permits  them  to  work 
from  9  to  6. 

Q.  From  9  to  6  ?    A  That  would  be  seven  hours  a  day. 

Q.  And  an  hour  for  lunch. 
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Commissioner  Phillips:  Would  you  advise  that  in  these  in- 
dustries, children  be  prohibited  from  working  at  less  than  21 
years  of  age. 

The  Witness  :  I  would. 

Q.  What  would  you  recommend  in  the  way  of  legislation  to 
remedy  tjhat  —  that  you  be  given  power  to  enforce  means  to 
create  a  current  of  air }  A.  In  my  1910  Beport  I  reoomm^ided 
to  the  Commissioner  that  children  be  prohibited  from  working  in 
that  industry. 

Q.  That  children  be  prohibited  absolutely  from  working  at  it  ? 
A.  Yes. 

Q.  Under  what  age  ?   A*  Say  18. 

Q.  Now,  what  other  industries.  Doctor^  have  you  made  a  study 
of?  A.  I  will  give  you  a  list  of  industries  here.  Incandescent 
Mantels,  Laundries,  Printing,  Photo^engraving,  Lithographing, 
Bookbinding,  Cigars  and  Cigarettes,  Paper  Boxes,  Jute,  Metal 
Stamping,  Furs,  Pearl  Buttons,  Alkalis  —  Paris  Green,  Ultra- 
marine blue,  White  Lead,  Lead  Foil,  Galvanizing  Works,  Gypsum 
Mills,  Bubber  Insulating,  Pumice  Grinding,  Shoes,  Flowers  and 
Feathers,  Dry  Cleaning,  Lacquering,  Postcard  Coloring,  Tailor- 
ing and  Textiles. 

Q.  Now,  take  up  the  Pearl  Button  industry ;  have  you  made  a 
special  study  of  that  ?  A.  I  did. 

Q.  What  kind  of  people  work  at  it?  A.  The  majority  of  the 
workmen  aroimd  New  York  city  here,  were  foreigners  —  Hun- 
garians, Slavs  and  Poles. 

Q.  Men  or  women  ?    A.  Pretty  equally  divided. 

Q.  Children  ?   A.  Young  girls. 

Q.  How  old  ?  A.  When  I  first  started  the  investigation  in  one 
large  factory  here  we  found,  oh,  a  hundred  and  some  odd  chil- 
dren under  16  years  of  age.  I  meant  to  give  50  or  60  physical 
examinations,  and  this  I  did ;  I  did  not  have  the  power  to  do  that, 
but  simply  went  in  and  took  it  upon  myself  to  go  ahead  with  the 
examinations. 

Q.  Do  you  believe  the  Medicar  Examiners  should  have  the 
power  to  make  examinations?    A.  I  do. 
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Q.  A  physical  examination  as  the  heart,  lungs  and  other  organs, 
and  sputum  ?  A.  I  did  not  take  up  the  sputum,  but  I  tried  to  make 
it  as  thorough  as  I  could,  with  the  facilities  which  we  have. 

Commissioner  Phillips  :  What  is  the  pearl  button  made  of  t 

The  Witness  :  It  is  made  of  "  mother-of-pearl," —  made  of  two 
kinds  of  pearl  shells,  the  clam  from  the  Mississippi  river,  and  the 
Australian. 

Commissioner  Phillips:  Is  that  the  material  the  buttons  are 
made  from  in  Eochester  ? 

The  Witness:  Yes,  the  same  thing;  they  make  that  mostly 
from  the  Mississippi  clam. 

Q.  There  are  several  factories  in  Rochester,  are  there  not?  A. 
There  was  one  —  only  one  working  when  I  was  there. 

Commissioner  Phillips:  What  is  this  vegetable  button? 

The  Witness:  That  is  what  we  call  the  bone  button  —  the 
vegetable. 

Commissioner  Phillips:  Do  they  use  that  there? 

The  Witness  :  The  International  people  make  both  kinds. 

CommissioneT  Phillips  :  The  v^etable  ivory  I  had  in  mind? 
Tell  MB  particularly  about  that  —  is  there  a  dust  from  it?  A. 
There  is.  The  pearl  oomes  in  —  that  id,  the  original  shell 
comes  in  and  is  soaked.  Then  after  that,  it  is  cut  by  a  circular 
saw. 

Q.  How  large  is  the  piece?  A.  About  this  size  (indicat- 
ing) ;  the  Australian  shell  comes  as  large  as  that  (indicating). 

Q.  Oyster  or  dam  shell  ?    A.  Sort  of  oyster  —  mollusc 

Q.  From  some  place  in  Australia  ?    A.  Yes. 

Q.  What  is  the  vegetable  ivory?  A.  That  is  a  sort  of  a  nut 
that  they  have  in  South  America. 


284  Minutes  of  Public  ECeabinos. 

Q.  A  black  nut?  A.  It  is  black  on  the  outside  and  white  on 
the  inside;  it  runs  about  this  size  (indicating). 

Q.  Does  it  come  from  a  tree?  A.  I  don't  know  whether  it 
is  from  a  tree  or  from  a  large-sized  busk.  I  think  it  is  a  tree, 
though. 

Q.  Then  it  becomes  hard?  A.  Just  exactly  the  botanical 
description  —  the  botanical  thing  I  cannot  tell  you  about. 

Q.  Describe  what  they  do,  A.  They  get  these  pearl  shells, 
and  cut  them  up  into  squares  on  a  circular  saw;  that  is  done  by 
adults.  The  danger  in  that  is  the  particles  of  the  shell  flying  up 
into  their  eyes,  and  they  are  inhaling  it;  some  of  them  have  a 
glass  protection  —  they  have  a  piece  of  glass  here  and  work  along 
there  (indicating).  The  only  place  they  used  that  was  in 
Eochester;  they  were  the  only  people  who  did  anything  to  try 
and  protect  the  workers  at  all. 

Commissioner  Phillips:  Is  that  the  Bochester  Button 
Company  ? 

The  Witness:  The  International  Company.  These  pearl 
shells  —  we  found  the  greater  portion  of  them  was  silica  and  other 
particles  of  glass;  there  is  no  way  that  we  can  correct  it  except 
by  this  glass  thing. 

Q.  That  glass  affair  —  that  is  a  very  cheap  and  simple  thing  ? 
A.  Yes. 

Q.  You  have  no  power  or  means  in  your  Department,  or  any 
Department  of  the  State,  to  enforce  that  simple  protection?  A. 
There  is  nothing  in  the  law  that  says  we  shall  order  that. 

Q.  You  mean,  some  power  should  be  given  someone  to  issue 
such  an  order?    A.  Yes,  sir. 

Q.  Go  ahead  now  with  the  next  step.  A.  After  that,  they  cut 
these  —  drill  out  the  block  for  the  button. 

Q.  Who  does  that,  adults  or  children?  A.  Oh,  women  and 
young  girls.  I  have  seen  some  children  working  at  it,  but  under 
the  law  we  cannot  control  that,  because  it  is  what  they  call  wet 
grinding. 

Q.  When  there  is  wet  grinding,  you  cannot  do  anything?  A. 
But  the  analysis  which  I  made,  and  the  result  of  ray  assistant's 
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analysis,  shows  that  this  so-called  wet  grinding  does  not  keep 
down  the  dust. 

Q.  Did  you  yourself  stay  in  these  places  and  inhale  this  dust  ? 
A.  Yes ;  we  took  away  specimens  from  whatever  we  did.  I  have 
taken  ;a  piece  of  gauze,  and  have  taken  the  d^ust  right  off  that 
gauze  that  was  caused  by  this  so-called  wet  process. 

Q.  How  many  minutes  did  it  take  for  the  dust  to  accumulate  ? 
A.  Probably  ten  or  fifteen  minutes. 

Q.  You  accumulated  enough  dust  to  fill  it?  A.  We  accumu- 
lated enough  dust  to  fill  it. 

Q.  What  is  the  effect  on  them  of  inhaling  that  dust?  A.  It 
is  an  organic  dust,  according  to  the  researches  of  the  Agricultural 
Bureau  of  the  Federal  Government  I  have  had  a  number  of 
my  friends  and  comrades  in  their  work  look  up  deposits,  and 
have  not  been  able  to  find  very  much,  but  the  silica  will  eventu- 
^Uj  go  down  there.  If  it  does  not  do  that,  it  is  going  to  be 
found  upon  the  mucous  membrane  of  the  nasal  organs. 

Q.  What  is  the  ultimate  effect  of  it?  A.  That  they  are  going 
to  be  subject  to  bronchial  conditions  and  n*asal  conditions. 

Q.  And  sometimes  —  leads  to  consumption  ?  A.  Of  course, 
when  you  have  a  broken  vitality,  you  are  going  to  get  tuberculosis. 
I  have  examined  quite  a  number  of  girls,  and  have  found  them 
suffering  from  bronchitis  and  laryngitis. 

Q.  Go  right  ahead.  Doctor  —  what  is  the  next  thing  that  is 
done?  A.  There  are  a  number  of  other  processes  —  grinding  and 
drilling  processes;  it  all  depends  upon  the  size  of  the  factory, 
whether  they  have  improved  machinery  or  old  hand  machines. 
In  the  larger  factories,  they  have  up-to-date  machines,  which  have 
an  exhaust  system  from  the  emery  wheels  that  do  the  grinding, 
or  from  the  drilling  machines  which  do  llie  drilling;  then,  they 
have  a  different  process  —  backing  and  drilling  —  that  is  where 
it  rolls  or  curves  out,  and  puts  a  hole  through  the  button;  a 
large  number  of  handls  are  employed;  I  find  children  from  15 
to  16  years  old  working  on  the  machines.  After  we  got  throu^ 
with  them,  they  did  not  use  the  children. 

Q.  How  is  that?  A.  In  a  large  number  of  places,  we  had 
prosecutions  against  them  for  violation  of  that  law, 

Q.  They  did  not  comply  with  the  child  labor  law?  A.  Yes. 
I  suggested  to  the  manufacturers  that  it  was  not  a  very  good 
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thing  anyway,  and  that  we  were  going  to  try  and  get  legislation 
on  it  and  see  if  we  could  not  stop  it. 

Q.  Where  was  that?  A.  In  Long  Iriand  City,  Then  after 
the  button  goes  throu^  that  process^  it  is  put  into  tumbling 
barrels  to  still  further  polish  up;  they  are  mostly  Slavs  doing 
that  work  —  many  have  boys  from  16  to  17  years  of  age,  or 
just  over  16  years  of  age,  so  they  don't  need  papers. 

From  there  they  go  to  the  sorting  or  counting  room.  They 
have  children  who  sort  the  buttons  and  count  them.  Some  large 
establishments  have  counting  machines  where  they  run  from  one 
form  of  work  to  another,  count  them  Automatically. 

My  analyses  have  found  some  dnat  in  the  counting  room;  then 
in  the  drill  room  they  have  exhaust  systems.  All  of  diese  children 
stoop  over  a  table  and  count  in  this  way.  The  effect  on  the  eye 
is  very  bad,  and  the  effect  on  the  health  is  bad. 

Q.  What  could  be  done  to  remedy  that?  A.  The  automatic 
counting  machine  is  the  best  remedy  for  it,  but,  of  course,  that 
would  require  special  legislation,  you  cannot  do  that  at  all;  the 
only  other  way  is  to  keep  the  children  from  doing  that  work. 

Q.  In  other  words,  it  is  not  a  business  where  a  child  should 
be  employed  ?    A.  No,  it  is  not. 

Q.  And  as  far  as  the  adults  that  are  employed  there,  there  should 
be  protection  in  the  shape  of  this  glass  you  told  us  about  at 
one  stage  of  the  work,  and  I  suppose  exhausts  to  carry  away  the 
dust?    A.  Yes. 

Q.  And  this  aU  could  be  done  if  you  had  the  power  t  A.  Yes,  I 
think  the  Department  of  Labor  should  have  the  power. 

Q.  Is  there  anything  further  about  the  pearl  button  industry 
that  you  want  to  tell  us?    A.  No. 

Q.  The  great  vice  there  is  the  employment  of  young  children? 
A.  Yes. 

Q.  And  the  inhaling  of  dust  and  other  material  which  has 
a  very  serious  effect  upon  them? 

(No  response.) 

By  Commissioner  Dbeisb: 

Q.  May  I  ask  a  question?  The  shell  which  comes  from  the 
Mississippi  and  Australia  is  kept  in  big  tanks  ?    How  is  it  kept  ? 
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A.  They  have  large  vats  filled  with  water,  which  they  keep  it  in ; 
that  ia  to  soften  it  down« 

Q.  Is  that  water  ever  changed,  do  you  know,  or  is  it  stagnant  ? 
A.  Why,  they  let  it  stay  just  so  long;  then  the  vat  is  cleaned  out 
and  fresh  vats  of  water  are  filled,  but  I  doubt  if  they  add  any 
water  to  it  except  when  Ihe  water  hae  evaporated  and  left  certain 
shells  bare. 

Q.  Is  that  stagnant  water  bad  for  people?  A.  Why,  it  doesn't 
stay  there  long  enou^«  Of  course,  we  know  that  stagnant  water 
is  a  good  mosquito  breeder,  and  mosquitoes  are  carriers  of  certain 
diseases^ 

By  Mr.  Elkus: 

Q.  How  about  any  odor  from  the  shells  ?  A.  There  is  a  marked 
odor,  but  that  you  can't  keep  down.  That's  the  usual  organic  odor 
of  the  clam,  but  that's  an  odor  that  is  part  of  the  industry.  It 
is  not  very  pleasant  when  you  go  in  there. 

By  the  Vios-Chaibman  : 

Q.  It  is  not  harmful,  is  it  ?  A.  !No,  no  odor  is.  It  may  offend 
your  senses  when  you  go  in  there,  if  you  are  very  particular,  but 
after  you  get  around  the  industries  much,  you  don't  become 
offended. 

By  Mr.  Elxus: 

Q.  What  do  you  consider  the  most  dangerous  of  the  occupa- 
tions to  those  employed  there,  in  the  €rt;at6,  that  you  have  investi- 
gated. A.  I  think  that  the  most  dangerous  occupation  in  the 
state,  in  proportion  to  the  size  of  the  industry,  is  the  textile. 

Q.  You  mean  the  manufacturing  of  what  ?  A.  Manufacturing 
of  cotton,  wool  and  jute,  and  carpets  and  upholstery.  All  of 
those  occupations  where  cotton  and  wool  are  used,  where  they  are 
carded  or  spun. 

By  the  Vioe-Chaibmaiv  : 

Q.  You  mean  danger  from  accidents  ?  A.  Ko,  I  mean  disease. 
I  say,  industrial  poisoning.    Now,  there  is  a  case  where  you  have 
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a  condition  set  up  that  will  prove  fertile  ground  for  the  growth 
of  disease  genua. 

By  Mr.  Elehs: 

Q.  NoWy  take  some  particuilar  one  of  those  industries  you 
have  examined,  and  to  tell  the  Commission  about  it.  A.  Why,  I 
took  up  the  calico  print  industry;  you  might  say  that's  part  of 
the  textiles.     In  that 

Q.   (Interrupting)  Calico  printing?     A.  Calico  printing,  yes. 

Q.  Where  are  those  factories?  A.  There  is  one  in  New 
York  city,  but  they  are  not  doing  very  much  now,  and  there  is  one 
at  or  near  Haverstraw  —  Gumerville,  that's  all  in  this  state. 
But,  of  course,  there  are  certain  things  in  that  industry  that  apply 
to  the  other  textiles.  In  certain  of  the  textile  indlustries  they 
singe  the  goods;  they  call  it  gassing.  Mostly  adiults  work  at  it, 
though;  nevertheless,  there  is  danger  from  carbon  monoxide, 
danger  from  the  poisoning  from  that,  and  from  the  dust  that 
arises  in  that  singeing.  That  can  be  overcome  by  the  use  of 
electric  gassing. 

Q.  Why  do  you  say  that  is  the  most  dangerous  occupation? 
A.  It  isn't  the  most  dangerous  in  this  state,  but  there  are 
many  women  and  children  employed  in  that,  to  such  a  large  ex- 
tent, in  the  cotton  industry.  There  is  a  smaller  industry  in  this 
state  which  is  probably  one  of  the  worst  industries  you  mi^t 
consider,  and  that's  the  manufacturing  of  phosphorus  matches, 
but  we  only  have  two  such  factories  in  this  state. 

Q.  Where  are  they?  A.  One  is  in  Brooklyn,  and  one  is  in 
Oswego.    I  made  an  atmospheric  analysis  in  both  places. 

Q.  Why  are  they  so  dangerous  ?    A.  Because  of  the  phosphorus. 

Q.  Are  children  employed  there  ?  A.  Children  are  employed 
there  and  we  have  no  power  under  the  law  to  prohibit  their  work- 
ing there. 

Q.  Tell  us  how  phosphorus  matches  are  made.  A.  The  phos- 
phorus match  is  made  by  using  this  white  phosphorus,  which  is 
made  up  into  a  paste.  Then  this  paste  is  put  into  a  machine 
and  wood,  which  is  made  up  into  splinters,  is  put  into  frame 
works  in  this  machine,  and  then  this  machine  carries  these 
splinters  along  and  dips  them  into  the  phosphorus;  then  they 
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dip  them  into  an  igniting  solution,  which  is  made  of  chromide 
of  potash,  and  then  the  matches  are  taken  out  and  dried  and 
packed  in  boxes. 

Q.  What  do  the  children  do?  A.  Under  the  law,  the  children 
can  do  nothing  but  put  these  boxes  together  in  which  the  matches 
are  already  packed,  but  I  am  pretty  certain  that  the  children 
pack  the  matcbes. 

Q.  In  the  boxes?  A.  In  the  boxes,  at  times.  They  are  ex- 
posed to  just  as  much  danger  as  the  men  who  work  on  the  phos- 
phorus machine;  they  are  exposed  to  just  as  much  danger  as  the 
female  adults,  and  females  over  sixteen,  who  sort  the  matches  and 
put  them  in  the  box. 

Q.  They  do  that  with  their  hands  ?  A.  They  do  that  with  their 
hands. 

Q.  Naked  hands  ?    A.  Yes. 

Q.  What  is  the  danger?  A.  The  danger  is  the  absorption  of 
this  phosphorus.    They  get  phosphorus  necrosis. 

Q.  What  does  that  mean  in  plain  English?  A.  That  means, 
practically,  decay  of  the  bone  —  the  bones,  especially,  of  the  jaw 
and  there  is 

Q.  (Interrupting)  Are  there  many  such  cases  up  there  that 
have  been  reported  ?  A.  I  find  great  difficulty  in  securing  statis- 
tics. I  asked  the  help  in  the  places,  and  I  got  very  little 
information. 

Q.  They  were  afraid  to  tell  you?  A.  I  preeume  so.  Although 
the  proprietors  of  the  factories  will  admit  that  they  have  a  few 
cases,  it  is  hard  to  trace  them  up.  That  is,  it  is  for  me.  I 
haven't  the  facilities  or  power  to  go  tracing  up.  I  take  the  indus- 
try from  the  question  -^f  what  is  the  dangerous  element  in  that 
industry,  and  try  and  find  it  directly  in  the  industry;  so  I  take 
up  and  analyze  atmospheric  conditions  in  those  match  factories, 
and  I  have  the  results  here. 

Q.  In    a    phosphorus A.   (Interrupting)  In    a    large 

factory  —  well,  of  course,  there  are  only  two,  but  in  the  larger 
factory  which  was  provided  with  a  ventilating  system  in  the  dip- 
ping room,  the  amount  of  phosphorus  shows  eight-tenths  grams 
of  phosphorus  per  million  litres  of  air,  with  six  dipping  machines. 
That  is,  figure  a  gram  of  phosphorus  as  fifteen  grains  and  you 

10 
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can  see  that  that's  a  pretty  large  amount  of  phosphorus.  That  is 
the  actual  phosphorus  that  we  found  in  the  air.  That  wasn't 
in  the  dust.  We  pulled  so  many  litres  of  air  through  a  wash 
bottle  and  everything  was  sterile  and  kept  under  the  most  sterile 
conditions  and  free  from  dust^  and  then  took  that  back  to  the 
laboratory  and  analyzed  that  for  the  amount  of  phosphorus.  That 
million  litres,  of  course,  is  a  large  amount  of  air,  but  if 
there  is  that  much  phosphorus  in  a  million  litres,  you  can  just 
imagine  just  how  much  phosphorus  is  being  absorbed  by  a  person 
who  is  breathing  that  air  day  after  day;  and  that  was  where 
they  had  a  ventilating  system. 

Q.  Well,  Doctor,  what  would  you  suggest  to  .Remedy  these 
things?  A.  Why,  I  would  absolutely  prohibit  A^omen  work- 
ing in  a  phosphorus  factory^  or  any  minors  at  all.  I  wouldn't 
have  anybody  but  an  adult  working  in  there,  and  then  under  the 
most  restrictive  measures;  and  as  a  matter  of  fact,  I  think  that 
the  use  of  white  phosphorus  should  be  entirely  prohibited  in  this 
state.     I  don't  think  white  phosphorua  should  foe  ujsed  for  matches. 

Q.  Where  else  is  white  phosphorus  used  besides  New  York  city  ? 
Are  the  Swedish  matches  which  are  imported  here A.  (In- 
terrupting )  No,  that  is  a  sort  of  red  phosphorus. 

Q.  Ked  phosphorus?  A.  Bed  phosphorus;  that's  a  non-toxic 
phosphorus,  harmless. 

Q..  Where  does  white  phosphorus  come  from?  A.  Why,  I 
don't  just  know. 

Q.  In  the  atate  or  out  of  the  state?  A.  It  comes  from  out 
of  the  state. 

Q.  Out  of  the  state,  so  it  is  not  using  up  a  home  product? 
A.  No.  Phosphorus  is  manufactured,  you  know,  but  I  don't 
know  of  any  chemical  place  in  the  city  where  they  make  phos- 
phorus.   They  may,  but  if  they  do 

Q.  Why  would  you  prohibit  women  and  children  absolutely 
from  being  in  these  factories  any  more  than  you  would  adult  men  ? 
A.  Well,  an  adult  is  naturally  physiologically  stronger,  and  can 
withstand  the  ravages  of  the  disease  better.  I  think  that  we 
should  protect  the  minors,  and  where  an  occupation  is  known  to 
be  dangerous,  restrictive  l^slation  is  the  only  way  to  try  and 
conserve  life  or  health  in  it 
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By  Commissioner  Dbeieb: 

Q.  Aren't  those  white  phosphorus  matches  prohibited  in 
European  countries  ?  A.  They  are.  A  number  of  the  European 
countries  have  gotten  together  and  absolutely  prohibited  them. 

Q.  Why  shouldn't  we  prohibit  themi  Is  there  any  reason? 
A.  That's  a  matter  for  legislation.  I  would  recommend 
prohibition. 

Q.  Prohibition  entirely!    A.  Yes. 

By  the  Viob-Ohaibman  : 

Q.  What  is  the  white  phosphorus,  the  match  that  strikes  any 
place?  A.  White  or  yellow,  strikes  anywhere;  so-called  parlor 
match.  There  are  three  kinds  of  matches,  the  match  that  you 
strike  on  the  box,  where  they  use  the  red  phosphorus,  the  phos- 
phorus that  is  used  on  the  box;  but  then  the  French  Government 
control  what  is  known  as  a  susquisailphide  phosphorus,  which 
is  a  phosphorus  you  can  put  on  a  match  and  strike  anywhere, 
the  same  as  the  parlor  —  harmless. 

Q.  Do  they  control  it  ?  A.  Why,  the  French  government  con- 
trols it,  but  I  understand  the  so-called  match  trust  also  have  that, 
and  have  been  willing  to  give  it  to  any  of  the  manufacturers  that 
want  to  use  it.  I  questioned  the  superintendent  of  one  of  the 
so-called  match  trust  factories,  and  he  said  the  only  objection 
to  the  match  was  that  it  was  affected  by  the  weather.  They  had 
been  making  it,  but  they  discontinued  it  because  complaints  came 
in,  and  the  matches  were  sent  back  to  them,  and  they  lost  some 
money. 

Q.  Is  the  Oswego  Match  Factory  in  the  trust?  A.  That's 
the  factory  I  speak  of. 

By  Mr,  Elkxjs  : 

Q.  Doctor,  how  about  the  printing  industry  and  typesetting? 
A.  Why,  of  course,  typesetting  now  is  mostly  in  the  larger  places 
done  by  type-setting  machines,  the  monotype  and  linotype.  The 
industry  at  its  best  ia  not  a  good  industry,  although  the  intro- 
duction of  the  type-setting  machine  has  done  away  with  a  great 
deal  of  the  dust  and  danger  that  used  to  be  found  when  they  set 
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type  by  hand.  I  haven't  taken  up  that  industry  very  much  from 
a  dust  analysis,  but  I  have  made  some  analyses  of  air  around  the 
linotype  machines,  and  I  have  failed  to  find  any  lead  in  the  air. 
I  didn't  take  the  duj&t  from  the  floor,  but  I  probably  would  find 
some  trace  of  lead,  naturally,  because  of  the  type  being  made  of 
lead  and  antimony. 

Q.  Have  you  anything  to  suggest  as  to  the  trade  of  typesetting? 
A.  'No,  because  with  specific  sections  of  the  law  on  cleanliness 
and  ventilation  of  work  rooms  that  trade  can  be  controlled. 

Q.  How  about  the  printing  industry  altogether,  as  a  whole? 
A.  Of  course,  under  the  printing  industry  there  are  numerous 
adjuncts. 

Q.  Electrotyping,  lithographing  and  photo-engraving?  A. 
Those  can  all  be  overcome  by  proper  ventilation.  If  we  had  a 
proper  standard,  a  specific  section  of  the  law  regarding  ventilation, 
the  danger  in  that  indli&try  would  be  overcome. 

Q.  You  mean  to  say  you  would  have  to  have  l^slation  creat- 
ing a  standard?  A.  Yes,  if  we  had  a  specific  section  covering 
all  dust-creating  machines,  all  fumes,  all  gases,  with  a  specific 
clause  for  a  hood  with  pipe  connected  with  exhaust  fan  of  suffi- 
cient power  to  remove  those  fumes  from  the  worker,  and  to 
operate  it  continuously,  I  feel  certain  we  could  effectively  deal 
with  any  of  those  conditions  and  make  them  safe. 

Q.  What  is  the  result  of  the  conditions  under  which  they  work 
ROW?  A.  The  electrotypers  —  every  one  I  have  seen,  have  been 
the  most  huskv  individuals  I  have  ever  run  across;  all  of  fine 
physique,  because  they  couldn't  work  at  it  if  they  were  not.  It 
is  a  very  laborious  occupation,  carried  on  under  high  temperature 
and  smoke  and  fumes.  The  majority  of  the  electrotyping  places 
in  the  larger  plants  have  tried  to  comply  with  the  law,  by  having 
hoods  and  exhausts  over  metal  parts  and  ventilating  fans  in  the 
room.  It  is  a  matter  for  a  mechanical  engineer  to  devise  the 
niachine  for  proper  removal  of  those  things,  but  the  conditions 
can  be  removed. 

Q,  How  about  the  typesetters  ?  A.  It^s  only  in  the  small,  what 
they  call  "job"  places  that  they  use  the  hand  type,  and  the 
greater  part  of  the  large  printing  places  have  endeavored  to 
comply  with  the  law  by  putting  hoods  and  pipes  over  their 
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metal  pots,  on  the  type-setting  machines.  Of  course,  the  linotype 
sets  and  casts  the  type  all  in  one,  whereas  the  monotype  has  a 
perforated  roll  which  the  operator  works  off,  and  then  this  perfo- 
rated roll  is  run  through  a  separate  machine  which  casts  the  type. 

Q.  Is  there  any  thing  in  particular  as  to  these  industries  you 
have  to  suggest  ?  A.  No,  the  danger  in  that  industry  is  entirely 
due  to  the  dust  which  contains  the  lead  and  antimony. 

Q.  Only  men  are  employed?  A.  No,  they  employ  women. 
There  are  women  typesetters,  who  work  linotypes  in  large  news- 
paper offices,  but  then,  of  course,  the  larger  plants  have  photo* 
engraving  and  lithographing  and  binding  all  combined  with  their 
printing  plant ;  but  they  are  really  separate  industries. 

Q.  Is  there  anything  about  binding  you  desire  to  call  the  Com- 
mission's attention  to?  A.  Except  the  dust,  that's  all,  and  the 
conditions  under  which  it  is  carried  on.  It  isn't  the  industry 
itself,  so  much,  as  the  condition  under  which  the  industry  is 
carried  on  that  could  be  bettered. 

Q.  How  about  photo-engraving?  A.  That  is  dangerous  from 
the  use  of  acidis,  the  fumes  arising  from  the  acids  used  in  etching. 

Q.  What  danger  is  there  in  that  ?  A.  There  is  danger  of  pul- 
monary conditions,  and  there  may,  of  course,  be  accidents  and 
bums,  and  there  is  liable  to  be  intoxication  from  the  ether  used. 

Q.  Now,  is  there  any  other  occupation  that  you  would  like 
to  tell  the  Commission  about  that  you  have  investigated,  and  make 
sugp^estions  as  to  remedial  legislation  with  reference  thereto? 
A.  In  all  the  industries,  the  remedial  legislation  should  be  entirely 
regarding  the  removal  of  dust  and  ventilation,  and  permission  to 
examine  the  workers. 

Q.  Let  me  ask  you  this,  Doctor.  Do  you  issue  any  bulletin? 
to  any  of  the  employees  ?    A.  I  do  not. 

Q.  Or  your  Department,  instructing  them  how  to  protect  them- 
selves?   A.  No. 

Q.  Could  not  that  be  done  with  some  good  result?  A.  I  pre- 
sume so.  I  always  make  it  a  point  to  give  them  a  talk  in  every 
place  I  go. 

Q.  Of  course,  you  can't  reach  every  factory  in  the  state  i 
A.  No. 
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Q.  Wouldn't  you  be  able,  by  issuing  bulletins,  to  teacb  4«m 
in  some  measure  how  to  protect  themselves  from  some  of  these 
diseases  ?  A.  We  could,  yes.  Of  course,  the  question  is  a  three- 
sided  one.  It  takes  up  three  points,  the  point  of  the  industry 
itself,  and  the  conditions  surrounding  the  industry,  the  personal 
hygiene  of  the  worker,  and  the  housing  conditions*  We  can  take 
up  the  industrial  end  of  it  and  remedy  those  conditions,  but  I 
think  that  the  local  health  authorities  should  educate  them  in  the 
housing  condition  and  let  the  Educational  Department  take  the 
child  and  train  the  child,  and  show  the  child  how  it  should  observe 
these  safeguards. 

Q.  You  mean  the  Educational  Department  of  the  city?  A. 
Any  of  the  Educational  Departments.  A  child  goes  out  of  the 
school  and  knows  nothing  about  the  factory  at  all,  and  we  may 
say  that  eighty  to  ninety  per  cent  —  well,  I  won't  say  eighty  to 
ninety,  but  the  majority  of  children  who  go  out  of  school  go 
into  factories  to  work. 

Q.  Then  you  believe  there  should  be  something  in  the  nature 
of  industrial  training  in  school?  A.  The  same  as  in  Germany. 
They  teach  industrial  training  in  the  High  Schools  of  Germany. 

Q.  They  teach  them  how  to  take  care  of  themselves  when  they 
work  in  factories  ?  A.  Yes,  certain  safeguards  are  put  there  for 
their  use  and  they  must  leave  them  there  and  not  remove  them. 

Q.  You  would  favor  the  introduction  of  some  such  course  in 
our  own  High  Schools?    A.  I  would,  yes. 

Q.  Now,  Doctor,  will  you  explain  —  well,  you  have  no  Bureau 
of  Medical  Inspection ;  you  are  the  whole  Bureau  ?  A.  I  am  the 
whole  Bureau,  yes. 

Q.  And  you  would  favor  the  establishment  of  such  a  Bureau? 
A.  I  wouldn't  say  a  Bureau.  I  think  there  ehould  be  a  Division 
of  Industrial  Hygiene  to  take  up  all  these  questions,  because  a 
great  many  times  it  isn't 

Q.  (Interrupting)  Consisting  of  what?  A.  Why,  I  think  it 
should  consist  of  both  medical  men  and  men  who  have  had  sanitary 
training,  biologists  and  chemists,  because  a  great  deal  of  the  real 
sanitary  research  work  has  not  been  done  by  jmedical  men;  it's 
been  done  mostly  by  biologists  and  chemists. 
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Q.  Have  you  anything  further  to  suggest  about  a  Medical 
Bureau?    A.  No. 

Q.  Are  there  any  other  employments  or  occupations  where  child- 
ren under  sixteen  should  not  be  permitted  to  be  employed  at  all  ? 
A.  Well,  I  think  in  the  pottery  industry  I  would  prohibit  children 
under  sixteen. 

Q.  Why?  A.  In  the  first  place,  there  is  liable  to  be  silica  in 
the  dust  after  the  ware  has  been  fired.  Then  there  is  danger  of 
the  lead  poisoning  in  the  dipping.    It's  a  manifestly  dusty  trade. 

There  is  one  industry  I  haven't  taken  up  much,  but  I  think 
females  should  be  prohibited  from  working  in;  that's  the  core 
making  in  the  foundry  industry. 

Q.  Explain  that.  A.  In  the  foundries  in  the  casting  of  the 
metal,  where  the  metal  is  hollow  inside,  they  have  to  make  a  core 
to  fit  in  there,  and  these  cores  are  made  in  molds  and  then  baked 
in  an  oven,  and  in  certain  parts  of  the  state  a  great  deal  of  that 
work  is  done  by  females. 

Q.  Young  females  ?  A.  Well,  I  haven't  found  any  under  six- 
teen, but  it  is  a  very  dusty  occupation.  The  clay  that  comes  in 
tliere  is  of  a  peculiar  kind,  and  of  course  they  expectorate  in  it, 
and  every  thing  else,  and  these  girls  have  to  handle  it  and  then 
bake  it.  Then  it  is  brought  back  and  broken  up  again  and  there 
is  a  certain  amount  of  silica  and  iron  in  that  clay,  besides  organic 
matter,  and  they  will  inhale  that;  and  there  are  conditions  under 
which  they  work  which  are  not  of  the  best.  Anybody  who  has 
ever  been  in  a  foundry  of  any  kind  knows  what  the  conditions  are, 

Q.  Are  there  any  such  foundries  in  New  York  State?  A.  There 
are. 

Q.  Where  are  they  ?    A.  I  have  been  in  some  in  Syracuse. 

Q.  Any  other  places?  A.  That's  the  only  place  that  I  went 
into  the  foundries. 

Q.  Any  other  occupation  where  girls  or  women  should  be  pro- 
hibited, in  your  opinion,  from  working?  A.  Why,  in  the  alka- 
lies—  certain  chemical  works  I  don't  think  women  should 

Q.  Tell  me  a  little  more  definitely.  A.  I  haven't  taken  up 
the  chemical  works  very  much,  but  in  some  of  the  places  where 
they  make  chlorate  of  lime,  the  bad  air  and  those  things,  they 
have  girls  and  young  women  and  they  are  in  these  chlorine  fumes 
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and  acid  fumes  all  the  time  It's  a  rather  difficult  matter,  even 
by  efficient  ventilation  to  get  rid  of  these  irritating  fumes 
in  such  places  because  as  y,ou  approach  the  factory  you  would 
be  bothered  by  these  irritating  fumes,  and  yet  they  have  young 
women  working  at  this  industry. 

Q.  What  is  the  result  of  these  fumes  upon  young  women  ?  A. 
Why,  it  sets  up  irritation  of  the  mucous  membrane,  that  is,  the 
lining  of  the  nose  and  throat  and  mouth,  and  predisposes  to  pul- 
monary conditions  —  the  invasion  of  any  of  the  pulmonary 
troubles. 

Q.  Have  you  ever  investigated  any  of  the  sugar-making 
industries?    A.  No,  I  have  not.    I  know  something  of  it. 

Q.  Tell  us  what  you  know  about  it.  A.  There,  the  men  work 
under  high  temperature. 

Q.  How  high  ?  A.  I  never  took  the  temperature,  but  they  say  it 
runs,  oh,  up  around  200  sometimes. 

Q.  200  degrees  Fahrenheit?  A.  Yes,  and  the  men  can't 
stand  it  after  it  gets  around  160. 

Q.  What  happens  to  them?  A.  Why,  they  will  be  overcome 
by  heat.  It's  hard  to  remedy  that  condition ;  it's  a  condition  which 
is  essential  to  the  process ;  they  need  this  high  heat.  If  they  bring 
the  heat  down  they  destroy  the  product.  I  understand  the  men 
keep  stimulated  all  the  time.  They  are  mostly  foreigners  work- 
ing in  it,  and  they  drink  a  lot,  so  that  the  evaporation  protects 
them  to  ta  certain  extent  from  this  heat. 

Q.  What  do  they  drink  ?  A.  The  majority  of  them  drink  beer, 
they  being  German,  some  of  them. 

Q.  You  mean  by  drinking  the  heat  doesn't  affect  them  as  much  ? 
A.  They  have  a  perspiration  on  them,  and  this  water  from  the 
body  acts  as  a  sort  of  non-conductor,  and,  of  course,  there  isn't 
such  loss  of  vitality  and  such  depression  of  the  nerves. 

Q.  Can  anything  be  done  to  remedy  that  ?  A.  The  only  thing 
is  shorter  shifts  for  the  men  and  more  hygienic  conditions. 

Q.  How  long  are  the  shifts  now?     A.  That  I  didn't  take  up. 

By  Commissioner  Dbeies: 

Q.  In  these  places,  for  instance,  in  these  chemical  works  and 
sugar  refineries,  there  is  no  limit  to  the  number  of  hours  that 
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the  men  are  supposed  or  are  forced  to  work?  A.  I  don't 
know  of  any  law  that  will  stop  a  man  from  working  as  long  as 
he  wants. 

Q.  As  long  as  he  is  made  to,  you  mean?  A.  As  long  as  he 
wishes. 

Q.  What  I  want  to  know  is,  whether  it  would  be  wise,  if  it  is 
possible  to  do  so  constitutionally  or  otherwise,  to  limit  in  these 
particular  industries,  the  hours,  making  them  very  much  shortei 
than  an  eight-hour  day?  A.  As  a  hygienist,  I  would  say  so,  but 
I  donH  know  what  the  lawyers  would  say  about  that. 

Q.  As  a  hygienist,  what  would  be  the  effect  of  an  eight-hour 
day  on  these  people  working  in  the  sugar  refining  industries? 
A.  I  think  it  would  be  pretty  hard.  There  is  one  question  that 
we  have  absolutely  no  law  in  this  state  on.  That's  the  question 
of  pregnant  women.  I  think  it's  very  important,  and  yet  we  have 
absolutely  no  law  here  at  all. 

By  Mr.  Elkus  : 

Q.  Doctor  Rogers,  in  these  industries,  have  you  been  informed 
that  men  work  twelve  or  fourteen  hours  a  day,  and  during  that 
time  they  faint  and  are  carried  out  and  revived,  and  then  come 
back  and  go  to  work  again  ?  A.  No,  nothing  like  that  has  been 
brought  to  my  knowledge. 

Q.  You  haven't  investigated  enough  to  know  whether  that  is  so  ? 
A.  No,  I  didn't  take  up  that  phase  of  the  work.  I  took  up 
mostly  where  there  were  women  and  children. 

Q.  In  some  of  these  industries,  have  women  who  were  pregnant 
been  employed  ?    A.  Yes. 

Q.  You  found  that  yourself?  A.  Yes,  in  the  tobacco  industry 
I  found  quite  a  number. 

Q.  What's  the  effect?  A.  Well,  that's  a  mooted  point.  The 
home  oflSce  in  Great  Britain  investigated  that,  but  I  haven't  seen 
the  result  of  the  investigation.  Doctor  Oliver,  who  is  probably 
one  of  the  best  known  authorities,  says  that  he  doesn't  see  any- 
thing harmful  in  it ;  that  he  has  failed  to  find  any  data  that  would 
bear  out  the  fact  that  working  in  tobacco  was  dangerous  1o 
pregnant  women.     I  haven't  been  able  to  get  any  data  myself. 
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I  have  questioned  the  workers  and  they  don't  give  me  any 
evidence  that  it  is  harmful.  Personally,  I  don't  think  that  a 
pregnant  women  should  work  anywhere.  I  don't  think  they  should 
work  in  factories  where  children  and  others  are,  because  it  is  more 
of  a  sociological  reason,  probably.  It  is  sedentary,  and  if  they 
go  back  to  work  the  child  isn't  going  to  be  taken  care  of,  and  it 
means  an  increase  in  infant  mortality.  The  one  to  take  care  of  it 
is  the  mother^  and  if  the  mother  can't  take  care  of  the  child,  the 
child  is  going  to  suffer,  and  we  are  going  to  lose  the  child 
eventually,  unless  it  is  very,  very  rugged. 

Q.  Would  you  advise  prohibiting  pregnant  women  from  work- 
ing all  the  time  or  during  certain  periods  ?  A.  I  think  the  only 
l(^cal  way  is  to  prohibit  them  from  working  at  certain  periods. 
Switzerland  has  a  law  that  they  are  not  permitted  to  work  for  a 
period  of  at  least  eight  weeks  before  a  birth  of  a  child,  and  eight 
weeks  afterward.  All  the  European  countries  have  a  law  which 
prohibits  a  woman  coming  back  to  work  four  weeks  after  the 
delivery.  I  think  we  should  have  some  such  law  here  —  a  section 
of  the  law  which  will  absolutely  prohibit  a  women  coming  back 
to  work  for  at  least  four  weeks  anyway. 

Q.  Doctor,  you  were  speaking  of  the  tobacco  and  cigar  indus- 
tries; do  those  produce  disease?  A.  Tobacco  dust  is  very  irri- 
tating. According  to  certain  statistics  that  we  have,  pulmonary 
tuberculosis  among  cigarmakers  is  very  high,  but  there  again  you 
can't  rely  on  it,  because  pulmonary  tuberculosis  is  essentially  a 
housing  disease,  and  just  exactly  how  much  of  the  disease  is  due 
to  housing  conditions  and  personal  hygiene  isn't  stated  in  the 
reports,  but  it  will  predispose  to  pulmonary  conditions  and  to 
gastro-intestinal  conditions. 

Q.  You  have  spoken  of  ventilation.  What  are  the  present 
methods  used  in  factories  for  ventilation  t  A.  They  use  the  win- 
dows, they  use  exhaust  fans,  or  in  some  of  the  most  modem,  they 
use  a  plenum  system  or  combination  plenum  and  exhaust  system- 

Q.  Tell  us  what  this  is.  A.  The  plenum  system  is  where  the 
air  is  heated  and  blown  into  a  room.  Some  of  the  places  call  it 
combined  heating  and  ventilation,  and  the  outlets  are  supposed  to 
be  around  the  windows,  to  draw  the  air  out.  The  exhaust  is 
where  there  are  exhausts  with  intakes  around  the  windows  and 
pull  the  air  out     The  combined  plenum  and  exhaust  system  is 
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where  the  air  is  taken^  screened,  washed,  and  then  sent  into  the 
room,  and  then  another  system  of  plenum  pulls  a  corresponding 
amount  of  air  away  from  the  room. 

Q.  Has  your  Department  any  control  over  installing  diiferent 
ventilating  systems?     A.  None  wihatever. 

Q*  You  cannot  compel  any  particular  kind  of  ventilation 
system  t    A.  No,  sir. 

Q.  No  matter  whether  it  is  necessary  i    A.  No,  sir. 

Q.  What  suggestion  or  recommendation  do  you  make  to  the 
Oommisfiion  with  r^ard  to  that?  A.  Why,  I  would  reeonmiend 
that  the  Department  be  given  power  to  decide  after  inspection, 
and  having  a  standard 

Q.  (Interrupting)  Is  a  standard  possible?  A.  A  standard  is 
possible. 

Q.  It  is  ?    A.  Yes,  sir. 

Q.  What  standard  would  you  create?  A.  I  would  make 
both  a  standard  of  quality  of  air  and  a  standard  of  quantity  of  air, 
so  that  in  certain  conditions  if  the  air  was  not  up  to  the  standard, 
mechanical  means  could  be  ordered. 

Q.  Have  you  any  power  now  at  all  over  the  matter  ?    A.  Yes, 

Q.  Where?  A.  In  certain  places  where  there  is  a  dust- 
creating  system,  you  can  get  around  the  ventilating  law  by  attack- 
ing them  on  their  machinery  and  forcing  them  to  put  an  exhaust 
system  on  the  machine. 

Q.  By  beginning  a  civil  suit  ?    A.  No,  it's  a  criminal. 

Q.  That  you  can  get  very  rapidly  ?  A.  That  we  can  get  rapid 
action  on.  I  think  even  with  that  —  if  that  section,  as  I  say, 
would  apply  to  all  dust  creating  processes,  we  could  get  along. 

Q.  Now,  how  about  using  cellars  as  manufacturing  establish- 
ments? A.  Why,  I  don't  think  that  cellars  should  be  used  for 
manufacturing  purposes. 

Q.  Why  not  ?  A.  In  the  first  place  a  worker  must  work  under 
artificial  light  all  the  time.  There  is  no  cellar  that  you  can  get 
daylight  or  sunlight,  and  sunlight  is  one  of  the  best  things  we  have 
to  stimulate  us,  and  the  best  medicine  I  know  of. 

Q.  It  is  free?  A.  It  is  free,  it  does  not  cost  anything,  and  if 
we  can  give  the  workers  more  sunlight,  we  would  have  less  disease. 
It  is  a  germicide,  and  to  put  people  in  a  dark  place  to  work,  with 
artificial  light  will  somewhat  breed  disease. 
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Q.  You  would  be  in  favor  of  prohibiting  manufacturing  of  any 
kind  practically  in  oellaiB  ?  A.  If  it  had  to  be  it  would  be  under 
almost  prohibitive  legislation,  I  would  say. 

Q.  Is  there  any  provision  of  law  at  all  which  authorizes  the 
Labor  Department  to  act  in  that  regard?  A.  Only  in  the  Mer- 
cantile Bureau,  that  is  all.  We  have  a  eection  on  Tenement 
Houses ;  that  is  the  only  place  we  can  do  any  thing,  and  there  even 
we  have  been  beaten  in  the  courts  because  if  there  happens  to  be 
an  area  way  in  the  back  of  the  house  of  a  certain  depth,  under 
the  law  that  ia  a  curb,  and  outside  ground,  and  we  cannot 
prohibit  them  using  it. 

Q.  Now,  Doctor,  about  the  cubic  air  space  of  each  person  in  the 
factory,  how  much  is  that  now  by  law?  A.  In  factories  it  is 
250  cubic  feet;  in  tenement  factories  500,  and  dressmaking  estab- 
lishments 1,000. 

Q.  Are  these  allowances  sufficient  in  your  opinion  i  A.  Why, 
I  think  that  is  simply  a  makeshift.  I  do  not  think  it  plays  any 
part  at  all  in  relation  to  the  question  of  ventilation. 

Q.  You  mean  the  standard  is  not  a  good  one?  A.  It  is  a 
standard  so  that  we  can  prevent  overcrowding,  but  even  then, 
what  I  term  overcrowding  is  not  prevented.  They  will  get  the 
workers  all  down  to  the  end  of  the  room  where  the  light  is,  and 
you  win  have  a  condition  there  that  is  actually  bad,  and  likely  to 
produce  results  that  there  will  be  bad  effects  from. 

Q.  What  is  your  suggestion  about  that,  to  have  the  ventilating 
system?    A.  If  we  had  a  strong  section  on  ventilation,  we  could 

overcome  it.  \ 

The  Vice-Chaibman  :  Under  the  way  you  are  working  at 
present,  if  you  go  into  a  factory  to-day,  you  make  an  analysis  of 
the  air,  it  is  quite  likely  you  will  go  there  on  a  day  that  they  vdll 
have  three  or  four  windows  open,  and  find  it  all  right  ?  A.  As  a 
rule  when  we  make  an  analysis  of  the  air,  we  make  it  under  every 
conceivable  condition.  That  is,  I  do  not  make  it  imder  just  one 
condition.  I  take  the  actual  working  conditions  I  find  in  that 
factory — not  one  day  —  I  usually  go  back  to  that  factory  three 
or  four  or  five  days,  different  visits,  to  find  actual  working  con- 
ditions, and  make  a  test  of  the  air  under  those  conditions.  Then 
I  would  have  the  windows  opened  at  several  heights,  to  see  what 
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the  conditions  are  then.  Then  I  will  make  testa  at  certain  times 
of  the  year,  to  see  what  the  conditions  are.  So  that  the  tests  are 
not  biased,  they  are  made  under  conditions  favorable  and 
unfavorable. 

The  Vice-Chaieman  :  Without  a  ventilating  apparatus  of  some 
kind,  it  is  very  nearly  impossible  for  the  owner  of  a  factory  to 
attend  to  the  regulation  of  the  ventilating,  because  the  workmen 
won't  leave  the  windows  open ;  they  think  so  much  more  of  their 
personal  comfort  between  heat  and  cold,  that  it  has  a  bad  effect  on 
their  system  generally. 

The  Witness  :  Perfectly  true.  But  windows  are  no  guarantee 
of  proper  and  sufficient  ventilation.  Places  can  be  ventilated  so 
that  you  can  nail  the  windows  up  and  not  rely  upon  the  windows 
at  all. 

Q.  That  is  what  they  like  to  do,  isn't  it?  A.  That  is  what 
they  want  to  do. 

Q.  They  are  afraid  of  a  current  of  air?  A.  Yes,  there  are 
certain  reasons  that  a  worker  sitting  near  a  window  is  exposed  to 
a  draft,  and  that  worker  eventually  will  get  a  stiff  neck.  This 
steady  draft  on  the. neck  kills  the  nerves  there  and  paralyzes  cer- 
tain conditions,  but  the  windows  can  be  arranged  so  that  there 
won't  be  any  draft,  a  mechanical  means  used  so  that  the 
air  will  be  brought  in  and  changed.  I  think  it  is  up  to  the  archi* 
tect  that  when  they  build  the  building,  the  means  should  be 
installed  just  the  same  as  they  put  in  plumbing  and  heating. 

Q.  Are  you  familiar  with  the  manufacture  of  thermometers? 
A.  No. 

Q.  Do  you  know  anything  about  it  at  all  ?    A.  I  know  how  they 

are  made. 

Q.  Do  you  know  anything  about  the  danger  arising  from  that  ? 
A.  The  danger  from  thermometers  is  through  the  use  of  mercury. 

Q.  Do  they  employ  children  in  that  occupation?  A.  I  have 
not  been  in  any  thermometer  factories  —  yes,  I  have  been  in  a 
place  in  Rochester,  the  optical  people;  for  I  went  in  there  more 
on  the  grinding  and  the  other  conditions. 

Q.  Did  they  employ  children  ?  A.  They  employed  children, 
but  not  on  the  polishing  of  glass,  but  whether  they  used  children 
in  the  thermometer  end  of  it  or  not  I  do  not  know. 
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Q.  You  are  not  able  to  tell  ub  aibout  it  t  A.  I  have  not  been 
aible  to  get  around  to  it  I  have  tried  to  cover  most  every  industry 
I  knew  oiy  even  if  I  made  three  or  four  visits  to  study  the 
industry. 

Q.  Has  the  Department  records  of  all  these  examinations  and 
investigations  ?  A.  The  Department  has  records  of  every  examin- 
ation I  have  made^  yes  —  that  is,  not  on  my  visits,  but  in  cases 
where  I  thought  orders  were  necessary,  the  deputy  inspector 
detailed  to  work  with  me  turned  in  carde,  or  I  turn  in  carda 
myself. 

Commissioner  Dbeieb:  As  a  result  of  your  investigations,  do 
you  always  find  changes  are  necessary }  In  all  the  cases  you  have 
investigated,  have  you  been  able  to  make  changes  which  have  been 
satisfactory  for  that  industry  ? 

The  Witness  :  Yes. 

Commissioner  Dbeieb:  You  have  not  been  able  to  make  them 
throughout  the  whole  industry,  though? 

The  Witness:  No,  not  through  the  entire  industry. 

Commissioner  Dbeieb  :  Only  in  individual  cases  ? 

The  Witness  :  In  cases  where  orders  have  been  recommended. 

Commissioner  Dbeieb  :  Can  you  give  us  any  record  of  the  num- 
ber of  changes  that  have  been  made?  Is  there  any  record  that 
you  can  give  ? 

The  Witness  :  I  think  the  office  could  give  you  those  records ; 
they  would  be  in  the  Chief  Inspector's  office. 

Commissioner  Dbeieb:  Well,  I  would  like  those  records,  if  it 
is  possible;  I  think  they  will  be  valuable  to  have. 

Q.  Dr.  Kogers,  have  you  ever  investigated  the  glass  blowing 
industry?    A.  I  have  not  investigated  that. 

Q.  Do  you  know  whether  or  not  children  are  OTiployed  in  that  ? 
A.  I  believe  that  minors  are  employed.       I  have  not  seen  any 
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children.  I  waa  over  to  a  place  in  Brooklyn.  I  did  not  see  any 
children  there. 

Q.  Now,  take  the  lighting  system ;  we  have  spoken  of  the  ven- 
tilating system  —  how  about  lighting  ?  Have  you  any  control  or 
authority  over  that?  A.  Absolutely  none  at  all,  except  certain 
specific  seotions  requiring  that  certain  jmrts  of  the  building  shall 
be  lighted. 

Q.  That  is  the  staircases  ?    A.  Yes,  sir. 

Q.  I  mean  sufficient  light  being  given  to  the  workers  ?    A.  Ko. 

Q.  You  have  no  authority  ?    A.  No  authority. 

Q.  You  believe  you  should  have  authority?  A.  I  think  we 
should. 

Q.  Should  there  be  a  standard?  A.  There  should  be  a 
standard  as  to  location  of  light,  and  the  amount  of  light. 

Q.  That  could  be  easily  determined  upon  by  statute  ?    A.  Yes. 

Q.  That  is  one  of  the  things  you  recommended  there  should  be 
remedial  l^slation  about  ?  A.  Yes. 

Commissioner  Dbeieb:  Have  you  investigated  thoroughly 
simply  the  occupations  where  people  sit  —  for  instance,  you  spoke 
of  the  children  counting  buttons. 

The  Witness  :  Yes. 

Commissioner  Dbeier:  Of  course,  they  sit  bent  over,  just  as 
much  as  women  who  sew  sit  bent  over  ? 

The  Witness:  Yes,  sir. 

Commissioner  Dbeieb:  Can  you  give  us  any  idea  how  that 
affects  the  people? 

The  Witness:  Any  sedentary  occupation  is  going  to  maka    . 
people  lose  their  vitality,    and   they   won't    be   as    strong  as  an 
individual  who  can  do  certain  work  that  will  use  his  muscles. 

Commissioner  Dbeieb:  Can  you  recommend  any  way  out  of 
that? 

The  Witness  :  No ;  there  is  no  way.  That  is  up  to  the  workers 
themselves.    The  only  way  is  to  let  them  get  up  and  exercise  once 
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in  a  while.  As  an  idealist  I  have  a  great  many  things  I  would 
like  to  remedy.  When  you  take  practical  inspection  work  you 
have  to  cuib  that  some\^«at. 

Commissioner  Dbeieb:  You  limit  it  very  distinctly,  of  course. 

The  Witness:  Well,  we  may  n:commend  certain  things. 
We  have  to  consider  how  those  recommendations  can  be  carried 
out  or  enforced. 

Commissioner  Dbeieb:  Have  you  investigated  the  telephone 
operators  at  all? 

The  Witness  :  No.  I  did  not  know  what  authority  under  the 
law  as  medical  inspector  of  factories  I  have,  unless  it  is  especially 
referred  to  me  by  the  Commissioner. 

Q.  The  present  legislature  has  given  the  Department  authority 
to  engage  a  mechanical  engineer?     A.  I  believe  so. 

Q.  Would  that  in  your  judgment  help  you  ?    A.  Yes,  sir. 

Q.  What  salary  do  you  receive?  A.  Twenty-four  hundred 
dollars  a  year ;  he  gets  thirty-five  hundred  dollars. 

Q.  And  you  cannot  practice  your  profession?  A.  I  have  not 
practiced  my  profession  since  I  have  been  in  the  Department, 
four  years.  r'^|-| 

Q.  I  suppose  you  would  not  object  to  recommending  remedial 
legislation  to  raise  your  salary?  A.  Well,  I  never  made  any 
attempt 

Q.  Where  did  you  graduate  from?  A.  Baltimore  Medical 
Collie. 

Q.  Any  other  institution  of  learning?  A.  I  was  on  the  staflF 
of  Bellevue  Hospital,  and  also  on  the  staif  of  the  Hospital  Depart- 
ment of  the  city.    I  was  born  in  this  city. 

Q.  How  long  have  you  been  practicing?  A.  T  graduated  in 
1899. 

Q.  Your  testimony  will  be  written  out,  and  I  would  like  to 
send  it  to  you,  and  have  you  examine  it,  and  make  any  sugges- 
tions to  me  as  to  any  further  examination,  or  other  topics  about 
which  you  would  like  to  enlighten  the  Commission,  especially  aft 
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to  any  recommendation  for  remedial  I^slation.  Will  you  do 
that  for  us  ? 

"'^y  Commissioner  Phillips: 

Q.  In  what  way  is  the  sugar  injured  if  tibey  do  not  have  the 
excessive  heat?  A.  I  believe  it  is  in  the  refining  process,  Com- 
missioner; I  have  not  studied  that  industry  at  all. 

Q.  What  I  was  trying  to  find  out  was  whether  this  heat  is  done 
for  the  purpose  of  making  it  appear  bright,  or  whether  it  is  really 
an  essential  element  ?    A.  I  think  it  goes  to  the  essential  elements. 

Q.  Of  course  there  is  danger  in  handling  mercury,  isn't  there  ? 
A.  Yes,  sir ;  I  just  finished  up  an  investigation  of  the  felt  hat 
industry,  taken  up  in  connection  with  mercury  poisoning.  They 
used  nitrate  of  mercury.  There  is  danger  there.  But  in  the 
other  parts  of  the  industry  I  found  more  danger  from  salicylic 
acid.    I  have  not  been  able  to  find  mercury  in  the  other  industries. 

Q.  Thermometers?    A.  Yes. 

Q.  Is  there  muck  danger  in  using  lacquers?     A.  The  danger 

■ 

in  lacquer  is  the  wood  alcohol.  All  these  industries  have  to  be 
taken  under  various  poisons ;  the  anilines  and  the  wood  alcohol. 

Q.  The  lacquer  has  a  strong  odor A.  That  is  methyl 

alcohol,  and  is  very  dangerous. 

Q.  When  girk  do  that  work  about  eight  hours  a  day  or  edght 
and  a  half,  is  that  injurious  to  them?  A.  It  is;  it  dilates  the 
capillaries.  It  is  bad  for  people  who  have  angina  pectoris.  It  is 
likely  to  cause  cardiac  conditions. 

Q.  We  generally  noticed  where  the  odors  are  strong  we  com- 
mence to  cough.    A.  In  Schenectady  ? 

Q.  In  Schenectady.     A.  Yes.     I  took  that  up. 

Maubice  Babshell,  called   as   a  v^itness,    and  being  duly 
sworn,  testified  as  follows: 

Examined  by  Mr.  Elkus  : 

Q.  You  are  an  inspector  employed  by  the  Labor  Department  ? 
A.  Yes. 

Q.  And  how  long  have  you  been  there  ?    A«  In  the  sixth  year. 
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Q.  Where  did  you  come  from?    A.  I  am  in  New  York. 

Q.  You  have  been  inspecting  factory  buildings  for  the  last  six 
years  ?   A.  Not  quite ;  almost.    It  is  five  years  on  the  4th  of  July. 

Q.  Do  all  inspecting  in  New  York  ?    A.  Yea, 

Q.  All  the  time?    A.  Brooklyn  and  New  York. 

Q.  What  district  are  you  assigned  to  now?  A.  I  have  no 
special  district  at  the  present  time. 

Q.  When  were  you  last  assigned  to  a  district?  A.  Well,  just 
about  a  couple  of  weeks  ago  I  was  inspecting  in  the  Bronx. 

Q.  Wlio  took  you  off  inspecting  a  particular  district?  A.  I 
completed  it,  and  reported  to  the  Department. 

Q.  And  you  have  nothing  to  do  ?    A.  I  am  doing  special  work. 

Q.  What  do  you  mean,  special  work?  A.  Investigation  of 
orders  that  have  been  issued,  to  see  whether  they  are  complied  with. 

Q.  You  go  around  and  see  whether  orders  have  been  cx)mplied 
with?    A.  Yes,  sir. 

Q.  And  get  a  certain  number  each  day  and  go  and  see  them? 
A.  Yes. 

Q.  Did  you  inspect  these  premises  on  Mangin  Street?  A.  My 
records  indicate  that  I  have  inspected  them. 

Q.  Don't  you  remember  it  ?    A.  Well,  to  my  recollection,  yes. 

Q.  When  did  you  inspect  them  ?  A.  According  to  the  date  here 
it  is  October  —  on  several  days.  I  inspected  this  building  on 
several  days;  not  all  on  the  same  day. 

Q.  What  day  did  you  inspect  the  candy  factory?  A.  My 
record  does  not  show  any  inspection  of  any  candy  factory.  There 
probably  was  not  any  there  at  the  time  I  was  in  the  building. 

Q.  When  was  that,  October  of  this  year?  A.  No,  sir;  last 
year. 

Q.  Did  you  inspect  the  human  hair  factory?  A.  Yes;  there 
was  a  hair  company  there  at  that  time. 

Q.  To  go  back  a  moment,  did  you  inspect  tihe  eighth  floor  of 
that  building?    A.  Yes,  sir. 

Q.  What  was  there  ?  A.  A  part  of  the  eighth  floor  was  occupied 
by  the  National  Hair  Company,  and  another  part  of  the  eighth 
floor  was  occupied  by  another  firm.  Both  ft  Gtreenberg.  They 
manufactured  child's  coats. 

Q.  Take  the  human  hair  factory,  what  did  you  find  on  your 
investigation  there  a  year  ago  ?  A.  Natural  hair. 
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Q.  Welly  it  is  human  hair  i    A.  Yes. 

Q.  What  did  you  find  there  a  year  ago?  A.  Well,  I  found 
certain  violations  which  I  reported  in  regular  course  of  my  duties. 

Q.  What  violations  did  you  find  ?  A.  I  found  there  was  no 
register  of  children  kept  as  required  by  law ;  and  that  the  children 
were  working  in  excess  of  eight  hours  a  day,  which  is  a  violation 
of  law,  and  also  they  were  working  after  five  f.  m. 

Q.  How  many  children  were  there  there?  A.  My  record 
indicates  one  boy  under  sixteen  and  two  girls  under  sixteen. 

Q.  How  many  over  sixteen  —  how  many  children  under 
twenty-one?  A.  There  were  two  minors  —  that  is  boys  between 
sixteen  and  eighteen,  and  girls  there,  and  altogether  a  force  of 
fifty-three. 

Q.  What  other  violations  were  there  ?  A.  There  were  no  seats 
for  the  toilets  on  the  fifth  floor. 

Q.  What  else  did  yon  find  ?  A.  I  found  that  there  were  articles 
which  were  obstructing  or  in  the  way  of  the  dressing  room 
which  was  provided)  for  the  women^  so  that  they  could  not  prop- 
erly use  it. 

Q.  What  else?  A.  And  also  issued  orders  which  provided  for 
cuspidors. 

Q.  How  about  cleanliness?  A.  Well,  my  record  indicates 
that  it  was  in  a  fairly  clean  condition  at  that  time. 

Q.  How  about  the  toilets  being  dean  ?  A.  Fairly  clean  at  that 
time. 

Q.  Now,  you  simply  reported  all  these  violations  to  your  office, 
and  that  is  all  you  know  about  it?    A.  Yes,  sir. 

Q.  Whether  they  were  ever  coanplied  with,  you  cannot  tell? 
A.  No. 

Q.  Did  you  see  the  proprietor  ?  A.  I  saw  the  proprietor,  Mr. 
Goldberg,  according  to  my  records. 

Q.  Did  you  tell  him  of  this  ?    A.  Yes,  sir. 

Q.  What  did  he  say?    A.  I  do  not  recollect. 


MINUTES  OF  THE  HEARING  OF  THE  NEW  YORK 
STATE  FACTORY  INVESTIGATING  COMMIS- 
SION, HELD  IN  THE  CITY  HALL 

AT  10.30  A.  M. 


New  Yoek,  November  14,  1911. 

Present  —  Hon.  Bobebt  Wagnbb,  Chairman^ 

Hon.  Chabli;s  H.  Hamilton, 

Hon.  a.  E.  Smith, 

Hon.  C.  W.  Phillips, 

Miss  Mabt  K  Dbeieb, 

Commissiof^. 

Appearances. 
Abbaham  Elkus,  Esq.,  Cotmsel  to  Commission. 
Bebnabd  L.  Shikntao,  of  Counsel. 

Mr.  Elkus  :     Mr.  Chiairman,  we  are  ready  to  proceed. 

The  Chaibman  :     The  Commission  will  come  to  order. 

Mr.  Elkus:  1  understand,  Mr.  Chairman,  that  W6  will  have 
a  full  attendance  during  the  day,  but  as  we  have  many  witnesses 
here,  may  we  proceed  now? 

The  Chaibman  :    Yes. 

I  would  just  like  to  make  a  short  statement  before  we  proceed. 

I  regret  very  much  that,  owing  to  illness,  I  was  unable  to  par- 
ticipate actively  in  the  work  of  the  Commission.  I  have  followed 
the  work  of  the  Commission  very  closely,  however,  and  have  care- 
fully studied  the  minutes  of  the  examinations  conducted  by  Mr. 
Elkus.    I  am  gratified  with  the  progress  that  the  Commission  has 
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already  made.  In  the  comparatively  short  time  that  it  has  been 
in  session  it  has  completely  justified  its  existence.  It  has  dis- 
closed conditions  in  factories  and  manufacturing  establishments 
that  call  for  immediate  action.  The  testimony  given  before  the 
Commission  has  resulted  in  a  series  of  regular  and  thorough  in- 
spections by  the  different  city  and  state  departments  responsible 
for  the  enforcement  of  t^ie  existing  laws.  Prosecutions  for  vio- 
lations of  the  law  have  been  instituted  and  in  many  cases  huve 
brought  about  results.  The  Commission  hopes  that  as  a  result  of 
its  deliberations  such  remedial  legislation  will  be  enacted  as  will 
result  in  a  thorough  and  systematic  inspection  of  factories  and 
manufacturing  establishments  at  all  times  and  not  merely  when 
public  sentiment  is  aroused  by  some  terrible  catastrophe  or  by  a 
disclosure  of  dangerous  conditions. 
The  Commission  will  now  proceed. 

Mr.  £lkus  :  Mr.  Chairman^  I  am  very  glad  that  you  are  going 
to  be  with  us^  and  I  am  very  glad  to  know  that  you  have  taken 
so  much  interest  in  the  work. 

Miss  Perkins,  will  you  take  the  stand  ? 

F&ANGEs  Pebkins^  called  as  a  witness  and  being  duly  sworui 
testified  as  follows: 

Examination  by  Mr.  Ei^us: 

Q.  What  society  axe  you  connected  with  ?  A.  The  Consumers' 
League  of  the  City  of  New  York. 

Q.  What  is  your  position  with  that  society  ?  A.  I  am  secretary 
of  the  Consumers'  League. 

Q.  Will  you  briefly  explain  what  the  Consumers'  League  is? 
A.  The  Consumers'  League  is  an  organization  of  persons  who 
wish  to  improve  the  industrial  conditions  by  utilizing  the  shop- 
ping power,  the  buying  power  of  the  consumers,  who  are  banded 
together,  that  is,  by  pledging  themselves  in  their  shopping  to  do 
their  buying  in  sucdi  a  way  as  to  improve  conditions,  rather  than 
to  make  them  worse. 

Q.  In  other  words,  your  society  is  composed  of  ladies  and  gen- 
tlemen who  buy  merchandise  ?    A.  Exactly. 
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Q.  From  retail  stores  and  others  ?    A.  Yes. 

Q.  And  you  uee  the  power  which  they  have  in  being  customers, 
to  compel  these  stores  to  improve  the  condition  of  working  people  ? 
A.  Exactly. 

Q.  How  long  have  you  been  executive  secretary?  A«  For  a 
year  and  two  months. 

Q.  Now,  have  you  made  any  inspection  of  the  bakeries  in  the 
City  of  New  York  recently  ?  A.  I  made  an  investigation  of  the 
bakeries  in  the  City  of  Nerw  York  in  the  months  of  October,  No- 
vember and  December,  1910. 

Q.  Have  you  made  any  eince  then?  A.  Since  thea  not  any 
large  number  have  been  visited  by  me  personally,  but  investigat- 
ors from  my  office,  who  made  reports  to  me,  have  also  made  in- 
vestigations during  the  months  of  January  <and  February  of  this 
year,  and  so  recently  as  yesterday  and  Saturday  and  Friday,  in- 
vestigators from  my  place  went  through  some  bakeries  in  order 
that  I  might  know  the  material  which  I  present  to  you  to-day  to 
be  new  and  fresh. 

Q.  Did  you  do  it  at  the  request  of  the  Commission?  A.  I  did 
that  because  I  was  to  testify  to-day,  yes. 

Q.  Will  you  tell  the  Cammission  how  many  bakeries  you 
personally  investigated?  A.  I  personally  have  visited  about  a 
hundred  bakeries  in  the  City  of  New  York,  scattered  widely  all 
over  the  city,  not  in  any  one  district. 

Q.  How  many  were  investigated  by  those  under  your  orders  ? 
A.  About  as  many  more. 

Q.  How  many  have  been  inspected  during  the  last  few  days  ? 
A.  I  think  in  the  last  few  days  there  have  been  ten  bakeries 
visited,  also  in  different  parts  of  (he  city,  choosing  from  various 
districts  where  we  know  the  bad  conditions  had  existed. 

Q.  How  many  of  these  bakeries  that  have  been  inspected  are 
in  cellars  in  buildings ;  that  is,  plaioee  below  the  level  of  the  street? 
A.  All  the  bakeries  which  I  have  visited,  with  Ibe  exception  of 
periiaps  ten,  have  been  Ibakeries  carried  on  below  the  level  of 
1h<e  street 

Q.  That  is,  cellar  bakeries?    A.  Cellar  bakeries. 

Q.  What  about  the  li^t  in  those  bakeries?  A.  The  light  is 
almost  invariably  bad.    I  think  that  I  can  9ay  truthfully  that 
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I  have  never  visited  a  bakery  belo^'  the  level  of  the  street  where 
the  light  was  adequate. 

Q.  Now,  I  think  I  wiU  ask  you  to  state  first  what  you  found 
in  your  own  personal  investigation ;  then  you  will  come  to  your 
inspectors'  reports  made  last  January  and  February,  and  then 
after  that,  what  they  have  reported  to  you  during  the  past  few 
days  verifying  the  former  work,  as  I  understand  it?  A.  You 
mean  the  general  condition  in  cellar  bakeries? 

Q.  Yes.  A.  We  have  found  for  the  most  part  that  the  mere 
fact  that  a  bakery  was  in  a  cellar  would  make  the  conditions  bad, 
that  is,  there  would  not  be  adequate  light,  there  would  not  be 
adequate  ventilation,  and  so  soon  as  light  and  ventilation  were 
found  to  be  bad,  we  found  coming  up  from  tiiat  a  whole  series  of 
unsanitary  conditions  which  were  more  or  less  dependent  on  bad 
air,  and  the  bad  light. 

Q.  Tell  us  what  those  unsanitary  conditions  were.  A.  In  the 
first  place,  it  follows  as  a  matter  of  course  that  if  a  bakery  is 
under  the  level  of  the  ground',  it  has  not  adequate  air  and  win- 
dows and  an  adequiate  ey.stem  of  ventilatioDu  Whenever 
the  bakery  is  swept,  the  sweepings  in  such  a.  cellar  bakery 
thrown  off  the  floor,  settle  back  on  the  walls,  utensils  and 
furniture,  land  the  bakery  is  never  really  clean.  Although  they 
make  a  pretense  of  sweeping  it,  to  sweep  out  the  dirt  and  debris, 
they  simply  cause  the  dirt  to  rise  and  settle  on  the  walls  and 
utensils  in  the  bakery. 

The  light  and  ventilation  are  also  inadequate.  You  will  find 
that  even  where  the  law  is  actually  complied  with,  there  is  always 
a  window  opening,  but  in  many  of  the  bakeries  in  which  I  have 
gone  I  have  not  been  able  to  discover  the  opening  until  I  asked 
the  proprietor  to  tell  me  where  it  was.  They  comply  'vs-ith  the 
law  in  that  respect,  but  the  opening  is  so  small  and  insignificant 
that  it  is  really  and  practically  of  no  use  whatsoever.  In  many 
of  the  bakeries  that  I  have  visited,  the  window  is  so  placed  that 
the  surrounding  ground  is  almost  half-way  up  to  the  window, 
and  there  are  not  more  than  four  inches  of  air,  not  more  than 
four  inches  inside  air  space  where  the  air  could  possibly  come  in, 
and  in  such  a  case  the  window  is  so  placed  that  it  will  hardly  close 
or  open,  and  when  they  are  open  of  course  dust  and  dirt  blow 
in  from  the  street 
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Of  course  the  windows  are  down  deep,  down  a  flight  of  steps 
from  the  street^  a  flight  bo  steep  and  the  bakeries  are  so  low  that 
ofoe  has  to  stoop  almost  double  to  get  into  them  at  all,  and  of  course 
street  dirt  and  dust  blow  through  that  opening,  if  it  should  hap- 
pen to  be  open,  but  the  tendency  is  to  dose  that  up  in  the  winter 

time.  :   ^   :.:;^i^i 

Q.  You  have  spoken  about  the  sweepings  in  these  bakeries, 
and  about  there  not  being  sufficient  light  or  ventilation.  What 
is  the  effect  upon  the  bread  making  of  this  dirt  ?^  A.  I  think  it 
is  very  obvious  that  if  the  sweepings  settle  back  on  the  flour,  and 
on  the  mixture,  and  on  the  walls  around  the  bakery,  where  it  has 
no  opportunity  of  escaping  from  the  inner  room,  the  sweepings 
jsimply  are  permitted  to  settle  back  on  die  bread  mixture  and  on 
the  utensils  which  are  used  for  holding  the  bread. 

Q.  Can  you  give  any  exact  cases — ^you  need  not  give  any  names 
—  cases  of  bakeries  wJhich  you  examined  where  you  found  these 
conditions  to  exist  ?  A.  Surely.  There  are  many  bakeries,  there 
are  two  or  three  bakeries  which  I  know  of  on  Oak  Street  which 
exemplify  that  very  well. 

Q.  Give  the  numbers.  A.  I  can  only  give  you  one  of  the  num- 
bers, as  I  have  forgotten  the  others,  but  I  remember  one  at  41 
Oak  Street. 

Q.  41  Oak  Street?  A.  Yes;  but  I  have,  of  course,  those  records 
in  my  office,  and  if  necessary,  I  will  submit  them  to  you. 

Q.  Will  you  describe  No.  41  Oak  Street  to  the  Commission? 
A.  That  bakery  is  a  room  which  is  below  the  level  of  the  street, 
the  ceiling  is  higher  than  in  some  bakeries  which  I  have  visited, 
it  is  fully  eight  feet  high. 

The  window  in  that  place  is  a  small  window,  perhaps  a  foot 
and  a  half  square,  and  is  in  the  upper  part  of  the  side  Avail.  The 
air  which  comes  in  tlmt  window  has  to  come  from  the  street,  or 
rather,  a  side  alley  off  the  street;  the  window  is  usually  closed, 
but  I  STippose  in  the  summer  it  is  sometimes  open.  The  place  is 
lighted  by  gas,  which  is  burning  all  the  time  when  the  people  are 
at  work  there.  The  floor  is  partly  cement,  partly  wood,  and  is 
broken  in  many  places,  and  badly  in  need  of  repair  the  last  time 
I  visited  it.  The  ovens  are  in  the  rear,  and  the  bread  board  and 
moulding  troughs  are  along  the  side.     The  place  is  swept  fre- 
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quently,  and  the  floor  kept  clean  in  tbat. particular  place,  due  to 
the  desire  of  the  owner  to  have  his  place  kept  clean,  but  the  dust 
is  swept  under  the  bread  board  and  spaces  on  the  side. 

Q.  On  the  bread,  if  the  bread  is  there?  A.  Of  course,  if  the 
bread  is  there.  The  bread  is  usually  taken  into  the  back  part,  near 
the  oven.  The  bread  is  ufiually  packed  in  all  these  bakeries  up 
opposite  the  oven,  after  iL  is  taken  out  before  it  is  delivered.  The 
drain  pipes,  or  rather  the  wiater  pipes  which  supply  llie  main 
part  of  the  building,  go  across  the  top  of  the  ceiling  in  this  bakery^ 
as  in  nearly  all  the  bakeries,  and  sometimes  they  are  wrapped  in 
burlaps  or  something  of  that  kind,  find  they  frequently  drip 
through,  they  soak  through.  I  have  seen  them  soaking  down  into 
the  bread  mixture  and  flour,  which  are  in  very  close  proximity. 

The  flour  is  stored  in  a  little  room  under  the  sidewalk ;  a  little 
wooden  floored  room  under  the  sidewalk,  and  stored  along  the 
floor  in  sacks. 

Rats  are  common  throughout  the  old  bakeries,  and  for  that 
reason  cats  are  kept  In  this  particular  bakery  I  think  I  saw 
three  cats,  and  may  I  say  that  these  cats  are  among  the  leaet 
pleasant  things  in  the  different  conditions  I  found  down  there. 
They  have  free  access  to  every  part  of  the  bakery.  I  have  seen 
cats  jump  over  the  dough  mixture,  and  walking  freely  on  the  tray 
where  the  bread  was  being  mixed,  and  indeed  walking  around 
through  the  flour, — ^not  in  this  particular  bakery,  but  in  another 
bakery  I  once  saw  kittens  bom  on  the  bread  tray.  The  cats  have 
free  access  to  all  parts  of  the  bakery.    They  are  street  cats. 

Q.  They  are  not  clean  ?    A.  They  are  very  unclean. 

Q.  You  mean  these  cats  are  allowed  to  go  in  the  bread  mixture, 
and  that  sort  of  thing?  A.  Oh,  no ;  don't  understand  me  to  say 
that.  They  walked  around  freely  through  all  parte  of  the  bakery.  I 
have  seen  them  crawl  into  the  dough  mixture,  but  of  course  they 
were  shooed  out  at  once,  the  same  as  you  would  do  in  your  own 
kitchen.  There  was  no  control  over  them  as  to  where  they  could 
go.    They  could  go  freely  where  they  wanted. 

Q.  In  this  !N'o.  41  Oak  street,  taking  it  as  a  concrete  example, 
how  was  the  ventilation  when  you  were  there?  A.  The  only 
ventilation  that  is  possible  is  through  tihese  windows,  which  are 
kept  closed  up;  I  mean  this  window. 

Q.  Keally  no  ventilation?    A.  Really  no  ventilation. 
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Q.  Waa  that  in  the  last  few  days ;  did  you  examine  it  in  the 
last  few  days  ?  A.  Na^  sir ;  the  last  day  I  have,  I  think,  is  Janu- 
ary. But  at  that  time  there  was,  on  that  day  at  least,  there  was 
a  dirty  earth  closet  which  was  used. 

Q.  Now,  tell  us  generally  what  you  found  in  these  ninety  cellar 
.bakeries  ftbout  the  toilet  ?  A.  In  ^neral  there  was  no  toilet  in 
connection  with  the  rooms.  They  were  apart  from  the  bakery 
rooms,  and  complied  with  the  law.  The  Tenement  House  De- 
partment has  seen  to  that  in  the  last  four  or  five  years. 

Q.  Tell  us  how  they  were  as  to  cleanliness?  A.  In  almost 
every  case  they  were  absolutely  dirty.  Some  were  so  nasty  as  to 
be  indescribable,  and  others  had  only  dirt  which  seems  to  be 
incidental  to  being  in  cellars,  and  impossible  of  keeping  clean, 
because  they  were  situated  in  a  place  where  dirt  was  bound  to 
accumulate. 

Q.  All  were  in  such  a  condition  that  they  needed  cleaning;  is 
that  a  fair  statement?  A.  I  think  that  that  is  a  fair  statement. 
They  needed  cleaning,  but  the  question  always  was  as  to  whether 
cleaning  would  have  done  any  good  in  many  cases.  In  some  cases 
it  would  not  have  done  any  good ;  there  would  have  been  no  great 
improvement  because  of  the  condition  in  whidi  they  were  situ- 
ated; that  is,  being  in  a  cellar.  I  have  visited  several  bakeries 
where  I  believe  the  proprietors  kept  them  as  clean  as  they  could 
keep  them.  Tbey  complied  with  the  law,  and  had  rather  high 
personal  standards  of  cleanliness,  and  tried  to  keep  up  to  them. 
But  the  fact  that  they  are  in  a  cellar,  that  the  utensils  and  ]?umi- 
ture  are  absolutely  stationary,  the  ceiling  being  so  low,  and  the 
fact  that  the  different  things  could  not  be  moved,  made  it  impossi- 
ble to  keep  the  place  clean.  The  dough  caked  on  both  the  bread 
trays  and  the  bread  mixer.  Then  there  was  the  cellar,  the 
dampness,  also  the  fire;  and  the  dirt  flung  in  a  comer;  it  all 
made  it  impossible  to  keep  them  really  clean. 

Q.  What  did  yon  find  with  reference  to  the  cleanliness  of  the 
uteneils?  A.  Varied  greatly.  Some  proprietors  have  a  hi^ 
standard  of  cleanliness  and  others  none  whatever.  Of  course,  to 
an  ordinary  investigator,  bakery  utensils  look  dirty  because  they 
don't  wasAi  Ihem.  They  dean  them  with  grease,  and  that  I  under- 
stand is  ratirely  allowable.  It  makes  the  pan  better,  and  it  can, 
of  coarse,  be  made  quite  as  clean  as  by  washing. 
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The  furniture  of  the  babery  —  that  is,  the  buckets  in  which 
they  hold  the  bread  and  cake,  and  the  steam  closets,  where  they 
store  them,  were  almost  invariably  dirty 

Q.  Now,  you  told  us  about  the  storage  of  the  flour.  How  about 
the  other  food  ingredients,  where  are  they  kept  ?  A.  In  the  baker- 
ies where  they  make  cak^  and  pies  there  are,  of  course,  a  great- 
many  more  kinds  of  raw  material  kept  on  hand,  such  as  fillings  and 
icings,  and  lard  and  butter,  and  mixtures  and  all  that  sort  of 
thing,  and  the  general  experience  in  these  cellar  bakeries  is  to 
mould  these  in  buckets  or  tubs,  whidi  I  have  almost  invariably 
found  that  they  kept  around  on  the  floor.  Frequently,  where 
these  buckets  are  kept,  there  is  not  much  room,  in  the  small  cel- 
lars, and  with  a  fairly  large  force  of  men  baking,  it  is  almost 
necessary  to  have  these  things  where  people  can  get  at  them. 
They  set  it  on  the  floor  or  they  stick  it  on  a  shelf  in  a  comer 
somewhere,  and  I  have  frequently  seen  them  sitting  in  these  little 
rooms  under  the  sidewalk,  where  the  leakage  from  the  street  be- 
tween those  rather  poorly  made  glass  coverings  often  dripped  into 
the  buckets.  I  have  seen  street  drippings  right  into  a  bucket  of 
cranberry  paste,  which  was  a  filling  paste.  I  have  seen  icings 
which  were  to  be  put  on  cakes  and  other  mixtures  placed 
where  these  water  drippings  were  dropping  into  them.  I  have 
seen  them  placed  right  by  the  door  where  the  dust  from  the  street 
was  coming  in  on  them.  I  have  seen  the  white  icing  so  black 
with  street  dust  that  I  thought  it  was  chocolate  icing.  I  have 
seen  icings  and  fillings  under  dirty  tables  and  in  closets  and  kept 
in  a  condition  which  I  think  I  can  describe  by  no  other  word  than 
filthy.  That  has  been  my  ordinary  experience  with  raw  materials 
in  the  cellar  bakeries. 

Q.  That  is,  they  were  kept  in  such  a  condition  that  they  were 
bound  to  get  dirty?  A.  Bound  to  get  dirty — impossible  to  be 
anything  else,  and  the  conditions  of  Ae  bakeries  were  such — 
crowded,  small,  dark,  ill-ventilated — ^that  it  was  almost  impos- 
sible to  find  any  other  cleaner  place  in  these  places.  I  should 
think,  however,  that  it  would  be  impossible  to  arrange  those  baker- 
ies so  that  the  materials  could  be  kept  clean. 

Q.  Now,  how  about  the  clothing  of  the  men  who  work  in  these 
bakeries;  are  they  furnished  with  clf>thing,  or  are  they  to  supply 
their  own  clothing?     A.  They  supply  their  own  otething,  and 
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most  of  them  having  a  sense  of  personal  cleanliness  don't  wish 
to  wear  the  clothing  they  wear  for  use  in  the  bakery  when  they 
go  on  the  street,  so  they  change  their  clothes  when  cooking  in  the 
bakery,  and  their  clothing  which  they  take  off  is  hung  on  pegs 
along  the  wall.  There  are  only  a  few  bakeries  where  lockers,  or 
clothes  olofiets  are  kept,  or  provided  for  the  bakers  to  hang  their 
clothes  in,  and  if  they  have  oocsaafion  to  change  their  clothes  it 
makes  it  necessary  for  them  to  dhange  their  clothes  in  the  bakery. 
There  are  a  few  bakeries,  and  I  think  those  are  bakeries  usually 
where  the  Bakers'  Union-  has  signed  up  am  agreement  with  the 
owners  for  certain  comforts  for  the  bakers,  where  they  provide 
a  place  for  the  bakers  to  change  their  clothes,  and  a  place  to  hang 
their  clothes.  In  the  plttces  where  these  are  not  provided,  they 
invariably  hang  them  along  the  walls. 

Q.  What  kind  of  clothes  do  they  wear?  A.  It  depends  upon 
the  personal  cleanliness  of  the  baker  and  the  proprietor.  Some 
men  would  naturally  make  for  cleanliness,  and  want  clean  clothes, 
but  I  have  seen  men  wearing  woolen  shirts,  and  the  woolen  shirts 
have  been  covered  with  flour  and  water  and  icings,  and  wearing 
clothes  which  are  generally  dirty  —  dirty  caps  on  their  heads. 
And,  on  the  oliher  hand,  I  have  seen  men  in  similar  bakeries  wear- 
ing dean,  thin,  white  shirts  and  washable  overalls.  It  depends 
largely,  I  say,  on  the  personal  standard  of  the  proprietor  and  the 
individual  baker.  May  I  say  one  other  thing  about  this  changing: 
of  clothes  ? 

Mr.  Elkus  :     Surely. 

The  Witness  :  In  these  bakeries  there  are  no  rooms  provided 
for  the  bakers  to  change  their  clothes,  and  in  those  where  they  are 
not  provided,  the  bakers  are  obliged  to  change  their  clothes  in  the 
bakery  room  themflelv«5,  and  in  so  d'oing  they  lay  their  clothing 
on  the  bread  boards. 

By  the  Chairman  : 

Q.  Is  that  the  place  where  the  bread  is  being  baked  ?  A.  No, 
where  the  moulding  boards  are,  the  boards  where  the  bread  is 
mixed  and  moulded,  where  they  do  the  work. 
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By  Mr.  Eleus: 

Q.  Whfit  are  the  personal  habits  of  these  people  as  to  cleanli- 
ness or  uncleanliness  ?  A.  Why,  there  is  a  very  large  difference 
as  to  cleanliness,  depending  upon  the  men's  personal  standards. 
I  have  seen  dirty,  very  dirty  habits  in  men  working  at  the  bread, 
and  on  the  other  hand,  I  have  seen  men  with  a  very  high  standard 
of  personal  cleanliness. 

Q.  Well,  now,  can  you  tell  the  Commission  —  specify  some  of 
their  personal  habits  ?  Can  you  give  them  some  illustration  f  A. 
Well,  I  have  seen  the  chewing  of  tobacco  by  the  men  working  in 
the  bakeries,  and  I  have  seen  some  with  very  cleanly  habits,  and 
T  have  seen  many  with  uncleanly  habits. 

Q.  Expectorating,  I  suppose?  A.  Naturally.  A  man  who 
bears  every  evidence  of  not  having  bathed  frequently,  I  have  seen 
working  at  the  bread,  and  I  have  observed  other  habits  of  personal 
uncleanliness,  and  I  have  seen  men  working  in  these  bakeries, 
where  the  room  is  badly  \  entilated  with  the  water  actually  running 
down  their  arms  while  they  were  kneading  the  bread. 

Q.  Do  they  wear  much  clothes  in  the  summer?  A.  No,  not  in 
the  summer  because  it  Is  almost  necessary  in  order  to  stand  the 
heat  that  they  wear  few  clothes,  because  it  is  badly  ventilated  with 
regard  to  the  room,  in  these  rooms  the  heat  is  intense/  Even  in 
the  winter  time  the  heat  is  very  intense  at  times,  very  suffocating. 

Q.  Now,  in  the  summer  time  when  the  perspiration  pours  off 
these  men,  does  it  get  into  the  bread  material  ?  A.  Why,  of  course, 
they  knead  with  their  hands. 

Q.  And  I  suppose,  of  course,  most  of  them  are  not  very  cleanly  ? 
A.  I  don't  want  to  say  that ;  many  of  them  are  cleanly,  but  I  say 
a  large  number  are  not 

Q.  How  about  sleeping  in  these  cellars  by  the  employees  or 
working  people?  A.  There  is,  of  course,  a  State  law  providing 
that  no  one  shall  sleep  in  the  bakery,  and  so  far  as  I  know  I  have 
not  found  a  bakery  where  there  was  a  regular  room.  I  do  not 
recollect  having  seen  a  bakery  where  there  was  a  regular  room 
there  in  which  the  men  could  eleep,  but  I  may  asj  there  are  a  great 
many  bakeries  where  they  sleep  at  some  portion  of  the 
day,  and  I  have,  in  a  large  number  of  bakeries,  gone  in  unex- 
pectedly at  the  time  when  the  bread  was  rising,  and  found  men 
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sleeping  on  the  floor  and  oven  men  sleeping  on  the  bread  press, 
on  the  benches,  and  yesterday  in  one  bakery  one  of  my  investi- 
gators found  a  woman  lying  on  blankets  and  quilts  on  the  floor, 
who  was  very  ill.  It  was  impossible  to  discover  what  she  had, 
but  the  general  appearance  indicated  tuberculosis. 

Q.  What  bakery  was  that?  A.  I  can  give  you  the  address  of 
the  bakery  if  you  wish.     It  is  145  Cherry  Street 

Q.  Now,  yesterday  your  investigator  foimd  a  woman  asleep  or 
lying  on  blankets  or  under  quilts,  apparently  ?  A.  On  the  floor 
of  the  bakery. 

Q.  She  was  ill  ?    A.  Very  ill. 

Q.  Was  she  the  wife  of  the  proprietor  ?  A.  She  was  the  wife 
of  the  proprietor,  and  crying  for  water,  while  he  did  his  work. 
The  family  spoke  Italian,  and  it  was  hardly  possible  to  find  out 
what  disease  she  had.  In  another  bakery  yesterday  also  there  was 
another  boy  present^  a  member  of  the  family,  who  had  recently 
had  an  operation,  and  he  was  sitting  propped  up  on  pillows,  and 
evidently  an  invalid  and  being  taken  care  of,  and  he  also  had  a 
very  bad  coug^. 

Q.  Where  was  that?    A  That  was  at  48  Oak  Street. 

Q.  That  was  yesterday  ?    A.  That  was  yesterday. 

Q.  Now,  Miss  Perkins,  to  go  back,  you  say  you  have  observed 
oots  and  bedding.  Have  you  got  a  list  of  ihose  places  where  you 
observed  that?  A.  I  usually  make  a  list.  I  have  the  record  of 
all  of  tiiem. 

Q.  Well,  you  may  send  it  to  the  Commission,  if  you  will, 
please?  A.  I  will.  I  now  may  say  that  in  the  cellar  bakeries, 
the  system  of  bakers  sleeping  on  boards  in  the  bakery  is  not  an 
unconmion  thing,  because  you  must  omderstand  that  these  men 
work  very  long  hours,  and  they  work  under  these  very  hot  con- 
ditions whidh  make  them  feel  that  they  want  to  drop  down  and 
take  a  nap,  and  they  often  do  so  by  lying  down  on  the  bread 
press,  or  in  the  rooms  where  the  bread  is  rising. 

Q.  They  sleep  on  the  bread  press  ?  A.  They  sleep  on  the  bread 
press  and  they  sleep  on  the  floor  and  on  the  flour  bags.  I  have 
seen  tiiem  sleeping  on  the  flour  bags. 

Q.  Have  you  found  people  who  were  diseased  employed  in  these 
bakeries  ?  A.  I  am  not  able  to  detect  a  diseased  condition  by  a 
mere  glance. 
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Q.  How  about  using  tobacco  and  cigarettes?  You  have  told 
us  about  chewing  tobacco.  How  about  smoking  ?  A.  I  have  seen 
bakers  chewing  tobacco,  and  in  some  cases  I  have  seen  the  baker 
smoking;  I  have  not  seen  bakers  smoking  cigarettes,  but  in  many 
bakeries  I  have  seen  cigarette  boxes,  and  ashes  on  tihe  floor,  indica- 
ting that  they  had  been  smoking  in  there  before  I  entered. 

Q.  Now,  Miss  Perkins,  you  have  told  us  about  the  bakeries  that 
you  have  personally  investigated.  I  would  like  to  come  down  to 
those  that  were  inspected  for  you  in  the  lasi  few  days,  and  tell  us 
what  were  inspected  and  what  was  the  condition  of  the  working 
room,  and  what  they  were,  and  what  you  found  —  or,  perhaps, 
you  would  like  to  say  something  more  about  the  inspection  you 
yourself  made?  A.  No,  I  think  not.  I  think  I  have  indicated 
to  you  the  points  I  wish  particularly  to  make,  first,  that  the  un- 
clean -conditions  which  I  have  found  in  bakeries,  and  which  my 
investigators  have  reported  to  me  in  cellar  bakeries,  seem  to  me 
almost  always  dependent  upon  the  fact  that  the  bakery  was  in 
a  cellar,  and  that  where  we  have  found  a  clean  bakery,  it  has 
been  clean  only  because  of  the  strenuous  efforts  of  the  proprietor, 
and  the  employees,  and  even  with  their  strenuous  efforts  they  could 
not  bring  it  up  to  a  standard  which  was  a  desirable  standard  for 
the  breadraaking  industry  of  the  City  of  New  York,  and  that  so 
long  as  the  bakeries  are  situated  in  real  cellars,  there  will  be  con- 
ditions over  which  we  have  no  real  sanitary  control. 

Q.  Well,  then,  what  is  your  opinion  as  to  whether  baking 
should  be  allowed  in  cellars  at  all  ?  A.  I  feel  there  should  be  some 
system  by  which  we  take  bake  shops  out  of  those  places  which  can 
be  called  truly  cellars.  If  you  remember  the  report  of  the  Com- 
missioner of  Accounts  last  year,  he  recommended  in  that  report 
that  no  bakery  should  bo  allowed  in  a  cellar  four  feet  six  inches 
below  the  level  of  the  street,  and  that  it  is  very  desirable  that 
we  should  not  allow  bakeries  to  be  maintained  in  cellars.  Possibly 
you  know  also  Chicago^s  experience,  where  they  have  moved 
bakeries  out  of  the  cellars,  and  thev  do  not  allow  them  to  exist 
in  these  conditions  any  longer,  and  they  have  cleaned  up  the  city 
bakeries  in  the  city  of  Chicago,  and  their  bakeries  are  infinitely 
superior  to  those  of  New  York. 
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By  the  Chaibman  : 

Q.  Where  are  they  generally  situated  in  the  city  of  Chicago? 
A.  All  over  the  city. 

Q.  I  mean  what  part  of  the  building  ?  A.  Sometimes  on  the 
ground  floor,  or  frequently,  situated  in  places  similar  to  those 
covered  by  our  regulations  here  —  four  feet  &ix  indies  below  the 
level  of  the  ground  —  that  is  the  rooms  similar  to  our  new  law 
tenement  basements,  where  there  is  a  very  large  portion  of  the 
room  above  the  level  of  the  durrounding  ground,  and  yet  where 
the  room  is  truly  a  basement  —  that  it  is  also  part  of  the  build- 
ing, but  it  ifl  surrounded  by  a  wide  court  way. 

Q.  I  see,  and  the  ventilation  is  given  by  a  broad  window  lead- 
ing into  the  court  ?  A.  Yes,  into  a  wide  —  say  twelve  foot  court — 
not  narrow  air  shafts.  Such  a  regulation  would  allow  bakeries  in 
basements  of  new  law  tenements  which  are  well  adaipted  for  the 
ovens  and  where  there  is  adequate  ventilation  and  light. 

By  Mr.  Eunis: 

Q.  Now,  will  you  come  down  to  those  cases  which  were  ex- 
amined in  the  last  few  days  and  what  conditions  were  found  there  ? 
A.  Well,  I  say  lihat  the  conditions  found  in  the  investigation  made 
in  the  last  few  days  simply  served  to  check  up  our  previous 
investigation. 

Q.  That  is  what  I  understand.  A.  No  bakery  was  originally 
inspected  in  the  last  few  daya  We  simply  sent  an  investigator 
to  some  bakeries  which  some  of  my  people  had  visited  before,  and 
I  asked  her  to  report  the  conditions  she  f  oimd  in  relation  to  their 
former  condition,  and  in  every  case  she  reported  that  the  con- 
dition was  apparently  tiie  same,  although  she  did  say  there  had 
been  a  great  deal  of  whitewashing  done  recently,  and  I  think  it 
was  undoubtedly  due  to  the  recent  agitation  about  cleaning  up 
the  bakeries.  In  my  opinion,  whitewashing  means  very 
little.  I  have  visited  quite  a  few  bakeries  in  the  last  week  or  ten 
days  that  have  been  whitewashed  recently,  with  my  inspector, 
and  we  have  found  sometimes  smoke  where  the  gas  jets  are  going 
all  the  time,  and  where  street  dust  has  stuck  to  the  walls,  where 
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there  is  a  considerable  dampness,  that  the  new  whitewash  got 
very  black  in  a  very  few  days,  and  sometimes  it  gives  the  place  an 
appearance  of  being  dirtier  from  the  point  of  view  of  clean  bread 
than  an  unwhitewashed  bakery.  It  makes  the  room  look  better 
temporarily,  it  looks  white  for  a  few  days,  but  it  gets  black,  and 
it  soon  looks  as  bad  or  worse  than  it  did  before. 

Q.  Now,  Miss  Perkins,  do  you  want  to  give  us  any  cases  that 
have  been  examined  in  the  last  few  days,  and  tell  the  conditions  ? 
A.  As  I  said,  those  investigations  simply  check  up  and  show 
that  the  essential  conditions  are  exactly  as  they  were  a  year  ago. 
I  think  there  has  been  some  whitewashing.  If  you  wish  me  to 
read  one  of  those  schedules,  I  shall  be  glad  to  do  so. 

Q.  Suppose  you  read  one,  giving  the  name  and  address  of  the 
place  you  examined.  A.  It  is  48  Oak  Street,  nationality  of  the 
proprietor  Italian;  the  shop  is  in  the  cellar;  three  windows,  all 
closed ;  they  open  on  the  street ;  there  are  four  gas  jets  and  one 
door.  The  floors  are  made  of  concrete  and  were  very  dirty.  The 
walls  were  whitewasihed,  and  the  grade  for  cleanliness  is  bad. 
The  toilet  in  this  place  was  upstairs.  The  clothing  of  the  bakers 
was  hung  along  the  walls  of  the  shop.  The  condition  of  the 
wash  sink  was  very  bad.  There  is  usually  a  wash  sink  in  these 
bakeries,  and  that  is  usually  in  a  dark  comer,  and  one  water 
faucet  drawing  cold  water  only.  Everything  gets  thrown  into  it, 
and  I  have  seen  wash  sinks  filled  up  with  all  kinds  of  refuse,  and 
also  the  s.pace  under  the  wash  sink  is  very  bad  and  dirty,  as  a  rule. 
Whatever  utensils  are  washed  are  washed  in  that  sink. 

Q.  What  are  the  odors  of  these  bakeries  that  you  yourself 
observed?  A.  Well,  in  the  particular  bakeries  I  found  no  par- 
ticular odor  except  that  of  steam  and  excessive  heat,  and  flour.  In 
the  cake  and  pastry  bakeiies  you  find  exceedingly  disgusting  odors, 
the  odor  of  bad  lard,  and  dirty  lard,  and  all  those  things.  Fre- 
quently very  poor  quality  of  pie  fillers,  and  icings,  and  all  that  sort 
of  thing,  combined  with  heat  and  a  greasy  atmosphere,  and  some- 
times tobacco  smoke,  and  no  ventilation,  makes  the  odor  very  bad 
indeed,  so  the  chief  odors  we  got  in  all  these  particular  bakeries 
underground  is  one  of  excessive  heat  and  suffocation.  The  odor 
is  not  particularly  distinguishable. 
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Q.  Now,  will  you  go  on  with  that  case  ?  A.  The  materials,  the 
flour  and  so  forth,  were  stored  on  the  floor  in  the  shop.  There 
was  no  light,  and  practically  no  air.  The  clothing  worn  by  the 
employees, —  and  there  were  three  employees  in  this  case, —  was 
very  dirty.  That  is  the  condition  that  I  discovered  —  where 
woolen  shirts  and  trousers  were  worn  and  no  aprons.  There  are 
bakeries  in  the  city  where  the  aprons  are  kept  clean  and  changed 
every  day  or  every  day  or  two.  In  this  bakery  they  were  not. 
The  family  seemed  to  live  in  the  shop,  although  they  said  they 
had  three  rooms  upstairs.  The  floor  was  very  dirty;  three  cats 
and  one  dog  were  kept  here;  the  household  utensils  were  all 
around ;  family  cooking  wias  going  on.  There  were  evidences  that 
they  slept  on  the  flour  sacks  during  the  day.  Two  babies  in  the 
shop.  On  the  second  inspection  again  we  found  the  whole  family 
in  the  cellar  as  on  the  previous  inspection..  This  was  a  year  later. 
The  whole  family  seemed  to  live  there,  and  also  do  the  cooking 
there.  Also  there  was  a  boy  who  had  undergone  an  operation  re- 
cently, being  cared  for  there,  and  he  coughed  continually.  The 
detail®  given  above  are  confirmed  in  my  inspector's  report  of 
yesterday. 

Q.  That  is  just  one  taken  at  random,  is  it?  A.  Just  one  taken 
at  random. 

By  the  Chairman  : 

Q.  When  you  say  diop,  Miss  Perkins,  you  mean  the  place  where 
they  do  the  baking,  not  the  place  where  they  sell?  A.  Oh,  no, 
they  donH  sell  it,  or,  rather,  they  sell  it  by  sending  it  out.  There 
is  no  store ;  they  sometimes  have  a  store  upstairs,  and  sometimes 
they  don't ;  sometimes  they  simply  send  out  men  in  the  neighbor- 
hood, or  sell  to  the  local  grocery  stores,  and  all  that  sort  of  thing. 
There  are  no  salesrooms  in  any  of  these  places. 

By  Mr.  Elkus  : 

Q.  This  was  a  bakeshop.  You  mean  the  place  where  the  bread 
is  baking,  when  you  speak  of  shop  ?  A.  The  place  where  the  bread 
is  made  and  baked,  not  where  it  is  sold.  I  have  no  knowledge  of 
the  selling  conditions. 

Q.  That  is  all  I  want  to  be  clear  about  A.  This  is  where  it 
is  baked  and  mixed  —  made  and  baked. 
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Bj  Mr.  Elxus  : 

Q.  This  is  where  they  do  the  baking  and  cooking  ?    A.  Yes. 

Q.  Now,  did  they  inhabit  this  bakery  t  A.  They  said  they  had 
their  rooms  upstairs,  but  there  were  couches  all  around,  and,  as 
I  said,  the^  evidently  had  t-aken  naps  on  the  flour  bags. 

Q.  Oh,  there  were  couches  and  beds  around  this  room  ?  A. 
Yes. 

Q.  Can  you  give  more  of  the  inspections  that  have  been  made 
either  by  you  or  those  under  you,  and  give  the  conditions  that 
have  been  considered  f  A.  I  think  I  have  covered  the  most  essential 
points. 

Q.  Now,  under  the  law  to-day,  who  do  you  understand  has 
jurisdiction  over  these  bakeries  t  A.  I  understand  that  there  are 
two  departments  having  jurisdiction  over  these  bakeries  —  the  De- 
partment of  Health  of  the  city  of  New  York  has  certain  juris- 
diction over  these  bakeries,  because  of  the  fact  that  they  are 
charged  with  the  general  sanitary  conditions  of  the  city  —  and 
this  is  a  condition  which  most  assuredly  affects  the  health  of  the 
city;  the  Department  of  Labor,  under  the  laws,  has  also  some 
jurisdiction  over  the  bakeries-  of  the  whole  state,  and  thait  in- 
cludes the  bakeries  of  the  city  of  New  York,  of  course.  There 
is  therefore  a  divided  responsibility. 

Q.  Yes,  there  is  a.  divided  responsibility  ?  A.  Which  I  have 
found  in  so  many  cases,  and  which  I  think  is  regrettable  in  this 
instance. 

Q.  Now,  has  the  Tenement  House  Department  any  authority 
over  it  ?  A.  The  Tenement  House  Department  has  authority  over 
tliom  only  in  a  few  particulars.  So  far  as  the  r^ulations  in 
r^ard  to  fire  proofing  are  concerned,  the  Tenement  House  Depart- 
ment ha?  authority  to  have  fireproof  ceilings  put  in,  and  to  take 
out  direct  stairway  connrctions  between  basement  bakeries  and  the 
rest  of  the  house.  That  of  course  has  been  done  to  protect  the 
tenants  of  the  hon^e  from  fire,  which  may  originate  in  the  cellar, 
and  which  does  so  often  originate  in  the  cellar,  and  they  also  have 
some  authority  in  regard  to  the  toilets  there  in  these  basemente. 
and  in  those  respects  they  do  their  work,  but  they  have  not  at- 
tempted to  do  anything  else  in  regard  to  the  bakeries;  it  is  not 
their  business. 
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Q.  In  other  words,  there  are  three  departmeiits  in  the  state  asid 
the  city  who  have  some  autliority    or   jurisdictioii    o^er    these 

bakeries?    A.  Yes. 

Q.  And  ifi  each  one  euppoeed  to  make  inspections  ?    A.  Yes. 

Q.  Do  you  know  whether  they  are  made  or  not  ?  A.  I  know 
the  Tenement  House  Department  makes  ite  inspections  in  the 
•  course  of  its  regular  work.  The  Labor  Department  makee  some 
inspections  every  year. 

Q.  You  mean  inspect  some  bakeries  every  year?  A.  Inspect 
?ome  bakeries  every  year  —  by  no  means  inspecting  all  the  bakeries 
of  the  city  of  New  York,  and  admitting  also  in  their  annual  re- 
ports that  it  has  been  impossible  for  them  to  do  eo.  The  Depart- 
ment of  Health  makes,  I  suppose,  an  irregular  inspection,  and 
does  inspect,  or  claim  that  they  inspect  on  complaint  For  instance, 
if  they  receive  a  complaint  that  a  bakery  is  unsanitary,  they  claim 
Ihat  they  inspect  it 

Q.  Now,  Miss  Perkins,  you  have  given  this  subject  considerable 
study,  have  you  not  ?    A.  Yes. 

Q.  And  you  have  had  a  great  deal  of  experience  in  matters  of 
this  kind.  What  do  you  suggest  to  the  Commission  should  be 
done  to  improve  these  conditions  ?  A.  You  mean  in  regard  to  the 
authority  for  changed  conditions? 

Q.  Yes,  for  inspection  ?  A.  It  seems  to  me  that  the  responsi- 
bility for  such  conditions  in  the  bakeries  of  the  city  of  New  York 
belongs  primarily  vrith  the  Department  of  Health  of  the  city  of 
New  York.  It  is  plainly  a  sanitary  condition  affecting  the  health 
and  comfort  of  the  citizens  of  New  York  city. 

Q.  Let  me  interrupt  you  a  moment  ?    A.  Yes. 

Q.  IsnH  there  plenty  of  authority  in  the  Board  of  Health  and 
the  Health  Department  to  compel  these  bakeries  to  be  clean  and 
the  employees  to  be  clean,  and  to  practically  do  away  with  every 
evil  of  which  you  have  spoken?  A.  There  is,  I  think,  plenty 
of  authority  already  resting  in  the  Board  of  Health  to  do  that 
work,  if  Aey  wish  to  do  it.  I  have  also  been  told  within  the 
last  year,  by  three  members  of  the  Board  of  Health  that  they  be- 
lieved they  had  plenty  of  authority  to  do  this  piece  of  work. 
They  told  me  this  when  I  asked  that  the  Board  of  Health  should 
amend  its  own  sanitary  code  in  such  a  way  as  to  provide  for 
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the  regulation  of  bakeries,  and  I  was  told  by  three  different 
members  of  the  Board  of  Health  that  the  Board  of  Health  had 
ample  authority  to  do  that  work,  if  it  were  equipped  to  do  it. 
I  believe  that  is  true,  only  I  think  it  would  be  an  immense  ad- 
vantage to  amend  the  sanitary  code  so  that  the  specific  sanitary 
requirements  should  be  set  forth  in  that  code. 

Q.  In  other  words,  a  standard  ought  to  be  specified?  A. 
Specified. 

Q.  So  that  the  baker  may  know  what  he  has  to  comply  with  ? 
A.  Exactly,  but  there  is  probably  plenty  of  authority  vested  in  the 
Board  of  Health  to  do  this  work  satisfactorily. 

Q.  Now,  go  ahead,  Miss  Perkins,  pardon  my  interrupting  you. 
A.  As  I  said,  I  think  the  Labor  Law  of  the  State  of  New  York 
cannot  be  written  for  the  local  conditions  in  New  York  city. 
The  particular  conditions  in  the  bakeries  here  in  New  York  city 
are  different  from  the  conditions  in  the  bakeries  of  any  other 
city  because  of  the  peculiar  situation  in  Manhattan,  because  of 
the  congestion  of  population  for  one  thing,  and  because  of  our 
way  of  meeting  that  congestion  of  population  by  building  tene- 
ment houses,  and  by  building  them  very  close  together,  and  not 
leaving  adequate  space  around  them  —  a  problem,  which,  of  course, 
we  meet  on  every  hand ;  and  also  because  there  are  probably  more 
bakeries  in  proportion  to  the  population  of  the  city  of  New  York 
than  any  other  city,  due,  of  course,  to  the  fact  of  the  tenement 
houses  having  kitchens  so  small  that  more  and  more  of  the  popu- 
lation are  depending  upon  the  commercial  bakery  for  their  bread 
and  cake  and  pastry,  and  all  that  sort  of  thing.  There  are  prob- 
ably more  bakeries  in  proportion  to  the  population  in  the  con- 
gested quarters  of  New  York  city,  and  bakeries  in  a  worse  con- 
dition from  the  point  of  view  of  ventilation  and  sanitary  conditions 
than  any  other  place  in  the  state. 

By  Commissioner  Phillips: 

Q.  Do  you  mean  tenement  house  bakeries  ought  to  be  for- 
bidden by  law  ?  A.  No,  I  don't  mean  from  the  point  of  view  of 
the  tenement  house.  It  might  be  desirable  to  do  so;  I  have  no 
knowledge  on  that  point.  I  do  say,  though,  that  I  think  the 
bakeries  in  cellars  —  that  is  true  cellars,  which  are  below  the 


Fbanoes  Pebxins.  827 

level  of  the  ground  —  should  he  forbidden  in  the  oity  of  New 
Fork  at  least. 

Q.  Well^  should  they  be  provided  with  a  place  where  the  family 
could  live  ?    A.  By  no  means;  they  should  never  live  in  the  rooms. 

By  the  Chairman  : 

Q.  It  would  be  impossible,  would  it  not,  for  the  Board  of  Health 
to  correct  that  evil  as  to  the  location  of  the  bakery  ?  A.  Oh,  no, 
I  think  they  could,  the  Board  of  Health,  by  amending  its  sanitary 
code  and  specifically  stating  that  no  bakeries  «;hould  be  maintained 
in  rooms  below  the  level  of  the  street.  The  recommendation  which 
was  made  in  Commissioner  Fosdick's  report,  and  which  I  agreed 
to  at  the  time,  was  that  the  Board  of  Hcialth  should  demand  a 
license  from  all  bakeries,  and  should  license  the  premises  of  that 
bakery,  and  that  no  license  should  be  issued  for  the  establishment 
of  bakeries  in  rooms  which  were  more  than  four  feet  six  inclies 
below  the  level  of  the  .'rtreet. 

By  Mr.  Eletts: 

Q.  That  is  the  same  suggestion  that  we  have  had  made  to  us 
about  all  manufacturing  establishments,  A.  Oh,  there  should  be 
some  sort  of  permission  to  do  this  business  obtained  before  they 
moved  in,  because  otherwise  nobody  knows  what  they  do.  It  may 
be  a  year  before  they  are  inspected  to  find  cut  whether  they  com- 
ply with  any  law.  May  I  say  here  that  I  have  even  in  the  course 
of  my  inspection,  found  bakeries  that  have  not  been  known  to  the 
health  authorities  or  to  the  Labor  Department. 

Q.  You  mean  there  is  no  way  of  finding  out  by  any  authority 
where  a  bakery  is  conducted  unless  they  happen  to  stumble  across 
it,  or  find  it  in  the  ordinary  rounds  ?    A.  Exactly. 

Q.  It  is  true,  of  course,  of  every  manufacturing  establishment 
in  this  case,  with  very  rare  exceptions.  And  do  you  believe  —  I 
might  aak  you  the  whole  question  —  do  you  believe  that  there 
should  be  some  method  by  which  every  factory  or  manufacturing 
establishment  and  bake  shop  ought  to  be  located?  A.  I  do.  I 
believe  they  should  all  be  registered  in  some  system  or  otlier, 
in  which  they  should  be  divided,  and  I  feel  that  this  system  of 
licensing  bakeries  would  get  at  the  situation  there  perhaps  better 
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than  anytEiiig  elae  —  lioansed  under  local  authority.  I  believe, 
however,  that  the  bakeries  of  Now  York  city  preBent  a  local 
problouii  and  that  whik  the  Health  Department  has  ample  au- 
thority at  preaent  to  auperviae  themi  if  it  wiahes  to  do  so,  and  to 
establish  a  very  hi^  sanitary  standard,  and  to  insist  upon  the 
maintenance  of  that  high  sanitary  standard, —  that  sinoe  they 
have  notably  failed  to  do  so^  as  the  conditions  of  the  bakeries 
to-day  prove,  I  should  like  to  see  a  possible  clause  in  the  State 
law,  an  amendment  which  covero  cities  of  the  first  class,  and 
which  places  full  responsibility  for  these  local  conditions  on  the 
l«>eal  Board  of  Health. 

Q.  Miss  Perkins,  do  you  believe  and  do  you  recommend  that 
one  department  should  have  the  exclusive  inspection  of  bakeries 
and  control  of  it  t    A.  I  do. 

Q.  It  has  been  suggested  here,  because  we  have  found  in  these 
investigations  that  one  of  the  troubles  with  reference  to  all  manu- 
facturing establishments  has  been  that  there  are  a  multitude  of 
authorities  who  are  charged  with  something  with  reference  to 
each  one  of  these  factories.  For  instance,  the  Fire  Department 
has  some  authority,  the  Building  Department  has  some  authority, 
the  Tenement  House  Department  has  some,  and  the  Department 
of  Labor,  and  each  one  makes  inspections,  and  each  inspection  has 
to  have  for  its  basis  certain  facts  which  they  all  have  to  have 
uniformly,  and  each  one  gets  individual  facts.  Now,  would  you 
be  in  favor  of  having  some  independent  bureau,  either  as  the 
branch  of  some  State  Department  or  city  department,  which  was 
charged  with  the  authority  of  inspecting  not  only  bakeshops,  but 
all  factories  and  manufactories,  and  ascertaining  all  the  facts 
with  reference  to  them,  and  then  this  department  sending  to  the 
department  charged  with  the  enforcement  of  the  law  as  to  the  par- 
ticular factory  or  bakery,  these  facts,  and  pointing  out  where  there 
was  some  dereliction  !  A.  I  think  that  such  a  plan  has  many  use- 
ful elements  in  it.  The  question  that  arises  in  my  mind  is,  will 
departments,  independent  departments,  act  on  recommendations 
of  inspectors  other  than  those  under  their  own  control. 

Q.  It  would  not  be  a  question  of  their  acting ;  they  would  have  to 
do  it  by  law  if  this  plan  were  to  be  carried  out.  I  understand  now 
there  is  this  feeling,  that  if  the  Tin  Department  flnds  a  violation  of 
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law  which  the  Labor  Department  ou^t  to  locate,  the  Labor  De- 
partment takes  the  information,  and  sends  their  own  inspector  to 
see  if  the  Fire  Departmait  inspector  haa  toli  the  truth.  Now,  of 
course,  that  could  not  go  on.  But  the  theory  on  whidi  this  plan 
is  proposed,  is  that  the  inspectors  of  this  Bureau  of  Inspection, 
which  we  might  call  it,  to  give  it  a  name,  would  be  really  the 
inspectors  of  all  the  departments ;  they  would  not  have  any  other 
inspectors;  except  to  see  that  the  work  which  had  been  ordered 
done  was  done.  Now,  with  Ihat  amendment  to  the  plan  proposed, 
do  you  think  it  would  be  a  satisfactory  solution  of  this  problem 
of  double  and  triple  and  quadruple  inspection  we  have  now,  wit>» 
the  same  kind  of  division  of  responsibility  ?  A.  It  seems  lu  me 
that  not  all  the  inspections  whidi  have  to  be  made  in  a  city  like 
New  York  could  be  done  in  that  way.  Then  there  are  certain 
sorts  of  inspections  which  are  pretty  technical,  and  highly  expert, 
and  I  doubt  very  much  if  the  same  man  would  always  be  a  com* 
petent  inspector  for  all  these  points.  Now,  of  course,  that  is  a 
point  to  he  considered.  It  might  be  possible  that  they  could  be 
trained  to  do  that,  but  the  ordinary  salaries  paid  to  inspectors  in 
any  department,  it  seems  to  me^  do  not  warrant  asking  them  to 
be  experts,  and  technical  experts  in  so  many  lines. 

The  Chairman  :  Couldn't  you  divide  them  —  even  within  that 
department  ? 

The  Witness  :     Of  course. 

By  Mr.  Elkus  : 

Q.  Wouldn't  it  be  better  to  have  a  department  which  was 
organized  for  inspection^},  and  get  some  highly  competent  men  who 
had  made  a  study  of  inspection  at  the  head  of  it  ?  A.  I  think 
there  is  a  lot  in  that  I  have  felt  that  in  some  way  or  other  the  co- 
operating system  of  inspection,  whereby  all  these  departments 
whose  work  is  at  all  related,  could  act  through  this  central  inspect- 
ing system  might  be  desirable.  The  idea  for  a  separate  bureau, 
a  separate  department,  separately  maintained,  is,  of  course,  a 
different  thing  from  a  co-operating  system  of  inspection.  With 
such  a  system  the  heads  of  various  departments  would  be  in  tou<& 
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in  an  advisory  capacity,  and  the  inspectors  they  would  <iirect  in 
that  advisory  capacity,  agreeing  between  themselves  on  a  scheme 
of  inspection,  and  upon  a  system  of  inspectors. 

Q.  Well,  that  would  require  meetings  and  conferences  and  would 
take  time  in  working  out,  and  oomplicate  that  authority.  A.  May 
I  ask  if  the  scheme  you  have  in  mind^  that  you  suggest,  is  a 
scheme  \^  hereby  the  inspections  required  —  for  instance,  by  the 
State  Department  of  Labor,  should  be  made  through  this  same 
bureau?  Would  not  there  be  a  complication  in  which  you  would 
have  a  State  Department  working  undler  orders  by  a  city  bureau? 

By  Mr.  Elkus  : 

Well,  not  necessarily.  The  State  Department  could  supersede 
the  bureau.  Tt  would  have  authority  over  all  the  cities  of  the 
State.  Faots  discovered  by  inspectors  would  be  reported  back 
to  the  departments  responsible  and  they  oould  go  ahead  with  the 
work.  Thore  would  not  be  any  local  complication  about  that, 
if  that  is  wh-at  is  in  your  mind.  A.  Yes.  It  is  in  my  mind.  It 
would  also  mean,  would  it  not,  that  the  city  of  New  York  is 
paying  again  for  work  which  it  was  also  paying  for  when  it  started 
the  State  Departmenit  of  Labor? 

Q.  Well,  that  would  be  true,  but  the  city  of  New  York  has  to 
pay  for  a  great  many  things  that  it  does  not  get.  But  that  could 
be  arranged  by  a  system  of  proportionate  payments ;  they  could 
assess  the  different  departments  of  the  State  and  city  for  the  e-x- 
penses  of  this  bureau.  But,  after  all,  the  expense  of  the  matter 
is  not  as  important  as  the  benefit  to  be  derived.  I  may  say  for 
the  benefit  of  Senator  Wagner  and  Senator  Hamilton,  that  the 
inspector  from  the  Labor  Bureau  when  he  goes  to  a  factory,  first 
has  to  get  the  name  of  the  owner  and  the  size  of  the  property, 
the  number  of  employees  and  the  number  of  females,  and  of 
children  under  a  certain  age  and  over  a  certain  age,  the  height 
of  tibe  ceilings,  and  the  dimensions  of  the  room,  and  the  number 
of  windows,  before  he  gets  down  to  the  point  of  his  visit.  In- 
formation of  that  kind  it  takes  a  great  deal  of  time  to  get.  Then 
comes  along  the  Fire  Department  inspector;  he  does  the  same 
thing.  Then  the  Health  Department  gets  the  same  information, 
and  then  the  Tenement  House  Department,  and  the  Building  De- 
partment all  get  this  identical  information,  and  have  to  spend  boun 
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and  hours  and  days  in  tabulating  it  and  writing  it  up.  If  it  could 
be  done  all  at  once,  that  would  'be  the  end  of  it  That  is  one  of  the 
points.  It  would  be  a  great  saving  of  time,  as  it  has  been  con- 
sidered. Now,  you  have  spoken  of  the  employment  of  people  who 
are  diseased  in  these  bakeshops.  How  would  you  prevent  that? 
A.  It  seems  that  if  the  Board  of  Health  assumed  charge  of  these 
bakeries,  that  it  could  state  in  its  ovm  sanitary  oode,  in  its  own 
scheme  of  rules  which  are  drawn  up,  exactly  what  requirement 
should  be  made  in  the  way  of  personal  cleanliness,  and  personal 
health  of  the  bakers.  I  may  say  that  it  is  quite  possible  to  detei^ 
mine  the  health  and  general  condition  of  bakers,  because  that  is 
already  done  by  the  Bakers'  Union  all  over  the  country,  par- 
ticularly here  in  New  York  city.  They  have  a  rule  inside  their 
own  organization  in  regaid  to  the  health  of  bakers,  and  they  have 
physicians  in  their  own  group  who  report  upon  the  conditions  of 
the  men,  and  men  are  not  allowed  to  work  if  it  is  known  to  the 
officials  of  the  union  that  they  are  suffering  from  diseases  which 
are  contagious  and  which  might  in  any  way  affect  the  wholesome- 
ness  of  the  bread;  so  it  is  perfectly  possible  for  the  Board  of 
Health  to  establish  such  a  rule  for  all  bakeries  and  to  insist  upon 
a  medical  inspection  of  bakeries. 

Q.  I  was  just  coming  to  that ;  ought  there  be  inspection  as  to 
that  ?    A.  I  think  so,  yes. 

Q.  Now,  Miss  Perkins,  you  have  given  some  study  to  the  em- 
ployment of  women  and  children  in  industries,  have  you  not? 
A.  X  es. 

Q.  And  have  you  any  siiggestions  or  statements  to  make  to  the 
Commission  with  reference  to  thatt  A.  May  I  ask  in  what 
particular  ! 

Q.  The  hours  of  laibor,  the  employment  of  women  who  are 
pr^nant,  not  only  their  employment  when  they  are  pr^nant,  but 
also  just  immediately  after  child  birth  ?  A.  Within  the  last  few 
months  I  have  been  giving  a  good  deal  of  attention  to  the  subject 
you  last  mentioned,  the  laboring  by  pr^nant  women  in  industrial 
establishments,  and  we  have  come  to  the  conclusion  finally  that  it 
is  from  every  standpoint  undesirable.  We  have  also  come  to 
feel  that  it  is  quite  undesirable  to  prohibit  the  labor  of  pregnant 
women  for  a  period  of  say  two  or  three  months  during  pregnancr^ 
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and  perlraps  two  or  tluree  montiiB  after,  unlese  «t  the  aame  time 
.«<Hno  proviaion  is  mado  iox  tbmr  maiptenapcft 

Q.  After  confipaiiient  ?  A.  After  oonfinement^  ualeaB  some  pro- 
viaion  ia  made  for  ibeir  mftintumaiifty.  That  haa  been  the  ex- 
perience, I  think,  everywhere,  that  in  aimply  taking  women  away 
from  their  work  you  make  them  dependent  on  the  community  in 
the  way  of  aakiug  for  charity  during  that  period,  unless  some 
adequate  proviaion  is  made  for  them.  I  think,  however,  that  from 
every  point  of  view,  medical  and  physical,  it  is  undesirable  that 
womod  should  be  induatrially  employed  in  the  last  few  weeks  of 
pregnancy,  and  they  should  certainly  have,  in  the  interests  of 
their  children,  aome  time  after  confinement  when  they  are  not 
required  to  keep  strict  houra  of  worL 

Q.  Aa  a  matter  of  fact  has  it  be^i  your  experience  that  women 
work  rig^t  up  to  the  time  of  their  eonfinementt  A.  Those  who 
are  most  in  need  of  the  work,  do  work  up  to  the  last  moment 

Q.  How  about  working  immediately  after  child  birth  t  A. 
'iSiat  also  ia  almost  necessary.  They  take  two  or  three  daya  and 
get  back  to  their  work  aa  soon  aa  possible ;  that  is  the  general  cus- 
touL  That  means,  of  courae,  that  the  children  must  be  artificially 
fed  and  there  is  the  whole  problem  of  feeding  the  young  children. 

Q.  Miss  Perkins,  how  about  children  who  are  employed  in 
manufacturing  establishments.  Have  you  any  suggestions  or  reo- 
ommendationa  to  make  as  to  that  t  A.  I  feel  most  strongly  that 
there  are  cerUin  dangerous  trades,  certain  trades  where  the  con- 
ditions are  such  that  the  child  is  likely  to  suffer  from  bad  ventila- 
tiun,  that  sort  of  thing.  They  should  be  prohibited  from  working 
there.  How  far  we  should  go  in  that  matter  is  the  question.  We 
should  constantly  raise  the  age  linrit  at  which  the  children  may 
be  employed,  doing  so  gradually.  The  age  is  now  esteblished  at 
fourteen  years.  I  do  not  think  that  should  be  considered  as  a 
stationary  point,  a  point  where  we  ou^^t  to  stop.  I  think  we  should 
be  constantly  raising  the  age  at  which  children  may  be  employed, 
but  owing  to  our  inadequate  educaticmal  facilities  that  will  have 
to  be  done  gradually.  After  fourteen  years  of  age>  most  of  the 
schooling  which  children  receive  cannot  possibly  interest  them. 
We  must  have  a  better  system  of  education  before  we  can  success- 
fully keep  children  in  school  and  away  from  work. 
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Mr.  Elkub  :  Have  the  Commissioners  any  siuggestions  to  make 
or  any  questions? 

Commissioner  Dbeier  :  I  want  to  ask  about  the  hours  of  work 
In  bakeries;  you  said  they  worked  long  hours.  Have  you  any 
idea  how  long  that  is?  A.  It  means  very  varying  hours.  In 
some  bakeries  they  work  sixteen  hours  or  eighteen  hours  a  day, 
and  I  think  it  is  against  conditions  of  that  sort  that  the  Bakers' 
Tnion  has  taken  a  stand. 

Commissioner  Dreier  :     What  is  your  opinion  as  to  that  ? 

The  Witness  :  The  hcurs  vary  greatly,  the  hours  of  labor,  and 
it  is  not  possible  to  make  a  general  statement  for  the  whole  city. 
The  hours  vary  greatly  in  every  kind  of  work,  and  whether  the 
work  is  done  at  night  or  in  tlie  daytime,  you  have  to  consider  that 
sort  of  thing.  Where  they  work  two  shifts,  it  is  perhaps  twelve 
hours,  and  if  it  is  done  in  one  shifty  it  is  usually  more  than 
twelve  hours. 

Commissioner  Dbeier:  Are  the  bakeries  usually  open  both  day 
and  night  ?    You  speak  of  two  shifts. 

The  Witness  :     Some  of  them,  not  all  of  them  however. 

Senator  Wagner:  Have  your  inspectors  covered  the  use  of  the 
raw  materials  in  bakeries  ? 

The  Witness:  No.  We  have  no  facilities  for  determining 
that  sort  of  thing. 

By  Mr.  Ei-kus  : 

Q.  Has  there  been  some  inspection  of  the  products  of  the 
bakeries  by  some  authority  to  see  whether  or  not  they  come  up 
to  certain  standards  ?    A.  You  mean  a  certain  standard  of  purity  ? 

Q.  Yes,  the  Health  Department  does  it  in  certain  cases  ?  A.  I 
think  they  do  in  some  respects.  I  do  not  feel  qualified  to  answer 
that  question. 

Mr.  Elkus:  We  have  in  attendance,  if  the  Commissioners 
please,  two  practical  bakers  whom  I  propose  to  call  this  afternoon. 
I  will  now  call  Commissioner  Murphy. 
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John  J.  Muephy,  a  witnesa  being  first  duly  sworn,  tes- 
tified as  follows : 

Mr.  Elkus:  I  may  state  to  the  Commission  that  there  is  in 
attendance  on  the  Commission  Dr.  Graham  Rogers,  who  is  the 
medical  expert  of  the  Department  of  Labor,  and  by  the  courtesy  of 
the  Commissioner  of  Labor,  he  is  in  attendance  and  is  aiding 
the  Commiasion,  and  I  have  aaked  him  to  make  suggestions  as  we 
go  along. 

Examination  by  Mr.  Elkub: 

Q.  Commissioner  Murphy,  you  are  Commissioner  of  the  Tene- 
ment House  Department  of  this  city  ?    A.  I  am. 

Q.  Will  you  tell  us  in  a  general  way  the  jurisdiction  of  your 
Department  ?  A.  The  jurisdiction  of  the  Department  extends  to 
all  buildings  occupied  by  three  or  more  families  living  independ- 
ently and  doing  their  own  cooking  on  the  premises.  It  relates 
chiefly  to  light  and  ventilation  of  such  houses,  and  under  the 
Charter  we  are  given  power  to  abate  any  nuisances  or  evil  con- 
ditions existing  on  the  premises  which  we  consider  detrimental 
to  life  or  health. 

Q.  That  is  under  the  present  Charter  i  A.  That  is  under  the 
present  Charter 

Q.  I  beg  pardon,  had  you  finished  ?    A.  Yes. 

Q.  About  how  many  tenement  houses  are  there  under  your 
jurisdiction  ?    A.  The  number  now  is  about  108,000. 

Q.  That  is  buildings?  A.  Yes.  No,  let  me  correct  that,  I 
have  the  accurate  figures  here,  103,828  on  the  31st  of  December, 
1910.  My  figures  have  been  made  for  the  year  1910.  And  those 
103,828  houses  or  buildings  contain  866,094  apartments. 

Q.  866,000  apartments?    A.  Yes. 

Q.  And  what  is  the  average  of  a  family  to  an  apartment,  how 
many  people  ?  A.  We  estimate  that  about  three  and  three-quarter 
millions  of  the  population  live  in  apartment  houses. 

Q.  You  include  in  that  number  all  apartment  houses,  no 
matter  what  the  rent  is  ?  A.  No  matter  what  the  rent  is,  $10,000 
a  year  and  upwards. 
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Q.  How  many  inspectors  and  supervisors  have  jou  that  are 
authorized  to  carry  out  the  orders  and  rules  of  the  Department? 
A.  At  the  present  time  the  number  of  inspectors  is  two  hundred 
and  fifty-two,  and  I  think  they  have  twenty-two  supervisors.  That 
is  about  two  hundred  and  seventy-four  inspectors  of  all  grades 
for  new  and  old  buildings. 

Q.  Do  you  cover  fire-escapes  on  apartment  houses  ?  A.  Yes, 
sir.  , 

Q.  And  light  and  ventilation!    A.  Yes. 

Q.  And  that  is  about  all  you  do  cover,  is  it  not  ?  A.  Sanitary 
appliances  and  so  forth. 

Commissioner  Dbeieb:     Employment  in  tenement  houses? 

The  Witness:     No. 

Q.  That  is  everything?  A.  Everything  relating  to  the  physical 
structure  of  the  house. 

Q.  How  about  manufacturing  in  tenement  houses?  A.  We 
have  no  jurisdiction  whatever. 

Q.  None  whatever?    A.  No. 

Q.  So  that  if  a  part  of  an  apartment  house  is  used  for  manu- 
facturing purposes,  they  can  shut  the  door  in  the  face  of  a  tene- 
ment house  inspector?  A.  No;  "we  have  the  right  to  enter  every 
and  any  ^apartment  in  every  tenement  house  for  the  purpose  of 
inspection,  and  if  the  conditions  produced  in  them  operate  detri- 
mentally to  the  other  parts  of  the  building,  we  might  be  able  to 
file  a  violation,  if  it  was  due  to  any  physical  condition. 

Q.  How  about  fire-escapes  and  the  fire  prevention  in  manu- 
factories in  tenement  houses?  A.  We  require  them  to  have  the 
same  fire-escapes  as  would  be  required  for  a  tenement  house  where 
they  did  no  manufacturing. 

Q.  How  about  having  any  more?  A.  We  have  no  right  to  order 
any  fire-escapes  except  such  as  are  sufficient  to  provide  for  the 
number  of  apartments.  The  law  says  that  every  apartment  shall 
have  direct  access  to  a  fire-escape  without  passing  through  a  pub- 
lic hall,  and  our  rules  and  regulations  prescribe  what  the  width 
of  the  fire-escapes  shall  be,  the  balcony  or  stairway,  and  what 
weight  of  iron  shall  be  used  in  the  construction  of  it. 
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Q«  But  nothing  is  said  as  to  the  number  of  persons  ^ho  may 
occupy  or  work  in  a  particular  apartment  ?  A.  No,  the  law  as  it 
reads  considers  all  rooms  in  apartment  houses  merely  from  the 
standpoint  of  living  rooms,  not  as  being  possibly  used  for  manu- 
facturing purposes. 

Q.  What  control  has  your  Department  over  the  use  of  cellars 
for  manufacturing  purposes,  bake  shops f    A.  Bakeries! 

Q.  Yes.    A.  I  have  some  figures  here. 

Q.  Suppose  you  give  them  to  one.  A.  These  figures  show  there 
are  3,226  bakeries  located  in  tenements  in  all  the  Borou^s,  that 
is,  in  the  whole  city.  Of  those^  1,482  are  adequately  fire  proofed. 
The  work  of  insisting  on  this  fire  proofing  was  taken  up  actively 
the  year  before  I  came  into  the  Department,  1909.  And  that 
leaves  794  bakeries  which  do  not  appear  to  be  adequately  fire 
proofed,  but  an  investigation  of  the  record  shows  that  they  are 
merely  defective  in  some  unimportant  particular.  That  is  to 
say  substantially  all  bakeries  in  tenements  have  been  either  fire 
proofed  or  have  had  work  commenced  upon  them,  so  that  we  do 
not  think  that  there  are  any  bakeries  to-day  which  have  not  made 
attempts  to  comply  with  the  law. 

Q.  What  do  you  mean  by  fire  proofed  ?  A.  Why,  the  ceiling 
and  posts  and  uprij^ts  have  to  be  of  fire  proof  material  and  fire 
proof  construction,  and  they  have  to  be  cut  off  entirely  from 
access  to  the  other  parts  of  the  building,  wherever  there  is  any 
fat  boiling  done  on  the  premises.  The  exact  requirements  of  the 
fire  proofing  I  can  give  you. 

Q.  Yes.    A.  If  you  wish  to  have  them. 

Q.  If  youj  please?  A.  The  chief  inspector,  Mr.  Robinson,  is 
here.  Mr.  Bobineon,  won't  you  just  tell  U5  exactly  what  the  fire 
proofing  requirements  are? 

(The  witness  conversed  with  Mr.  Robertson,  after  which 
Mr.  Elkus  stated  that  this  matter  wxmld  be  taken  up  later.) 

The  Chaibman  :  If  you  want  to  make  that  part  of  the  record, 
perhaps  you  had  better  have  Mr.  Rdbinson  sworn  as  a  witness, 
or  else  he  can  communicate  to  the  Commissioner,  and  have  the 
Commissioner  tell  us. 
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Q.  How  about  waste  and  rubbieh  in  oellars,  and  tlie  use  of 
oel'lars  in  tenement  houses  as  3tora^  places  t  A.  We  issue  orders 
continually  for  the  removal  of  rubbish.  Disr^arding  the 
fact  as  to  whether  the  rubbish  or  waste  material  was  caused  by 
manufacturing  in  the  building  or  not,  the  mere  fact  of  its  presence 
there  from  whatever  cause,  constitutes  from  our  point  of  view, 
sufficient  reason  for  issuing  a  violaition  and  bringing  a  prosecution 
for  its  immediate  removial. 

Q.  How  about  their  use  as  store  rooms,  without  there  being 
rubbish  tiiere;  what  has  been  your  experience  as  to  that?  What 
have  you  found  has  been  done?  A.  We  have  only  a  right  to  in- 
terfere with  it  when  the  storage  is  of  combustible  material.  The 
language  of  the  law  is  quite  explicit,  and  by  determining  what 
we  may  prohibit,  it  seems  to  indicate  that  we  must  allow  what 
is  not  here  specifically  given.  I  will  give  you  the  section.  I  refer 
to  Section  39  of  the  law.  (Witniees  read^  Section  89  of  the  law.) 
"  No  tenement  house  nor  any  part  thereof,  nor  of  the  lot  upon 
which  it  is  situated,  shall  be  used  as  a  place  of  storage,  keeping 
or  handling  of  any  combustible  article  except  under  such  con- 
ditions as  may  be  prescribed  by  the  Fire  Department,  under  au- 
thority of  a  written  permit  issued  by  said  Department  No  tene^ 
ment  house  nor  any  part  tiiereof,  nor  of  the  lot  upon  which  it  is 
situated,  shall  be  used  as  a  place  of  storage,  keeping  or  handling 
of  any  article  dangerous  or  detrimental  to  life  or  health,  nor  for 
the  storage,  keeping  or  handling  of  feed,  hay,  straw,  excelsior, 
cotton,  paper  stock,  feathers,  or  rags." 

Q.  That  iff  where  you  conflict  with  the  Fire  Department?  A. 
That  is  where  we  co-operate  with  them. 

Q.  Another  way  of  spelling  the  same  wV>rd.  Now,  about  spon- 
taneous combustion,  where  they  store  trunks  and  other  things? 
A.  I  regret  to  say  that  our  Department  does  not  have  the  services 
of  an  expert. 

Q.  I  presume  that  you  would  recommend  that  it  ought  to  have. 
Now,  Commissioner,  taking  up  the  question  of  manufacturing 
in  tenement  houses.  Have  you  any  suggestions  to  make  as  to  the 
Department  being  placed  in  control  of  them  or  not;  you  practi- 
cally have  no  jurisdiction  over  manufacturing  in  tenements  unless 
the  structure  of  tba  building  is  in  question?     A.  Exactly.     It 
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seems  to  me  that  the  jurisdiction  of  the  Tenement  House  Depart- 
ment might  be  extended,  but  it  ought  not  to  be  extended  beyond 
the  point  where  it  is  necessary  for  the  protection  of  the  lives  and 
health  of  the  people  living  in  the  tenement  houses.  That  is  to 
say,  we  ought  to  be  limited,  I  should  think,  to  their  regulation 
and  maintenance  connected  with  light  and  ventilation  and  the 
sanitary  requirements,  and  the  fire  protection,  and  probably  gen- 
eral construction.  I  do  not  think  we  ought  to  have  any  jurisdic- 
tion over  the  material  produced  in  tenement  housesk 

Q.  You  think  your  Department  ought  to  have  jurisdiction  ovei 
everything  with  reference  to  manufacturing  in  tenement  houses 
except  the  thing  manufactured  ?  A.  Exactly ;  because  the  detri- 
mental effects  of  such  manufacturing  has  to  do  with  the  lives  and 
health  of  the  people  living  on  the  premises. 

Q.  Would  not  that  conflict  with  the  Health  Department  and 
the  Labor  Department?  A.  I  think  not,  necessarily.  It  is  not 
a  diflBcult  line  of  demarkation  to  draw  between  what  the  func- 
tions of  the  Health  Department  and  Labor  Department  would  be 
under  the  circumstances. 

Q.  Commissioner,  are  you  in  favor  of  prohibiting  manufactur- 
ing in  so-called  tenement  houses,  with  the  exception  of  perhaps 
the  first  floor,  we  will  say  ?  A.  Absolutely.  I  think  there  ought 
to  be  no  manufacturing  or  business  done  in  tenement  property 
above  the  ground  floor. 

Q.  Above  the  store  floor?  A.  Above  the  store  floor.  In  fact, 
I  believe  that  the  purpose  of  the  law  was  to  make  it  as  difiicult 
as  possible  to  maintain  bakeries  in  tenement  houses.  To  enable 
those  bakeries  to  continue  does  require  an  expenditure  of  a  large 
sum  of  money  on  the  part  of  owners,  so  that  I  am  of  the  opinion 
that  in  tenement  houses,  manufacturing  ought  not  to  be  permitted 
above  the  ground  floor. 

Q.  Of  any  kind?  How  about  people  working  at  home, —  I 
mean  doing  manufacturing,  sewing  of  coats,  garments,  in  apart- 
m<^nt  houses;  where  they  bring  the  work  home  from  some  manu- 
facturing establishment  and  do  it  there?  A.  I  had  not  thought 
about  that.  I  should  not  think,  on  the  whole,  more  restrictions 
should  be  placed  on  people  living  in  tenement  houses  than  living 
in  individual  homes  except  as  it  prejudicially  affects  otter  resi- 
dents. 
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Q.  Do  you  believe  it  \vould  be  wise  to  insist  that  every  place 
where  manuf aeturiiig  is  carried  on  should  be  licensed  (    A.  JS  o. 

Q.  Do  you  believe  that  every  place  where  uianuiacturing  is 
carried  on  should  be  registered'  with  some  authority,  so  that  their 
location  may  be  known  i    A.  1  do  not  think  so. 

Q.  Jbias  it  not  been  diiiicuit  for  your  inspectors  to  hnd  places 
where  manufacturing  is  carried  on  i  in  f act^  is  not  the  only  way 
they  lind  out^  when  they  stumble  acroee  them  in  your  annual  or 
more  frequent  infipectione  of  buildingsK  A.  We  never  sought  to 
Und  out  wihere  manufacturing  is  done. 

Q.  1  ou  have  of  course  a  r^stration  of  the  tenement  houses  i 
A.  )[eB,  sir. 

Q.  And  no  person  can  permit  tenants  to  occupy  a  tenement 
house  until  the  Tenement  House  Department  has  issued  a  permits 
A.  Quite  right. 

Q.  But  tuat  does  not  cover  manufacturing;  that  only  covers 
living,  or  occupying  for  any  purpose  i  A.  Our  certiticate  merely 
covers  the  general  right  to  occupy  and  use  the  house;  it  does  not 
specify. 

Q.  Why  would  it  not  be  proper  for  some  Department  to  author- 
ize  the  use  of  a  tenement  house  or  a  portion  of  it,  or  any  other 
building,  for  manufacturing  purposes,  before  it  was  used^  A.  1 
do  not  say  it  would  not  be  proper.  I  say  that  I  had  not  thought 
of  it)  and  my  general  impression  was  not  that  way. 

Q.  Would  it  require  any  increased  force  in  your  Department 
to  provide  for  any  additional  jurisdiction  over  manufacturing  in 
tenement  houses  t    A.  I  think  not. 

Q.  You  could  cover  that  with  the  force  you  have?  A.  But 
I  would  like  to  explain  my  answer.  We  have  had  for  three  years 
an  annual  appropriation  of  aibout  $40,000  for  structural  inspec- 
tion of  tenement  housee.  That  structural  inspection  of  the  whole 
city  will  be  completed  by  not  later  than  the  first  of  June  of  next 
year,  and  this  force  of  ini^ectors  would  probaibly  have  to  be  let  off. 
In  fact,  I  have  only  asked  the  Board  of  Estimate  for  a  six  months' 
appropriation  to  cover  their  work,  so  that  while  it  would  not  re- 
quire any  increase  in  the  force,  it  would  mean  retaining  some 
whom  otherwise  we  would  be  able  to  dispense  with. 

Q.  How  about  your  Department  having  control  of  the  bake 
shops  which  are  located  in  tenement  houses  ?    A.  We  have  such 
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control  o^er  tbem  now,  but  we  have  no  control  over  the  production 
of  the  bake  shop,  and  I  do  not  think  we  ought  to  have. 

Q.  What  control  have  you?  You  have  control  over  sanitary 
conditions  ?  How  about  toilets  and  things  like  that  f  A.  Oh,  yes, 
as  long  as  they  are  on  tenement  premises. 

Q.  Then  it  is  your  Department  that  has  jurisdiction  to  see  that 
they  are  kept  clean  and  in  order,  as  well  as  the  Health  D^)art- 
ment?  A.  Of  course;  I  have  always  assumed  their  function  was 
directed  largely  to  seeing  that  the  products  of  the  bake  shops  were 
sanitary,  as  ours  is  to  seeing  to  the  construction  and  maintenance 
of  the  bake  shop. 

The  Chaikman  :  What  are  you  going  to  do  with  reference  to 
rubbish  and  so  on  in  a  bake  shop? 

The  Witness  :  If  we  find  rubbish  in  a  tenement  house  or  on 
the  lot  on  which  it  is  situated,  or  any  unsanitary  matter,  we  order 
its  removal,  and  if  it  is  not  removed  in  a  reasonable  time  a  viola- 
tion is  filed  and  the  owner  brou^t  to  court. 

The  Chairman  :  You  have  not  anything  to  do  with  the  clean- 
ing up  of  bakeries  or  ordering  certain  repairs  to  be  made,  which 
would  make  the  bakery  more  sanitary  ? 

The  Witness:     No. 

By  Mr.  Elkus: 

Q.  You  can  order  repairs  to  the  structure?    A.  Yes,  sir. 

Q.  If  there  is  a  leak  in  the  sewerage  or  water  pipe,  you  could 
order  those  repaired?  A.  I  have  a  number  of  instances  in 
mind  where  that  has  been  done. 

Q.  Commissioner,  does  it  not  require  co-operation  between 
departments,  which,  as  their  information  is  based  upon  different 
inspections,  makes  it  practically  impossible  to  bring  about  a  de- 
sirable result?  A.  The  Charter  now  requires  the  city  depart- 
ments to  co-operate  with  us  in  the  work  that  we  may  find  it  neces- 
sary to  do,  and  I  would  not  like  to  answer  the  question  in  either 
the  afiirmative  or  the  negative  without  a  good  deal  of  consider- 
ation.    In  general  I  have  found  the  departments  willing  and 
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anxious  to  co-operate.  I  might  say  that  no  complaints  have 
reached  the  Tenement  House  Department  of  unsanitary  bakery 
conditians  that  I  am  nware  of. 

Commissioner  Dbeies:  I  want  to  ask  you  whether  these 
bakeries  that  you  have  testified  to  in  teniement  houses  are  cellar 
bakeries! 

The  Witness  :     All  cellar  bakeries. 

Commissioner  Dbeibb:  Would  you  advise  the  prohibition  of 
cellar  bakeries  ? 

The  Witness  :  I  might  say  that  my  own  belief  is  that  baking 
in  tenement  houses  ou^t  not  to  be  permitted. 

Commissioner  Dseieb:     Not  permitted  at  all? 

The  Witness:  Not  permitted  at  all;  but  going  to  the  point 
of  the  practical  question  of  prohibiting  two  thousand  and  odd 
bakeries,  where  it  may  be  an  important  part  of  the  carrying 
charge  of  the  buildings  and  so  OU;  after  the  owners  have  complied 
with  the  specific  legal  requirements  for  making  them  in  proper 
shape^  is  another  question. 

By  Mr.  Elkus: 

Q.  In  other  words,  you  say  this:  in  all  new  buildings  it  should 
not  be  permitted ;  that  is^  in  buildings  built  after  a  certain  time? 
A.  Well,  when  you  say  all  new  buildings^  a  specific  case  occurs 
to  me  up  in  the  Bronx,  a  buildii^  which  is  built  upon  the  side 
of  a  hill  having  a  very  steep  incline,  and  it  has  a  bakery  in  the 
rear  under  conditions  which  seems  to  me  to  be  entirely  sanitary 
and  proper.  It  is  true  it  is  a  cellar  bakery  judged  from  the  grade 
of  the  street  on  which  it  stands,  but  as  the  hill  slopes  a.way  very 
rapidly,  the  windows  are  opening  on  the  floor  level,  so  I  would 
not  say  under  all  circumstances  that  a  bake  shop  might  not  be 
quite  sanitary  and  without  any  harm  to  the  building. 

Q.  That  is  a  speciar exception  ?    A.  Yes. 
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Q.  And  that  practicallj  is  not  a  cellar  bakery  because  its  mn- 
dows  are  more  than  three  or  four  or  live  or  six  feet  above  thf 
grounds  A.  Yes.  1  want  to  be  careful  when  you  say  all  build- 
ings. 

Q.  It  is  quite  apparent  that  in  tenement  houses  there  are 
duplication  of  inspections  by  different  departments?    A.  Yes. 

Q.  Uave  you  any  suggestions  to  make  to  the  Commission  as 
to  how  that  duplication  of  inspection  can  be  avoided  i  A.  I  think 
it  cannot  be  avoided  and  at  the  same  time  maintain  a  high  stand- 
ard of  eifioiency^  because  men  are  selected^  for  instance^  by  the 
Civil  Service  Commission  to  fill  certain  positions  in  certain  lines 
of  work,  and  one  of  our  men,  for  instance,  might  be  quite  unable 
to  make  a  satisfactory  examination  from  any  standpoint  except 
that  of  a  structural  inspection. 

Q.  Would  it  not  be  a  matter  of  training,  to  train  him  to  ex- 
amine not  only  for  structural  work,  but  as  to  other  matters?  A 
I  believe  that  the  whole  tendency  of  the  time  is  towards  special- 
ization. 

Q.  What  I  want  to  suggest  to  you  is  the  tendency  toward  spe- 
cialization, specialization  in  inspection.  Would  you  be  in  favor 
of  esitablishing  a  state  or  city  Bujieau  or  Department  which 
would  have  for  its  object  the  inspection  of  all  buildings  for  the 
purpose  of  ascertaining  violations  of  law,  reporting  on  the  facts, 
reporting  to  the  appropriate  department  violation  of  law,  and  of 
the  department  to  whom  the  report  is  made  having  the  authority 
to  act  on  the  report  of  this  Inspection  Department?  I  would 
not. 

Q.  Why  not  ?    A.  As  I  think  of  the  situation. 

Q.  Why  would  you  not.  Commissioner  ?  A.  Because  I  believe 
that  it  would  be  extremely  difficult  to  find  men  capable  of  making 
such  a  general  inspection  as  the  kind  you  speak  of. 

Q.  Is  that  the  only  reason  why  you  would  oppose  it?    A.  Yes. 

Q.  If  such  a  man  could  be  found,  would  you  be  of  the  opinion 
that  such  inspection  would  not  only  save  a  great  deal  of  time,  but 
would  avoid  duplication  of  inspections  which  are  now  taking 
place  ?  A.  The  objection  which  I  mentioned  is  the  one  that  oc- 
curred to  me.  Whether  there  are  other  objections  or  not  in  my 
mind,  I  would  not  want  to  say  without  some  consideration. 
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Q.  Will  you  be  kind  enough  to  give  the  matter  consideration? 
A.  I  wilL 

Q.  And  communicate  your  vie^WB  in  writing  to  the  Commis- 
sion?   A.  I  wilL 

Q.  At  any  time  before  the  middle  of  December,  if  you  will? 
A.  Yes,  flir. 

Q.  Now,  is  there  anything  further  you  would  like  to  lay  before 
the  Commission?  A.  There  are  a  couple  of  things  over  which 
we  have  not  control. 

Q.  I  would  be  very  glad — w©  would  all  be  very  glad  to  hear 
you.  A.  For  instance,  we  find  that  on  the  Easft  Side,  in  certain 
sections^  in  tenement  houses,  that  kindergarten  classes  are  con- 
ducted. We  have  no  ri^t  to  prohibit  those.  The  lighting  and 
ventilation  of  the  rooms  where  the  schools  are  conducted  are  very 
poor;  the  toilet  facilities  are  poor,  and  there  is  no  special  pro- 
vision made  for  special  fire-escapes  in  case  of  danger.  It  seems 
to  me  that  that  is  a  matter  which  might  profitably  be  looked  into, 
to  see  what  could  be  done  to  remedy  it.  You  asked  the  question  of 
me,  if  I  remember  rightly,  whether  we  thought  we  ought  to  have 
exclusive  jurisdiction  over  fire  prevention  in  tenement  houses. 

Q.  Tenement  houses,  yes?  A.  T  presume  the  question  was 
asked  with  a  knowledge  of  the  fact  that  the  fire  prevention  law 
as  passed  does  exclude  tenement  houses  from  the  control  of  the 
Fire  Department? 

Q.  Yes.  A.  It  seems  to  me  that  we  should  have  entire  control 
of  fire  prevention  in  tenement  houses. 

Q.  You  see,  the  Hoey  bill  which  'was  passed  was  regarded  by 
the  Governor  as  but  one  step  in  a  comprehensive  plan  of  legisla- 
tion; he  refers  to  that  in  his  message.  A.  Yes;  we  think 
the  work  of  fire  prevention  and  ordering  out  rubbish  and 
so  on  is  pretty  effectively  done  now.  The  new  law  buildings  have 
demonstrated  their  practical,  absolute  safety.  Of  course,  there 
are  two  points  of  view  from  which  fire  prevention  has  to  be  con- 
sidered. One  is  the  safety  of  property,  and  the  other  the  safety 
of  life.  We  do  not  concern  ourselves,  I  may  say,  with  the  ques- 
tion of  the  safety  of  property;  we  do  not  think  that  is  our  con- 
cern. We  are  there  to  see  Aat  such  <!onditions  are  produced  as 
will  make  escape  in  case  of  fire  practicable  •  Now,  since  I  have 
come  into  Ibe  Department,  with,  I  think,  a  single  exception,  there 
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has  not  been  a  life  lost  by  a  fire  where  the  cause  was  due  in  any 
waj  to  lack  of  means  of  escape.  There  was  one  case  I  <5an  recall 
in  which  there  was  not  proper  means  of  eooaipe,  due  to  the  fact 
that  an  apartment  which  was  formerly  a  single  apartment,  run- 
ning through  from  front  to  rear,  wias  divided  in  two  without  the 
knowledge  of  the  Department,  and  the  people  who  were  in  the  rear 
part  of  it,  not  having  access  to  the  fire-escape,  could  not  save 
themselves.  That  is  the  only  case  I  can  recall,  after  having  made 
a  careful  investigation  of  the  fires  liiat  have  happened  since  I 
have  come  in,  in  which  it  could  be  said  that  any  life  had  been 
lost  because  of  lack  of  proper  means  of  escape.  As  you  know,  we 
have  said  a  number  of  times,  so  far  as  new  law  tenements  are  con- 
cerned, they  seem  to  be  the  safest  buildings  in  the  world.  There 
has  not  been  a  single  life  lost  in  a  new  law  tenement  in  the  ten 
years  since  the  passage  of  the  Tenement  House  Law. 

Q.  Is  there  anything  further?  A.  I  do  not  think  there  is  any- 
thing further. 

The  Chairman  :  You  were  asked  whether  you  favored  licens- 
ing of  all  places  of  manufacture.  My  recollection  is  that  you 
said  no.     I  would  like  to  know  what  your  reasons  are! 

The  Witness:  Because  it  practically  amounts  to  a  denial  of 
what  I  think  is  a  natural  ri^t  of  a  man  to  do  business  without 
getting  a  permit  from  the  government. 

Q.  Well,  a  man  has  a  natural  right  to  live  in  his  own  house 
without  a  license  f  A.  I  am  constitutionally  opposed  to  interfer- 
ence with  a  man's  rig^t  to  make  a  living.  That  is  the  funda- 
mental reason  of  my  objection. 

The  Chaibiian:  If  the  license  affects  only  the  sanitary  con- 
dition of  the  place  in  whicb  the  business  is  to  be  done,  would  you 
they  say  that  no  license  should  be  required  ? 

The  Witness  :  Well,  licensing  a  house  for  a  specific  purpose, 
and  licensing  a  man  to  do  a  specific  business,  seems  to  me  to  be 
different  things.  There  are  certain  businesses  which  for  the  gen- 
eral safety  of  the  public,  of  course,  it  is  necessary  should  be  done 
under  restriction;  bat  I  mean  when  the  broad  general  question 
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is  put  to  me^  as  to  whether  I  would  favor  a  law  which  would 
prohi4>it  any  one  from  going  into  buainese  except  with  the  con- 
sent of  the  govemmenty  I  should  he  inclined  to  oppose  it. 

Mr.  Elkus  :     That  is  not  the  point 

The  Chaibmak  :    No. 

Q.  The  point  is  this^  Commissioner:  the  law  requires  that  in 
a  manufacturing  eetablishment  tliere  shall  i>e  a  certain  amount  of 
air  space ;  there  shall  be  a  certain  number  of  windows ;  there  shall 
be  a  certain  epace  for  the  aisiles;  there  shall  be  certain  kinds  of 
machinery;  there  must  be  certain  exits;  tbej  must  be  arranged 
in  certain  ways ;  there  must  be  certain  staircases  or  elevators,  and 
things  like  that.  Now,  under  the  present  method,  a 
man  puts  up  a  building,  which  is,  we  will  say,  a  loft 
building,  he  does  not  have  to  say  what  it  is  going  to  be  used  for, 
except  that  it  is  going  to  be  used  generally  for  either  offices  or 
lofts  or  selling  goods  or  storing  merchandise,  or  for  manufactur- 
ing; it  is  all  the  same  thing.    There  is  no  way  of  knowing 

A.  (Interrupting)  I  beg  your  pardon,  I  understand  tiie  Bureau 
of  Buildings  requires  a  statement  as  to  whether  it  is  to  be  a  loft 
bulling  or  office  building. 

Q.  Yes,  but  it  can  be  both ;  it  can  be  built  in  such  a  way  that  it 
can  be  used  for  both  purposes.  But  let  us  assume  he  says  it  is  a 
loft  building.  That  loft  building  may  'be  used  simply  for  the  stor- 
ing of  merchandise,  the  sale  of  merchandise,  and  there  may  be  no 
manufacturing,  or  there  may  be  manufacturing,  and  after  that 
building  is  completed,  and  tenants  move  in,  nobody  knows  ex- 
cept perhaps  the  tenant  and  the  owner,  whether  they  are 
going  to  manufacture  anything  or  not,  and  no  Depart- 
ment of  the  state  or  city  has  any  way  of  finding  out  what  is 
going  on-  in  that  building,  except  as  they  happen  to  come  across 
it,  in  either  an  annual  inspection,  or  an  inspection  after  one  or 
two  years.  In  fact,  there  have  been  cases  where  manufacturing 
was  carried  on  in  a  building  built  over  a  year,  and  no  Department 
knew  anything  about  it,  and  I  think  there  have  been  cases  where 
it  has  been  going  on  for  five  years,  and  they  did  not  know  any- 
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thing  about  it  To  remedy  that,  do  you  see  any  objection  to  each 
manufacturer  before  he  begins,  either  obtaining  a  license  or  r^ 
istering,  and  getting  some  kind  of  a  permit  to  go  ahead  after  in- 
spection of  his  plans  ?  A.  It  seems  to  me  that  the  difficulty  which 
you  explained  there  could  be  met  by  extending  to  factory  buildings 
the  same  sort  of  continual  inspection  which  the  Tenement  House 
Department  now  gives  to  tenement  houses. 

Q.  Yes,  but  we  might  not  know  whether  the  building  was  a 
factory  or  not;  how  would  you  find  out?  A.  I  might  ask  the 
question,  how  do  we  find  out  a  building  is  a  tenement  ? 

Q.  Because  a  man  has  to  come  to  you  and  get  a  permit  to 
occupy  the  building.     A.  Sure  he  did. 

Q.  That  is  according  to  law;  isn't  it?  A.  No;  the  situation 
is  this :  it  is  a  state  of  facts  which  determines  in  the  City  of  New 
York  whether  a  house  is  a  tenement  house  or  not.  If  it  is  occu- 
pied by  three  or  more  families  living  independently,  and  doing 
their  own  cooking,  it  comes  under  the  tenement  house  control. 
We  did  not  have,  in  regard  to  those  buildings  erected  prior  to 
1901,  to  issue  a  certificate  of  occupancy.  It  is  only  with  new 
buildings  that  that  certificate  is  required. 

Q.  I  understand  that.  A.  Therefore  we  have  a  right  under 
the  Charter  to  visit  and  inspect  all  buildings  of  whatever  char- 
acter for  the  purpose  of  ascertaining  whether  they  are  being  used 
as  tenements  or  not. 

Q.  I  understand  that;  but  now  every  owner  of  a  tenement  house 
has  to  register  his  name  with  the  Tenement  House  Department, 
and  the  fact  that  he  is  th^3  owner  of  an  apartment  house  ?  A.  That 
is  required  by  law  to-day ;  as  a  matter  of  fact,  the  Tenement  House 
Department  has  not  more  than  fifty  per  cent,  of  the  names  of 
owners. 

Q.  I  mean  we  are  questioning  about  the  requirements  of  the 
law?    A.  Yes. 

Q.  I  am  not  speaking  of  a  man  who  intends  to  violate  the  law ; 
we  are  assuming  that  every  manufacturer  would  comply  with  the 
law.  Of  course  there  are  men  who  build  houses  where  there  is 
feome  dispute  as  to  whether  they  are  tenement  houses  or  not.  I 
am  speaking  of  new  buildings  that  are  going  to  be  erected,  or 
for  that  matter,  we  can  apply  this  to  old  buildings.  What 
objection  can  there  be  to  a  manufacturer  being  required  to  reg- 
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ister  the  fact  that  he  is  manufactimng  or  intending  to  manu- 
facture t  A.  I  did  not  Bay  I  was  opposed  to  registration ;  I  said 
the  question  of  license 

Q.  Welly  take  registration  t  A.  It  seems  to  me  that  that  might 
very  well  be  required. 

Q.  The  next  step  would  be,  why  should  a  man  be  allowed  to 
partition  off  his  premises  for  manufacturing  purposes  in  such  a 
way  as  to  make  it  dangerous,  when  that  could  be  avoided  in  the 
first  instance  by  his  submitting  his  plans  of  dividing  off  his  build- 
ing,  or  of  his  lof  ts,  to  some  proper  Department,  and  their  passing 
upon  it  ?  A.  My  understanding  though  is,  Mr.  Elkus,  that  that 
is  substantially  required  now. 

Q.  Only  in  certain  cases ;  it  is  only  where  the  partitions  are  up 
to  the  ceiling.  They  can  partition  within  a  certain  space  of  the 
ceiling,  and  they  do  not  have  to  comply  with  any  law.  A.  No 
one  can  do  it  now  in  a  tenement  house. 

Q.  I  understand  the  tenement  house;  tihat  is  what  we  want  to 
apply  to  the  other  buildings.  A.  As  I  say,  I  quite  agree  with 
you  as  far  as  all  that  is  concerned. 

By  Commissioner  Dbeieu: 

Q.  Do  you  think  the  fire  law  as  it  is  to-day  in  reference  to  fire- 
escapes  on  tenement  houses  is  sufficient  ?  A.  There  are  two  points 
in  which  it  is  defective  or  may  be  defective.  One  is  that  we 
have  no  power  to  order  old  buildings  that  have  fire-escapes  on 
already,  of  whatever  type  they  may  be,  to  change  those  fire- 
escapes,  unless  they  become  physically  defective,  so  that  they  will 
not  bear  weight ;  and  another  is  that  we  have  no  power  to  order 
fire-escapes  on  what  are  known  as  fireproof  buildings.  Now, 
one  might  assume  that  a  fireproof  building  did  not  need  a 
fire-escape,  yet  many  owners  and  many  tenants  believe 
that  they  are  not  actually  safe  in  buildings  that  are 
nominally  fireproof  without  a  fire-escape,  but  we  have  no  right 
to  order  them  on,  as  the  law  stands. 

Q.  The  new  law  tenements,  are  they  also  supposed  to  be  fire- 
proof ?  A.  Over  six  stories  in  height.  Under  six  stories  in  height 
the  important  parts  of  them  have  to  be  fireproof;  that  is,  the 
stairways  are  fireproof,  the  doors  leading  to  each  apartment  ar» 
fire-proof  and  self-closing  doors. 
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Q.  Do  you  find  that  in  the  tenement  honses  where  the  houses 
come  close  together  in  the  rear,  you  have  the  same  difficulty  as 
in  factories,  where  the  fire-escapes  lead  to  a  Wind  alley  ?  A.  No; 
there  is  a  general  provision  in  the  law  that  wherever  the  Commis- 
sioner finds  insufficient  egress  exists^  we  can  compel  that  egress  to 
be  made  either  into  an  adjacent  yard,  or  if  that  is  impossible  be- 
cause of  the  character  of  the  construction  around  the  yard,  we  can 
compel  them  to  construct  a  fireproof  passageway  leading  from  the 
yard  to  the  street,  so  I  think  it  will  not  be  found  there  is  a  single 
tenement  house  in  New  York  to-day  which  has  not  got  adequate 
egress. 

Q.  I  want  to  ask  just  one  more  question,  in  reference  to  the 
tenement  houses ;  can  you  control  the  number  of  boarders  which 
can  be  housed  ?  A.  Legally,  yes ;  practically,  with  great  difficulty. 
The  process  is  this*:  the  law  requires  that  Aere  shall  be  fbuir 
hundred  cubic  feet  of  air  for  every  adult,  and  two  hundred  for 
every  child.  If  we  find  the  house  is  occupied  by  more  than  the 
number  of  people  to  furnish  that  amount  of  air  we  have  to  serve 
a  notice  of  viola4:ion  on  the  owner  who  has  five  days  in 
which  to  remove  it.  He  always  does  nominally  remove  it  v?hen  he 
is  notified.  It  simply  requires  the  moving  out  of  some  people  for 
a  few  days,  and  when  we  send  our  inspector  there  and  find  that 
the  number  of  people  living  there  has  been  reduced,  we  have  no 
option  but  to  cancel  the  violation.  Then  if  another  complaint 
comes,  or  an  inspection  seems  to  show  that  the  old  condition  has 
returned,  we  have  to  file  another  violation  and  give  him  five  days' 
notice  again  to  remove  it.  So  that  it  is  like  pouring  water  in  a 
sieve  in  a  way,  so  far  as  attempting  to  correct  overcrowding  is 
concerned. 

Q.  Is  there  any  way  you  can  surest  by  which  that  could  be 
done?  A.  Well,  there  are  many  ways,  but  it  would  take  some 
little  time.  If  you  would  like  to  have  a  memorandum  on  the 
question,  I  should  be  glad  to  furnish  it  to  you. 

Miss  Dbeieb:  Yes. 
Mr.  Elkus  :  We  will  be  very  glad  to  have  it. 
The  Chaibman  :  We  shall  be  very  glad  to  receive  that. 
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William  E.  Eobinson,  called  as  a  witness,  being  duly  sworn, 
testified  as  follows: 

Examination  by  Mr.  Elkus  : 

Q.  Yon  are  Chief  Inspector  of  the  Tenement  House  Depart- 
ment?   A.  Yes. 

Q.  Will  you  tell  the  Commission  what  was  meant  by  fire- 
proofing  a  bakeshop?  A.  The  fireproofing  requirements  vary  ac- 
cording to  the  types  of  buildings.  In  new  buildings  which  are 
five  stories  or  more  in  height,  the  ceiling  of  a  bakery  consists  of 
iron  beams  and  fireproof  ceiling.  The  walls  of  the  bakery  are 
constructed  of  fireproof  blocks.  In  smaller  buildings  and  in  old 
buildings  where  the  first  tier  of  beams  is  not  fireproofed,  we 
require  the  application  of  wire  lath  and  plaster,  and  a  furring 
strip  one  inch  in  thickness  to  provide  the  air  space. 

Q.  This  furring  piece  also  keeps  the  air  out,  and 
makes  it  impervious  to  water,  too,  does  not  it?  A.  Yee,  and  of 
course  the  partitions  in  those  buildings  are  oonetructed  fire- 
proof also,  ©o  that  there  are  no  openings  between  the  bakery  and 
any  other  part  of  the  building.  The  law  makes  provision  for  a 
dumb-waiter  shaft  extending  up  to  the  store  on  the  first  floor  in 
bakeries  where  there  is  no  fat  boiling,  or  where  there  are  no  cores 
made,  that  must  be  entirely  enclosed  with  brick  walls,  and  there 
can  only  be  an  opening  in  the  bakery,  an  opening  in  the  store, 
and  the  doors  to  these  openings  must  be  arranged  in  such  a 
manner  that  when  one  of  them  is  practically  opened,  the  other  is 
entirely  closed,  so  that  there  is  no  means  of  communicating  fire 
from  the  bakery  itself  to  the  other. 

Q.  Have  you  explained  now  fully  what  fire  protection  of  a 
bakery  shop  is?     A.  Yes. 

Dr.  Walter   Bensel,  called  a£  a  witness,  being  duly  swom^ 
testified  as  follows: 

Examination  by  Mr.  Elkus  : 

Q.  How  long  have  you  been  connected  with  the  Health  Depart- 
ment?   A.  Nineteen  years. 
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Q.  Will  you  state  what  your  connection  has  been  with  tho 
Department  ?  A.  Practically  every  connection,  from  inspector  up 
to  the  sanitary  superintending. 

Q.  You  have  gone  right  up  through  the  grade  ?   A.  Yes. 

Q.  Beginning  with  the  ordinary  inspector?    A.  Yes. 

Q.  At  what  salary  ?   A.  $1,200  to  begin  with,  and  $7,000  now. 

Q.  And  you  have  occupied  practically  every  position  between 
the  lowest  grade  of  inspector  up  to  the  position  of  being  Health 
Commissioner?  A.  No;  I  have  skipped  some.  There  were  too 
many  to  occupy  all  the  way  up  in  that  time. 

Q.  Are  you  a  physician?    A.  Yes. 

Q.  Did  you  practice  your  profession?    A.  I  did,  and  do. 

Q.  And  do  still  ?    A.  And  do  still. 

Q.  Will  you  tell  us  where  you  graduated?  A.  Graduated  in 
1890  from  the  College  of  Physicians  and  Surgeons. 

Q.  Receiving  the  degree  of  Doctor  of  Medicine?  A.  A  degree, 
yes. 

Q.  Are  you  a  graduate  of  any  other  institution  of  learning? 
A.  No. 

Q,  Now,  will  you  tell  the  Commission  generally  the  activities 
of  the  Health  Department,  and  what  its  jurisdiction  is,  espe- 
cially with  reference  to  manufacturing  establishments,  including 
bakeshops  and  other  such  businesses  ?  A.  Well,  it  did  have  juris- 
diction over  all  places  where  a  nuisance  might  arise,  or  where  any 
detriment  to  health,  or  danger  to  life  might  arise,  but  within 
recent  years  in  certain  particular  places,  notably  bakeries  under 
discussion  at  the  present  time,  our  jurisdiction  has  been  more 
or  less  removed,  or  jurisdiction  has  been  given  to  other  officials 
who  are  naturally  more  or  less  removed  from  us. 

Q.  Has  your  Department  to-day  any  authority  or  jurisdiction 
over  manufacturing  outside  of  bakeshops  ?  A.  Well,  I  think  that 
we  have  the  authority.  I  think  there  is  no  question  but  what  the 
authority  still  remains,  but  the  authority  having  been  given  in 
many  instances  to  other  people,  we  have  not  used  our  force  or 
our  means  in  duplicating  other  work. 

Q.  Do  you  make  any  inspection  of  toilets,  for  instance,  in 
manufacturing  establishments?    A.  We  do. 

Q.  To  see  whether  or  not  they  comply  with  the  Sanitary  Code, 
and  Health  Department  requirements?    A.  Yes;  that  is  particu- 
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larlj  in  manufacturing  establiaftmnents  where  foods  are  man- 
ufactured. 

Q.  Why  do  you  make  that  distinction  there?  A.  Because  we 
feel  that  in  the  case  of  defective  plumbing,  and  dirty  or  filthy 
water  closets,  we  are  liaible  to  have  detriment  communicated 
to  the  food ;  we  are  likely  to  have  the  food  value  interfered  with. 

Q.  Do  you,  in  other  manufactories  where  food  is  not  manu- 
factured, make  any  inspection  as  to  sanitary  conveniences?  A. 
At  times,  yes;  not  independent  of  complaints,  as  a  rule;  simply  in 
response  to  complaints  received. 

Q.  So  that  the  Commission  will  understand  as  to  all  manu* 
factures,  except  where  food  products  are  manufactured,  or  food 
of  some  kind  is  manufactured,  you  make  no  regular  inspection 
unless  it  is  called  forth  by  some  specific  complaint?  A.  That 
is  perfectly  true,  and  I  might  add  to  that  that  we  would  be  utterly 
unable  to  make  any  number  of  original  investigations  for  the 
reason  that  our  time  is  taken  up  almost  entirely  with  the  inves- 
tigation of  complaints  received. 

Q.  Doctor,  what  inspection  do  you  make  of  manufactories 
where  food  is  manufactured  in  some  form  ?  Do  you  make  regular 
ones,  or  are  they  only  when  complaints  are  received  there?  A. 
Very  largely,  and  I  think  mostly,  when  complaints  are  received. 
In  many  instances,  of  course,  we  do  make  original  investigations 
of  food  places  to  determine  the  quality  of  foods  which  are  being 
manufactured,  or  to  determine  the  conditions  under  which  they 
are  being  manufactured. 

Q.  Of  whom  does  the  Board  of  Health  consist  ?  A.  The  Health 
Commissioner,  who  is  president,  of  course.  Hie  Police  Commis- 
sioner, and  the  Health  Custodian  of  the  Port  of  New  York. 

Q.  That  practically  means,  I  suppose,  that  you  yourself  con- 
stitute the  Health  Department?  A.  I  woiUd  hardly  say  so;  not 
for  a  moment.  The  Board  of  Health  is  at  the  head  of  the  Health 
Department,  and  inaugurates  all  new  policies  and  issues  instruc- 
tions for  the  carrying  out  of  these  policies,  and  it  falls  upon  the 
Sanitary  Superintendent  in  general  to  carry  out  the  policies  jf 
the  Board. 

Q.  Will  you  explain  to  the  Commission  how  your  Department 
is  divided,  what  Departments  there  are  in  it,  and  how  many 
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inapectorB  there  are  in  each  Department,  and  what  each 
Department  does?  A.  We  h-ave  essentially  two  Bureaus  in  the 
Department  of  Health  —  Sanitary  Bureau  and  Bureau  of  Eec- 
ords.  The  Bureau  of  Becords  has  to  do  with  vital  statistics  at 
the  present  time  only.  The  Sanitary  Bureau,  comprising  the  rest 
of  the  Department  of  Health,  about  96  per  cent,  97  per  cent  of 
the  Department  is  made  up  of  the  Sanitary  Bureau.  The  Sani- 
tary Bureau  is  divided  into  a  good  many  different  divisions.  We 
have  a  Division  of  Communicable  Diseases  which  is  a  very  large 
division,  and  deals  only  with  the  diseases  that  are  less  readily 
carried  from  one  person  to  another,  such  as  tuberculosis  and 
typhoid  and  diseases  of  that  kind.  We  have  a  Division  of  Con* 
tagious  Diseases,  which  deals  with  very  readily  transmitted 
diseases,  such  as  smallpax  and  ecaxlet  fever,  diphtheria  and 
measles.  We  have  a  Division  of  Food  Inspection,  which  is  sup- 
posed to  simply  care  for  all  the  places  where  food  is  manufactured, 
and  to  inspect  and  determine  the  condition  of  food  stuffs  for  sale  or 
kept  for  sale  in  the  city.  Then  we  have  a  Division  of  Child 
Hygiene,  which  takes  care,  more  or  less,  of  health  conditions 
which  concern  the  child  from  the  time  it  first  comes  under  our 
care  in  any  way,  and  carries  that  supervision  through  the  school 
age,  and  involves  the  issuance  of  employment  certificate  and  in- 
eludes  the  supervision  of  midwifery.  Then  we  have  a  Division  of 
Hospitals,  which  takes  care  of  the  three  hospitals  of  the  Depart- 
ment, which  may  include  as  many  as  fifteen  hundred  patients 
when  we  are  fairly  crowded.  Then  we  have  a  Division  of  Labor- 
atories, divided  into  Research  Laboratory  and  the  Drug  Labora- 
tory and  the  Chemical  Laboratory.  Besides  that  we  also  have  a 
Diagnosis  Laboratory,  which  does  not  belong  to  that  division, 
but  belongs  to  the  Division  of  Communicable  Diseases,  where 
diagnoses  are  made  for  the  convenience  and  information  of  phy- 
sicians, and  also  for  the  purpose  of  keeping  down  contagious 
diseases. 

Q.  Now,  Doctor,  will  you  take  up  the  Bureau  of  Food  Inspec- 
tion and  tell  the  Commission  what  officer  is  at  the  head  of  that 
Bureau  —  I  mean  what  position  of  authority  has  he,  and  how 
many  are  there  under  him,  and  what  the  functions  of  that  Bureau 
are,  and  what  they  do  ?    A.  The  Division  of  Food  Inspection  has, 
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as  every  other  Division  in  the  Department  of  Health  has,  a  Chief 
Inspector,  who  may  be  any  employee  of  the  Department  of  Health 
that  the  Board  of  Health  assigns  to  that  particular  duty.  At  the 
present  time  the  Chief  Inspector  of  ^the  Division  of  Food  Inspec- 
tion is  an  assistant  sanitary  superintendent,  a  higher  officer  than 
any  of  the  other  divisions  has. 

Q.  Who  is  he  by  name  ?    A.  Doctor  McMiUan. 

Q.  Will  you  tell  us  the  duties  and  powers  and  work  of  that 
Department  —  that  Division,  I  should  say  ?  A.  The  Division  is 
composed  of  two  elements;  a  Division  of  Milk  Inspection,  or 
Department  of  Milk  Inspection,  and  the  Division  of  Food  Inspec- 
tion, taking  in  all  other  varieties  of  food.  In  the  latter  we  have 
about  thirty  inspectors,  including  the  Chief  Inspector,  and  those 
thirty  inspectors  are  supposed  to  ascertain  the  condition  of  food 
stuffs,  and  to  condemn  and  destroy  food  stuffs  all  over 
this  great  city.  They  are  utterly  inadequate  in  number,  without 
any  question.  We  cannot  cover  the  wholesale  places;  we  cannot 
half  cover  the  retail  places  where  foods  are  either  manufactured 
or  sold. 

Q.  What  is  the  system  of  inspection  so  far  as  you  can  inspect  ? 
A.  Well,  divided  into  two  parts.  One  part  consists  of  investiga- 
tion of  complaints  and  destruction  of  food  stuffs  found  in  that 
way,  found  unfit  for  hiunan  consumption,  and  the  other  part  con- 
sists of  original  inspection  and  the  watching  of  retail  places, 
and  practically  the  watching  of  wholesale  places,  so  far  as  we  may 
be  able  to  cover  ithem. 

Q.  How  many  inspectors  are  there  in  the  Department  attending 
to  complaints?  A.  Practically  all  the  inspectors  are  attending  to 
complaints. 

Q.  I  mean  in  this  Food  Division  ?    A.  All  of  them. 

Q.  The  whole  thirty  ?    A.  The  whole  thirty. 

Q.  Is  it  not  a  fact.  Doctor,  that  these  thirty  inspectors  attend 
to  all  complaints  that  are  made  and  if  they  have  any  spare  time 
they  do  original  inspection?  A.  They  attend  to  all  complaints 
made  in  regard  to  food  stuffs. 

Q.  I  am  limiting  my  question  now  to  food  stuffs.  If  they  have 
any  spare  time  they  attend  to  original  inspection?  A.  They  do, 
and  they  do  have  spare  time  for  original  inspection  in  that 
division. 

12 
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Q.  On  what  system  is  the  original  inspection  conducted?  A. 
We  know  there  are  certain  places  where  foods  are  sold  at  whole- 
sale^  commission  houses,  receiving  docks,  and  places  of  that  kind. 
They  are  kept  under  observation,  so  far  as  we  can,  with  the  force. 

Q.  But  there  is  no  regularity  about  it  ?  A.  Well,  it  is  regular, 
yes;  perfectly  regular,  but  it  is  more  or  less  superficial. 

Q.  I  mean  regular  in  intervals?    A.  No,  no  regular  intervals. 

Q.  I  mean  there  is  no  regularity  in  time  of  inspection,  but 
why  is  it  superficial  ?  A.  Superficial  because  of  tlie  limit  of  num- 
ber. There  is  no  r^ularity  of  time,  and  T  do  not  think  there 
should  be  any  regularity  of  time,  because  we  may  have  to  make  in- 
spections in  a  given  time,  and  any  number,  and  in  some  cases  we 
may  not  be  required  to  make  inspection  but  once  in  two  or  three 
months;  the  exigencies  of  the  case  should  determine  the  num'ber 
of  inspections. 

Q.  In  food  inspection  cases,  do  you  order  food  destroyed  when 
you  find  it  to  be  improper,  or  do  you  make  them  improve  the 
sanitary  conditions?  A.  We  order  the  food  destroyed  whenever 
we  find  it  in  improper  condition. 

Q.  How  about  making  them  improve  the  sanitary  conditions? 
A.  We  always  do  where  that  seems  to  interfere  with  the  food 
condition. 

Q.  How  much  salary  do  these  inspectors  receive  in  the  Food 
Department  ?  A.  The  lowest  inspector  in  the  Division  of  Food  In- 
spection receives  $1,200.  The  highest  of  the  ordinary  rank  and 
file  receives  $1,500,  who  are  supposed  to  be  a  little  bit  better,  and 
are  supposed  to  be  utilized  for  mainly  supervising  the  inspectors, 
to  see  that  the  $1,200  men  are  doing  their  work. 

Q.  How  many  are  there?    A.  Three  at  $1,500. 

Q.  Twenty-seven  inspectors  and  three  supervisors  ?    A.  Yes. 

Q.  Are  these  men  all  appointed  through  civil  service  ?    A.  Yes. 

Q.  Do  you  believe  that  there  should  be  a  different  inspection 
of  food  manufacturing  places  ?    A.  Different  from 

Q.  From  what  you  have  told  us  there  is  now  ?  A.  Absolutely ; 
there  is  no  question  about  it. 

Q.  Tell  the  Commission  vdiat,  in  your  opinion,  should  be 
done,  and  tell  us  why  you  believe  it  should  be  done?  A.  In  the 
first  place,  the  wholesale  places  should  be  adequately  covered. 
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That  is  the  place  to  catch  your  food  in  enormous  quantities,  to 
catch  them  before  they  get  to  the  retail  places  where  they  will  be 
80  distributed  they  are  very  difficult  to  keep  track  of. 

Q.  By  th©  whol'eeale  pl-ace©  you  refer  to  those  who  retseive 
merchandise  of  foods  from  out  of  the  city,  and  do  you  also  refer 
to  the  places  where  they  are  manufactured'  ?  A.  Surely ;  \dierever 
they  are  dealt  with  in  large  quantities,  and  sold  either  to  the 
middleman  or  to  the  retailer. 

Q.  Now,  go  ahead,  Doctor,  and  tell  us,  because  we  want  to 
know;  .we  are  very  anxious  to  know  what  should  be  done  in  your 
opinion  to  bring  about  better  conditions  of  food  products  than 
now  exist.  A.  Well,  if  you  start  with  the  wholesale  places,  which 
may  be  wharves  or  railroad  terminals  or  commission  houses,  and 
perform  adequate  inspection  there,  it  diminishes  very  much  the 
necessity  for  inspection  in  the  retail  places,  except  so  far  as  the 
conditions  are  concerned  that  actually  interfere  with  the  condi- 
tion of  die  food  in  those  places.  Of  course,  I  do  not  think  that 
any  inspection  system  which  leaves  out  of  consideration  the  retail 
place  entirely  will  be  adequate. 

Q.  What  do  you  mean  by  adequate  inspection?  A.  It 
depends  on  the  place. 

Q.  Would  inspectors  be  required  to  be  present  every  day? 
A.  In  the  wholesale  places. 

Q.  Wholesale  places?  A.  Absolutely,  every  day  and  all  day 
business  is  going  on. 

Q.  In  other  words,  an  inspector  would  have  to  be  located  in 
every  wholesale  establishment?    A.  Undoubtedly. 

Q.  Now,  take  a  bakery,  for  instance,  what  would  you  do  about 
that  ?  A.  There  are  a  good  many  different  kinds  of  bakeries.  In  the 
first  place,  the  enormous  wholesale  bakeries,  where  bread  and  cake 
are  made  on  li  very  large  scale,  most  of  them  are  run  on  a 
very  excellent  method,  and  run  very  well ;  they  would  require  sim- 
ply a  visit  from  time  to  time  to  see  that  the  conditions  were  main- 
tained in  a  proper  way,  and  to  see  that  the  material  that  is  actually 
put  into  the  finieihed  product  were  of  proper  variety  and  of  the 
proper  food  value. 

Q.  Now,  let  us  take  the  two  thousand  bakeries  that  are  con- 
ducted in  cellars  in  Manhattan  Island.     A.  I  think  we  are  very 
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apt  to  assume  too  mu^h  wlien  we  say  oonducted  in  cellars.  A 
cellar  technically  is  a  room  which  is  a  little  more  than  half  below 
the  level  of  the  ground.  Now,  sudi  a  room  as  that  may  be  per- 
fectly well  ventilated,  and  may  be  just  as  good  as  any  otiier  kind 
of  building,  but  if  you  mean  some  of  thesft  cellars  that  are  en- 
tirely under  ground,  and  are  not  ventilated  and  cannot  be  ven- 
tilated, I  say  it  is  absolutely  wrong. 

Q.  Please  describe  to  the  Commission  the  conditions  with  ref- 
erence to  bakeriee  of  the  kind  you  have  referred  to.  A.  The 
latter  kind? 

Q.  Yes;  all  kinds,  both  kinds.  A.  Well,  I  have  seen  somt? 
bakeries,  personally,  that  are  half  below  the  level  of  the  ground, 
that  have  adequate  windows,  that  have  adequate  ventilation  for 
the  removal  of  gases  and  odors  from  the  cooking  and  from  the 
ovens,  and  that  can  be  maintained  and  are  maintained  in  a  very 
cleanly  and  proper  condition.  And  I  have  seen  places  of  the  same 
kind  that  are  maintained  in  absolutely  improper  condition,  and  in 
filthy  condition,  and  then  I  have  seen  these  places  that  are  under 
ground,  that  have  no  windows  whatever.  They  have  no  means  of 
ventilation,  no  possibility  of  \^ntilation.  I  aay  they  are  absolutely 
detrimental  to  the  condition  of  the  food  stuff,  and  detrimental  to 
the  health  of  the  people  that  work  there,  and  they  are  improper 
from  every  standpoint. 

Q.  And  should  be  prohibited,  of  course!  A.  And  should  be 
prohibited. 

Q.  Doctor,  how  many  would  you  say  there  were  of  the  latter 
class  ?  A.  A  few  nights  ago  I  visited  thirty,  and  of  the  thirty,  T 
found  nineteen  that  were  in  that  latter  class. 

Q.  Had  you  any  power  over  them  ?  A.  Yes ;  they  are  all  closed 
now. 

Q.  How  long  had  they  been  in  existence?  A.  I  have  not  the 
slightest  idea,  but  we  have  not  any  force  to  keep  up  that  work. 

Q.  You  have  not  sufficient  force  to  find  out  whether  or  not  such 
bakeshops  existed?  A.  To  a  certain  extent,  yes,  but  not  to  the 
extent  of  really  limiting  the  business  to  proper  bakeshops  through- 
out the  city. 

Q.  Now,  what  do  you  suggest  should  be  done  with  reference  to 
examining  bakeshops  in  New  York  city  ?    A.  I  think  the  law  is 
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absolutely  adequate  from  every  standpoint,  whether  it  be  consid- 
ered the  duty  of  the  Commissioner  of  Labor,  or  the  duty  of  the 
Department  of  Health.  There  is  no  trouble,  however,  if  we  find 
a  place  that  should  be  closed,  in  closing  it,  from  every  standpoint. 
The  only  question  is  the  means  of  finding  the  places,  and  of  taking 
the  action,  and  it  is  not  fair  to  take  action  in  the  case  of 
nineteen  or  twenty  of  those  places,  and  leave  one  thousMid  others 
all  over  the  town  doing  business  under  the  same  conditions. 

Q.  That  is  being  done  to-day?  A.  That  is  being  done  to-day 
because  of  lack  of  facilities  for  inspection. 

Q.  There  is  not  a  conflict  of  authority,  but  there  is  a  duplica- 
tion of  authority  between  your  Department  and  the  Department 
of  Labor  in  regard  to  these  bakeshopst  A.  No  conflict  of 
authority  whatever. 

Q.  I  say  duplication  of  authority  ?  A.  Yee ;  that  is  my  assump- 
tion.   I  am  not  a  lavTyer,  you  understand. 

Q.  Your  assumption  is  that  there  is  authority  botjh  in  the 
Labor  Department  and  in  your  Department  ?  A.  Yes. 

Q.  And  neither  Department  seems  to  have  had  either  the  capac- 
ity to  inspect  or  to  punish  violations  of  the  law?  A.  I  do  not 
know  about  the  Department  of  Labor;  I  know  we  have  not  the 
force. 

At  this  point  a  recess  was  taken  until  two  o'clock,  to  meet  in 
the  room  occupied  usually  by  the  Board  of  Estimate  and  Appor- 
tionment. 


Dr.  Walter  Bensel,  recalled. 

Examination  by  Mr.  Elkus  : 

Q.  We  vae  dijic?ii«<sing  just  before  we  adjourned  for  recess, 
the  inspection  and  examination  of  the  bakeries  by  your  in- 
spectors of  food  stuflFs.  Will  you  go  on?  You  were  telling  us 
how  it  was  done  and  what  you  did  do,  or  did  not  do.  A.  I  think 
we  went  a  little  farther  than  that,  did  we  not?  The  condition 
•  of  the  bakeries  was  dwelt  on,  that  they  had  been  inspected  recently. 

Q.  You  told  us  how  you  had  inspected  some  thirty  bakeries 
which  you  found  to  be  conducted  in  violation  of  the  law  and  of 
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the  sanitary  code  and  that  they  were  cloeed?  A.  Some  nineteen 
out  of  the  thirty. 

Q.  Nineteen  out  of  thirty  t    A.  Yes. 

Q.  What  do  you  suggest  should  be  done  with  reference  to  the 
inspection  of  bakeries?  A.  My  impression  is  this:  the  law  is 
perfectly  adequate  as  it  stands.  The  facilities  are  absolutely  lack- 
ing in  any  Department  having  authority  to  carry  on  the  work. 

Q.  When  you  speak  of  facilities,  what  do  you  refer  to?  A. 
Men. 

Q.  You  mean  men  to  do  the  work  of  inspection  ?  A.  To  carry 
on  the  work  of  inspection. 

Q.  How  often,  in  your  opinion,  should  the  bakeries  be  in- 
spected ?  A.  It  depends  entirely  upon  the  bakery. 

Q.  Take  the  bakery,  I  won^t  speak  of  it  as  a  cellar  or  in  the 
cellar,  but  in  the  lower  part  of  a  house  or  building  that  is  either 
used  for  business  or  dwelling  purposes?  A.  I  don't  think  any 
bakery  of  that  kind  should  be  inspected  less  than  once  a  week. 
Is  is  impossible  to  maintain  them  in  a  cleanly  condition  unless 
they  are  inspected  once  a  week. 

Q.  How  many  men  would  you  require  to  inspect  them  once  a 
week  ?  A.  I  haven't  any  idea  of  how  many  bakeries  there  are  in 
the  city.  There  are  about  four  thousand  altogether,  but  roughly 
speaking,  I  believe  there  are  two  thousand  which  are  located  on  the 
ground  floor  of  dwelling  houses.  When  I  say  ground  floor  I  mean 
either  on  the  level  with  the  ground  or  below  the  level  of  the  street, 
in  a  part  of  the  building.  That  is  two  thousand  inspections  every 
week  in  the  city. 

Q.  Yes.  A.  Presumably  one  man  in  a  fairly  well  congested  part 
of  the  city  would  inspect  from  25  to  30  bakeries  a  day. 

Q.  Is  there  any  standard  which  has  been  provided  for  the 
bakeries  —  for  instance,  as  to  the  methods  to  be  used ;  as  to  the 
condition  in  which  they  should  keep  their  utensils;  as  to  how 
bread  should  be  manufactured  and  the  standard  of  purity ;  kind 
of  flour  that  is  to  be  used  and  quantity  of  flour  and  other  ingre- 
dients and  material  ?  A.  With  r^ard  to  the  actual  manufacture 
of  food  stuffs,  there  are  standards  required  for  the  maintenance  of 
the  bakery ;  there  are  standards  which  are  required  for  the  actual 
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carrying  on  of  business.  Those  are  all  requirements  of  the  State 
Labor  Law.  So  far  as  the  Department  of  Health  is  concerned, 
the  sanitary  health  law  is  concerned,  that  does  not  mention  bakeries 
or  take  up  bakeries  as  such. 

Q.  What  do  you  do  now  with  reference  to  inspecting  the  quality 
of  the  food  which  is  produced  ?  A.  We  only  go  on  one  qualifica- 
tion, the  question  of  whether  it  is  fit  for  human  consumption  or 
whether  not  fit  for  human  consumption. 

Q.  And  that  depends  upon  the  judgment  of  the  inspector  {  A. 
It  depends  very  largely  upon  the  inspector;  the  question  of  con- 
dition as  to  decay  of  food  stuffs  and  secondarily  as  to  the  preisence 
of  material  that  may  be  dangerous  to  health. 

Q.  ilfow  you  have  the  same  duplication  of  authority  that  exists 
in  so  many  other  Departments  in  this  city  ?  A.  I  think  so. 

Q.  With  reference  to  the  inspection  of  food,  for  instance  ?  A. 
Yes. 

Q.  Do  you  believe  that  should  be  continued  ?  A.  I  do  not.  I 
don't  believe  that  duplication  of  authority  should  ever  be  continued 
anywhere. 

Q.  What  suggestion  do  you  make  with  reference  to  the  dupli- 
cation which  does  exist  in  the  inspection,  for  instance,  of  food 
products,  by  the  Labor  Department  and  yourseK,  and  in  the  in- 
spection of  buildings  where  food  products  are  manufactured  ?  A. 
As  the  Department  of  Health  is  concerned  with  the  preservation  of 
life  and  health,  it  seems  to  me  the  responsibility  should  belong 
and  should  be  placed  upon  the  Department  of  Health  to  saf^uard 
those  particular  places  and  the  food  that  is  manufactured  in  those 
particular  places.  It  is  a  Department  of  Health  matter,  to  my 
mind,  entirely. 

Q.  Do  you  believe  that  jurisdiction  should  be  taken  away  from 
the  Labor  Department  in  reference  to  that,  and  placed  with  your 
Department  as  far  as  New  York  city  is  concerned  ?  A.  Absolutely. 

Q.  How  many  more  inspectors  would  you  require,  if  any  ?  A. 
It  has  been  calculated  that  it  would  require  something  like  150  to 
160  inspectors,  but  it  is  difficult  to  know  because  we  have  no  idea 
as  to  the  number  of  places  which  would  require  inspection  a 
week* 
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Q.  There  are,  of  course,  many  other  manufactories  where  food 
products  are  either  manufactured  or  completed,  if  that  is  the 
proper  term?    A.  Yes,  sir. 

Q.  Is  there  any  inepeetian  of  those  —  for  instance,  candy  fac- 
tories ?  A.  Candy  factories,  yes,  but  the  inspection  is  limited  to 
a  very  large  extent  to  the  inspection  of  the  finished  product,  owing 
to  the  scarcity  of  inspectors. 

Q.  That  is  to  say  you  examine  the  finished  product  when  some- 
body complains,  or  your  inspectors  happen  to  find  a  lot  of  decayed 
articles  that  are  unfit  to  eat?  A.  We  frequently  examine  the 
unfinished  artjicle  for  the  presence  of  impurities,  particularly 
detrimental  impurities  that  preserves  them. 

Q.  Where  do  you  get  your  information  ?  A.  Frequently  we  get 
it  from  complaints  and  frequently  we  simply  go  from  place  to 
place  to  examine  into  conditions. 

Q.  I  want  to  call  your  attention  to  this.  There  appeared  evi- 
dence before  this  Commission  that  there  was  maintained  a  manu- 
factory for  making  candy  on  Delanoey  Street  where  the  conditions 
were  absolutely  filthy.  They  were  revolting,  both  as  to  sanitary 
conditions,  the  toilet  and  the  condition  of  the  floor.  Inspection 
had  been  made  for  fire-prevention  purposes,  and,  of  course,  those 
other  facts  were  disclosed.  Now,  what  is  done  by  your  Depart- 
ment to  ascertain  conditionB  like  that?  A.  If  we  find  conditions 
which  render  the  candy  absolutely  detrimental  to  health,  we  would 
dastroy  the  material  on  hand. 

Q.  If  you  find  —  the  point  is  this:  what  e^teps  are  taken,  if 
any,  to  find  such  conditions?  A.  We  haven't  the  men  to  send 
around  from  house  to  house.   We  can't  find  that  very  easily. 

Q.  Is  it  your  opinion  that  you  ought  to  have  the  men  to  send 
around  from  house  to  house  to  find  such  conditions  ?  A.  I  don't 
rhink  there  is  any  question  about  it  at  all. 

Q.  I  don't  know  whether  you  were  present  this  morning  when 
I  discussed  with  Commissioner  Murphy  the  question  of  licensi^ig 
or  registration  of  manufactures?    A.  Yes,  sir. 

Q.  You  were  present?     A.  Yes,  sir. 

Q.  What  is  your  opinion  upon  that  question  ?  A.  We  have  in 
the  Department  of  Health,  speaking  of  licenses,  various  establish- 
ments that  are  rather  difficult  to  control.   I  believe  that  eventually 
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the  way  to  establish  control  over  places  where  food  stuffs  are 
manufactured  is  to  have  them  manufactured  under  a  permit  only, 
in  accordance  with  law ;  to  have  that  permit  issued  for  a  certain 
length  of  time,  and  prior  to  the  issuance  of  the  permit,  it  must 
be  known  that  the  Department  in  doing  it  had,  at  least,  one  in- 
spection made,  so  that  at  least  once  so  often  the  place  would  be 
put  in  appropriate  condition. 

Q.  Don't  you  believe,  Doctor,  that  you  ought  in  your 
Department,  to  create  or  regulate  certain  standards  for  all  these 
manufacturing  establishments  of  food  products,  so  that  a  manu- 
facturer and  a  workingman  may  know  what  standards  are  re- 
quired ?  A.  I  do,  if  they  are  operated  under  permits. 

Q.  Under  permits.  A.  But  if  we  haven't  the  force  to 
adequately 

Q.  Inspect  these  places,  it  is  obvious  ?  A.  It  is  absurd  to  require 
them  to  operate  under  a  permit. 

Q.  Wouldn't  such  a  state  of  affairs  be  a  guide  to  a  manufac- 
turer who  was  trying  to  do  what  was  right  ?  A.  Where  there  was 
one  manufacturer  that  would  act  in  that  manner,  there  would 
probably  be  a  hundred  of  the  other  kind,  and  it  seems  rather 
absurd  to  me  to  adopt  standards  you  can't  possibly  control. 

Q.  Your  Department,  you  told  us.  Doctor,  has  the  examination 
and  the  granting  of  permits  to  diildren  who  are  between  the  ages 
of  14  and  16,  desiring  a  permit  to  work?    A.  Yes. 

Q.  What  is  the  basis  of  granting  sudi  permits?  A. 
The  law  is  very  specific  in  regard  to  that.  The  child  comes  and  pre- 
sents evidence,  presents  an  affidavit  of  its  parent  or  guardian,  a 
certificate,  evidence  of  education,  and  if  the  Department  is  satis- 
fied that  the  real  requirement  of  the  law  is  met,  that  is,  it  has 
had  sufficient  education,  that  it  has  reached  the  age  required  by 
law,  then  the  employment  certificate  is  issued.  I  don't  suppose 
that  you  want  me  to  go  into  every  little  detail. 

Q.  No.  I  want  to  know  if  every  child  is  physically  examined 
to  ascertain  whether  it  is  in  good  health  or  in  bad  health  before 
you  issue  the  certificate  ?  A.  I  will  answer  that  in  this  way.  That 
Uiere  are  many  children  14  years  of  age  of  under  development, 
and  we  will  not  issue  a  permit  in'  such  a  case  on  that  ground. 
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Q,  Certainly.  Does  that  mean  a  permit  by  a  physician  ?  A.  It 
does.  I  donH  mean  that  the  child  is  stripped  and  every  part  of 
it,  the  heart  and  lungs,  and  all  gone  over. 

Q.  Is  any  examination  made  of  the  organs  of  a  child  to  see, 
for  instance,  whether  it  has  tubercnlosisi  or  whether  it  is  a  tuber- 
culosis case  without  any  pronounced  symptoms?  A.  Not  unless 
there  is  some  reason  for  it, —  unless  it  appears  on  the  surface. 

Q.  That  is  to  say,  if  a  child  coughs  badly?  A.  Or  appears 
emaciated,  or  is  under  proper  development 

Q.  Don't  you  believe  your  physicians  ought  to  rigorously  ex- 
amine each  child  who  applies  for  a  permit  to  work  between  the 
ages  of  14  and  16  ?  A.  I  believe  it  would  be  very  proper  if  we 
could. 

Q.  What  objection  is  there,  lack  of  force?  A.  More  funds 
needed,  more  inspectors  needed  for  the  purpose. 

Q.  Over  the  age  of  16,  a  child  need  not  apply  for  or  obtain  a 
permit  to  work  ?  A.  So  far  as  we  are  concerned  there  is  no  super- 
vision over  the  child  who  has  passed  that  age. 

Q.  Do  you  believe  your  supervision  should  extend  over  chil- 
dren above  the  age  of  16  ?  A.  I  think  somebody  should 

Q.  Is  there  any  now  ?  A.  Not  that  I  know  of. 

Q.  In  what  way  do  you  believe  there  should  be  some  super- 
vision? A.  I  think  girls  just  becoming  w<»nen  require  much 
longer  supervision  than  do  men,  and  a  boy,  for  example,  may 
require  supervision  up  to  the  age  of  sixteen  or  seventeen.  A  girl, 
I  think,  ought  to  be  supervised  up  to  the  age  eighteen. 

Q.  When  you  say  the  word  *'  supervise ''  do  you  mean  merely  at 
the  beginning  at  the  working  period,  or  do  you  mean  in  each  case 
there  should  be  examinations  from  time  to  time  ?  A.  I  mean  merely 
at  the  beginning  of  the  working  period.  It  doesn't  seem  to  me 
feasible  to  keep  on  examining  workers  indefinitely. 

Q.  Even  up  to  any  age,  it  would  not  be  practicable?  A.  It 
does  seem  to  me  impracticable. 

Q.  Have  yon  examined  into  the  question  of  women  who  are 
pregnant  being  allowed  to  work  in  manufacturing  trades,  I  mean 
to  say  for  a  month  before  their  confinement  ?  A.  They  will  ordi- 
narily work  right  up  to  the  time  they  are  confined. 

Q.  How  about  preventing  their  doing  so?  A.  It  would  be  a 
rery  excellent  thing  if  you  could. 
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Q.  Your  being  a  physician  leads  me  to  take  the  liberty  of  ask- 
ing you  that  question.  A.  It  would  be  an  excellent  thing  if  you 
could,  because,  if  you  permit  them  to  work  up  to  that  period,  it 
does  interfere  with  the  well-being  of  the  child  after  it  is  born. 
There  is  no  question  about  it  at  alL 

Q.  How  long,  in  your  opinion,  should  a  pregnant  woman  be 
prohibited  from  working  prior  to  the  birth  of  children}  A.  It 
depends  on  the  condition  of  the  woman, 

Q.  Suppose  she  is  in  good  health  ?  A.  There  is  no  reason  why 
she  shouldn't  work  up  to  two  months. 

Q.  Eor  a  period  of  two  months  you  believe,  prior  to  childbirth, 
a  woman  in  good  health  should  not  work  I    A.  At  manual  labor. 

Q.  I  mean,  hard,  manual  labor  i   A.  Hard,  manual  labor. 

Q.  And  how  much  of  a  period  of  recuperation  should  she  have 
after  childbirth  {  A.  That  depends  entirely  on  the  kind  of 
childbirth.  , 

Q.  Let  us  assume  the  most  favorable  kind,  that  no  difficulties 
set  in  of  any  kind.  A.  Many  women  make  themselves  permanent 
invalids  by  going  on  with  hard,  manual  labor  within  a  week  after 
a  child  is  born.  Physicians  generally  expect  to  get  the  best  results 
by  keeping  women  from  working  and  doing  any  hard  manual  labor 
within  three  or  four  months  after  childbirth.  Those  are  the  two 
extremes. 

Q.  Do  you  believe  that  a  child  who  receives  a  certificate  per- 
mitting it  to  work  should  be  required  at  any  period  to  apply  for  a 
renewal  of  the  certificate  before  the  age  limit  is  reached  ?  A.  The 
probability  is  that  in  the  majority  of  cases  applying  for  certificates 
to  work,  there  would  be  only  about  a  year  to  work  after  they  get 
ity  so  there  really  isn*t  any  reason  to  re-examine  them,  there  being 
no  requirement  after  they  reach  the  age  of  sixteen. 

Q.  Have  you  made  any  study  of  general  sanitary  conditions 
in  other  factories  and  manufacturing  eetablishments  than  those 
which  produce  food  products  ?    A.  Ko,  I  can't  say  that  I  have. 

Q.  Will  you  tell  me  what  other  food  products  there  are  in  this 
city  than  candies  and  bakeries?  A.  There  are  a  few  rather  small 
canning  establishments. 

Q.  Canning  establishments  ?    A.  Yes. 
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Q.  Anything  else?  A.  Of  course^  the  slaughter  houses  and 
places  where  meats  are  prepared,  either  canned  or. 

Q.  Or  sausage  meat?    A.  Sausage  meat. 

Q.  Do  jou  make  anj  inspection  of  sausage  factories  ?  A.  We 
make  a  great  many  inspections  of  places  where  meats  are  prepared, 
right  from  the  time  the  meat  is  slaughtered,  and  also  the  places 
where  they  are  made  into  sausages. 

Q.  Do  you  make  those  inspections  without  regard  to  complaints 
regularly  made?  A,  Absolutely  without  regard  to  c<Mnplaints, 
and  in  many  of  the  cattle  slaughtering  establishments  where  fed- 
eral supervision  is  not  maintained  regularly,  we  have  our  men  there 
at  all  hours  when  the  slaughtering  is  going  on. 

Q,  Do  you  ever  come  in  conflict  with  the  state  in  reference 
to  your  work  ?    A.  I  don't  remember  any  time  that  we  ever  have. 

Q.  Or  any  authority?  A.  I  don't  remember  any  time;  I  don't 
think  so. 

Q.  There  is  more  or  less  duplication  in  the  work,  isn't  there? 
A.  Yes,  there  is,  wasted  effort. 

Q.  That  is  what  I  am  coming  to.  What  is  the  remedy  for 
wasted  effort,  which  costs  money?  A.  Put  the  responsibility  in 
one  place;  give  facilities  to  one  place. 

Q.  It  has  been  suggested,  Doctor,  that  there  should  be  a  State 
Bureau  of  Inspection  or  a  Local  Bureau  of  Inspection,  if  you 
please,  by  which  Bureau,  under  a  force  of  trained  inspectors, 
should  be  made  the  inspection  of  all  manufacturing  establishments 
in  the  state,  and  its  inspectors  should  report  all  facts  to  trained 
supervisors  who  would  then  decide  whether  there  was  a  violation 
of  law  or  of  the  sanitary  code,  if  you  please,  which  is  the  law, 
and  then  report  the  violation  of  law  to  the  proper  Department  with 
all  the  facts ;  and  then  permitting  that  Department  to  proceed  at 
once,  either  to  stop  the  violation  of  the  law  and,  if  necessary,  to 
punish  the  violator.  Do  you  think  that  such  a  system  would  be 
efficacious  ?    A.  I  believe  that  it  is  absolutely  wrong. 

Q.  Why  ?  A.  In  principle,  you  are  putting  the  responsibility 
for  making  inspections  on  the  present  particular  Bureau. 

Q.  Yes.  A.  The  Bureau  of  Inspection.  You  are  making  a 
certain  Department  responsible  for  the  remedying  of  con- 
ditions,    and     you     are     taking     away     from     that     Departr 
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ment  every  bit  of  the  supervision  of  the  actual  inspection. 
No  Department  can  be  responsible  for  inspections  made  by  people 
not  under  its  control. 

Q.  Wouldn't  the  Department  which  made  the  inspection  be 
responsible?  A.  Would  they?  It  would  lead  to  endless  discus- 
sion, I  feel,  and  the  same  duplication  of  efforts,  because  any  De- 
partment which  was  held  responsible  for  conditions  of  that  kind 
would  insist  upon  making  their  own  inspection  after  the  Bureau 
of  Inspection  had  made  its  report,  in  order  to  determine  whether 
ihose  reports  were  actually  in  accordance  with  its  inspection. 

Q.  That  is  because  each  Department  would  have  a  feeling  of 
jealousy^  That  is  what  it  is,  more  or  lese,  is  it  not?  A.  1  don't 
think  £0. 

Q.  Why  couldn't  you  accept,  as  a  fact,  the  report  of  the  In- 
specting Department  that  certain  conditions  existed?  For  in- 
stance, 'referring  back  to  a  concrete  case,  this  candy  factory. 
Suppose  the  Bureau  of  Inspection  reported  to  your  Department 
the  fact  that  the  floors  were  filthy,  that  tlie  toilets  were  unclean 
or  out  of  order,  or  sewer  gas  was  escaping, —  those  are  concrete 
facts  and,  of  course,  therefore,  a  violation  of  law.  You  could,  on 
tho-e  fuct.-5,  through  the  appropriate  Department,  order  an  im- 
mediate remedying  of  the  violation,  could  you  not  ?  A.  You 
could,  and  you  are  asft>uming  responsibilities  for  the  correctness 
of  the  report. 

Q.  Why,  yes  —  you  would  assume  that — the  Department  that 
made  the  repo:t  would-  assume  that  A.  The  Department  that 
takes  the  action  assumes  the  responsibility. 

Q.  The  responsibility  for  what?  A.  Why  the  responsibility 
for  the  order  which  is  used  and  the  expense  to  which  the  person 
is  put. 

Q.  Certainly  that  would  be  no  more  assuming  it  than  if  you 
took  a  report  from  a  policeman  ?  A.  We  don't  take  reports  from 
policemen.  We  have  reports  from  inspectors  of  other  Depart- 
ments, from  the  police  and  other  official  sources,  and  we  find  we 
cannot  depend  for  our  action  on  the  accuracy  of  those  reports. 

Q.  Then,  as  I  understand  you,  there  is  no  remedy  for  this  dupli- 
cation of  report  which  goes  on  ?    A.  Yes,  sir,  I  do  think  there  is. 
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Q.  The  Building  Department  inspector  would  gat  a  good  many 
facts  which  jour  inspector  would  not  get  —  now  there  is  a  dupli- 
cation of  effort.  Your  Department  and  the  Building  Department 
are  entirely  separate  —  they  have  supervision  over  the  building 
itself,  but  not  of  the  construction  2    A.  Yes,  sir. 

Q.  And  then  taike  it  as  to  some  intemial  arrangement^  we  will 
say.  Now,  both  inepectons  would  have  to  get  a  great  deal  of 
information  from  the  owner,  the  number  of  employees,  the 
height  of  the  building,  the  si^e  of  the  floors,  the  divisiona  of 
partitions,  etc,  which  all  could  be  done  by  one  man.  How  are 
you  going  to  remedy  that  2  A«  In  other  words,  I  take  it,  you 
could  get  a  corps  of  inspectors  who  are  experts  in  their  particular 
line,  do  you  mean  that  —  I  doubt  that. 

Q.  I  don't  think  they  would  have  to  be  experts.  They  would 
be  experts  in  your  particular  line  after  they  had  training.  A. 
For  example,  we  have  men  who  are  experts  in  the  question  of 
food  examination ;  and  we  have  men  who  are  experts  in  the  ques- 
tion of  the  examination  of  plumbing  and  general  sanitary  condi- 
tions, experts  in  contagious  diseases,  and  experts  in  other  lines,  so 
we  may  send  two  or  three  men  to  one  particular  house. 

Q.  That  could  be  done  too.  You  might  have  experts  in  this 
Department  on  different  subjects  who  might  ask  you  to  correct 
the  work  of  other  inspectors.  You  could  have  one  expert  who 
could  inspect  or  supplement  the  work  of  other  inspectors.  If 
that  were  done,  wouldn't  this  Department  be  successful?  A.  I 
can't  see  how  any  Department  could  assume  responsibility  for 
action  on  the  corps  of  inspectors  not  belonging  to  it. 

Q.  Are  you  familiar  with  medical  inspections  which  are  made 
under  the  auspices  of  the  State  Commissioner  of  Labor  or  Medical 
Superintendent?    A.  No. 

Q.  Do  you  believe  there  should  be  a  State  Bureau  of  Medical 
Inspection  of  manufacturing  estalblishments  ?  A.  For  what 
purpose? 

Q.  For  the  purpose  of  determining  the  healthfulness  or  lack 
of  healthfulness  of  the  methods  of  conducting  the  work.  A.  Not 
going  into  the  health  of  the  individual  ? 

Q.  No,  I  am  leaving  out  that  for  the  present.  I  will  come  to 
that  in  a  moment.  A.  I  think  that  is  a  very  proper  inquiry  for 
some  Department  to  make. 
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Q.  Would  it  be  proper  for  your  Department?  A.  Yes,  I  think 
it  would. 

Q.  Would  you  apply  that,  also,  to  medical  inspection  of  occupa- 
tional diseases  of  working  people?  A.  It  is  a  question.  It  could 
be  taken  up  either  by  the  Department  of  Labor  or  the  Department 
of  Health. 

Q.  And  also  for  the  purpose  of  ventilation  and  light  ?  A.  Those 
are  all  questions  of  sanitary  or  unsanitary  conditions  of  such 
premises  that  belong  properly  to  the  Board  of  Health. 

Q.  And  you  don't  believe  the  State  Department  of  Labor  should 
have  jurisdiction  as  far  as  New  York  city  examinations  are  con- 
cerned ?    A.  I  don^t  know. 

Q.  But,  as  I  understand  you,  you  do  believe  they  should  be 
transferred  to  the  Health  Department  as  far  as  the  city  is  con- 
cerned? A.  I  say,  we  should  have  a  Bureau  for  that  purpose, 
a  Division. 

Q.  You  say  there  should  be  a  Bureau  for  that  purpose?  A. 
A  Division. 

Q.  A  Division,  yes,  the  name  of  which  is  not  of  much  im- 
portance. Would  you  believe,  then,  in  having  an  unpaid  board  of 
physicians  in  an  advisory  capacity?  A.  Why  duplicate  our  un- 
paid Board  of  Physicians  in  an  advisory  capacity?  We  have 
an  excellent  unpaid  advisory  board  now. 

Q.  Of  the  Health  Department  ?    A.  Of  the  Health  Department. 

Q.  You  believe  in  an  unpaid  advisory  board,  do  you?  A.  I 
do  indeed. 

Q.  If  we  leave  out  New  York  city,  are  you  familiar  enough 
with  the  subject  to  give  an  opinion  as  to  whether  or  not  there 
should  be  such  a  medical  inspection  for  all  the  other  cities  and 
districts  up  the  State  ?  A.  I  wonH  say  for  all  the  cities ;  but  unless 
it  is  dono  in  a  broad  way  for  the  nest  of  the  state,  unleee  you 
take  in  the  small  communities,  they  don't  take  any  stock  in  that 
sort  of  thing,  and  they  don't  do  the  work. 

Q.  In  certain  instances  you  believe  it  should  be  done  by  the 
city,  and  in  other  portions  by  the  state?    A.  I  ttink  it  should. 

Q.  An  unpaid  Board  should  be  established  in  the  Department 
of  Labor  or  other  appropriate  Department  ?    A.  Yes. 

Q.  Do  you  say,  as  I  understand  it,  that  you  strongly  advise 
an  unpaid  Board  of  Medical  Advisers  for  the  city,  if  such  a  De- 
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partment  is  established  ?    A.  Yes,  sir.    Of  course,  I  don't  mean 
a  board,  an  executive  board. 

Q.  Oh,  no,  an  advisory  board  ?    A.  An  advisory  board. 

Q.  Has  your  Department  ever  made  a  report  of  special  in« 
vestigations  to  this  State?    A.  I  don't  think  it  ever  has,  as  such. 

Q.  I  understand  you  to  say  that  your  Department  began  in- 
specting bakeries  over  a  year  ago,  and  I  would  like  to  know  when 
you  first  called  attention  to  the  necessity  for  any  increase  of  in- 
spectors for  that  purpose?  A.  I  don't  think  you  understood  me 
quite  correctly  if  you  understood  that.  The  Department  has  been 
inspecting  bakeries,  of  course,  together  with  other  places  where 
food  stuffs  were  stored  or  manufactured  or  sold,  every  year  since 
I  have  been  in  the  Department,  sometimes  more  and  sometimes 
less  in  accordance  with  the  amount  of  money  it  had  to  spend  in 
that  direction.  It  never  has  taken  up  bakeries  for  themselves, 
and  investigated  them  by  themselves  and  made  reports  with  regard 
to  bakeries  as  inspected  apart  from  anything  else.  The  reports 
of  the  Health  Department  that  have  been  made,  have  been  with 
regard  to  the  general  unsanitary  conditions  in  all  sorts  of  places, 
among  which  bakeries  would  have  some  place. 

Q.  How  much  money  is  allowed  your  Department  by  the  city  ? 
A.  Somewhere  in  the  neighborhood  of  two  and  a  half  million 
dollars. 

Q.  Have  you  any  emergency  fund,  not  set  aside  for  any  par- 
ticular purpose  ?  A.  Everything  given  to  the  Health  Department 
is  tied  hard  and  fast  for  certain  purposes. 

Q.  And  cannot  be  used  for  any  other  purpose?  A.  It  is  not 
available  without  permission  of  the  Board  of  Estimate. 

Q.  How  about  any  emergency  fund  ?  Have  you  any  emergency 
fund  ?  A.  We  haven't  any  emergency  fund,  but  we  can  ask  for 
one,  under  a  certain  provision  of  the  law,  and  obtain  it. 

Q.  Have  you  ever  had  one  for  this  year,  1911  ?    A.  No,  sir. 

Q.  Have  you  had  one  for  1910?  A.  I  think,  I  am  not  sure 
whether  it  was  in  1909  or  1910  that  we  had  an  emergency  fund. 
We  got  it  for  building  a  sewer.  But  in  order  to  get  that,  we  have 
had  to  declare  imminent  danger  of  pestilence  sometimes,  which  is 
rather  difficult. 
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Q.  Did  you  get  an  emergency  fund  for  this  bakery  examination, 
or  u?e  that  out  of  your  emergency  fund  ?  A.  Didn't  get  any  bak- 
ery fund  at  all.  Whatever  examination  was  made  of  the  bakeries 
came  out  of  the  fund  for  our  regular  work, 

Q.  Do  I  understand  you  to  say,  and  do  I  understand  you  cor- 
rectly, that  an  inspection  of  these  food  manufacturing  establish- 
ments is  of  the  highest  necessity  and  ought  to  be  done  ?  A.  That 
is  true. 

Q.  In  your  Department,  when  you  are  granting  a  certificate 
to  a  child  before  permitting  it  to  work,  do  you  rely  solely  on 
the  physiological  age  of  the  child  or  on  its  actual  age  according 
to  its  birth  ?    A.  Both. 

Q.  Now,  suppose  the  child  is  sixteen  years  of  age,  but  appears 
to  be  not  fully  developed,  you  refuse  the  certificate?  A.  Under 
general  circumstances,  yes.  If  the  father  and  mother  were  both 
very  small,  and  the  child  hereditarily  should  be  small,  but  had 
reached  the  proper  development,  we  would  give  the  certificate 
anyway. 

Q.  Don't  you  believe  each  child  should  be  physically  examined 
before  you  gave  the  certificate?  A.  From  a  medical  standpoint 
I  do  not  think  it  necessary.  I  think  there  are  cases  where  it 
would  become  necessary,  but  a  physician  could  determine  which 
cases  would  require  it,  and  which  would  not. 

Q.  Do  you  believe  there  should  be  a  different  standard  of  ex- 
amination for  different  ooeiipations  for  children?  A.  I  had  not 
thought  of  it. 

Q.  How  about  permitting  a  child  to  work,  or  refusing  a  child 
permission  to  work  at  certain  occupations?  A.  Everyone  knows 
that  certain  occupations  are  much  harder  labor  than  others,  and 
it  does  seem  children  should  be  prohibited  from  laboring  at  the 
hardest  work. 

Q.  There  is  a  great  deal  of  food  sold,  I  understand  it,  in  this 
city,  at  different  stands  and  peddlers'  wagons. 

Q.  Are  you  in  favor  of  prohibiting  that  or  permitting  it  ?  A. 
I  can  see  no  objection  to  it,  if  it  is  properly  covered. 

Q.  How  about  selling  food  in  factories  by  peddlers,  in  baskets 
and  wagons  ?    A.  You  mean,  cart  it  in  bags  and  baskets  around  ? 

Q.  Yes.  A.  The  only  trouble  about  that  is  that  it  is  difficult 
of  control. 
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Q.  When  you  condemn  food,  do  you  ever  trace  the  source  of 
the  food  and  endeavor  to  punish  the  man  who  ships  it?  A  If 
he  is  inside  of  our  jurisdiction  and  we  can  possibly  do  so,  yes. 

Q.  You  do?  A.  Generally,  in  this  way,  that  the  law  only 
apparently  gives  us  power  over  the  man  who  actually  sells  it. 
A  man  in  such  a  position,  we  find  out;  but  if  we  find  the  pro 
ducer  is  within  our  jurisdiction,  we  simply  make  examination  of 
materials  on  his  premises,  and  take  whatever  action  is  necessary 
against  him,  just  as  quickly  as  possible.  Of  course,  the  foods 
in  most  instances  are  prepared  outside  of  our  jurisdiction,  and  we 
can  only  take  action  against  the  retailer. 

Q.  When  you  speak  of  your  jurisdiction,  you  mean  the  city  of 
New  York  ?  A.  Outside  of  the  city  of  New  York,  or  some  other 
state. 

Q.  Outside  of  the  state?    A.  Or  outside  of  the  -xnmty. 

Q.  Have  you  jurisdiction  outside  of  the  city  of  New  York  or 
the  county  of  New  York?     A.  Only  indirectly. 

Q.  Of  course,  if  there  were  a  StaC3  Department,  they  would 
hiave  jurisdiction  of  the  entire  state?  A.  Yes;  but  it  would  not 
help,  because  quite  as  much  comes  from  other  states. 

Q.  Have  you  ever  had  any  information  as  to  workingmen, 
working  people,  sleeping  in  factories,  manufactories?    A,  I  have 
been  them. 

Q.  What  kind  of  work  have  you  seen  them  in?  A.  In  bak- 
eries.    I  have  seen  them  in  every  kind  of  factories, 

Q.  I  presume  that  ought  to  be  prohibited  ?  A.  It  is  prohibited 
by  law. 

Q.  It  is  in  bake  shops?     A.  Yes,  sir. 

Q.  I  donH  think  it  is  by  law  otherwise?  A.  Not  in  the  or- 
dinary factory  building;  no.  I  doubt  if  it  would  be  detrimental 
to  anybody's  health  for  them  to  sleep  there. 

Q.  You  say  you  have  seen  them  in  bakeries,  how  recently  ?  A. 
Within  a  week. 

Q.  How  many  bakeries?  A.  Possibly  half  a  dozen.  It  is 
a  thing  you  might  find  to-night  and  to-morrow  night  in  a  bakery. 

Q.  Is  there  anything  else  you  would  like  to  speak  about  before 
the  Commission,  or  are  there  any  suggestions  you  have  to  make  as 
to  the  purposes  of  the  Conmaission?  A.  I  think  not;  I  think 
you  have  covered  everything  I  could  say. 
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By  Commissioner  Dbbibb: 

Q.  About  the  conditioii!  of  bakeriee  in  the  city^  can  you  tell 
me  whether  any  action  has  been  taken  except  recently  ?  A.  The 
last  year  we  have  been  inspecting  bakeries  to  a  very  considerable 
extent.  Over  a  thousand  bakeries  have  been  inspected  in  the  last 
four  months, 

Q.  There  has  been  improvement?  A«  There  has  apparently 
been  improvement 

Commissioner  Dbeibb:  I  understood  that  Conmiissioner 
Fosdick  has  made  recommendations  in  relation  to  bakeries. 

Mr.  Elkub:  Commissioner  Fosdick  will  be  here. 

Commissioner  Dbeibb:  I  wanted  to  know  whether  the  Depart- 
ment had  done  anything  about  those  recommendations.  I  have 
one  other  question,  about  children  working.  Do  you  think  eight 
hours  IB  a  sufficiently  short  time  for  children  under  sixteen  to 
work? 

The  Witness  :  I  do  not  like  to  see  children  working  at  all,  from 
any  standpoint,  but  it  seems  there  are  conditions  in  certain  fami- 
lies where  they  are  obliged  to  work  for  their  own  support,  their 
own  food  and  lodging. 

Q.  What,  in  your  opinion,  is  the  chance  of  further  develop- 
ment of  a  child  when  it  begins  to  work  at  fourteen  years,  for 
eight  hours  a  day  ?  A.  If  it  is  a  boy,  and  if  the  occupation  is  in 
accordance  with  his  development  and  strength,  I  do  not  think  it 
does  him  a  bit  of  harm.  On  the  other  hand,  if  the  occupation 
is  a  hard  one,  it  is  apt  to  do  a  girl  a  great  deal  of  harm,  and 
interfere  with  her  future  bearing  of  children  undoubtedly. 

Q.  But  is  there  any  recommendation  you  can  give  us?  What 
is  your  opinion?  A.  It  seems  that  boys  and  girls  should  be 
treated  very  differently.  I  do  not  think  girls  should  be  allowed  to 
go  to  work  at  as  early  an  age  as  a  boy.  I  think  they  ought  to  be 
more   carefully    supervised    to   a   later   age,   and   kept    under 

observation. 

Q.  Now,  I  believe  that  girls  over  sixteen  can  work  ten  hours 
a  day.    They  are  not  fully  developed  at  the  age  of  sixteen  ?    A.  No. 


372  Minutes  of  Publio  Hbasikos. 

Q.  What  would  be  your  recommendation  as  to  the  hours  of 
labor  for  girls  over  sixteen  and  under  twenty-one?  A.  I  do  not 
think  they  should  be  allowed  to  work  at  any  manual  occupation 
for  over  eight  hours.  I  do  not  believe  in  an  indefinite  issue  of 
a  license  at  all.  A  license  should  be  for  a  certain  definite  period, 
so  as  to  insure  inspection  before  the  license  is  reissued. 

Mr.  Elkus:  Commissioner  Murphy  said  he  was  opposed  to 
either  registration  or  licensing. 

The  Chaibman  :  He  finally  favored  registration. 

The  Witness  :  Begistration  does  not  compel  inspection ;  licens- 
ing at  proper  intervals  does. 

Charles  E.  Ifpland^  called  as  a  witness,  and  being  duly 
sworn,  testified  as  follows: 

Examined  by  Mr.  Elkus  : 

Q.  What  is  your  business  ?    A.  I  am  a  bakery  worker  by  trade. 

Q.  You  .are  a  baker  by  trade?    A.  Yes,  sir. 

Q.  And  you  are  connected  with  a  union,  are  you?  A.  Yes, 
general  organizer. 

Q.  How  long  have  you  been  general  organizer  ?  A.  Three  years, 
just  three  years. 

Q.  What  is  the  name  of  the  union  ?  A.  International  Bakery 
Workers  and  Confectioners  of  America. 

Q.  How  many  members  of  the  union  ?    A.  22,000. 

Q.  Does  that  union  embrace  all  the  bakeries  and  confectioners' 
eetablishments  in  the  state  or  in  New  York  city?  A.  Through- 
out the  United  States. 

Q.  Have  you  separate  lodges  or  bodies  in  the  State  of  New 
York?    A.  Yes. 

Q.  What  do  you  call  them  ?    A.  Locals. 

Q.  Local  labor  unions?    A.  Yes. 

Q.  How  many  are  there  in  the  city  of  New  York  ?  A.  In  the 
city  of  New  York  nineteen;  in  the  State  of  New  York  twenty- 
eight. 
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Q.  Nineteen  in  the  city  ?    A.  Yes. 

Q.  And  twenty-eight  in  the  entire  state  outside  of  the  city? 
A.  Outside  of  the  city  ?    No,  sir. 

Q.  No,  altogether.     A.  Altogether. 

Q.  Yes^  How  many  members  of  those  unions  are  there  in  this 
city  and  in  the  etatet    A.  la  the  state  are  eleven  thousand. 

Q.  In  the  city  ?    A.  In  the  city  not  quite  six  thousand. 

Q.  Are  the  wages  fixed  by  the  union  ?    A.  Yes,  sir. 

Q.  What  does  a  baker  receive  ?  A.  The  principal  hands  receive 
nineteen  and  twenty  dollars,  and  the  bench  hands  sixteen  dollars 
and  seventeen  dollars. 

Q.  And  those  are  the  only  two  kinds  of  workers  there  are }  A. 
Well,  there  is  this^  in  the  lower  difitricts,  in  the  Jewish  districts 
they  receive  higher  wages. 

Q.  Higher  wages?    A.  Yes,  sir. 

Q.  How  much  do  they  receive?  A.  Eighteen  dollars  and 
twenty-two  dollars  and  twenty-four  dollars. 

Q.  How  about  confectioners?  A.  Do  you  mean  the  candy 
makers  ? 

Q.  The  candy  makers.  A.  In  New  York  city  we  have  not 
organized  any  confectioners. 

Q.  How  about  outside  of  the  city  ?  A.  In  New  York  there  is 
hardly  any;  in  the  West  we  have  some  organizations. 

Q.  Are  you  general  organizer  for  the  organization  of  the  United 
States?    A.  Yes,  sir. 

Q.  Now,  do  you  inspect  the  bakeries  yourselves  ?  A.  Well,  we 
go  around  the  bakeries  ourselves. 

Q.  For  what  purpose  ?  A.  To  see  the  men  in  there  are  in  good 
condition. 

Q.  What  examination  do  you  make  to  find  out  if  they  are  in 
good  condition?  Have  them  examined  by  a  physician,  or  just 
ask  them?  A.  Every  member  of  our  organization  is  examined 
by  a  physician  on  entering  the  organization. 

Q.  Yes.     But  not  after  it?     A.  Well,  as  soon  as  he  becomes 

sick. 

Q.  Unless  he  becomes  sick  ?    A.  Unless  he  becomes  sick. 

Q.  Then  you  have  him  examined  to  see  if  he  is  entitled  to  any 
benefits?    A.  Yes. 
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Q.  What  investigation  or  examination  do  you  make  while  the 
man  is  working  —  anything  at  all  ?  A.  Well,  wo,  of  course,  see 
iJiat  he  is  in  —  the  hours  of  labor  are  kept  up,  our  rules  and  regu- 
lations kept  up,  and  he  is  clean,  and  proper,  and  that  the  nine-hour 
work-day  is  in  force. 

Q.  Do  you  examine  at  all  to  see  if  the  working  place  is  cleanly  ? 
A.    Oh,  yes. 

Q.  What  do  you  do  about  that  f  A.  If  they  are  not  kept  clean 
we  report  it. 

Q.  Who  makes  your  investigations?  A.  The  i^cers  of  the 
organization. 

Q.  They  are  working  bakers,  aren't  they}  A.  Well,  some  of 
them,  they  are  not  working  in  the  bakeries. 

Q.  What  do  they  do?  A.  They  are  secretaries  of  the  office, 
and  keep  the  office,  clerks,  and  so  on. 

Q.  And  receive  salaries  ?    A.  Yes. 

Q.  Do  they  make  inspections  —  these  secretaries  —  is  that  the 
only  way  ?  A.  As  soon  as  they  get  reports  of  unsanitary  condi- 
tions in  bakeries,  they  will  report  it  to  headquarters. 

Q.  What  suggestions  have  you  to  make  to  the  Commissioners 
about  what  conditions  ought  to  be  improved  and  how  they  can 
be  improved?  A.  In  the  city  of  New  York,  or  throughout  the 
state,  or  throughout  the  United  States,  there  oug|ht  to  be  no  more 
cellar  bakeries  built 

Q.  No  more  cellar  bakeries  ?  A.  No  more  cellar  bakeries  should 
be  built  That  will  do  away  in  the  future  or  eliminate  the  cellar 
bakeries  in  the  state  entirely.  As  long  as  cellar  bakeries  are  in 
existence  or  are  built  new,  filth  in  bakeries  will  exist  If  I  can 
go  back  to  the  time  I  started  in  and  organized  for  the  puprose, 
just  to  better  the  condition,  not  alone  of  bakeries,  but  also  for 
the  welfare  of  the  public  in  general  in  1885,  there  was  the  filthiest 
condition  in  the  bakery  industry  in  this  city  of  New  York  —  filth- 
ier than  in  any  other  part  of  the  world,  I  found  out.  I  believe 
there  are  some  bakeries  like  them  in  the  State  of  Connecticut  to- 
day, where  the  Cellar  Bakeries  law  has  been  passed  that  no  more 
can  be  built,  and  cannot  open  again  if  they  are  closed,  and  there 
are  very  few.  I  just  came  from  the  State  of  Connecticut,  and  wo 
find  very  few  cellar  bakeries  there,  and  the  men  are  in  a  healthier 
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and  brighter  condition  than  those  who  work  in  cellar  bakeries. 
Everbody  can  imagine  —  I  worked  28  years  in  a  bakery  myself  — 
how  a  man  feels  after  he  has  worked  sixteen  or  seventeen  hours, 
as  has  been  before  the  organization  was  in  existence,  or  union 
shops  existed  in  the  city  of  New  York.  The  conditions  were  so 
that  men  had  no  moral  feeling  whatsoever.  He  did  not  have  any- 
thing left  for  himself,  nor  for  the  welfare  of  others,  therefore, 
I  think  the  best  thing  to  do  would  be  to  do  away  with  the  cellar 
bakeries.  Since  the  organization  has  been  in  existence  we  have 
tried  our  best  to  abolish  the  filthy  shops.  They  are  not  as  filthy 
as  they  have  been.  Of  course,  the  light,  and  the  night  work, 
especially  the  night  work,  is  detrimental  to  the  health  of  the 
bakery  worker.  In  many  instances  in  the  bakeshop,  not  alone 
night  work,  but  many  other  mattere  ehould  be  abolished,  and: 
should  bo  done  away  with.  For  instance,  the  sifting  of  ashes. 
Now,  everybody  knows,  and  especially  the  doctors  who  are  here, 
that  the  cinders  affect  the  lungs,  and  bring  about  consumption. 
There  is  not  alone  the  removal,  but  the  ashes  should  not  be  sifted 
in  the  bakery.  For  instance,  the  heat  and  ventilation.  Those 
questions  all  could  be  remedied  by  having  experts  who  under- 
stand something  about  it  The  heat  in  the  shop  goes  as  high  in 
the  saimmertime  as  100  to  115  degrees  where  the  men  have  to  work. 
Everybody  knows  that  his  digestive  organs  will  relax  from  such 
a  heat,  that  the  food  cannot  be  digested.  Therefore,  the  bakery 
workers  are  looking  haggard,  and  are  becoming  consumptive. 
The  enemy  of  consumption  is  the  digestion  of  pure  food,  to  send  ^ 
pure  blood  to  the  lungs.  Such  evils,  of  course,  under  the  present 
•system  of  inspection  are  impossible  to  prevent.  There  is  jfoi 
enough  allowance  in  my  estimation  for  inspection.  The  state 
has  it  in  hand,  and  really  in  some  ways  they  have  done  pretty 
well.  I  don't  think  that  the  city  could  do  better  under  the  present 
system,  but  I  think  it  would  be  worth  while  for  the  welfare  of  the 
public  in  general  if  they  would  know  what  they  eat,  and  to  have 
a  Commission,  you  might  say,  throughout  the  United  States.  The 
conditions  exist  everywhere  in  the  United  States  among  the  bak- 
eries, and  I  believe  that  such  a  Commission,  only  for  trial  so  as 
to  assure  the  public  what  they  eat,  that  they  eat  healthier  and 
more  wholesome  bread,  and  an  inspection  of  the  products  used  in 
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the  bakeries,  which  has  been  in  the  last  years  something  fierce, 
something  really  unbelievable.  Men  with  common  sense  are  dis- 
gusted with  the  stuff  you  have  got  in  place  of  eggs  —  oold-storage 
eggs,  candled  eggs,  ^gg  products  —  and  milk  powder,  which  in 
half  an  hour  stinks  so  that  you  cannot  stand  it. 

Q.  Is  there  a  State  Food  Commission  now  in  this  State?  A. 
Yes.  Well,  of  course,  lately,  in  the  last  three  years  I  have  not 
worked  in  the  bakery,  and  I  hope  they  are  not  using  the  same 
substances,  but  I  see  they  have  done  quite  some  work  in  that 
behalf,  maybe  they  eliminate  that  stuff. 

Mr.  Elkus:  Mr.  Chairman,  what  is  the  State  Food  Commis- 
sion, for  the  record,  if  you  can  tell  us. 

The  Chairman:  There  is  not  any.  There  is  a  Commission 
appointed  this  year  to  look  into  the  question  of  the  purity  of  the 
food  and  the  price  of  food.  That  is  a  very  general  Commission. 
I  do  not  know  whether  they  have  met  yet  or  not.  That  was  an 
enactment  of  this  year. 

Mr.  Elkus  :  The  first  time  ? 

The  Chairman:  The  first  time.  It  is  an  investigating 
Commission. 

Mr.    Elkus  :  Is  that  the  one  of  which  Mr.  Osborn  is  chairman  i 
The  Chairman:  Yes. 

Mr.  Elkus:  I  want  to  say  to  Mr.  Iffland,  for  his  information, 
that  I  remember  that  there  was  such  a  Commission  appointed. 

The  Witness  :  I  am  glad  to  hoar  it.  I  would  only  like  to  say 
that  it  is  stamped  pure  food,  but  I  cannot  understand  how  a 
i-hild  can  digest  that  stuff.  The  digestive  organs  should  be  kept 
in  order,  and  in  such  condition  that  it  gets  pure  blood. 

Q.  Mr.  Iffland,  you  were  speaking  of  the  kind  of  food  or  kind 
of  material  that  was  used  when  you  were  familiar  with  work  in 
this  city;  what  kind  was  used?  A.  Well,  there  were  substances 
for  eggs ;  there  were  substanoes  for  butter;  substances  for  milk. 
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Q,  What  was  used  instead  of  eggs  and  butter  and  milk?  A. 
Well,  there  was  a  kind  of  granulated  egg  —  albumen,  some 
powderized  eggs. 

Q.  What  is  a  granulated  egg?  A.  It  is  more  lime  than  any- 
thing else. 

Q.  It  is  a  manufactured  product  ?    A.  Manufactured  stuff. 

Q.  What  do  they  use  instead  of  milk  and  butter  ?  A.  Powder^ 
ized  milk  they  call  it. 

Q.  What  is  it,  a  chemical  ?    A.  A  chemical,  sir. 

Q.  What  do  they  use  instead  of  butter  ?    A.  Butterine. 

Q.  That  is  oleomargerine  ?     A.  Oleomargerine,  yes. 

Q.  Is  that  conmion  in  all  the  bakeshops  with  which  you  were 
familiar?  A.  Yes;  mostly  all  the  bakeshops,  they  have  used  it. 
Of  course,  I  don't  want  to  make  an  exception,  but  I  always  pro- 
tested against  it,  because  I  knew  what  it  means. 

The  Chairman  :   There  is  no  haran  in  oleomargerine? 

The  Witness  :  It  does  not  give  nourishment. 

Q.  Are  the  other  things  unhealthy?  A.  I  think  for  a  child, 
like  cakes  or  pies  or  anything  that  that  stuff  is  Used  in,  it  feeds 
the  child  but  does  not  give  nourishment  or  pure  blood.  I  believe 
you  understand  that  question,  although  I  am  not  a  physician,  or 
as  highly  educated  as  some  others. 

Q.  Is  there  anything  further  you  want  to  suggest  to  the 
Commission?  A.  Of  course,  to  have  the  elimination  of 
the  cellar  shop  and  not  have  any  new  cellar  shops  built. 
There  was  a  law  in  behalf  of  sifting  cinders,  which,  of  course, 
is  detrimental  to  men  working  in  the  shops;  and  pure  air, 
ventilation,  as  much  as  possible  in  the  cellar  shops.  Of  course,  I 
Tiiu?t  say  that  the  cellar  shops  have,  in  some  instances,  been  very 
clean  s^hops,  but,  of  course,  in  this  night  work  by  light  —  and  then 
inslrurrijig  the  inspector  —  the  building  inspector,  to  hav»*  toilets 
in  the  bakeries.  For  instance,  there  are  some  bakeries  on  the  West 
Side,  I  know ;  for  instance,  on  44th  Street  and  Tenth  Avenue  — • 
44  th  Street  aiud  46th  Street,  two  .bakeries  —  in  one  bakery  they 
use  a  butter  tub  instead  of  a  toilet. 
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Q.  Where  is  that  bakery?  A.  Tenth  Avenue  and  44th  Street, 
WeuDer's  bakery. 

Q.  Webber's  bakery  on  Tenth  Avenue?  A.  I  do  not  know  the 
number. 

Q.  Between  44th  and  46th  i    A.  Yes. 

Q.  On  which  side  of  the  street?  A.  On  the  right-hand  side 
going  up. 

Q.  That  is  on  the  east  side  i    A.  East  side. 

Q.  They  use  what?    A.  A  butter  tub  or  pail  or  something. 

Q.  Instead  of  a  toilet?    A.  Yes,  sir;  right  in  the  bakery. 

Q.  Bight  in  the  bakeshop?    A*  Yes,  sir. 

Q.  How  long  ago  was  it  that  you  found  that  out?  A.  Not  long 
ago. 

Q.  A  week  ?  A.  No ;  a  few  months  ago.  There  was  at  103rd 
Street  and  Third  Avemiei  near  103rd  Street  and  Third  Avenue,  is 
a  bakery,  where  there  ie  no  flooring  whatsoever;  just  a  dirt  ground 
floor.  Then,  of  course,  I  would  like  to  say  a  word  in  behalf  of  the 
cement  floor,  concrete  floor,  and  the  work  is  very  injurious  to  the 
men  in  the  shop. 

Q.  Why  ?  A.  They  generally  get  rheumatism,  because  they  get 
damp,  especially  in  the  cellar;  the  dampness  comes  up,  down  in 
the  floor,  and,  of  course,  in  that  behalf  there  is  very  little  done, 
and  there  are  quite  some  bakeries  in  the  city  of  New  York  whidi 
have  cement  floors,  and  although  there  is  a  law  and  a  statute 
which  demands  cement  underneath  and  boards  on  top  of  them. 

Q.  There  is  such  a  statute  ?    A.  There  is  such  a  statute. 

Q.  You  mean  it  is  not  enforced?  A.  In  many  bakeries  it  i& 
not  enforced. 

Q.  That  is  up  to  what  Department  to  enforce  it?  A.  The 
State. 

Q.  The  Labor  Department  ?  A.  The  Labor  Department  of  the 
State.  There  is  one,  I  believe  that  belonged  to  the  Fire  Depart- 
ment, which  I  will  mention,  the  cooking  of  crullers  or  cooking  fat 
in  a  bakery,  and  in  that  respect  if  the  fat  starts  to  bum  the  men 
cannot  get  out,  if  there  is  no  exit  on  one  side  of  the  shop,  which 
in  many  instances  happens.  Then  also  the  fat  gets  down  in  these 
cellars 
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By  Commissioner  Phillips  : 

Q.  Have  you  got  the  statistics  of  your  organization! 

The  Witness  :  Yes,  we  have  them.    I  can  give  you  the  statistics. 

Commissioner  Phillips:  The  Commission  would  like  to  have 
that  very  much. 

The  Witness  :  All  right ;  I  will  have  it  for  you.  I  will  write 
to  Chicago  to  our  headquarters  in  that  respect. 

The  Chaieman  :  Were  you  ever  in  business  yourself ;  you  never 
conducted  a  bakery  yourself? 

The  Witness  :  No,  not  a  bakery. 

The  Chaibman  :  I  have  been  told  for  a  number  of  years  back, 
or  until  very  recently,  it  was  the  custom  in  New  York  that  u 
man  in  the  egg  business  when  he  found  his  eggs  became  so  bad 
he  could  not  sell  them  to  the  ordinary  customer,  always  found 
purchasers  in  the  bakeries  of  New  York* 

The  Witness  :  Sell  them  to  the  bakeries. 

The  Chairman  :  The  rotten  eggs  f 

The  Witness:  Spotted. 

The  Chaibman:  Rotten  eggst 

The  Witness:  Spotted  eggs  and  rotten  eggs.  They  make  no 
difference  so  long  as  they  give  a  nice  color.  That  is  the  condition ; 
that  is  true. 

The  Chaibman  :  You  said  something  about  night  work  which 
should  be  abolished.    Under  present  conditions  can  that  be  done  ? 

The  Witness  :  Oh,  yes ;  night  work  could  be  very  well  abolished 
because  in  very  many  cities  we  have  not  got  night  work.     They 
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bake  in  the  day  time.     In  the  State  of  Connecticut  most  of  the 
baking  is  done  in  the  day  time. 

The  Chairman  :  There  is  no  law  ? 

The  Witness  :  No.  The  organization  enforced  it.  Of  course, 
the  night  working,  in  behalf  of  morality,  a  man  that  works  at 
night,  on  behalf  of  children  and  the  family.  Now,  we  had  in 
1885,  1884,  we  had  thirty-two  bakers  married  in  the  City  of 
New  York  —  thirty-two  bakers  married  in  the  City  of  New  York. 
Now,  through  the  effort  of  the  organization,  better  conditions  have 
been  established  and  most  of  the  bakers  to-day  have  homes. 

By  the  Chairmait: 

Q.  What  is  the  advantage  to  the  bakers  of  having  it  baked  dur- 
ing the  day  ?    A.  Well,  so  they  could  be  with  their  family 

Q.  You  misunderstand  me.  It  seems  that  most  of  the  bakeries 
in  New  York  now  bake  at  night,  don't  they  ?    A.  Yes,  sir. 

Q.  What  is  the  advantage  to  the  baker,  who  is  the  owner,  to 
bake  at  night?  A.  There  is  actually  an  advantage  so  that  in  the 
morning  he  may  have  fresh  stuff,  but  it  gradually  changes  into 
more  day  work  that  anything  else.  Of  course,  the  bake  shops  are 
very  small,  and  there  are  two  shifts  working,  and  one  must  work 
at  night,  and  one  must  work  by  day.  They  would  have  to  have 
another  shop  to  have  men  who  work  at  night  work  in  the  day  time. 
That  is  about  the  whole  advantage  there  is. 

Q.  You  mean  in  order  to  get  as  much  work  as  he  gets  now  by 
two  shifts,  he  would  have  to  have  a  shop  twice  as  large  ?  A.  Yes, 
or  have  an  extra  shop  for  the  night  man. 

Q.  Are  you  acquainted  with  the  law  of  Connecticut,  which  you 
say  was  passed  in  connection  with  bake  shops  ?    A.  Yes,  sir. 

Q.  And  their  location?  A.  The  laws  of  Connecticut.  If  a 
cellar  bakery  is  closed  it  cannot  be  opened. 

Q.  In  the  new  buildings  where  did  they  locate  their  shops? 
A.  Level  ground. 

Q.  Eight  on  the  level  ground  ?  A.  Right  on  the  level,  yes.  In 
some  cities,  like  Hartford,  there  is  only  one  cellar  bakery. 

Q.  Do  they  have  a  cellar  underneath  the  bake  shop?  A.  Yes, 
of  course,  according  to  the  proprietor. 
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Q.  I  was  wondering  about  the  weight  of  the  oven.  A.  There 
could  be  a  cellar  underneath  a  bake  shop. 

Mr.  Elkus  :  They  have  ovens  in  the  bake  shops  here  in  the  city 
above  the  ground  floor  even? 

The  Witness  :  Oh,  yes. 

Mr.  Elkus:  The  National  Biscuit  Company  has  a  model 
bakery. 

By  Miss  Dbeiea: 

Q.  You  say  you  have  nine  hours  a  day  in  the  union  shops? 
A.  Yes. 

Q.  What  are  the  hours  for  the  non-union  bake  shops  in  the  city 
of  New  York?  How  many  are  there,  can  you  give  us  an  idea? 
A.  Well,  there  are  quite  some  bake  shops  where  they  work,  even 
in  factories  —  even  more  than  nine,  ten,  eleven  and  twelve  hours 
a  day. 

Q.  Well,  take  it  from  the  point  of  view  of  heat,  is  it  bad  for 
the  workers  to  work  so  long?  A.  Oh,  yes ;  because  there  are  shops 
here  in  the  city  of  New  York  yet  to-day  that  we  can't  get  hold 
of,  that  work  about  fifteen  and  sixteen  hours.  Now,  those  men 
working  fifteen  and  sixteen  hours  a  day  in  a  bake  shop,  the  men 
are  actual  physical  wrecks  and  morally  they  are  wrecks,  too. 

Q.  Will  you  please  tell  me  if  the  heat  would  be  lessened  by 
having  the  ovens  open  in  the  back,  or  built  up,  or  something  like 
that?  A.  Well,  in  some  instances  they  have  ovens  fired  from  the 
back.  Of  course,  that  is  pretty  good ;  that  would  be  a  good  idea ; 
ves. 

Q.  It  would  be  a  good  idea  to  have  it  generally?    A.  Yes. 

Q.  How  much  would  it  lessen  the  heat  ?  A.  Well,  I  couldn't 
tell  you  exactly  how  much  it  would  lessen  it,  but  it  is  a  great 
relief  for  the  men  in  the  shop. 

By  Commissioner  Phillips  : 

Q.  Are  the  conditions  in  the  large  shops  better  than  in  the  small 
bakeries?  A.  In  some  instances,  the  large  shops  are  worse  than 
the  small  bakeries. 
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Q.  That  is  as  a  general  rule?  A.  As  a  general  rule,  the  large 
shops  are  driven  by  machinery,  and  as  I  said  before,  if  they  would 
be  controlled  by  the  government^  I  think  it  would  be  of  great 
interest  to  the  public.  I  think  it  should  be  controlled  by  the 
government  or  by  the  city  authorities  —  the  bakeries  should  be 
controlled,  as  long  as  this  goes  on  as  it  is. 

Q.  What  shops  have  ovens  fired  from  the  rear!  A.  Well,  I 
couldn't  tell  you ;  I  couldn't  go  down  there.  There  may  be  some 
shops  that  are  fired  from  the  rear,  but  I  can't  give  them  because 
they  wouldn't  let  me  come  in,  because  they  are  not  in  the  organ- 
ization. 

By  Mr.  Elkus: 

Q.  You  have  been  in  them.  You  mean  you  have  not  worked 
in  them?  A.  Well,  I  have  been  in  them,  but  the  factories 
v^ouldn't  let  me  down.    I  imagine  they  don't  want  to  see  me. 

By  Commissioner  Phillips: 

Q.  What  I  was  trying  to  find  out  is  how  the  large  bakeries  com- 
pare with  the  smaller  ones  ?  A.  Well,  as  I  say,  in  some  respects, 
they  are  worse  than  the  small  bakeries. 

Q.  In  what  respects  ?  A.  In  the  first  place,  the  men  are  driven 
to  work  by  machines, —  as  fast  as  the  machines  the  men  must 
work,  and  on  the  average  the  sanitary  conditions  are  not  much 
better,  because  of  the  heat  in  the  lai^e  bakeries.  In  bakeries  like 
Fleischman's  and  Hilderbrand's  bakeries,  in  the  summer  time  the 
conditions  are  worse  because  of  the  heat,  because  in  some  of  the 
large  bakeries  there  are  fifteen  and  sixteen  ovens  where  the  stuff 
comes  out,  where  the  men  are  working,  and  it  is  something 
unbearable.  ^i         ^ 

Q.  What  is  the  temperature?  A.  The  temperature  is  always 
over  one  hundred  —  one  hundred  and  ten,  and  very  hot  at  one 
hundred  and  fifteen. 

By  Miss  Dbeieb: 

Q.  Can  you  tell  us  anything  about  the  ventilation  of  the  bake 
shops  in  Germany  ?      A.  In  Qermany  the  best  regulations  are  in 
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AixErtria.  In  Austria  the  men  dassent  even  sit  on  a  bench  where 
the  bread  is  moulded,  for  the  boss  is  fined.  The  clothes  are 
changed  twice  a  week,  and  the  proprietor  sends  the  coats  —  the 
proprietor  of  the  bake  shop  sends  the  coats  out  The  men  have 
to  change  their  clothes  twice  a  week,  and  they  get  a  towel  every 
day.  Also  in  Germany,  in  1888,  through  the  Beichstag,  some 
regulations  have  been  made  which  actually  are  the  best  at  the 
present  time,  Kow,  in  England  the  conditions  in  the  bake  shops 
are  very  good  at  present,  too.  I  have  been  in  the  City  of  London, 
and  at  that  time,  in  1882  —  I  went  over  there  to  England,  and 
also  to  Belgium,  Holland,  and  I  worked  in  all  these  places  just 
to  study  the  condition    of  the  bake  shops. 

By  Mr.  Elkus  : 

Q.  What  are  the  regulations  in  Germany  that  you  speak  of? 
A.  The  cleanliness  principally.  There  are  no  cellar  bakeries,  or 
anything  of  that  kind.  The  men  must  go  proper  to  work  — 
clean  —  and  work  in  clean  clothes  and  have  places  where  they 
wash  themselves,  have  places  where  they  hang  their  clothes,  and 
everything  is  in  a  systematic  way. 

Q.  In  Germany  and  in  Austria  is  there  a  medical  examination 
of  ibe  bakers  themselves  from  time  to  time  ?  A.  Not  as  far  as 
I  know. 

Q.  Do  you  favor  that?  A.  Oh,  yes;  I  favor  that  very  much. 
I  believe  very  much  in  that  medical  examination.  I  think  that  is 
a  great  idea  that  has  been  established  by  the  state,  because  tlien 
you  can  find  out  the  conditions  that  night  working  men  is  inter- 
ested in,  in  the  bakery  shops. 

Q.  Have  you  anything  further  to  suggest,  Mr.  Iffland? 
A.  Well,  I  would  like  to  see  that  the  state  takes  the  matter  in 
hand,  or  the  city  of  New  York,  and  clean  all  the  diops  as  soon 
as  possible. 

Q.  I  take  it  that  you  are  very  much  in  favor  of  the  work  of 
this  Commission  then  ?     A.  Well,  I  am  in  favor  of  it. 

By  the  Chaibman: 

Q.  Does  your  union  organization  take  up  the  question  of  im- 
provements in  the  shops  ?    A.  Well,  I  should  say  we  have  for  the 
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last  twenty-five  years  always  brought  the  matter  before  the  public, 
and  the  last  three  years  especially.  Miss  Dreier  was  a  member^ 
and  our  president,  and  I  believe  she  has  visited  about  one  hundred 
shops,  with  myself,  and  since  that  time  we  have  done  all  we  could, 
and  I  believe  that  is  all  brought  about  through  the  education  of 
the  organization  also. 

Q.  Would  it  be  possible  for  the  bakers,  the  workers,  to  estab- 
lish a  standard,  and  refuse  to  work  in  a  shop  unless  they  live 
up  to  that  standard?      A.  Well,  you  mean  to  the  organization? 

Q.  Yes.  A.  Well,  the  organization  at  that  time  —  we  grant 
summonses  where  we  find  the  conditions  are  bad,  we  will  not  let 
the  men  to  work  in  it  if  we  can  possibly  help  it.  We  have  always 
educated  them  against  the  impure  food-  prodncte  which  have  been 
used.  Of  course,  the  men  in  some  instances,  report  it  to  the 
organization,  and  we  do  all  we  can  to  improve  it  All  those 
instances  where  it  is  brought  before  the  organization  through  the 
public,  they  want  to  know  where  they  stand  on  behalf  of  the 
bakers. 

Q.  Of  course,  if  you  men  were  strong  enough  and  refused  to 
do  any  poisoning  of  the  public,  it  would  be  a  good  thing  ?  A.  Yes. 
Tt  is  our  aim,  and  has  been  our  aim  for  years,  to  improve  the 
conditions  that  exist  in  the  bake  shops,  and  I  believe  everybody 
knows  that 

Mr.  Elkus  :  Mr.  E.  P.  Boone. 

E.  P.  BooNE^  called   as   a   witness   and   being  duly  sworn, 
testified  as  follows : 

Examined  by  Mr.  Elkus  : 

Q.  What  is  your  full  name?      A.  Edward  P.  Boone. 

Q.  Mr.  Boone,  where  do  you  live,  and  where  is  your  place 
of  business?  A.  I  live  on  StAten  Island,  and  my  place  of  busi- 
ness is  123  William  iStreot,  New  York  City. 

Q.  What  is  your  business  ?  A.  Superintendent  of  the  Automa- 
tic Sprinkling  Department  of  the  New  York  Fire  Insurance 
Exchange. 
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Q.  Will  you  explain  to  the  Gommission  what  the  New  York 
Fire  Insurance  Exchange  is?  A.  That  is  a  body  supported  by 
the  insurance  companies  to  formulate  and  promulgate  rules  and 
rates  governing  insurance. 

Q.  To  formulate  rules  for  the  guidance  of  the  insurance  com- 
panies?   A.  Yes. 

Q.  Is  that  all  they  do  in  the  New  York  Fire  Insurance 
Exchange?    A«  Bating  of  risks. 

Q.  And  does  that  cover  it?    A.  And  licensing. 

Q.  Welly  the  New  York  Fire  Insurance  Exchange  is  the 
medium  through  which  fire  insurance  companies  act  in  unison? 
A.  Yes. 

Q.  I  didn't  quite  catch  what  you  said  your  connection  with  the 
Exchange  was?  A.  Superintendent  of  the  Automatic  Sprinkler 
Department. 

Q.  Tell  us  what  that  Department  is.  A.  That  Depart- 
ment has  charge  of  rules  and  regulations  for  the  installation  of 
automatic  sprinklers  —  drawing  up  of  specifications  —  inspection 
of  buildings,  risks  being  equipped  with  automatic  sprinklers,  and 
rate  of  equipment,  and  the  rating  of  risks  under  what. is  known 
as  the  restriction  sprinkler  sdiedule. 

Q.  Now,  the  New  York  Fire  Insurance  Exchange  regulates  the 
kind  of  sprinklers  that  are  to  be  used  in  order  that  the  insured 
may  get  a  reduction  of  insurance  because  of  the  use  of  the 
sprinkler  system  ?    A.  Yes.    It  has  a  list  of  all  improved  heads. 

Q.  There  are  certain  sprinkler  heads  that  the  Fire  Insurance 
Exchange  approves  of  and  only  those,  and  if  the  insured  uses 
one  of  those  sprinkler  heads,  he  may  receive  the  reduction  in  the 
premiums  of  insurance  f    A.  Yes,  sir. 

Q.  And  can  you  tell  the  Commission  the  percentage  of  reduc- 
tion that  is  obtained  by  using  the  sprinkler  head  in  a  manufac- 
turing establishment,  we  will  say  ?  A.  Our  method  of  granting 
the  reduction  for  automatic  sprinkler  heads  is  by  means  of  grad- 
ing schedules.  The  maximum  reduction  under  the  system  is 
50  per  cent. 

Q.  That  is  to  say,  the  premiums  of  insurance  are  reduced  one- 

hai??    A.  Yea. 

Q.  By  the  introduction  of  an   improved   sprinkler   system? 

A.  Yes. 

13 
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Q.  Now,  what  has  been  your  own  experience  as  a  sprinkler 
expert,  Mr.  Boone?  How  long  have  you  been  investigating  and 
examining  and  improving  sprinkler  systems  and  studying  the 
whole  sprinkler  system  ?      A.  Somewhat  over  twelve  years. 

Q.  How  long  have  sprinkler  systems  been  in  use  in  the  city  ? 
A.  The  first  installation  in  this  city,  I  believe,  was  installed  m 
1882. 

Q.  And  they  have  been  very  generally  in  use  in  the  last  ten 
years,  have  they?    A.  Yes. 

Mr.  Elkus:  Now,  would  the  Commission  like  Mr.  Boone  to 
•explain  what  an  automatic  sprinkler  is;  or  are  you  all  familiar 
with  it  ? 

The  Chairman  :  I  understand  it.     I  think  we  all  understand  it. 

Q.  Are  there  any  differences  in  the  sprinkler  systems  of 
which  you  know,  or  are  they  all  substantially  the  same  ?  A.  There 
is  a  difference  between  the  wet  pipe  system  and  the  dry  pipe 
system. 

Q.  Explain  the  difference,  please.  A.  The  wet  pipe  system 
is  where  the  water  is  in  the  pipes  all  the  time  at  the  sprinkler 
head ;  the  dry  pipe  system,  the  pipes  are  filled  with  air,  and  under 
steam  pressure,  the  water  being  held  by  an  automatic  valve. 

Q.  Well,  the  water  is  released  in  every  case  through  the 
sprinkler  head  by  the  heat  in  the  building,  or  wherever  the 
sprinkler  system  is,  rising  to  a  certain  degree?    A.  Yes. 

Q,  Which  automatically  causes  the  sprinkler  head  to  break? 
JO,*  JL  es« 

Q.  Is  the  sprinkler  head  simply  placed  in  the  system 
of  pipes,  or  placed  where  the  metal  is  of  a  certain  kind, 
and  of  such  a  texture  that  by  reason  of  the  degree  of  heat  which 
is  obtained,  this  metal  melts^  and  the  water  comes  through  ? 
A.  The  sprinkler  head  is  a  device  in  itself,  screwed  into  the  pipe, 
and  with  a  metal  cap ;  it  is  held  back  in  place  by  solder,  and  the 
action  of  the  heat  fuses  the  solder  and  releases  the  cap,  and  the 
water  is  discharged. 

Q.  Outside  of  the  differences  between  the  dry  and  the  wet  pipes 
systems,  are  there  any  other  differences  between  the  different 
systems  of  sprinklers  ?    A.  There  may  be  two  sources  of  supply, 
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or  one  source  of  supply.  Two  sources  of  supply  are  always 
required  for  the  standard  sprinklers. 

Q.  What  do  you  mean  by  two  sources  of  supply?  A.  Two 
sources  of  supply  as  in  the  case  of  a  pressure  tank  —  one  forming 
the  primary  and  the  other  the  secondary  supply. 

Q.  How  many  sprinkler  systems  does  your  New  York  Fire 
Insurance  Exchange  approve?  A.  Two  main  systems.  At  the 
present  time  there  are  six  sprinkler  heads  on  the  approved  list. 

Q.  What  are  the  names  of  them?  A.  The  Eetey  Gibbons, 
International,  Manufacturers,  the  Neracher  and  the  Rockwood. 

Q.  Who  are  the  manufacturers  of  these  six  systems  ?  A.  S.  S. 
Vogel  &  Company,  manufactnre  Estey  heads;  the  International 
Sprinkler  Company,  the  International  Sprinkler;  the  Manufac- 
turers, the  Automatic  Sprinkler  Company  manufactures;  the 
Hibbard,  George  I.  Hibbard  Company  manufactures  the  Hibbard 
sprinkler,  and  the  Rockwood  Sprinkler  Company  the  Kockwooa 
sprinkler,  and  General  Fire  Extinguisher  Company  manufactures 
the  Neracher  sprinkler. 

Q.  How  many  sprinkler  system  do  you  know  of  besides  these 
six  ?      A.'  There  are  some  dozen  or  fifteen  —  say  fifteen. 

Q.  Who  passes  upon  the  sprinkler  systems  which  are  approved 
by  your  Exchange  ?  A.  The  department  of  which  I  am  superin- 
tendent. 

Q.  And  then  you  do  it,  as  I  understand  it,  practically  —  you 
or  anybody  else,  Mr.  Boone?     A.  Inspectors  in  my  department. 

Q.  How  many  inspectors  have  you  ?    A.  Six. 

Q.  Well,  have  they  decided  that  these  six  systems  are  the  only 
ones  that  you  would  approve  of,  or  did  you  decide  that  yourself? 
A.  We  decide  whether  the  equipment  has  been  installed  in  accord- 
ance with  our  rules  and  regulations,  and  so  grade  it. 

Q.  But  you  only  approve  of  these  systems?    A.  Only. 

Q.  And  besides  that  you  examine  to  see  if  the  systems  are 
properly  installed?    A.  Yes. 

Q.  What  I  want  to  find  out,  is  who  picked  out  these  six  systems, 
who  selected  them?  A.  These  sprinklers  that  I  have  mentioned 
were  decided  on  and  examined  by  the  Underwriters  in  Chicago. 

Q.  Do  they  apply  to  the  whole  United  States  or  only  to  New 
York  City?    A.  They  apply  to  all  the  United  States. 
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Q.  So  these  six  concerns  have  a  monopoly  of  the  business  in 
the  United  States?  A.  The  only  companies  that  manufacture 
sprinklers  in  the  laboratory. 

Q.  I  don't  mean  to  use  the  word  in  any  invidious  sense,  but 

« 

that  practically  gives  them  a  monopoly  of  the  business,  because  all 
men  practically  who  use  sprinkler  systems  have  insurance,  and, 
of  course,  they  want  to  get  the  benefit  of  the  reduction  of 
pr^niums,  and  if  they  do,  they  must  use  one  of  these  six  systems ; 
is  that  correct?  A.  Yes,  sir.  We  have  several  old  style  equip- 
ments here  in  the  city,  for  which  a  nominal  grading  is  given. 

Q.  That  is,  they  get  a  nominal  reduction?  A.  Yes, —  which 
amounts  to  nothing,  practically — from  ten  to  twenty  per  cent. 

Q.  Now,  it  has  been  stated  here  by  one  of  the  Chiefs  of  the 
Fire  Department  that  any  plumlber  could  make  a  proper  sprinkler 
system  —  any  competent  plumber.  Is  that  correct?  A.  Could 
install  a  sprinkler? 

Q.  No,  could,  create  one  —  build  it    A.  I  doulbt  it  very  much. 

Q.  He  stated  here  before  the  Commission  that  a  sprinkler  head 
was  a  thing  that  could  be  manufactured  by  any  competent 
plumber.    A.  I  doubt  it. 

Q.  Why  do  you  doubt  it,  Mr.  Boone  ?  A*  A  sprinkler  head  is 
a  mechanical  device  whidi  must  be  constructed  along  mechanical 
lines.  It  must  be  an  adequately  equipped  shop  that  can  build 
such  a  head ;  it  must  be  a  proper  shop  with  testing  apparatus  and 
facilities  to  turn  out  a  device  which  when  installed  can  he  relied 


upon* 

Q.  Well,  when  the  sprinkler  system  is  installed  in  every  build- 
ing before  you  give  a  man  a  rebate  or  fix  a  rate  of  insurance  for 
that  building,  dependent  upon  the  system,  you  have  a  test  of  the 
system  made,  don't  you  ?     A.  We  do. 

Q.  That  is  to  say,  you  heat  the  building  up  to  the  requisite 
degree  of  heat  to  melt  the  solder  which  holds  the  sprinkler  heads 
in  place,  and  see  if  the  water  flows  at  that  time  ?  A.  We  do  not 
go  that  far. 

Q.  Well,  how  far  do  you  go  ?  A.  We  make  a  test  of  the  pipe 
system,  its  required  pressure,  and  its  flow  of  water.  Fusing  is 
entirely  unnecessary  to  this  sprinkler  head,  for  we  know  what  the 
sprinkler  head  can  do. 
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Q.  Have  you  heard,  Mr.  Boone,  that  there  is  an  arrangement 
between  the  six  concerns  with  reference  to  prices  for  sprinkler 
systems  ?     A.  I  have  heard  something  with  reference  to  it. 

Q.  What  have  you  heard  with  reference  to  it  J  A.  That  there 
was  a  combination  on  foot. 

Q.  What  kind  of  a  combination?  A.  As  to  the  control  of 
certain  types  of  sprinklers. 

Q.  Well,  what  did  you  hear  about  it?  A.  That  one  of  the 
companies  had  taken  over  a  certain  type  of  sprinkler. 

Q.  Which  company?  A.  The  company  that  now  owns  the 
Automatic  Sprinkler  Company  of  America. 

Q.  That  they  had  taken  over  what?  A.  Certain  of  one  or  other 
types  of  sprinkler. 

Q.  Which  type  do  you  refer  to  ?      A.  The  International. 

Q.  And  with  the  taking  it  acquired  the  International  ?  A.  Yes, 
sir. 

Q.  And  at  the  taking  acquired  all  the  others  too,  or  the  con- 
trolling interest  in  them  ?    A.  No,  sir. 

Q.  How  many  did  the  Automatic  own,  though, —  about 
half  of  them  ?  A.  No,  sir,  —  the  Manufacturers'  Sprinkler  Com- 
pany, and  one  of  the  western  sprinklers. 

Q.  Well,  that  would  give  them  a  third  of  the  business  ?    A.  Yes. 

Q.  Have  you  heard  that  besides  that  there  was  a  combination 
—  I  think  you  used  the  word  "  combination  "  —  have  you  heard 
there  was  a  combination  between  all  of  the  companies  that  manu- 
factured these  sprinklers?    A.  No,  sir. 

Q.  Hasn't  there  been  complaint  made  to  you  that  the  companies 
had  some  agreement  by  which  prices  were  maintained?  A.  T 
have  heard  such  complaints. 

Q.  How  many  complaints  have  you  heard  to  that  effect? 
A.  Very  few.     Now  and  then  we  hear  one. 

Q.  Have  you  over  investigated  to  see  if  it  was  true  ?  A.  No, 
sir. 

Q.  Wasn't  that  a  subject  in  which  your  Exchange  was  inter- 
ested? A.  The  way  the  complaints  came  didn't  seem  to  warrant 
any  investigation  on  our  part. 

Q.  How  did  they  come?    A.  Verbally. 

Q.  Then,  some  one  came  to  you  and  told  you  that  there  was 
such  a  combination?    A.  Yee,  sir. 
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Q.  Is  that  it  ?    A.  I  oouldn^t  say  it  was ;  they  simply  thought. 

Q.  And  because  they  wore  verbal  you  didn't  pay  any  attention 
to  them?     A.  No,  sir. 

Q.  Now,  isn't  it  a  fact,  Mr.  Boone,  that  the  prices  charged  by 
these  concerns  who  manufacture  these  sprinkler  systems  are  about 
the  same  ?    A.  Very  nearly. 

Q.  And  isn't  it  a  fact  that  if  a  man  intends  to  put  in  a  sprinkler* 
system,  and  applies  to  any  one  or  more  of  the  six  concerns,  that 
if  he  has  applied  to  one,  he  can't  get  any  bids  from  the  others  ? 
A.  No,  it  is  not  a  fact. 

Q.  Or  if  other  bids  are  made  they  are  very  high, —  if  he  ap- 
plies to  five  of  the  conoems  in  order,  taking  the  first  first  and  the 
other  four  afterwards,  that  the  first  bidder  is  the  lowest  one  and  all 
the  others  are  higher?     A.  That  has  not  been  my  experience. 

Q.  And  isn't  that  done  by  arrangement  between  the  companies  ? 
A.  That  has  not  been  my  experience. 

Q.  That  has  not  been  your  experience  ?     A.  No,  sir. 

Q.  Do  you  favor  the  installation,  from  your  experience,  of  the 
sprinkler  system  in  manufacturing  establishments?  A.  I  do; 
yes,  sir,  under  certain  rules  and  regulations. 

Q.  What  rules  and  r^ulations?  A.  I  should  say,  rules  for- 
mulated along  the  lines  of  the  Underwriters'  rules. 

Q.  What  are  they?  A.  They  are  compulsory,  compulsory 
installations  that  can  be  depended  upon. 

Q.  You  mean  a  proper  installation  ?    A.  Yes. 

Q.  It  is  assumed  that  you  refer  to  a  proper  installation.  An 
improper  one  would  not  be  of  any  use  to  anybody.  But  in  all  the 
cases  do  you  believe,  or  recommend,  that  an  owner  should  be 
compelled,  or  some  one  should  be  compelled,  to  install  a  sprinkler 
system  in  a  manufacturing  establishment?  A.  Certain  classes  of 
tenement  manufacturing  risks,  tenement  risks  and  risks  of  a  large 
area,  and  great  height. 

Q.  Well,  let  us  take  an  ordiniaTy  loft  building,  such  afl  exists 
in  New  York  city,  with  which  you  are  familiar.  Do  you  favor  a 
compulsory  installation  of  a  sprinkler  system  in  such  a  building 
above  a  certain  height,  and  if  so,  above  what  height  ?  A.  I  should 
be  in  favor  of  compulsory  installation  when  the  equipment  is 
properly  installed  in  buildings  of  five  stories  or  over  in  height. 
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Q.  Five  stories  or  over.  That  is  in  every  story  above  the  fifth 
story,  or  including  the  fifth, —  in  the  entire  building,  every  floor  ? 
^.   X  es* 

Q.  If  a  building  is  five  stories  or  more  in  height,  and  used  for 
manufacturing  purposes?    A.  Yes. 

Q.  Why  do  you  recommend  a  requirement  of  that  kind 
as  being  compulsory?  What  is  your  reason  for  it?  A.  Some- 
times sprinklers  are  kept  in  the  upper  stories  of  the  building. 

Q.  Do  you  believe  a  sprinkler  system  would  save  life  as 
well  as  property  ?  We  are  not  so  much  interested  in  property  as 
we  are  in  life.    A.  I  do. 

Q.  Well,  tell  us  the  reason.  A.  Because  the  fire  does  not  have 
an  opportunity  to  gain  headway;  it  is  either  checked  in  its 
incipiency  or  immediately  extinguished. 

Q.  A  sprinkler  system  does  nob  operate  usually  until 
a  certain  d<^ree  of  temperature  is  obtained?  A.  The  fusible 
metal  employed  on  the  sprinkler  fuses  at  165  or  165  degrees 
Fahrenheit. 

Q.  Suppose  we  have  a  fire  in  a  loft  building  where  a  number 
of  employees  were  employed  on  the  floor  where  the  fire  was.  If 
there  was  a  sprinkler  system  there,  from  your  experience,  could 
you  say  whether  or  not  the  sprinkler  system  would  operate  before 
the  employees  would  be  burned  or  hurt  or  killed  ?  A.  I  should 
say  that  the  sprinkler  system  would  allay  any  panic  which  might 
start. 

Q.  It  would  ?    A.  Yes,  sir. 

Q.  Well,  then,  take  the  case  of  this  Triangle  Waist  Company 
fire  with  which  you  are  familiar,  no  doubt  ?    A.  Yes. 

Q.  Is  it  your  opinion  that  if  there  had  been  a  sprinkler  system 
in  that  building  the  loss  of  life  would  have  been  all  or  partly 
prevented  ?  A.  I  think  if  there  had  been  a  properly  installed  and 
properly  maintained  sprinkler  system  in  the  building  there  would 
have  been  no  loss  of  life. 

Q.  You  are  familiar  with  the  cost  of  sprinkler  systems,  are 
you  ?    A.  Yes,  sir. 

Q.  How  much  would  it  cost  to  install  a  sprinkler  system  in 
that  Triangle  Waist  Company  building  ?  A.  I  should  say  an  ex- 
penditure of  $11,000  to  $12,000. 
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Q.  How  long  do  the  sprinkler  systems  last,  Mr.  Boone? 
A.  Tke  entire  equipment? 

Q.  Yes.  A,  The  wooden  tanks  last  on  an  average  of  six  years, 
the  remaining  portion  of  the  equipment  would  last  almost  in- 
definitely unless  there  is  some  corrosion,  fifteen  years  I  should 
say.  The  equipment  as  a  whole  would  average  up,  I  should  say 
twelve  years. 

Q.  An  expense  of  $11,000  covering  a  period  of  twelve  years  on 
the  average  would  have  saved  in  that  case  the  lives  of  one  hundred 
and  forty-seven  people, —  in  your  opinion?  A.  I  am  firmly  of 
that  opinion. 

Q.  Is  that  one  of  the  reasons  why  you  recommend  that  it  should 
be  compulsory  to  install  sprinkler  systems  in  every  factory  build- 
ing above  a  certain  height  ?    A.  One  of  them. 

Q.  In  New  York  city  w^  have  buildings,  loft  buildings  used 
for  manufacturing  purposes  that  are  of  varying  sizes,  25  by  80 
feet,  50  by  80  and  75  by  80,  and  they  run  8  to  12  and  15  stories, 
is  that  right?     A.  That  is  on  the  average;  yes,  sir. 

Q.  Can  you  tell  the  Commission  the  cost  of  installing  a 
sprinkler  system  properly  in  those  different  sizes  of  buildings? 
A.  In  the  first  building,  if  it  is  what  is  known  as  open  joists  con- 
struction, it  would  cost  probably  $3,000,  $3,500,  that  is  the 
complete  installation,  where  we  would  give  a  grade  of  say  50 
per  cent.  On  the  second  building  it  would  cost  about  $7,500, 
if  that  is  50  by  80,  and  on  the  other  building  75  by  80,  15 
stories  high,  fireproof  construction,  I  would  estimate  about 
$11,000. 

Q.  And  that  is  using  the  system  of  one  of  those  six  companies, 
one  of  those  six  systems  which  you  referred  to?  A.  An  approved 
system. 

Q.  Are  the  other  systems  much  cheaper?  A.  I  presume  so. 
We  have  not  installed  them. 

Q.  Mr.  Boone,  what  saving  of  insurance  would  there  be  in 
premiums  each  year  on  the  building  itself,  on  the  various  size 
buildings  with  sprinkler  systems  installed?  A.  The  maximum 
reduction  would  be  fifty  per  cent  for  the  standard  sysitem.  There 
is  a  schedule  which  applies  to  high-grade  risks  which  would  admit 
of  a  still  more  marked  reduction. 
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Q.  And  what  is  that  ?   A.  Beduce  it  from  75  to  80  per  cent. 

Q.  That  is  reduce  it  by  75  or  80  per  cent  ?    A,  Yes. 

Q.  Now  take  an  ordinary  25  by  80  building,  say  12  stories 
high.  That  is  a  fair  average  building,  a  loft  building.  That 
would  be  insured,  the  building  itself,  about  how  much?  A. 
According  to  the  occupancy,  it  would  range  anywhere 

Q.  Give  me  an  average  figure.  A.  30  to  35  cents  without 
sprinklers. 

Q.  And  on  what  valuation?  A.  The  valuation  might  run  as 
high  as  $150,000  up. 

Q.  Supposing  we  take  the  lowest  figure,  $150,000,  that  is  low, 
and  at  35  cents,  that  would  mean  how  much  premium  per  annum  ? 
A.  That  is  35  cents  per  $100. 

Q.  That  would  be  dbout  $500  a  year,  is  that  right,  for  the 
premiums  ?   A.  $500  a  year. 

Q.  That  would  be  low,  would  it  not  ?    A.  Yes. 

Q.  So,  if  you  installed  a  sprinkler  system  that  would  reduce 
that  one-half  to  about  $250?    A.  Yes. 

Q.  Now  take  the  contents  of  that  building,  the  merchandise 
belonging  to  the  various  tenants.  What  would  be  the  rate  on  a 
non-sprinkler  building?  A.  That  would  be  possibly  as  high  as 
$2.25  a  hundred. 

Q.  $2.25  a  hundred?     A.  Yes,  sir. 

Q.  Would  that  be  reduced  one-half  by  a  sprinkler  system  also  ? 
A.  It  would. 

Q.  So  that  each  tenant  would  save  much  more  than  the  owner 
of  the  building?   A.  Yes,  sir. 

Q.  Have  you  ever  disapproved  of  the  installation  of  sprinkler 
systems  in  New  York  City?    A.  Yes,  sir. 

Q.  How  many  ?  A.  Well,  I  have,  I  should  say  in  the  neighbor- 
hood of  90  or  100  equipments  in  the  city  for  which  we  make  no 
allowance  in  any  way,  either  being  partial  equipments  or  due  to 
the  fact  that  they  are  below  standard. 

Q.  Not  one  of  those  six  systems  that  you  named?  A.  They 
may  be  one  of  those. 

Q.  Will  you  tell  the  Commissioners  what  the  fire  losses  have 
been  where  there  have  been  sprinkler  systems  since  your  connec- 
tion with  the  Exchange?    A.  The  number  of  fires  occurring  in 
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sprinklered  risks  in  this  city,  would  run  fix>in  40  to  60  a  year. 
The  average  number  of  sprinklero  opened  by  fire  per  year  in  five 
years  —  five  sprinklers  per  fire.  The  greatest  number  of  sprinkler 
heads  opened  in  any  one  fire  in  thia  city  being  fifty,  due  to  the 
condition  of  the  premises. 


Coaniniseioner  Phillips:  That  is  they  put  the  fire  out  before 
it  reached  them. 

The  Witness  :  They  held  the  fire  in  check. 

Commissioner  Phillips:  So  that  it  did  not  reach  the  other 
heads  ? 

The  Witness:  Yes. 

Q.  Can  you  give  the  Commissioners  some  comparison  between 
fires  where  there  were  no  sprinkler  systems  and  where  there  were  ? 
A.  The  Triangle  Waist  Company  fire  is  one. 

Q.  How  much  was  the  loss  of  property  there?  A.  I  do  not 
recall  just  now.  We  had  a  fire  shortly  afterwards  on  Broadway 
where  there  were  two  sprinkler  heads  operated.  It  happened  to 
be  a  night  fire  though,  but  the  fire  was  practically  extinguished. 
That  occurs  nearly  every  week  or  ten  days. 

Q.  Has  there  been  any  loss  of  life  in  factory  buildings  where 
there  has  been  a  sprinkler  system,  by  a  fire  t  A.  Not  to  my  knowl- 
edge since  I  have  been  connected  with  the  Exchange. 

Q.  You  never  heard  of  a  loss  of  life  where  there  was  a  sprinkler 
pvstem  installed  ?   A.  No. 

Q.  Have  any  of  the  systems  ever  failed  to  work?  A.  There 
have  been  failures  reported,  yes,  sir. 

Q.  In  many  cases  ?   A.  Very  few. 

Q.  Well,  it  is  your  opinion,  Mr.  Boone,  that  a  sprinkler  system 
will  almost  invariably  save  life  in  a  fire  ?  A.  It  is,  if  the  system 
is  properly  installed  and  maintained. 

Q.  Of  course,  assuming  that.  We  are  assuming  that  all  alona:. 
Then  you  would  recommend  legislation  to  the  effect  that  a  sj^r ink- 
ier system  properly  installed  should  be  compulsory  in  every  man- 


E.  P.  Boone.  396 

ufacturing  building  of  over  five  stories  in  height?  A.  Based  on 
proper  requirements. 

Q.  Of  course.  Now,  from  time  to  time  damage  by  water  is 
caused  by  the  sprinkler  systems  working  when  there  is  no  fire, 
is  it  not?    A.  Occasionally,  due  to  lax  management 

Q.  And  that  is  covered  by  what  you  call  sprinkler  insurance  ? 
A.  Sprinkler  leakage. 

Commissioner  Phillips:  How  much  does  that  affect  the 
reduction  ? 

The  Witness  :  That  is  a  separate  matter. 

Commissioner  Phillips  :  You  would  have  to  deduct  that  from 
the  50  per  cent  ? 

The  Witness:  No,  sir. 

Commissioner  Phillips  :  Now,  in  order  to  find  out  how  much 
in  his  insurance  he  saves,  you  would  have  to  find  out  what 
proportion  of  that  50  per  cent  that  is  ? 

The  Witness  :  The  rates  vary  according  to  the  susceptibility  of 
the  stock  and  the  tyi>e  of  equipment. 

By  Mr.  Elkus  : 

Q.  Are  there  any  manufacturing  establishments  or  businesses 
in  which  you  would  recommend  the  instaUation  of  sprinklers 
irrespective  of  the  height  of  the  building?  A.  A  business  or 
manufacturing  establishment? 

Q.  If  so,  what?  A.  The  department  stores,  a  building  where 
a  large  number  of  people  are  likely  to  congregate.  Risks  or  build- 
ings where  they  have  certain  occupancies  in  certain  localities  and 
of  certain  types  of  construction. 

Q.  Now,  suppose  it  became  a  fact  that  four  or  five  companies, 
I  think  four  companies  now,  were  in  an  agreement  to  keep  a 
uniform  price,—  to  keep  up  the  prices  of  sprinklers,  would  your 
Exchange  take  any  action  with  reference  to  it?  A.  That  would 
be  a  matter  for  the  governing  body. 
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Q.  Are  any  of  the  fire  insurance  companies  interested  in  mar- 
keting sprinkler  systems  ?    A.  Xot  to  my  knowledga 

Q.  And  are  any  of  the  directors  or  officers  of  the  company 
interested  in  any  of  the  sprinkler  systems  ?  A.  Xot  to  my 
knowledge. 

Q.  You  would  not  know  whether  they  were  or  not,  would  you  ? 
A.  No. 

Q.  Are  you  familiar  with  the  fire-alarm  systems,  or  is  not 
that  in  your  province?  A«  That  does  not  come  directly  under 
me,  only  so  far  as  they  are  connected  with  automatic  sprinklers. 

Q.  How  are  they  connected  with  that?  A.  Central  stationary 
connectionB. 

Q.  Explain  that  to  the  Commission,  if  you  please  ?  A.  By  the 
operation  of  the  system  when  there  is  a  fire,  there  is  an  alarm 
transmitted  over  electric  circuits  to  the  central  station. 

Q.  That  is  an  automatic  system?    A.  Yes. 

Mr.  Elkus  :  Is  there  anything  that  you  would  like  to  state  to 
the  Commission,  any  recommendations  or  suggestions  ? 

The  Witness  :  No. 

By  Commissioner  Dbeibs: 

Q.  What  is  the  effect  on  the  occupant  of  the  room  if  it  takes 
200  degrees  to  operate  the  sprinkler?  A.  That  heat  is  on  the 
ceiling,  not  necessarily  down  below.  The  sprinkler  being  on  the 
ceiling,  of  course,  is  affected. 

Q.  You  do  not  think  there  would  be  any  injury  to  the  occu- 
pant from  that  heat?    A.  A  very  remote  chance  of  it. 

By  the  Chairman: 

Q.  Supposing  an  automatic  sprinkler  were  installed  in  a  build- 
ing without  consulting  you,  and  afterwards  application  was  made 
to  you  for  fire  insurance  and  you  discovered  —  no  doubt,  that 
would  be  submitted  to  you  —  and  you  discovered  that  the  sprinkler 
was  installed  by  a  company  that  was  not  approved  by  the  Under- 
writers.   Do  you  go  to  the  trouble  of  testing  to  see  whether  the 
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sprinklers  installed  are  as  good  as  those  approved,  or  do  you,  from 
the  mere  fact  that  it  is  not  one  of  the  six  systems  that  you  have 
approved,  refuse  to  give  any  reduction  on  account  of  the  presence 
of  the  sprinklers?  A.  If  the  equipment  has  been  installed  we 
would  make  our  customary  inspection,  and  if  we  observed  that 
it  was  a  system,  a  type  not  approved,  we  would  not  grant  any 
reduction. 

Q.  Do  you,  at  once,  when  you  ascertain  it  is  not  one  of  the  six 
systems,  refuse  to  give  any  reduction,  or  do  you  give  the  owner 
an  opportunity  to  test  it  for  you,  to  show  you  that  it  is  as  good 
as  that  of  one  of  the  six  ?    A.  We  grant  no  reduction. 

Q.  Simply  from  the  mere  fact  that  it  is  not  one  of  the  six? 
A.  It  has  not  been  tested  out,  no,  sir. 

Q.  I  just  asked  you,  do  you  test  it  out?  A.  I  mean  tested 
out,  examined  by  the  Underwriters'  Laboratory  for  the  Exchange, 

Mr.  Elkus:  He  means  that  the  sprinkler  had  not  been  tested 
by  the  concern  in  Chicago. 

The  Chairman  :     No  matter  how  good  it  might  be  ? . 
The  Witness  :  If  it  is  not  approved. 

The  Chaibman  :  So  that  a  company  in  order  to  get  any  benefit 
out  of  its  automatic  sprinklers  has  got  to  go  to  the  Fire  Under- 
writers and  get  its  approval,  or  else  it  might  as  well  get  out  of 
business  ? 

The  Witness  :  It  has  got  to  have  its  approval,  yes. 

Commissioner  Phillips:  What  is  the  matter  with  the  other 
systiams, —  the  ones  that  are  not  approved  ? 

The  Witness  :  Most  of  them  are  obsolete,  off  the  market.  Some 
of  them  have  been  tried  out  and  were  found  to  be  full  of  defects. 

Mr.  Elkus:  They  become  obsolete  because  there  was  no  use 
of  manufacturing  them. 

The  Witness:  Not  necessarily  so;  they  have  been  improved. 
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Commissioner  Phillips  :  The  heads  are  all  patented,  I  suppose  ? 
The  Witness:  Yes,  sir. 

Commissioner  Phillips:  And  are  some  of  the  improvements 
of  the  six  on  some  of  the  obsolete  ones  ? 

The  Witness:  They  may  employ  an  entirely  new  principle. 

The  Chairman  :  Some  of  these  companies  can  get  their  reduc- 
tion in  the  Mutuals,  cannot  they  ? 

The  Witness:  Their  list  is  practically  the  same  as  ours,  of 
approved  devices. 

The  Chaibman  :  Exactly  the  same  ? 

The  Witness:  Practically  the  same,  as  far  as  I  know. 

By  Mr.  Elktjs: 

Q.  Well,  there  are  some  companies  that  are  not  in  the  New 
York  Fire  Exchange,  are  there  not  ?    A.  There  ara 

Q.  How  many  are  there  ?   A.  I  could  not  say  ofihand. 

Q.  Those  companies  that  are  not  in  the  Exchange,  they  are 
not  bound,  of  course,  by  your  rules  as  to  sprinkler  systems.  They 
use  any  system  they  please?    A.  They  may. 

Q.  It  was  stated  here  by  one  of  the  chiefs  of  the  Fire  Depart- 
ment that  any  competent  plumber  could  manufacture  a  sprinkler 
system  and  at  much  less  expense  than  that  charged  by  the  sprink- 
ler concern.  Do  you  know  anything  about  that;  can  you  tell  us 
whether  that  is  true  or  not?  A.  By  employing  inferior  devices 
and  material,  and  putting  up  the  work  in  any  sort  of  manner  it 
might  be  possible  to  do  that,  probably  would  be. 

Mr.  Elkus:  Any  further  question,  gentlemen? 

By  Commissioner  Hamilton  : 

Q.  I  merely  want  to  ask  if  any  other  sprinkler  system  than 
those  six  have  been  brought  before  the  Board  in  Chicago?  A. 
Certainly,  yes. 
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Q.  And  have  they  been  tried  to  your  knowledge  ?  A.  Yes,  sir, 
there  are  heads  coming  before  the  Laboratory  constantly.  As  a 
matter  of  fact,  I  have  one  on  my  desk  that  was  only  submitted 
the  other  day. 

Q.  How  long  have  these  six  kinds  been  the  only  ones  approved ; 
how  long  since  the  last  one  was  approved  of  the  six  ?  A.  Three 
years. 

Q.  During  that  three  years,  although  there  have  been  a  great 
many  applications,  no  other  haa  been  approved?  A.  'None  has 
been  approved  as  yet. 

Mr.  Eleus  :  We  have  received  complaints  that  this  combination 
has  existed  for  about  three  years.  Is  that  the  same  time  during 
which  you  have  received  complaints  t  A.  No,  the  date,  I  should 
say,  dated  back  four  years.     Simply  verbal,  sir. 

(Witness  excused.) 

Willis  O.  Robb,  a  witness,  being  first  duly  sworn,  testified 
as  follows : 

Examined  by  Mr.  Elkus: 

Q.  Where  do  you  live  and  where  is  your  ofiice?  A.  I  live  at 
Richmond  Hill,  Long  Island.    My  office  is  at  123  William  Street. 

Q,  You  are  the  manager,  I  think,  of  the  New  York  Board  of 
Fire  Underwriters?  A.  Not  at  all;  I  am  manager  of  the  New 
York  Fire  Insurance  Exchange  —  a  diflFerent  body  of  the  same 
general  membership. 

Q.  And  how  long  have  you  been  its  manager  ?  A.  Only  about 
a  year  and  a  half. 

Q.  And  before  that  what  was  your  position?  A.  For  about 
eight  years  I  was  head  of  the  Loss  and  Adjustment  Bureau  of  the 
New  York  Board  of  Fire  Underwriters;  previous  to  that  I  was 
in  charge  of  the  loss  department  of  a  fire  insurance  company; 
previous  to  that  I  was  agent  and  adjuster  of  another  fire  insurance 
company. 

Q.  Will  you  explain  what  the  Board  of  Fire  Underwriters  is  ? 
A.  The  Board   of  Fire   Underwriters    is   that   New   York   City 
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organization  of  companies  which  deals  with  the  supervision  of 
buildings  for  fire  protection  purposes,  and  of  the  deduction  of  an 
independent  rate,  which  it  places  on  all  electrical  equipment,  and 
it  issues  certificates  when  it  finds  that  they  are  worthy  of  ap- 
proval. It  controls  and  maintains  the  fire  patrol  service  of  the 
city,  and  operates  the  bureau  of  adjustment  of  losses. 

Q.  What  are  your  duties  with  the  New  York  Fire  Insurance 
Exchange!  A.  That  is  primarily  an  organization  for  the  inspec- 
tion of  risks,  and  for  the  purpose  of  making  rates  thereon,  and 
for  the  promulgation  of  the  rates  made  on  such  inspections.  In- 
cidentally it  took  over,  some  six  or  eight  years  ago,  the  work 
of  making  specifications  for  an  inspection  of  automatic  sprinkler 
equipment,  the  work  previously  done  by  the  New  York  Board, 
and  it  also  maintains  a  Brokers'  Certificate  Bureau. 

Q.  Which  of  the  bodies  have  to  do  with  fire  prevention,  and 
the  methods  of  fire  prevention,  and  appliances  for  that  purpose? 
A.  The  New  York  Board  has  more  to  do  with  that  than  the  Ex- 
change barring  only  automatic  sprinkler  equipments.  Our  busi- 
ness is  fixing  the  rate  on  conditions  as  we  find  them. 

Q.  That  incidentally  takes  in  fire  prevention,  I  suppose?  A. 
Surely.  Our  rates  penalize  bad  conditions  and  make  allowance 
for  good  conditions. 

Q.  Do  either  of  the  organizations  have  to  do  with  the  safety 
of  human  life  in  buildings?  A.  Not  directly.  Only  as  that  is 
involved  in  the  fire  hazard. 

Q.  That  is  to  say  it  is  incidentally  involved  in  the  fire  hazard. 
You  do  not  have  to  do  with  the  protection  of  human  life  otherwise  ? 
A.  Our  rates  take  account  of  the  merits  of  construction,  and  the 
defects  of  construction  and  equipment  from  the  point  of  view 
of  Ae  fire  hazard,  necessarily.  The  safety  of  life  is  involved  in 
that,  even  in  such  details  as  the  fire-escape.  In  one  of  our  schedules 
a  trifling  allowance  was  made  for  the  presence  of  a  fire-escape. 

Q.  What  elements  enter  into  fixing  the  rates  of  fire  insurance  ? 
A.  There  are  six  or  eight  categories,  and  there  are  seven  or  eight 
elements  to  each.  Well,  the  main  questions  are  construction,  pro- 
tection, occupancy  and  exposure.  Eacii  one  of  these  involves,  at 
least,  two  kinds  of  hazard  to  lihe  underwriters,  inflammability  and 
susceptibility. 
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Q.  We  are  interested  here  very  much  in  factory  buildings,  that 
is,  buildings  that  are  used  for  factory  purposes.  Now,  as  I  am 
informed,  there  are  two  classes  of  such  buildings;  that  is  build- 
ings especially  built  for  factory  purposes,  and  which  are  used 
either  solely  by  one  concern,  or  by  several,  and  the  ordinary  so- 
called  loft  building.  I  take  it  that  you  are  familiar  with  both 
classes  of  buildings.  Now,  taking  up  the  question  of 
loft  buildings,  will  you  give  eome  facts  to  the  Oammissdon  from 
your  knowledge  and  experienoe  as  to  the  growth  of  thede 
buildings  and  their  use  for  factory  purposes?  A.  Well,  the 
chief  development  in  the  loft  building  of  late  years  has  been 
in  the  so-called  fireproof  building,  which  will  run  to  an  aveiv 
age  of  twelve  stories  in  hei^t.  Now,  fireproof  loft  buildings 
in  which  manufacturing  is  done  are  to  a  large  extent  buildings 
originally  intended  for  other  than  manufacturing  use,  primarily 
for  stock  and  the  display  room.  The  direction  of  the  manufac- 
turing giwth  is  irregular.  It  is  growing  in  two  different  direc- 
tions. On  the  one  hand  there  is  the  movement  towards  the  suburbs, 
where  lower  and  modem,  substantially  built  buildings  in  ample 
space  can  be  had,  or  to  the  specially  built  fireproof  manufac- 
turing buildings,  for  instance,  in  South  Brooklyn,  where  every 
modem  facility  and  form  of  fire  prevention  is  found,  even  though 
there  is  no  great  open  space  around  them.  On  the  other  hand, 
there  is  the  spreading  out  into  the  loft  buildings  from  the  smaller 
old  style  inside  store  and  dwelling  building,  the  sweat  shop  build- 
ing. In  the  main,  that  is  a  move  towards  fireproof  construction, 
from  non-fireproof  construction,  but  it  is  a  move  away  from  the 
earth  and  up  into  the  air,  so  far  as  concerns  the  average  height 
of  the  worker.  Perhaps  the  occupant  of  the  loft  building  now 
is  at  an  average  height  of  from  five  to  seven  stories  above  ground, 
quite  that,  I  fancy,  and  he  has  got  up,  because  it  is  fireproof,  be- 
cause there  was  good  light  available  at  that  height,  and  compara- 
tively moderate  rent  I  suppose  that  so  long  as  the  East  Side  is 
the  East  Side,  and  furnishes  an  immense  reservoir  of  Ae  cheapest 
kind  of  labor,  very  much  of  the  manufacturing  in  New  York  will 
remain  in  the  congested  part  of  New  York,  and  not  go  to  the 
suburbs.  It  must  be  dealt  with  from  that  point  of  view.  That 
is  especially  true  of  the  garment  workers'  industry,  whioh  is  the 
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largest  single  manufacturing  industry  there  is  in  New  York, 
and  represents,  perhaps,  fifteen  per  cent  of  the  output  of  all 
manufacturing  done  in  N'ew  York.  It  is  in  itself  the  greatest 
in  the  market  of  the  city.  It  cannot  be  driven  away;  it  ought 
not  to  be  driven  away,  it  cannot  be  bodily  transferred  to  the 
ample  spaces  in  the  suburbs.  It  must  be  dealt  with  where  it  is. 
It  should  be  allowed  to  live  and  thrive,  if  possible,  but  new 
conditions  of  protection  must  be  adopted  for  the  changed 
conditions. 

It  is  probable  that  so  far  as  concerns  the  hazard  to  life,  and 
so  far  as  concerns  the  fire  hazard  to  the  contents,  the  moving 
into  the  upper  floor  of  fireproof  loft  buildings  from  a  lower  floor 
non-fireproof  building  has  involved  some  increase  rather  than 
decrease  in  the  hazard.  That  is  recognized  in  the  rates  that  the 
insurance  companies  make.  Take,  for  example,  the  rate  in  the 
instance  that  you  have  specified,  in  the  fire  of  last  spring,  the 
rate  on  the  contents  of  the  floors  occupied  by  Harris  and  Blanck, 
or  the  Triangle  Wast  Company,  was  five  times  the  rate  on  the 
building.  That  is  a  pretty  good  type  of  construction  —  the 
building  itself,  so  far  as  the  construction  is  concerned;  cutting 
off  of  the  second  floor  was  the  defect.  The  rate  thus  obtained  is 
quite  as  high  as  on  many  a  non-fireproof  risk  of  its  tenants  on 
the  second  or  third  floor.  We  assume  that  a  large  area  flreproof 
building  is  not  an  unusually  well  protected  fire  hazard,  both  be- 
cause of  the  area  and  inflammable  character  of  the  contents,  and 
the  distance  above  the  ground  and  the  difficulty  of  reaching  it 
by  the  .Fire  Department.  One  floor  is  likely  to  bum 
out  under  ordinary  conditions  just  as  if  there  had  been 
no  fireproof  building,  but  if  the  floors  are  properly  separated  a 
fire  will  not  spread  ordinarily  from  the  lower  floors.  On  that 
floor  the  risk  is  nevertheless  very  great  unless  it  is  held  in  check 
by  very  efficient  protection. 

By  Commissioner  Phillips: 

Q.  Speaking  of  East  Side  labor.  You  said  you  could  not  move 
that  Do  not  you  suppose  they  could  do  that  better  up-State. 
That  ought  not  to  be  driven  out?  A.  I  did  not  say  the  labor 
should  not  be  driven  out.   I  said  the  industry  should  not  be  driven 
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out  I  said  the  industry  which  depends  on  that  labor  should  not 
be  driven  away  while  that  labor  is  there. 

Q.  The  point  I  had  in  mind  was  that  the  garment  workers 
down  here^  young  girls  making  garments  herO;  only  about  thirty 
per  cent  of  them  get  more  than  six  dollars  a  week,  while  in  Boch- 
ester  over  fifty  per  cent  get  more  than  six  dollars  a  week.  A. 
You  could  not  induce  them  to  go  to  Bochester  for  three  times  as 
much,  but  I  do  not  know  why. 

Q.  Possibly  it  takes  more  skill  to  do  the  work  there?  A.  No, 
it  is  the  lure  of  the  city.    That  is  a  dominant  influence. 

The  Chaibman:  The  Chair,  on  behalf  of  the  Commission,  de- 
siixs  to  state  that  the  Commission  wiU  have  hearings  throughout 
this  week  in  the  Aldermanie  Chamber,  beginning  at  ten  o'clock 
A.  M.  and  that  the  Commission  will  go  to  Buffalo  on  next  Sunday, 
November  22nd,  leaving  New  York  city  at  1  p.  m.  and  a  puiblic 
hearing  will  be  held  in  the  city  of  Buffalo  on  Monday  and  Tues* 
day,  November  27th  and  28th.  A  hearing  will  be  held  in  the  city 
of  Bochester  on  Wednesday,  November  29th,  and  Thursday,  No- 
vember 30th.  A  hearing  will  be  held  in  the  city  of  Syracuse  on 
Friday,  December  Ist,  and  in  the  city  of  Troy  on  Saturday, 
December  2nd,  and  then  the  Commission  will  return  to  the  city 
of  New  York. 

Adjourned  to  Wednesday,  November  15th,  1911,  at  10  a.  m. 


MINUTES  OF  THE  HEARING  OF  THE  NEW  YORK 
STATE  FACTORY  INVESTIGATING  COMMIS- 
SION, HELD  IN  THE  CITY  HALL 

AT  2.30  P.  M. 

New  York,  November  15,  1911. 

Present  —  Hon.  Bobbbt  Wagneb^  Chairman. 

Hon.  Chaklbs  H.  Hamilton^  Senator. 

Hon.  a.  E.  Shith,  Assemblyman, 

Hon.  C.  W.  Phillipb,  Assemblyman, 

Miss  Maby  E.  Djcedbb, 

Commission. 

Appearances: 

Abbaham  L.  Eleub,  Esq.,  Counsel  to  the  Commission. 
Bbbnabd  L.  Shientao,  Esq.,  of  Counsel. 

The  Ohatbman  :  The  Commission  will  come  to  order. 

Mr.  EiiKUs:  Commissioner  Eosdick. 

Raymond  B.  Eosdiok,  called  as  a  witness  and,  being  duly 
sworn,  testified  as  follows: 

Examination  by  Mr.  Elkus: 

Q.  Mr.  Eosdick,  what  is  your  position  in  the  city  government  ? 
A.  Commissioner  of  Accounts. 

Q.  How  long  have  you  been  Commissioner  of  Accounts!  A. 
About  two  years. 

Q.  And  is  it  part  of  your  duty  as  Commissioner  of  Accounts 
to  investigate  certain  of  the  Departments  of  the  city!    A.  It  is. 

Q.  And  also  to  make  investigations  of  conditions  in  certain 
businesses!    A.  Yes. 
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Q.  I  am  informed  that  you  made  an  investigation  and  reported 
with  reference  to  the  sanitary  oondition  of  bakeries  in  the  city. 
Will  you  be  kind  enough  to  explain,  if  that  is  true,  to  the  Com- 
mission, how  it  came  within  your  duty  to  make  such  investi- 
gation, what  was  the  purpose,  what  was  its  object?  A.  We 
were  taking  up  the  accounts  and  methods  of  the  Department  of 
Health,  talung  up  particularly  the  Bureau  of  Food  Inspection,  and 
their  f imctions,  which  had  to  do  with  the  Sanitary  Department  of 
the  Department  of  Health,  and  among  the  matters  which  we 
tested  was  the  condition  of  bakeries  in  this  town  which  comes 
not  only  within  the  jurisdiction  of  the  Department  of  Health, 
but  also  of  the  State  Department  of  Labor,  and  in  testing  those 
bakeries  we  made  a  series  of  inspection  of  the  various  conditions 
to  determine  the  efficiency  of  the  inspectorial  force  of  the  Depart- 
ment of  Health,  and  the  State  Department  of  Labor;  although 
of  course,  my  jurisdiction  does  not  extend  to  the  State  Department 
of  Labor. 

Q.  In  other  words,  the  purpose  of  your  investigation  was  to 
determine  whether  or  not  the  inspection  by  the  Health  Depart- 
ment inspectors  was  efficient  or  not  ?   A.  It  was,  yes. 

Q.  And  I  understand  that  you  passed  upon  ihe  efficiency, 
without  intending  to  do  so,  of  the  State  inspectors?    A.  I  did. 

Q.  That  is  correct?   A.  That  is  correct. 

Q.  Will  you  tell  me  who  did  th«  inspecting  of  the  bakeries 
in  the  city  of  New  York,  and  when  it  was  done  ?  A.  Our  inspec- 
tion of  the  bakeries  began  about  February  Ist,  1911.  We  took  up 
the  work  in  connection,  as  far  as  our  part  of  the  work  was  con- 
cerned at  least,  with  the  representatives  of  the  Consumers'  League. 
We  had  had  several  complaints  from  the  Consumers'  League.  Three 
OP  four  of  our  inspectors  went  around  with  the  representatives  of 
the  Consumers'  League.  We  took  up  sanitary  conditions  of  145 
bakeries  selected  at  random,  no  particular  location  'being  chosen. 
I  wanted  to  get  the  condition  of  the  lower  East  Side,  of  the 
middle  West  Side  and  the  middle  East  Side. 

Q.  You  said  three  or  four  of  your  inspectors.  How  are  your 
inspectors  selected  ?    A.  Selected  from  the  Civil  Service. 

Q.  What  do  they  receive  ?   A.  $1,600  to  $1,800. 
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Q.  Are  they  specially  trained  for  the  purpose  of  inspecting 
bakeries?  A.  Well,  they  are  competent  men  in  a  good  many 
lines. 

Q.  They  are  trained  inspectors  t  A.  They  are  trained  inspectors. 

Q.  Yon  don't  have  to  train  them  specially  to  inspect  any  par^ 
licular  industry  ?  A.  We  send  out  blank  forms  for  the  inspectors 
to  fill  out,  that  is  as  far  as  they  could  be  filled  out,  to  know  just 
what  the  conditions  in  the  bakeries  were. 

Q.  Was  any  examination  of  the  workingmeii  in  the  shops 
made?   A«  You  mean  a  medical  examination? 

Q.  Yes.    A.  No,  not  as  far  as  I  was  concerned. 

Q.  Will  you  state  the  result  of  your  investigation?  A.  You 
mean  the  conditions  we  found? 

Q.  The  conditions  you  foimd.  A.  Of  the  145  bakeries  which 
we  visited  we  found  that  most  of  them  were  in  an  unsanitary 
and  exceedingly  filthy  condition.  The  result  of  our  inspection 
shows  that  the  ventilation,  for  instance,  in  three-fourths  of  the 
bakeries  was  entirely  inadequate.  I  believe  all,  with  the  exception 
of  three  or  four  bakeries,  were  located  in  basements.  In  some 
basements,  even  the  windows  that  existed  were  nailed  up.  In 
25  per  cent  of  the  places  which  we  inspected  the  sewer  pipe  ran 
through  the  mixing  room,  and  wherever  the  pipe  was  located  on 
the  ceiling  the  moisture  was  dropping  into  the  vats  and  utensils. 
We  found  food  stuffs  stored  under  leaky  area*ways,  and  stored  in 
close  proximity  with  coal,  coal  bins  and  vaults.  We  found  toilets 
located  in  some  cases  very  near  the  bakery.  In  nine  places  the 
toilets  were  located  so  near  the  bakerooms  as  to  be  exceedingly 
offensive. 

Q.  What  do  you  mean  by  that,  the  odor?  A.  Offensive  as 
to  odor,  yes.  In  one  place  the  toilet  had  an  earthen  floor,  and 
was  located  in  the  bakeroom  itself. 

Q.  Where  was  that,  Oommissioner,  can  you  tell  me  the  exact 
location  ?  A.  I  think  it  was  —  I  have  it  somewhere  in  my  work- 
ing papers,  but  it  will  take  a  few  minutes  to  find  it. 

Q.  Can  anybody  else  find  it  for  you  while  you  proceed?  A. 
Let  me  see  —  I  don^t  see  the  assistant  here.  I  will  get  it  for  yon 
this  afternoon. 

Q.  You  can  get  it  afterwards?  A.  Yes.  The  utensils,  taking 
up  liiet  question^  in  most  of  the  bakeries  were  found  to  be  in  very 
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undean  coadition.  In  seventeen  plaoes  the  utensils  were  classified 
by  my  inspectors  as  being  filthy  to  the  point  of  nauseation.  One 
baker  admitted  he  never  cleaned  his  pans.  In  two  places  bakers 
were  found  asleep  upon  the  mixing  board.  Animals  were  fotlnd 
in  33  1-3  per  cent  of  the  places  we  visited  —  cats,  dogs,  chickens 
and  rabbits.  In  one  bake  room  we  found  a  dog  with  three  pup- 
pies, seven  in  the  litter  originally,  of  which  four  died  in  the 
bake  room. 

In  two  other  places  there  were  chickens  running  about.  We 
found  that  Section  113  of  the  Labor  Law,  which  prohibits  sleeping 
in  bakeries,  was  violated  quite  generally.  The  sections  of  tho 
Labor  Law  which  are  comprised  within  Section  102  with  regard 
to  conditions  of  bakeries  along  fire  lines  were  generally  violated. 

Personal  appearance  of  bakery  employees,  found  to  be  genera 
ally  dirty,  very  unclean  in  appearance.  One  baker,  I  remember 
the  report  came  in,  wore  a  red  undershirt  with  the  perspiration 
soaking  through,  and  carried  the  dough  from  the  vat,  holding  the 
mass  close  to  his  body,  and  carried  it  across  the  floor.  I  will 
say,  in  general,  the  facts  we  found  were  such  that  we  might 
reasonably  expect  of  bakeries  located  in  basements, 

Q.  How  many  of  these  bakeries  which  you  examined  were 
located  in  basements  ?  A.  We  examined  145.  135  were  located 
in  basements. 

Q.  Were  these  145  selected  at  random,  or  was  there  any  design 
in  their  selection?    A.  Selected  at  random. 

Q.  Where  did  you  get  the  list  from  which  to  make  the  selection  ? 
A.  We  got  the  list  from  going  along  the  street  and  seeing  where 
the  bakeries  wera 

Q.  Did  you  make  any  personal  investigation  yourself?  A.  I 
went  to  five  or  six  bakeries  myself. 

Q.  I  will  ask  you  to  give  the  Commission  three  or  four 
concrete  cases,  give  the  numbers,  but  donH  give  any  names.  Juat 
state  those  you  saw  yourself.  A.  It  is  difficult  for  me  at  this 
time  to  recall  the  exact  bakeries  which  I  visited.  I  spent  one 
afternoon  in  just  verifying  the  work  of  the  inspectors. 

Q.  Yes.  You  can  use  the  inspectors'  reports.  But  I  want  to 
get  those  you  verified.    A.  Bakery  located-  at  12-5  Mott  Street. 
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Q.  Was  that  in  a  cellar  or  basement?  A.  That  is  a  cellar 
bakery. 

Q.  In  a  tenement  house?  A.  Tenement  house.  The  front 
cellar  on  the  right-hand  side,  there  was  some  freshly  baked  bread. 
Under  the  shelf  where  the  bread  was  located,  there  was  a  lot  of 
old  rubbish.  Alongside  the  shelf  was  piled  wood,  kindling  wood. 
Next  to  the  kindling  wood  was  a  toilet. 

Q.  A  what?    A.  A  toilet  was  located. 

Q.  Right  in  the  bakeshop?  A.  Yes,  with  a  door  between. 
There  were  also  a  lot  of  old  tin  cans  which  were  piled  up  in  a 
comer.  Right  alongside,  near  the  door  were  some  empty  barrels 
and  some  flour  bags.  Alongside  the  flour  bags  was  a  sewer  pipe. 
There  were  a  lot  of  old  clothes  lying  underneath  the  sewer  pipe. 
The  bread  was  baked  in  the  back  cellar,  which  was  separated 
by  a  small  door.  As  you  entered  the  front  door,  I  would  call  it, 
you  came  into  the  cellar,  the  front  cellar,  and  then  went  to  the 
back.  On  the  right-hand  side  there  was  a  sink.  Near  the  sink 
was  a  shelf  full  of  rubbish  of  various  kinds.  Alongside  the  shelf 
a  couple  of  old  pails  were  lying.  Next  to  the  pails  a  flour  bin 
full  of  flour,  and  next  to  that  a  lot  of  loose  coal.  Alongside  the 
coal,  where  the  bread  is  baked,  we  found  a  lot  of  stuff,  a  lot  of 
wood  and  rags  and  barrels,  that  is  old  rubbish  that  seemed  to 
be  stored  in  the  bakery  there. 

We  found  two  cats  in  this  bakery. 

I  have  a  note  here  that  the  bakery  seemed  to  contain  an  un- 
usual amount  of  old  rags.    I  don't  know  what  purpose  they  served. 

Q.  Was  that  clean  or  dirty,  that  bakery  ?  A.  I  should  describe 
it  as  exceedingly  dirty. 

Q.  Exceedingly  dirty.  And  how  many  men  were  employed 
there  ?    A.  Two  men. 

Q.  Were  they  clean  or  not?    A.  They  were  dirty. 

Q,  Did  they  use  tobacco  while  they  were  working?  A.  We 
didn't  take  account  of  that  thing  in  any  particular  bakery.  The 
inspectors  reported  that  in  several  bakeries  they  did  notice  that 
the  bakers  were  using  tobacco  while  working. 

Q.  Chewing  or  smoking?    A.  Chewing. 

Q.  Will  you  give  us  one  other  case,  Commissioner,  that  you 
yourself  have  personally  inspected?    A.  Yes.     I  have  the  whole 
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145  cases  here  in  detail.  There  is  a  bakery  located  at  26  Prince 
Street,  Manhattan. 

Q.  Yes.  A.  As  you  enter  on  the  right-hand  side  of  the  cellar 
in  which  the  bread  is  baked^  in  the  cellar  we  found  an  old  ice 
box.  On  the  top  of  the  box  there  were  two  cats  lying  asleep, 
also  open  boxes  full  of  charcoal  and  a  quantity  of  old  rubbish, 
containing  some  old  tools,  saws,  hammers,  and  so  forth. 

The  flour  bin  was  located  in  a  box  on  a  shelf  over  the  rubbish. 
Adjoining  the  flour  bin  were  a  lot  of  empty  boxes. 
On  the  other  side  near  it,  were  a  trunk,  two  soap  boxes,  two 
wooden  boxes,  a  barrel,  a  lot  of  paper  and  old  rags.  Broken 
wood  and  broken  bottles  were  found  lying  in  a  pile.  A  lot  of 
ashes  in  the  cellar,  and  a  small  stove  used  for  cooking  purposes, 
evidently  cooking  purposes  for  the  family.  The  floor,  concrete; 
side  walls  brick,  and  the  ceiling  cement.     Very  dirty  condition. 

A  sewer  pipe  runs  over  the  flour,  near  the  oven  where  the 
bread  is  baked. 

The  only  ventilation  is  through  a  small  window  over 
the  oven,  and  the  door  also  has  an  entrance  into  the  cellar.  No 
daylight  at  all  in  this  cellar;  gas  must  be  used'  all  the  time. 
Two  cats  and  a  small  dog  going  around,  in  addition  to  die  two 
kittens  we  found  flrst. 

Q.  That  is  four  cats  and  a  dog?  A.  Four  cats  and  a  dog. 
That  is  26  Prince  Street.  The  conditioais,  generally,  were 
exceedingly  dirty, 

Q.  Is  that  a  cellar  bakery  ?  A.  A  cellar  bakery.  I  am  simply 
stating  this  somewhat  in  detail. 

Q.  I  will  ask  you  if  you  will  tell  the  Commission  whether 
the  report  of  these  145  cases  were  made  by  your  inspectors? 

A.  The  reports  in  this  schedule,  which  I  vdll  mark  A,  are  reports 
of  bakery  inspections  that  we  made  in  connection  with  the  repre- 
sentatives of  the  Consumers'  League. 

Q.  Yes.     A.  And  the  reports  in  this  schedule,  which  I  mark 

B,  are  reports  made  by  our  inspectors  alone,  without  the  repre- 
sentatives of  the  Consumers'  League. 

Q.  Now,  as  the  result  of  these  inspections  which  you  have 
made,  what  was  the  conclusion  that  you  came  to  with  reference  to 
the  inspection  by  the  Board  of  Health  and  the  State  Department 
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of  Labor  ?  A.  I  came  to  the  conclusion  that  there  was  practically 
no  inspection  at  alL 

Q.  In  other  words,  that  the  bakeries  had  been  allowed  to 
do  as  they  pleased  ?    A.  Yes. 

Q.  Did  you  investigate  to  ascertain  the  cause?  A.  Yes.  we 
did  to  a  certain  extent. 

Q.  What  did  you  find?  A.  We  found  a  rather  peculiar  con- 
dition as  r^ards  the  law  in  the  first  place.  The  matter  of 
supervision  of  bakeries  comes  within  the  jurisdiction  specifically 
of  the  State  Department  of  Labor,  under  Chapter  36  of  the  laws 
of  1909.  At  the  same  time  there  is  a  general  section  in  the 
Charter,  that  is  Section  1169,  which  gives  the  Board  of  Health 
general  powers  regarding  the  sanitary  conditions  in  the  city. 
Inasmuch  as  the  specific  jurisdiction  in  this  case  had  been  left 
by  law  to  the  State  Department  of  Labor,  the  Department  of 
Health  was  referring  all  complaints,  and  the  results  of  inspections 
which  had  been  made,  to  the  State  Department  of  Labor  for 
action,  because  the  law  apparently  conferred  upon  the  State  De- 
partment of  Labor  adequate  jurisdiction  in  these  cases.  The 
ei^  Department  claimed  it  had  not  adequate  jurisdiction  to  en« 
force  the  law. 

Q.  That  was  a  case  of  duplication  of  authority  in  which,  as  each 
claimed  the  other  could  do  it,  neither  did  it  ?    A.  Neither  did  it. 

Q.  Now,  have  you  stated  the  results  of  your  investigations  as 
as  far  as  you  want  to  go,  or  is  there  anything  more  you  want  to 
say,  before  I  ask  you  for  suggestions  of  what  should  be  done  to 
improve  these  conditions  ?    A.  I  think  I  have  covered  it  fully. 

Q.  Of  course,  the  Tenement  House  Department  has  some  juris- 
diction ?    A.  Yes,  nominal. 

Q.  Did  they  do  anything  with  reference  to  bakehouses  which 
are  in  tenement  houses  ?  A.  Complaints  of  that  kind  are  referred 
to  the  Health  Department,  and  after  inspection  they  are  referred 
by  Aem  to  the  State  Department  of  Labor. 

Q.  What  suggestions  have  you  to  make,  Mr.  Commissioner,  to 
the  Commission  to  remedy  these  conditions  ?  A.  I  think  in  the 
first  place,  all  bakeries  should  be  licensed  by  the  Department  of 
Health.  Before  a  bakery  is  allowed  to  operate  in  the  city  of 
New  York  it  should  be  compelled  to  take  out  a  license  from  the 
Department  of  Health. 
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In  the  second  place,  I  believe  that  no  cellar  bakery  should  be 
allowed  in  the  city  of  New  York.  Chicago  has  done  away  with 
her  cellar  bakeries,  and  I  see  no  reason  why  cellar  bakeries  should 
be  tolerated  for  a  moment  here.  Most  of  the  conditions  which 
we  found  to  exist  could  be  directly  traced  to  the  fact  that  they 
were  located  in  basements  There  was  no  sunlight,  no  air,  no 
adequate  ventilation,  and  if  New  York  could  adopt  some  kind 
of  a  provision  such  as  Chicago  has  already  adopted,  doing  away 
with  cellar  bakeries,  I  think  we  would  do  away  with  75  per  cent 
of  the  conditions  that  exist. 

In  the  third  place,  I  think  the  Board  of  Health  should  adopt 
a  standard  sanitary  requir^nent.  The  Board  of  Health  under 
Chapter  1169  of  the  charter  has  full  general  power; 
they  don't  need  any  more  law.  They  have  ample  power 
at  the  present  time.  They  do  need  a  sanitary  standard,  so  that 
a  baker  will  know  just  exactly  what  he  has  to  do.  The  only 
reference  to  bakeries  in  the  Sanitary  Code  is  a  reference  in  regard 
to  products  which  are  allowed  to  be  exposed  for  sale.  That  is 
Section  46  of  the  Sanitary  Code.  There  is  only  one  reference  in 
the  code  which  has  anything  to  do  with  bakeries,  and  that  is  an  in- 
direct reference,  the  one  I  just  referred  to.  I  believe  we  ought 
to  incorporate  in  our  Sanitary  Code  a  set  of  standard  requirements 
that  show  a  baker  just  what  he  should  do;  just  how  high  the 
ceiling  shall  be,  for  instance;  just  how  far  below  the  sidewalk 
level  the  floor  of  the  bakery  is  allowed  to  go,  and  what  should 
be  the  condition  of  the  walls  and  ceiling. 

I  think,  in  the  fourth  place,  that  bakeries  ought  to  be  carefully 
and  rigorously  inspected  by  the  Department  of  Health,  both  be- 
fore and  after  a  license  is  issued. 

Q.  How  often  ?  A.  I  think  every  bakery  in  the  city  ought  to 
have  a  visit  at  least  once  a  month. 

Q.  You  believe  that  the  working  men  should  be  inspected  by 
medical  experts  or  physicians  ?  A.  That  is  rather  a  drastic  thing. 
I  would  not  want  to  recommend  that  without  considerable  thought. 
I  haven't  given  that  any  attention. 

Q.  Have  you  any  other  suggestion  or  recommendation  as  to 
inspection,  if  a  license  for  bakeries  is  established,  or  anything  of 
that  kind  ?    A.  I  think  the  Board  of  Health  ought  to  have  power 
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to  close  and  seal  any  bakery  which  does  not  conform  to  its  orders 
after  48  hours  notice.  The  present  law  which  confers  jurisdiction 
upon  the  State  Department  of  Labor  apparently  has  had  its  teeth 
drawn.  Section  116,  which  is  the  notice  requiring  alteration,  fixes 
no  penalty  at  all  for  non-compliance,  and  all  the  State  Depart- 
ment of  Labor  can  do  is  to  order  a  thing  done,  and  if  a  baker 
does  not  want  to  do  it^  he  does  not  have  to  do  it  There  is  no 
remedy. 

Q,  Hasn't  the  Board  of  Health  power  in  such  cases  to  compel 
compliance  with  their  orders?  A.  Only  as  they  have  general 
powers,  but  I  think  it  ought  to  be  specifically  stated. 

Q.  Do  you  believe  that  the  Board  of  Health  should  have  ex- 
clusive control  of  bakeries  ?    A.  Exclusive  control,  yes,  sir. 

Q.  That  would  only  apply  to  the  city  of  New  York.  You  se*>, 
the  Commission's  jurisdiction  extends  over  cities  of  the  first  and 
second  dass  in  this  State.  We  are  expected  to  recommend 
remedial  legislation  for  the  whole  State.  Have  you  anything 
to  suggest  outside  of  the  city  ?  A.  I  haven't.  I  have  only  given 
the  situation  in  the  city  any  thought. 

Q.  Have  you  anything  further  to  suggest  to  remedy  the  exist- 
ing conditions  with  reference  to  bakeries !  A.  I  think  of  nothing 
else.  If  power  could  be  concentrated  in  the  Department  of  Health 
there  would  be  no  question  of  conflicting  autiiority. 

Q.  As  to  the  question  of  funds.  Has  the  Department  of  Heal'h 
sufficient  inspectors  or  funds  to  do  this  work  ?  A.  At  the  present 
time,  they  apparently  have  not.  I  don't  think  it  would  take  the 
number  of  inspectors  to  do  the  work  that  has  been  generally 
estimated. 

Q.  How  many  do  you  think  it  would  take?  A.  Why,  ap- 
parently if  they  had  ten  good  men  on  the  job  all  the  time  they 
could  handle  the  situation  adequately. 

Q.  That  would  be  between  twelve  and  fifteen  thousand  dollars 
a  year  ?    A.  Yes,  twelve  and  fifteen  thousand. 

Q.  What  have  you  to  say  as  to  the  importance  to  the  public 
generally,  of  these  investigations  or  inspections!  A.  Well,  I 
think  it  is  of  the  utmost  importance  to  the  public  health,  that 
these  bakeries  should  be  put  in  a  sanitary  condition,  the  utmost 
importance. 
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Q.  Have  yon  made  any  inspection  of  manufactures  carried  on 
in  loft  buildings?  A.  Yes,  in  connection  with  our  investigation 
of  the  Bureau  of  Auxiliary  Fire  Appliances,  in  the  Fire 
Department. 

Q.  Tell  us  how  that  came  about?  A.  Early  in  the  year  1911, 
Commissioner  Waldo,  who  was  then  Commissioner  of  the  Fire 
Department,  asked  me  to  take  up  the  inspection  of  the  Bureau  of 
Combustibles,  Bureau  of  Violations  of  the  Fire  Department. 

Q.  May  I  interrupt  you?    A.  Yes. 

Q.  Go  back  to  the  bakeries.  You  stated  that  you  believed  in 
giving  the  Board  of  Health  exclusive  control  over  the  inspection 
of  bakeri^,  with  reference  to  the  enforcement  of  the  sanitary 
regulations.  Are  you  in  favor  of  giving  some  very  summary 
method  of  punishing  the  owner  for  violation  of  the  Sanitary  Code, 
and  if  so,  what?  A.  You  mean  in  connection  with  the  bakery 
situation  ? 

Q.  Yes.  A.  I  think  if  the  Board  of  Health  had  power  to  seal 
a  bakery  within  forty-eight  hours'  notice,  that  that  would  be 
adequate. 

Q.  Will  you  explain  what  you  mean  by  that  a  little  more 
fully?  A.  Under  Section  114  of  the  law  which  confers  jurisdic- 
tion upon  the  State  Department  of  Labor  in  connection  with 
bakeries,  the  power  is  given  to  seal  a  bakery  in  case  the  owner 
of  a  bakery  does  not  comply  with  the  order,  but  those  orders 
don't  have  anything  to  do  with  alterations.  That  is,  Section  115 
is  useless.  If  the  Department  of  Health  in  the  city  of  New  York 
could  have  the  same  authority,  that  is,  to  seal  up  a  bakery,  put 
its  oflBcial  seal  on  it  in  case  of  non-compliance  with  orders 

Q.  That  is,  close  it  up  ?    A.  Close  it  up. 

Q.  And  to  seal  it,  put  a  seal  on  the  door,  so  it  wouldn't  be 
used  ?    A.  Absolutely.    I  think  that  would  be  all  that  is  required. 

Q.  Go  back,  if  you  will,  to  your  examination  of  loft  buildings 
and  manufactures?  A.  I  was  saying  that  we  undertook  this 
examination,  beginning  in  the  year  1911,  at  the  request  of  Com- 
missioner Waldo,  then  Fire  Commissioner,  who  wanted  us  to  take 
up  particularly  methods  and  operation  of  the  Bureau  of  Viola- 
tions and  Auxiliary  Fire  Appliances. 

Q.  That  is  the  Fire  Department?  A.  That  is  the  Fire  De- 
partment    That  has  since  been  taken  over  by  the  Bureau  of 
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Fire  PreventioiL  At  the  same  time^  however^  its  f unctionB  will 
ocmtinue  largely  as  they  have  before.  This  Bureau  is  charged 
in  general  with  the  function  of  seeing  that  all  auxiliary  fire 
appliances^  whether  required  by  law  or  departmental  regulation, 
are  in  place  in  theatres,  moving-picture  shows,  and  buildings  of 
every  description  in  the  city  of  New  York.  There  are  sixteen 
members  of  the  Fire  Department  assigned  to  this  particular  work. 
We  divided  our  investigation  into  three  parts,  taking  up  moving- 
picture  shows ;  second,  theatres,  roof -gardens,  etc. ;  third,  loft 
buildings,  and  buildings  used  for  manufacturing  and  commercial 
purposes. 

Q.  We  are  only  interested  in  loft  buildings.  A.  In  connection 
with  this  examination  we  made  a  test  of  78  loft  buildings,  selected 
at  random  by  the  Department,  to  determine  the  eificiency  of  the 
inspection  force  of  the  Bureau  of  Violations,  in  requiring  the 
proper  installation  of  necessary  appliances.  These  appliances  are 
not  all  required  by  law.  As  a  matter  of  fact,  there  is  very  little 
law  as  far  as  the  kind  of  appliances  is  concerned.  It  rests  entirely 
with  the  discretion  of  the  Firo  Department. 

Of  78  buildings  which  we  inspected  in  Manhattan,  65  were 
found  to  be  in  need  of  sprinkler  systems,  axes  and  extinguishers. 

Q.  They  are  required  by  law?  A.  They  are  not  required  by 
law,  they  are  required  by  Department  regulations. 

Q.  Has  that  the  force  of  the  law  ?  A.  That  has  the  force  of  the 
law. 

The  courts  have  held  that  the  Fire  Commissioner  can  enforce 
his  orders  in  regard  to  the  installation  of  automatic  fire  appliances. 

The  remaining  thirteen  buildings  of  the  seventy-eight  which 
we  inspected  were  lacking  in  only  a  small  part  of  the  fire  ap- 
pliance equipment.  The  seventy-eight  buildings  which  we  in- 
spected contained  a  total  of  576  lofts,  of  which  forty-eight  wore 
unoccupied. 

I  read  from  my  report: 

In  528  occupied  lofts  there  were  employed  a  total  of  14,757 
men  and  women,  or  an  average  of  28  persons  to  each  loft. 

One  eighth  floor  loft  was  found  containing  240  employees.  Two 
other  lofts  in  the  same  building,  the  sixth  and  ninth,  had  two 
hundred  employees  each. 
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In  case  of  fire  in  this  particular  building  there  would  be  623 
persons  escaping  from  lofts  below  the  sixth  floor^  and  seven 
hundred  and  sixty  from  the  floors  above. 

Q.  Tell  us  what  that  building  was,  and  where  it  was  ?  A.  I 
can  also  give  you  that  information  later  in  the  afternoon. 

Q.  Very  well.  A,  While  IIub  building  which  we  use  for  pur- 
poses of  illustration  is  of  modem  construction,  it  has  no  axes, 
extinguishers  or  sprinkler  system,  and  relies  entirely  on  two 
50-feet  hose  connections  on  each  floor,  together  with  a  liberal 
supply  of  fire  paiils.  It  is  used  throughout  for  the  manufacture 
of  clothing.  Smoking  is  allowed  on  all  floors;  benzine  is  used 
on  two  floors;  motors  are  placed  on  bare  wooden  floors  in  two 
instances;  most  of  the  lofts  are  congested,  and  in  seven  of  the 
eleven  floors  fire-escapes  are  obstructed.  The  schedule  of  the 
seventy-eight  buildings  which  we  inspected,  and  which  I  have  here, 
is  similar  to  the  schedule  which-  I  gave  you  in  regard  to  the 
bakery  conditions. 

I  could  go  somewhat  into  detail  in  the  matter  if  you  wish. 

Q.  I  would  like  to  have  you  give  us  one  or  two  concrete  cases 
which  you  inspected  yourself.  A.  I  inspected  five  or  six  of  those, 
to  test  the  work  of  the  inspectors. 

Q.  I  would  like  you  to  give  us  some  cases  which  you  have 
personally  inspected,  one  or  two,  giving  the  location,  and  what 
was  found  by  you,  in  verifying  the  inspectors'  reports.  A.  The 
building  located  at  No.  20  West  Houston  Street,  six  stories,  base- 
ment; sub-basement. 

Q.  An  elevator-building?  A.  An  elevator  building.  All  the 
elevator  doors  and  the  hall  doors  open  in.  The  fire-escapes,  the 
fire-escape  holders  at  the  bottom  are  about  fifteen  feet  from  the 
ground.    The  hall  doors  throughout  are  wood  except  the  fifth  floor. 

Q.  When  did  you  make  this  examination  ?  A.  This  particular 
examination  was  made  in  March,  1911.  The  street  entrance  was 
kept  locked  when  night  work  was  going  on.  There  were  two 
iron  ladders  from  the  sixth  floor  to  the  roof.  There  was  a  motor 
in  wooden  boxes  on  two  floors.  Smoking  was  allowed  in  two  of 
the  lofts.  Oils  were  carried  in  three  of  the  lofts.  The  fire- 
escapes  were  obstructed  on  five  of  the  lofts.  There  were  no  pails 
in  the  basement  or  on  the  first  floor.     On  the  other  floors  there 
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were  from  four  to  tibirteen  pails.  No  other  appliances  in  the 
building.  Sprinklers,  axee^  extinguishers  and  fire  pails  are  all 
needed. 

Q.  Do  you  know  whether  or  not  since  you  made  that  inspection 
that  the  condition  has  been  remedied  in  that  particular  building  t 
A.  In  that  particular  building  I  do  not  know. 

Q.  But  do  jou  know  whether  they  have  been  in  any  of  the 
others !  A.  I  should  say  that  the  most  of  the  buildings  which  were 
inspected  at  that  time  are  in  a  similar  condition  now. 

Q.  A  similar  condition  ?    A.  Yes,  there  have  been  no  changes. 

Q.  Have  they  been  inspected,  if  you  know,  by  any  in- 
spectors other  than  the  one  you  spoke  of?  A.  I  do  not  know 
whether  this  list  of  buildings  contains  some  that  were  inspected  by 
the  committee  that  was  appointed  as  a  result  of  the  mass  meeting. 

Q.  The  Committee  of  Safety?    A.  The  Committee  of  Safety. 

Q.  That  is  a  voluntary  committee.  I  mean  by  any  of  the  in- 
spectors of  any  of  the  city  Departments  or  of  the  State  Depart- 
ments? A.  My  report  in  this  matter  was  filed  with  the  Mayor 
on  Novonber  10,  1911.  If  they  hfive  been  inspected  by  a  city 
Department,  I  think  the  inspection  must  have  been  made  subse- 
quent to  November  10,  1911. 

Q.  Where  did  you  get  the  list  of  buildings  that  you  inspected  ? 
A.  They  were  taken  at  random. 

Q.  You  had  no  list  —  you  just  walked  along  the  street  and 
picked  them  out?    A.  Just  walked  along  and  picked  them  out. 

Q.  These  were  made  by  the  same  inspectors  who  in- 
spected the  bakery  shops,  I  mean  substantially  the  same?  A. 
Yes,  I  have  a  force  of  twelve  inspectors^  I  cannot  say  whether 
or  not 

Q.  Whether  or  not  the  same  twelve  men  did  the  work,  but  some 
of  them,  some  of  the  same  men  did  this  work  ?    A.  Yes. 

Q.  How  long  did  you  take  to  inspect  the  140  buildings  ?  A. 
The  seventy-eight  loft  buildings  —  I  cannot  answer  that  offhand. 
I  should  have  to  look  up  the  time  sheets  on  that.  It  was  easily 
done  within  a  month.  It  was  a  fraction  of  a  month;  just  what 
fraction  I  do  not  know.     Shall  I  continue? 

Q.  Please,  if  you  wish.  A.  The  building  at  121-126  East 
Broadway,  seven  floors,  a  dilapidated  building.     The  entrance 

14 
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doors  and  all  the  hall  doors  open  in.  There  are  winding  stairs. 
The  east  fire-escape  ends  on  a  shed  four  feet  wide  where  a  ladder 
has  been  thrown  up.  It  is  buried  under  old  shutters  and  so  forth. 
That  building  is  used  for  general  manufacturing  with  two  firms 
on  each  loft.  The  fourth  loft  is  covered  with  piles  of  calico  gar- 
ments, it  is  evidently  used  as  an  abiding  place  for  the  family  of 
the  proprietor,  as  there  are  beds  and  a  gas  stove.  Smoking  is 
allowed  in  three  of  the  other  lofts.  The  fire  exits  were  obstructed. 
The  total  number  of  employees  is  168.  There  are  no  fire  appli- 
ances of  any  kind  in  this  building.  Sprinklers,  axes,  extinguishers 
and  pails  are  needed. 

Q.  Are  you  competent  to  express  any  opinion  as  to  what  would 
happen  in  that  building  in  case  of  fire  ?  A.  I  should  hesitate  to 
express  an  opinion  on  that  point.  I  think  what  would  happen  is 
rather  obvious. 

Q.  Now,  with  reference  to  those  loft  buildings  that  you  have 
inspected,  manufacturing  loft  buildings,  have  you  any  suggestions 
to  make?  A.  Of  course,  we  can  hope  and  logically  expect  an 
improvement  in  these  conditions  through  the  establishment  of  the 
new  Bureau  of  Fire  Prevention.  The  trouble  has  been  that  the 
force  of  the  old  Bureau  of  Auxiliary  Fire  Appliances  has  not  been 
sufficiently  manned  to  take  up  the  subject  of  those  buildings. 
They  had  16  men  and  that  included  the  clerical  force.  They  have 
not  had  an  inspection  force  of  sufficient  size. 

Q.  Is  there  again  in  this  particular  case  a  duplication  of 
authority?  A.  Some  of  the  conditions  which  I  have  just  cited 
are  such  as  would  come  within  the  supervision  of  the  Bureau  of 
Buildings  rather  than  the  Bureau  of  Auxiliary  Fire  Appliances. 

Q.  How  about  the  State  Labor  Department  having  jurisdiction 
of  some  of  those  cases  ?  A.  If  the  State  Labor  Department  had 
jurisdiction,  I  did  not  know  it 

Q.  I  think  they  have  in  some  cases.    A.  I  did  not  know  it 

Q.  They  have  with  reference  to  the  doors  opening  inward.  A. 
There  has  been  a  very  decided  conflict  as  to  the  Bureau  of  Build- 
ings and  the  Bureau  of  Fire  Appliances. 

Q.  Well,  it  is  quite  evident  that  there  is  some  conflict  of 
authority  and  conflict  of  work  with  reference  to  all  this  work. 
What  do  you  suggest  with  reference  to  this  conflict;  how  can  it 
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be  remedied  t  A.  I  think  that  the  new  Hoey  law  provides  for  this 
matter  with  a  fair  degree  of  adequacy  by  giving  to  the  Fire  De- 
partment almost  unlimited  powers  of  correcting  these  conditions. 

Q.  In  this  city  ?    A.  In  this  city, 

Q.  Almost  exclusive  power?  A.  Almost  exclusive  power,  I 
believe  so,  yes. 

Q.  It  has  been  evident  from  testimony  given  by  a  great  many 
witnesses  here  that  there  is  not  only  a  duplication  of  authority, 
but  of  supervision  and  inspection  on  behalf  of  every 
Department,  both  city  and  State;  they  make  examinations  of 
buildings  for  different  purposes.  All  of  them  have  as  a 
basis  for  their  reports  certain  facts  and  then  after  they  have 
considered  the  facts  many  of  which  you  have  stated,  for  instance, 
in  your  report,  they  have  reports  as  to  certain  conditions,  viola- 
tions of  law,  with  reference  to  their  own  particular  Department. 
So  it  has  been  suggested  to  the  Commission  that  there  should  be 
established  some  independent  Bureau  or  Department, —  perhaps 
a  separate  body,  or  maybe  connected  with  some  of  the  present 
departments  of  the  state  or  city,  whose  duty  it  would  be  to  make 
inspections  of  all  kinds  of  manufacturing  business,  ascertain  the 
facts,  and  after  those  facts  are  ascertained  by  competent  inspectors, 
then  the  inspectors,  or  their  superiors  in  office  ascertain  what  if 
any  law  has  been  violated,  and  report  to  the  proper  Department 
the  facts  and  the  violation  of  the  law,  and  upon  that  report  the 
Department  should  be  authorized  to  proceed  at  once  to  correct  the 
violation  of  the  law,  and  if  necessary  to  punish  the  violator.  What 
have  you  to  suggest  with  reference  to  that,  what  recommendation 
have  you  to  make  ?  A.  I  do  not  agree  with  that  recommendation ; 
I  think  we  have  Departments  enough  in  the  City  of  New  York. 
T  do  not  think  we  want  to  subdivide  our  functions  any  further.  If 
the  Fire  Department  is  responsible  for  conditions  of  life  in  this 
town,  the  Fire  Department  ought  to  have  the  right  to  make  the 
inspections. 

Q.  They  would  make  the  same  inspection  in  greater  part  as  the 
Health  Department  would,  would  they  not  ?  A.  There  might  be 
some  conflict  there.    I  can  conceive  that. 

Q.  I  do  not  mean  as  to  conflict,  but  I  mean  as  to  doubling  the 
work,  doubling  the  work  over  and  over  again  ?    A.  You  mean  the 
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health  inspectors  and  the  fire  inspectors  and  the  tenement  house 
inspectors  go  into  the  same  building  ? 

Q.  They  go  into  the  same  building  and  they  begin  in  the  same 
way  and  get  the  name  of  the  proprietor  and  the  number  of  people 
employed  on  each  floor  and  the  number  of  fire  exits,  and  how 
many  women  there  are,  and  how  many  children  under  16  years 
of  age  and  how  many  children  under  18  years  of  ago>  and  what 
kind  of  business  is  carried  on,  where  the  fire  appliances  are  placed 
and  where  the  exits  are  and  whether  the  doors  open  inward  or 
outward,  and  a  great  quantity  of  information,  which  it  takes  an 
inspector  a  good  deal  of  time  to  write  down  on  the  various  forms 
which  are  used  by  the  various  departments.  The  special  inform- 
ation which  any  inspector  gets  for  his  own  department  would 
take  a  very  short  time,  if  he  had  only  that  to  do.  Why  could 
not  one  inspector  get  all  the  information,  general  and  special,  just 
as  your  inspectors  do  now,  when  they  inspect  the  bake  shops, 
going  over  the  work  of  the  Health  Department  and  inspecting 
manufactories  and  finding  out  what  was  known  by  the  Fire 
Department  ?  A.  That  might  succeed.  At  first  blush,  I  had  not 
thought  of  it  before.  I  had  not  thought  of  such  a  solution.  1 
should  say  it  would  just  be  adding  another  Department,  a  further 
subdivision  of  the  functions  of  the  city  government. 

Q.  But  the  duplication  of  reports,  the  duplication  of  authority,* 
you  would  not  have  thatf  A.  You  will  duplicate  your  cost  of 
administration.  Yon  will  have  another  plant  to  take  care  of, 
and  the  amount  of  money  which  you  save  through  such  an  arrange- 
ment—  I  concede  that  you  would  save  some,  would  all  go 
out  for  the  cost  of  maintaining  your  extra  plant  and  the  extra 
cost  of  administration. 

Q.  Would  it  not  stop  the  constant  shelving  of  responsibility 
from  one  Department  on  to  another,  whenever  any  kind  of  a 
catastrophe  or  disaster  occurs,  or  a  condition  such  as  is  now  shown 
to  exist  in  the  bake  shops?  In  other  words,  would  it  not  be 
fixing  the  responsibility  for  a  lack  of  inspection  on  some  one 
Department,  and  not  have  a  condition  such  as  we  have  to-day, 
when,  after  the  Commissioner  of  Accounts  has  inspected  a  bakery, 
the  Department  of  Health  comes  forward  and  says  they  have  not 
done  it^  because  they  thought  the  Department  of  Labor  had  done 
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it,  and  the  Department  of  Labor  had  not  done  it,  because  they 
have  not  inspectors,  and  anyhow  it  is  within  the  jurisdiction  of 
the  Health  Department,  and  in  the  meantime  the  public  suffers  ? 
A.  I  do  not  think  I  would  agree  with  you  on  that. 

Q.  I  would  be  glad  if  you  would  give  the  matter  some  con- 
sideration, and  if  you  will  communicate  with  the  Commission 
in  writing  about  it  any  time  before  the  15th  of  December,  I  shall 
be  obliged  to  you.    A.  I  shall  be  very  glad  to  do  so. 

By  the  Chairman: 

Q.  What  is  the  nature  of  the  law  in  regard  to  bakeries  in  the 
State  of  Illinois,  or  in  the  city  of  Chicago.  Is  it  an  ordinance  or 
a  State  law?     A.  It  is  an  ordinance. 

Q.  And  you  say  that  they  have  done  away  with  cellar  bakeries  1 
A.  Yes. 

Q.  Do  you  know.  Commissioner,  what  the  exact  provision  of 
the  ordinance  is  with  reference  to  the  location?  A.  Section  18 
of  the  Bakery  Ordinance  of  the  City  of  Chicago,  which  was  passed 
in  1910,  reads: 

"No  new  bakery  shall  be  established  after  the  passage  of  this 
ordinance  in  any  room,  basement  or  cellar  the  floor  of  which  is 
more  than  five  feet  below  the  street  sidewalk,  or  any  alley  level 
adjacent  to  the  building." 

That  practically  cuts  out  the  basement  bakeries. 

Q.  You  think  under  the  Sanitary  Code  to-day  the  Health 
Department  has  the  power  to  issue  an  order  of  that  kind  now? 
A.  I  presume  it  would  be  contested,  but  I  think  the  Health 
Department  would  be  upheld  on  it  as  a  sanitary  measure. 

Q.  I  understood  you  to  say  in  its  sanitary  standard  the  Board 
of  Health  should  fix  the  distance  below  the  street  line  at  which 
a  bakery  should  be  located  ?    Was  that  your  point  ?     A.  Yes. 

Q.  That  would  fix  it  ?  A.  That  would  fix  it.  It  might  be  that 
the  prohibition  in  regard  to  cellar  bakeries  would  have  to  come 
through  State  legislation.  On  that  point  I  am  in  doubt.  I  talked 
it  over  with  the  Corporation  Counsel,  and  he  was  not  certain. 

Q.  To  make  sure  you  think  there  ought  to  be  a  State  law  or 
an  amendment  of  the  Charter  ?  A.  Yes,  as  far  as  the  prohibition 
of  cellar  bakeries  is  concerned,  yes.     The  sanitary  condition  of 
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the  room  would  be  fixed  by  an  amendment  to  the  sanitary  code, 
without  reference  to  the  state  law. 

Miss  Dbeieb:  Do  you  consider  that  cellar  bakeries  are  bad  in 
any  city,  not  only  in  New  York,  but  are  bad  in  all  cities  at  all 
times? 

The  Witness:  I  should  say  that  cellar  bakeries  are  undesir- 
able wherever  found.  You  cannot  get  ventilation  and  light  and 
air,  and  that  is  required. 

Henry  R  Seageb,  a  witness  being  first  duly  sworn,  testified 
as  follows: 

Examination  by  Mr.  Elkus  : 

Q.  Will  you  be  kind  enough  to  tell  the  Commission  your  titles 
and  position  in  the  University?  A.  I  am  Professor  of  Political 
Economy  at  Columbia  University.  Am  President  of  the  Ameri- 
can Association  for  Labor  Legislation.  I  imagine  that  it  is  in 
that  latter  capacity  that  I  come  before  you. 

Q.  Were  vou  also  Vice-Chairman A.  Vice-Chairman  of 

the  State  Commission  on  Employers'  Liability  and  other  matters. 

Q.  Now,  Professor,  have  you  made  a  study  of  any  part  of  the 
conditions  with  reference  to  labor  in  factories  and  if  so,  will  you 
tell  us  briefly  and  generally  what  you  have  done?  A.  I  have 
been  very  much  interested  for  several  years  in  the  labor  problem, 
and  since  I  came  to  New  York,  some  ten  years  ago,  in  labor 
conditions  here  in  New  York.  It  has  been  the  interest  of  a 
political  economist,  however,  rather  than  of  a  specialist,  and  my 
first-hand  investigation  of  factory  conditions  has  been  limited  to 
comparatively  few  inspections.  I  have,  however,  in  connection 
with  the  work  of  the  Association  for  Labor  Legislation,  taken 
part  in  numerous  conferences  having  in  view  the  drafting  of  bills 
and  so  on,  that  would  serve  to  improve  labor  conditions  in  the 
state.  And  of  those  bills  one  that  I  think  might  most  properly 
be  brought  before  you  this  afternoon,  is  a  bill  that  was  worked 
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out  last  winter,  having  in  view  the  amendment  of  the  law  in 
reference  to  ventilation  of  factories  in  the  state. 

Q.  Are  you  the  author  of  the  bill^  A.  1  am  not  the  author 
of  the  bill,  but  I  was  chairman  of  the  conference  which  led  to 
the  drafting  of  the  bill. 

Q.  Before  we  go  on  with  tiiat,  Frofesaor:  you  say  you  your- 
self have  made  some  inspections  of  factory  buildings?  A.  Yes, 
but  I  would  prefer  not  to  base  any  statements  on  those  inspections 
as  they  were  made  some  years  ago  and  were  not  important. 

Q.  Now  will  you  tell  us  how  important  or  necessary  ventila- 
tion is  in  factory  buildings,  and  what  improvements,  if  any, 
should  be  made^  and  how  they  should  be  made?  A.  The  more 
I  have  studied  the  protection  of  the  health  of  workers,  the  more 
I  have  been  impressed  with  the  fact  that  general  conditions  of 
air  and  light  are  rather  more  important  than  some  of  the  special 
evik  that  may  receive  more  attention.  It  is  generally  recognized 
I  think,  by  physicians,  that  one  of  the  most  valuable 
remedies  for  disease  is  fresh  air^  and  remarkable  progress  has 
been  made  in  curative  medicine  by  the  use  of  the  fresh  air  cure, 
especially  in  connection  with  consumption  and  also  in  connection 
with  other  diseases.  I  think  that  demonstrates  very  clearly  that 
one  of  the  most  important  conditions  detrimental  to  health  is  the 
absence  of  fresh  air,  and  contrariwise  one  of  the  most  serious 
reasons  for  ill  health,  for  illness,  for  disease  and  death 
is  the  lack  of  pure  air,  and  that  is  one  of  the  rea- 
sons for  the  presence  of  so  many  anemic  persons  in  a  city 
like  New  York,  is  that  they  lack  pure  air  in  a  congested  city, 
and  that  condition  is  not  found  in  the  country  where  the  whole 
population  is  obviously  much  better  from  that  standpoint  to  any 
observer. 

Q.  How  many  anemic  persons  are  there  in  the  city  if  you 
know,  have  you  any  estimate?  A.  I  should  say  a  very  large 
number.  I  think  any  one  walking  on  our  streets  is  impressed 
by  the  pallor  and  general  lack  of  vigor  of  the  population. 

Q.  Now  you  desire  to  bring  before  the  Commission  this  bill 
which  you  spoke  of,  Professor  ?  We  will  be  very  glad  to  hear  you 
in  your  own  way  about  it.  A.  The  present  ventilation  law  of 
the  state  is,  I  think,  unsatisfactory  to  everybody  concerned  with 
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it.     The  Commissioner  of  Labor  finds  it  very  difficult  to  enforce 
it.    It  is  unsatisfactory  to  the  employers^  because  it  is  ambiguous^ 
and  it  is  unsatisfactory  to  the  worker  because  it  does  not  secure 
good  ventilation.     The  main  points  that,  it  seems  to  me,  should 
be  aimed  at  in  a  ventilation  law  are  to  secure  immunity  from 
the  presence  of  poisonous  gases,  or  dust  particles  or  other  sub- 
stances in  the  air,  that  arise  as  a  result  of  the  kind  of  work 
that  is  carried  on.     That  is,  special  forms  of  ventilation  should 
be  adapted  to  special  kinds  of  work  that  call  for  them.     And 
second,  general  ventilation  that  will  insure  a  sufficient  quantity 
of  pure  air  under  all  working  conditions.       This  bill  that  was 
drafted  as  a  result  of  conferences  held  last  winter,  aims  to  accom- 
plish these  two  ends  by  prescribing  certain  requirements  apply- 
ing on  the  one  hand  to  owners  or  lessees  of  buildings  and  on  the 
other  to  occupiers.    The  bill  in  general  prescribes,  first  of  all,  that 
every  working  man  in  a  factory  shall  be  provided  with  proper 
and  sufficient  means  of  ventilation.     Every  work  room  shall  be 
kept  properly  and  sufficiently  ventilated.     Then  it  requires  that 
this  ventilation  shall  be  provided  without  lowering  the  tempera- 
ture in  the  working  parts  of  the  room  below  55  degrees  Fahren- 
heit, or  causing  injurious  drafts  to  those  working  in  the  room. 
Then  it  prescribes  standards  as  to  sufficient  means  of  ventilation. 
And  in  this  connection  it  chooses  as  a  standard  either  a  test  as  to 
the  contents  of  the  air,  the  so-called  carbon  dioxide  test  to  deter- 
mine whether  or  not  the  air  has  been  vitiated,  in  so  far  as  that 
test  throws  light  on  it,  or  the  volumetric  standard,  that  is  the 
requirement  that  there  be  let  into  the  room  from  outside  sources 
a  certain  amount  of  air  per  hour  for  each  worker  in  the  room,  and 
the  standard  there  is  1200  cubic  feet  of  air  per  hour  for  each 
person  plus  an  additional  number  of  cubic  feet  of  air  per  hour  for 
each  cubic  foot  of  gas  burned  per  hour.    This  alternative  standard 
was  chosen  after  rather  prolonged  discussion  of  the  relative  merits 
of  those  two  standards.       The  ventilation  engineers  who  came 
before  us  very  strongly  preferred  the  volumetric  standard.     That 
requires  some  system  of  artificial  ventilation  which  pumps  into 
the  room  in  some  way  a  certain  amount  of  air  per  person,  plus 
an  additional  amount  per  gas  jet  in  use  in  the  room.     The  other 
standard,  the  carbon    dioxide    standard,    was    preferred   by  the 
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representatives  of  the  Department  of  Labor,  and  on  the  whole  I 
think^  by  the  owners  of  buildings  and  occupiers  who  came  before 
us  on  the  ground  that  to  require  an  artificial  means  of  ventilation 
always,  under  all  circumstances,  would  be  unfair,  and  that,  after 
all,  what  we  aimed  at  was  proper  air,  a  proper  quality  of  air, 
and  those  could  be  secured  by  testing  the  air  from  time  to  time 
through  the  carbon  dioxide  test. 

Q.  Have  you  ever  made  any  study  of  the  subject  of  bakeries 
in  this  city?     A.  No,  sir;  I  never  have. 

Q.  Are  you  familiar  enough  with  the  subject  of  bakeries 
located  in  cellars  to  say  whether  or  not  they  should  be  prohibited  ? 
A.  My  impression  would  be  that  they  should  be  prohibited,  but 
that  is  not  the  impression  of  an  expert  on  the  subject. 

Q,  Now,  with  reference  to  jurisdiction  over  manufacturing  in 
tenement  houses,  have  you  made  any  investigation  or  study  as  to 
the  beet  method  of  the  control  of  that  for  the  best 
interests  of  the  public  and  the  workman?  A.  As  regards  the 
labor  conditions  I  think  that  the  Department  of  Labor  is  the 
authority  that  should  control. 

Q.  Is  that  also  true  of  manufacturing  carried  on  —  you  believe 
that  the  Department  of  Labor  should  have  sole  jurisdiction  ?  Of 
course,  it  has  been  shown  here  that  there  is  a  duplication  both 
of  inspections  and  of  authority  in  many  cases  in  manufacturing 
establishments,  and  the  Commission  desires  to  ascertain  how  that 
duplication  both  of  inspection  and  authority  could  be  remedied. 
We  would  like  to  have  your  opinion  on  the  subject,  and  would  be 
glad  to  have  you  go  into  it  as  fully  as  you  wish.  A.  Well,  I 
must  approach  it  in  this  way.  There  are  obviously  three  aspects 
of  the  situation  that  are  to  be  considered:  protection  from  fire, 
which  affects  not  only  the  people  in  the  building,  but  those  in 
the  adjoining  building;  there  is  a  public  interest;  protection  of 
the  public  health,  that  comes  in  in  connection  with  a  business 
like  bakeries ;  protection  of  the  health  and  safety  of  the  workers 
in  different  working  places. 

As  regards  the  first  aspect  I  should  say  the  responsibility 
ought  to  be  concentrated  in  the  Department  in  the  city  govern- 
ment that  is  concerned  with  fire  protection,  and  its  authority 
should  be  as  comprehensive  as  is  needed  to  insure  adequate 
protection  from  fire. 
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As  regards  the  second  aspect  I  should  agree  with  Commissioner 
Fosdick,  that  we  get  better  results  by  concentrating  responsibility 
on  the  Health  Department,  and  in  connection  with  such  a  business 
as  that  bakery  business,  that  would  be  an  excellent  reason,  it 
seems  to  me,  for  withdrawing  the  authority  of  the  Department 
of  Labor  and  concentrating  the  authority  with  the  Health 
Department. 

As  regards  the  third  aspect,  that  is  the  health  and  safety  of 
the  employees,  personally  I  think  the  authority  ought  to  be  con- 
centrated in  the  Department  of  Labor. 

Q.  And  in  that  connection  do  you  believe,  do  you  recom- 
mend that  there  should  be  a  medical  inspection  of  working  people 
in  some  of  the  manufactories,  particularly  those  that  manufacture 
food  products?  A.  I  should  hesitate  to  make  that  recommend- 
ation. T  think  cleanliness  would  go  a  great  way  to  accomplish 
the  result  that  would  be  aimed  at,  and  until  we  have  that 
enforced,  I  think  it  would  be  wiser  not. 

Q.  What  have  you  to  suggest,  therefore,  with  reference  to  the 
registration  or  licensing  of  manufacturing  establishments? 
A.  I  think  that  for  manufacturing  establishments  it  is 
very  desirable.  I  have  here  a  report  puiblished  recently 
by  the  International  Association  for  Labor  Legislation 
on  inspection  in  Europe.  And  I  find  in  that  report 
that  in  the  more  important  European  countries  it  is  the  practice 
to  require  a  license  at  the  time  the  factory  is  built  or  extended, 
or  additions  are  made  to  it,  and  also  a  license  or  notice  at  the 
time  that  the  building  is  oocupied  and  is  started  as  a  going 
concern. 

The  Chaibman  :  What  countries  ? 

The  Witness:  These  countries  as  regards  the  requirement  on 
the  question  of  licensing  of  the  building  are  Germany,  Austria, 
Belgium,  Denmark,  Sweden,  France,  the  United  Kingdom, 
Hungary,  Italy,  and  so  on;  as  regards  the  occupation,  the  coun- 
tries are  Germany,  Austria,  Denmark,  Finland,  ttie  United  Ivins:- 
dora,  Hungary,  Norway,  Sweden,  Switzerland.  The^^e  countries 
as  a  result  of  their  experiemce  seem  very  generally  to  have  come 
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to  the  license  method  ajs  a  basis  for  enforcing  their  labor  and 
other  regulations. 

Q.  Then^  do  I  understand^  Professor^  jou  recommend  legisla- 
tion requiring  both  registration  and  licensing  of  all  manufacturing 
establishments  2    A.  Yes. 

Q.  Should  the  license  be  renewed  from  time  to  time  or  given 
for  a  limited  period  2  A.  I  think  it  would  be  well  to  have  them 
annual  licenses,  and  to  insure  in.  that  way  a  careful  inspection. 

Q.  Would  you  be  willing  to  file  with  the  Commission  the  report 
to  which  you  have  referred?  A.  Yes;  I  should  be  very  glad  to, 
but  I  will  send  another  copy  to  the  Commission  if  I  may. 

Q.  Professor,  you  are  familiar  with  the  administration  of  the 
State  Labor  Department — ^I  don't  mean  to  say  actually  but  gen- 
erally I    A.  Yea. 

Q.  There  is  now  no  medical  Bureau  or  Department  except  for 
that  one  position  t    A.  One  Medical  Inspector. 

Q.  I  want  to  ask  you  whether  you  would  be  in  favor  of  the 
establishment  of  a  Medical  Bureau  in  thai  Department,  and  an 
impaid  Advisory  Board  of  Physicians,  or  what  would  you  suggest 
with  reference  to  that }  A.  I  think  a  more  immediate  need  in  the 
Department  is  another  engineer  who  has  made  a  specialty  of  ven- 
tilation; that  is  a  point  on  which,  the  Department  has  been 
very  weak.  The  law  prescribes  adequate  ventilating  appliances. 
It  rests  with  the  Commissioner  of  Labor  to  say  what  is  adequata 
That  means  that  it  rests  with  his  first  Deputy  Commissioner. 
That  Deputy  Conmiissioner  is  not  an  expert  engineer  and  for 
many  reasons  it  is  better  that  he  should  not  be,  because  he  is  an 
administrative  officer,  but  he  ought  to  have  some  one  under  him 
who  is  an  expert  engineer,  and  whose  judgment  as  to  what  sort 
of  ventilating  apparatus  would  be  adequate  in  a  given  situation 
is  an  expert  judgment.  Behind  that  expert  there  should  perhaps 
be  a  Board  to  which  decisions  might  be  appealed  in  case  the 
owner  or  occupier  r^arded  them  as  unjust  and  unfair. 

Q.  I  am  informed  that  the  Labor  Department  has  just 
appointed  an  expert  on  ventilation.    A.  Is  that  so? 

Q.  A  mechanical  engineer.  A.  That  is  a  superintendent  of 
safety  devices.  I  had  in  mind  something  more  special.  This 
new  member,  as  I  understand  it,  is  to  look  after  safety  devices 
particularly  rather  than  ventilating. 
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Q.  Should  there  be  a  museum  of  safety  devices  established 
by  the  state?  A.  I  think  that  would  be  highly  desirable,  as 
soon  as  the  state  is  ready  to  make  the  appropriations  that  would 
be  necessary  to  make  that  a  success.  It  would  be  very  expensive. 
I  do  not  think  a  museum  should  have  a  smaller  income  than 
$50^000  a  year.  I  do  not  think  one  with  a  less  amount  would 
amount  to  much  of  anything. 

Q.  Are  you  in  favor  of  such  an  institution  being  endowed  by 
the  state  or  being  a  part  of  the  State  Department,  or  just  how 
would  you  advise  it  to  be  instituted?  A.  My  own  view  and  my 
own  effort  for  the  present  is  to  get  the  National  Government  first 
of  all  to  establish  a  model  museum  for  the  whole  country,  fol- 
lowing the  lines  of  what  it  has  already  begun  in  connection  with 
safety  in  mines.  It  has  a  special  Bureau  of  Safety  in  Mines, 
and  it  seems  that  there  is  no  reason  why  it  should  not  have  a 
special  Bureau  for  Safety  in  Manufacturing  Establishments.  If 
that  is  done,  I  think  the  state  might  very  appropriately  main- 
tain Bureaus  within  the  borders  of  the  state.  But  from  the 
point  of  view  of  comparative  importance  of  different  things,  I 
should  not  feel  like  urging  that  New  York  State  establish  a 
Bureau  or  Museum  of  Safety  Devices  at  the  present  time. 

Q.  Have  you  made  any  study  of  the  subject  of  child  labor  and 
of  the  labor  of  women  who  are  pregnant?    A.  Yes. 

Q.  Will  you  tell  the  Commission  what  suggestions  or  recom- 
mendations you  have  to  make  upon  that  subject,  if  any?  A.  I 
have  no  suggestions  except  that  we  follow  the  enlightened  policy 
of  European  countries,  for  the  problem  of  the  employment  of 
married  women  is  an  important  problem,  that  it  prescribes  that 
work  must  cease  at  least  two  weeks  before  a  childbirth  and  must 
not  b^n  again  imtil  at  least  six  weeks,  or  at  any  rate  four  weeks 
after  childbirth. 

Q.  Would  you  favor  the  physical  examination  of  children  who 
are  employed  in  labor  as  well  ?  A.  I  favor  the  plan  that  we  have 
now,  that  is,  requiring  a  physical  examination  in  connection  with 
the  issue  of  working  papers,  where  there  is  reason  to  think  that 
the  child  is  not  fit  to  go  to  work. 

Q.  Is  there  anything  further.  Professor,  that  you  would  like 
to  recommend  to  the  Commission,  or  speak  about?       A.  Only 
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one  thing,  that  is  with  referenoe  to  this  subject  of  ventilation. 
I  believe  that  the  present  law  might  be  improved  in  a  way  that 
all  would  favor  it,  by  prescribing  special  means  of  ventilation 
where  the  condition  of  the  work  gives  rise  to  obnoxious  gases  or 
dust  particles  or  some  other  element  in  the  air  that  ought  to  be 
removed. 

And  as  regards  this  phase  of  the  matter,  I  think  the  bill  1 
speak  of,  and  I  would  like  to  file  with  the  Commission,  although 
it  doubtless  has  a  copy  of  it,  is  excellent.  A&  re- 
gards general  ventilation  the  bill  proposed  is  not  so  satis- 
factory, because  it  fails  to  make  what  I  think  should  be  made, 
h  distinction  between  old  buildings  and  new  buildings.  That  is, 
1  think,  in  connection  with  new  buildings,  new  factories  or  build- 
ings to  be  used  for  work  rooms,  the  law  ought  to  prescribe  adequate 
means  of  ventilation  as  a  part  of  the  necessary  equipment  of  the 
building,  and  that  such  a  prescription  would  not  be  unduly 
onerous  for  the  manufacturer  or  building  owner.  In  connection 
with  old  buildings,  prescription  would  have  to  be,  I  imagine,  on 
occupiers,  and  I  think  we  might  content  ourselves  with  a  lower 
standard  possibly,  looking  forward  gradually  to  scrapping  old 
buildings  and  having  only  new  ones  used  in  connection  with 
manufacturing.  In  a  city  like  New  York,  where  the  city  is  being 
rebuilt  perhaps  every  twenty  years,  a  high  standard  for  new 
buildings  would  give  us  within  a  comparatively  short  time,  a 
fairly  satisfactory  situation  as  regards  ventilation.  As  it  is  now, 
we  allow  new  buildings  to  ibe  put  up  without  any  provision  for 
ventilation  at  all,  even  when  they  are  intended  for  use  as  loft 
buildings.     It  seems  to  me  that  is  very  unfortunate. 

Charles  E.  A.  Winslow,  called  as  a  witness  and  being  duly 
duly  sworn,  testified  as  follow : 

Examined  by  Mr.  Elkus: 

Q.  Professor,  with  what  college  are  you  now  connected  ?  A.  I 
am  Associate  Professor  of  Biology  at  the  College  of  the  City  of 
New  York,  and  Curator  of  Public  Health  at  the  American 
Museum  of  Natural  History,  and  Lecturer  on  Industrial  Hygien« 
at  Teachers*  College,  Columbia  University. 
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Q.  Beforte  that  with  what  university  were  you  connected  ?  A. 
I  taught  public  health  for  twelve  years  at  the  Massachusetts 
Institute  of  Technology,  and  for  one  winter  at  the  University  of 
Chicago. 

Q.  What  particular  subject  with  reference  to  labor  conditions 
have  you  made  a  study  of?  A.  I  have  made  special  study  and 
have  taught  in  Boston,  Chicago  and  here  in  New  York,  the  sub- 
ject of  industrial  hygiene.  I  have  made  special  studies  of  the 
bacteriology  of  air  and  its  relation  to  health.  I  am  Chairman 
of  a  Committee  on  Standard  Methods  for  Examination  of  Air 
of  the  American  Public  Health  Association,  and  I  made  a  rather 
extensive  study  of  conditions  in  Massachusetts,  and  took  some  part 
in  the  framing  of  the  present  law  governing  factory  inspection 
there. 

Q.  You  are  generally  familiar  with  the  subject  of  inspection 
of  factories,  and  ventilation  and  light  in  factory  buildings  ? 
A.  Yes. 

Q.  Taking  up  the  question  of  ventilation  and  light  in  factor; 
buildisigs,  does  that  need  improvement  or  not  ?  A.  In  my  judgment 
this  question  of  factory  ventilation,  including  under  that  term  the 
removal  of  dust  as  well  as  general  ventilation,  is  one  of  the 
most  important  problems  that  we  have  to  deal  with.  In  the  past, 
factory  sanitation  has  been  regarded  as  largely  a  matter  of  special 
industrial  poisons.  When  a  workman  gets  lead  poisoning  it  is 
a  very  terrible  and  very  striking  thing,  and  in  those  industries 
that  are  subject  to  these  poisons,  the  sick  rate  and  "the  death  rate 
is  very  high.  But  after  all  they  are  small  industries.  The 
marked  poisonous  trades  are  small  ones,  when  you  consider  the 
total  number  of  people  affected  by  dust  and  bad  ventilation  in 
bigger  industries,  I  think  it  far  outweighs  the  more  striking 
individual  cases  due  to  poisoning. 

Q.  What  is  the  eifect  of  dust  and  bad  ventilation?  A.  Dust 
in  the  first  place,  to  take  that  up,  exerts  its  eifect  by  direct 
mechanical  injury  to  the  lung  tissue.  The  human  body  in  coping 
with  a  disease  like  tuberculosis  is  able  to  take  care  of  itself  if  it 
is  in  good  condition.  If  the  delicate  lung  tissue  is  injured, 
lacerated  by  particles  of  stone  or  steel  or  even  vegetable  or  animal 
fibre,  that  turns  the  scale.    It  is  just  enough  to  lower  the  vitality 
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of  the  lung  tissue  and  cause  tubeireulosis.  We  know  by  statistics 
that  in  a  very  dusty  trade,  like  stone  cutting  and  grinding,  some- 
times four-fifths  of  all  the  deaths  are  due  to  tuberculosis  instead 
of  a  quarter  or  less  than  a  quarter,  as  in  the  normal  adult  popu- 
lation. The  kind  of  dust  that  is  breathed  in  in  this  case  may  be 
illustrated  by  some  photographs  which  the  Commission  might 
possibly  be  interested  to  see.  Here  are  three  or  four  of  these 
photographs.  These  were  taken  by  a  worker  in  Massachusetts 
cordage  factories,  who  actually  sucked  in  the  air  by  normal 
breathing  through  the  mouth.  She  held  a  little  glass  tube  In 
the  mouih  and  simply  breathed  in  through  the  mouth  and  out 
through  the  nose,  and  that  dust  represents  the  amount  breathed 
in  in  one  half  minute.  Sometimes  there  is  very  little,  as  shown 
by  the  photographs.  Each  one  represents  different  conditions; 
in  some  cases  there  is  very  little  and  in  some  cases  a  great  deal. 
Those  jagged  particles  are  the  things  that  do  the  damage,  and 
constitute  one  of  the  most  fruitful  causes  of  tuberculosis. 

Q.  The  damage  they  do  is  the  lacerating  of  the  tissue  of  the 
lungs?    A.  Tes. 

The  photographs  were  each  marked   (four  in  number) 
Exhibit  No.  1  of  this  date. 

The  Witness:  If  I  might  take  one  minute,  I  would  like  to 
read  a  short  note  I  received  from  a  physician  in  a  Massachusetts 
town,  which  shows  how  it  looks  to  the  man  on  the  spot 

"  I  have  been  in  practice  in  East  Douglas  since  1863  with  the 
exception  of  some  thirteen  years  following  1872.  I  have  seen 
quite  a  number  of  cases  of  so-called  grinders'  consumption.  I 
have  examined  one  case  post  mortem.  I  found  the  small  bronchial 
tubes  thoroughly  filled  with  the  grindstone  grit;  the  lung  in  the 
lower  part  looked  like  and  felt  like  the  liver  after  cooking.  The 
symptoms  are  excessive  dyspnoea  on  slight  exertion,  dry  cough 
and  great  prostration.  The  grinders  are  from  the  Polanders  and 
Finns  for  the  past  dozen  years.  The  disease  takes  hold  of  them 
more  frequently  and  is  more  rapidly  fatal  than  among  the 
grinders  of  former  years  and  of  other  nationalities.  When  I 
came  here  forty  years  ago  I  found  the  victims  among  the  Yankees 
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who  bad  ground  some  twenty  years  before.  Those  would  grind 
eighteen  or  twenty  years  before  having  to  give  up  work.  The 
French  Canadians  were  then  grinding.  They  could  work  twelve 
to  sixteen  years.  They  became  frightened  off  and  the  Swedes 
took  up  the  work.  They  would  get  the  disease  in  eight  or  ten 
years.  Now  the  Finns  and  Polanders  are  at  it,  and  they  last  only 
three  to  five  years,  and  the  disease  is  more  common  among  them." 

Q.  When  this  doctor  says  they  last  from  three  to  five  years 
what  did  he  mean,  they  died  ?  A.  Die  of  tuberculosis  at  the  end 
of  that  time. 

Q.  This  tuberculosis  is  caused  by  improper  ventilation,  is  it! 
A.  Well,  we  must  distinguish  between  general  ventilation,  which 
concerns  the  air  of  the  workroom  and  special  ventilation.  Dust 
can  be  removed  by  special  ventilation,  by  putting  hoods  over  the 
machines,  with  powerful  currents  of  air  to  draw  off  the  particles. 

Q.  Do  you  know  whether  any  of  these  conditions  exist  in  the 
manufacturing  establishments  of  the  State  ?  A.  No,  I  have  prac- 
tically no  experience  in  New  York  factory  conditions.  If  I  may 
go  on  to  the  other  question  of  general  bad  air  and  say  just  a  word, 
first  as  to  what  I  mean  by  bad  air.  The  sanitarians  do  not 
mean 

Mr.  Elkus:  (Interrupting)  May  I  interrupt  you  to  say  Dr. 
Rogers  of  the  State  Labor  Department  informs  us  that  those 
conditions  do  exist  in  New  York  State. 

The  Witness:  A  sanitarian  when  he  speaks  of  bad  air  does 
not  mean  any  mysterious  subtle  poison,  but  means  for  the  most 
part  a  very  simple  thing,  one  comparatively  easily  remedied.  The 
main  thing  about  a  badly  ventilated  room  is  the  over  heat  and 
over  moisture.  You  have  a  lot  of  persons  in  the  room,  they  are 
producing  heat,  and  they  are  producing  moisture.  The  eense 
of  discomfort  we  feel  in  a  badly  ventilated  room,  is  like 
the  sense  of  discomfort  we  feel  on  a  hot  day  in  summer. 
Those  are  the  conditions  if  the  air  is  not  changed.  The  air  in 
the  room  becomes  heated  and  overmoist  and  that  has  a  very  bad 
effect  on  health.    If  one  compares  one's  own  sensations  on  a  sultry 
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day  in  August  with  one's  condition  on  a  bright  winter  day,  one 
can  get  a  very  good  measure  of  the  effect  of  that  sort  of  air  on 
vitality.  And  of  course  the  danger  is  enhanced  when  a  worker 
from  such  a  hot,  moist,  dead  atmosphere  passes  out  into  the  chill 
night  air.  There  is  nothing  that  haa  a  much  more  widespread 
effect  in  producing  tuherculosis,  pneumonia,  bronchitis,  etc.,  than 
conditions  of  that  sort,  and  these  conjditions  affect  almost  all 
industries.  One  can  gain  an  idea  of  the  prevalence  of  these  con- 
ditions in  New  York  I  tabulated  some  of  the  results  from  Dr. 
Graham  Rogers'  reports  for  the  last  three  years  and  it  appears 
from  that  tabulation  that  of  a  group  of  factories  which  he  studied, 
fifty-nine  had  a  temperature  of  less  than  72  degrees ;  ninety-three 
had  a  temperature  of  80  or  over.  In  making  that  tabulation  I 
excluded  all  cases  where  the  outdoor  temperature  was  70  degrees. 
Now,  it  is  a  well-established  fact  that  any  temperature  above  72 
degrees  mean  decreased  efficien<7  and  lower  vitality  and  as  for 
workers  at  a  temperature  of  80  degrees  to  which  about  a  quarter 
of  these  workers  were  exposed,  they  are  under  a  condition  which 
gravely  menaces  their  health. 

Q,  Professor,  has  ventilation,  poor  ventilation,  any  relation 
to  accidents  ?  A.  I  know  of  no  specific  demonstration  of  it,  but 
I  think  that  nobody  who  is  familiar  with  the  human  organism  can 
doubt  that  it  does  have  an  important  effect.  Anything  which 
lowers  the  general  vitality  is  going  to  make  more  accidents. 

Q.  What  recommendation  or  suggestions  have  you  to  make 
with  reference  to  the  improvement  of  ventilating  conditions  in 
factories?  A.  There  are  two  steps  that  seem  to  me  might  very 
well  be  taken.  In  the  first  place,  I  would  like  to  express  my  entire 
agreement  with  what  Professor  Seager  has  said  about  the  bill  in- 
troduced by  Mr.  Boylan  in  the  last  legislature.  I  think  that  bill 
deals  very  well  with  the  problem  of  dust,  and  as  well  with  iiie 
problem  of  ventilation  as  we  can  deal  vTith  our  present  knowledge. 

Q.  What  have  you  to  say  with  reference  to  establishing  a  stand- 
ard of  ventilation,  and  what  can  be  done  and  what  should  be  done 
in  regard  to  that  ?  A.  I  do  not  see  how,  with  our  present  knowl- 
edge we  can  go  further  than  is  indicated  in  this  bill.  I  was  at 
the  conferences,  took  part  in  the  conferences  which  led  to  the 
framing  of  this  bill,  and  it  seems  to  me  that  this  goes  as  far  as 
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we  C5an  go  in  the  way  of  framing  a  standard  with  our  present 
knowledge. 

Q.  What  have  you  to  say  with  reference  to  preventing  over- 
crowding in  manufacturing  establishments?  How  can  that  be 
done  ?  What  regulation  can  be  made  with  reference  to  floor  space 
and  its  uses  instead  of  some  regidation  as  it  is  now,  with  reference 
to  the  required  number  of  cubic  feet,  which  is  more  or  less  over- 
come by  having  the  floors  of  a  great  enough  height,  but  still  having 
a  great  deal  of  crowding?  A.  I  do  not  regard  that  probl^n  as 
of  very  special  importance,  if  problem  of  air  supply  can  be 
handled.  These  provis-ions  in  r^ard  to  cubic  feet  of  space  and 
floor  space  have  not  in  England,  for  instance,  had  any  particularly 
beneficial  eflFect.  You  can  have  people  quite  far  apart  and  yet 
have  the  air  in  the  room  very  bad.  You  can  have  them  fairly 
close  together  and  have  conditions  excellent  I  should  prefer  to 
see  the  problem  attacked  from  the  other  end, 

Q.  How  about  fixing  the  degree  of  temperature  in  a  room, 
should  there  be  a  standard  as  to  that  ?  A.  That,  it  seems  to  me, 
is  the  most  important  single  step;  a  thing  that  is  almost  too  ob- 
vious to  receive  much  attention.  We  are  all,  I  suppose,  like  the 
men  in  the  fable,  who  did  not  want  to  take  a  simple  way  of  deal- 
ing with  a  question,  but  would  use  something  complicated,  use 
something  remote.  We  are  very  ready  to  pass  laws,  take  measures 
to  deal  with  abstruse  things  with  long  names;  but  when  sanita- 
rians tell  people  the  great  danger  is  overheating,  it  is  hard  to  make 
them  believe  it.  I  think  that  is  the  most  important  single  measure 
that  can  be  taken. 

Q.  What  would  you  suggest  should  be  done,  and  how  can  it 
be  done  effectively  with  reference  to  that?  A.  The  sentence  in  this 
law  —  I  am  going  to  go  back  to  that  again,  because  it  ex- 
presses my  best  knowledge  on  the  subject  —  a  clause  in  this  pro- 
posed law  provides  that  the  temperature  in  any  factory, 
workroom,  except  a  boiler  shop  —  a  boiler  room  —  shall  not 
exceed  72  degrees  Fahrenheit,  as  determined  by  the  wet  bulb 
thermometer,  unless  the  temperature  of  the  exterior  air  exceeds 
70  degrees  Fahrenheit  as  determined  by  the  same  process,  in 
which  case  the  wet  bulb  temperature  of  the  workroom  shall  not 
exceed  that  of  ike  outside  by  more  than  5  degrees.   This  wet  bulb 
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reading  shows  at  anoe  the  temperature  and  the  moisture  in  the 
atmosphere.  It  is  very  different  from  72  d^rees  on  the  dry  bulb. 
Q*  Would  you  favor  in  connection  with  that,  what  are  called 
setf-r^gistering  thermometers,  a  r^stry  of  the  heat  and  the  degree 
of  temperature  is  kept  possibly  a  week,  or  other  period,  so  that 
any  inspector  could  ascertain  the  same  when  he  came?  A.  I  think 
they  are  helpful  to  supplement  the  work  of  the  inspector  with 
more  accurate  instruments.  I  do  not  think  that  they  can  be  relied 
upcm  entirely.  If  they  were  checked  up  on  a  visit  of  the  inspector 
by  the  use  of  a  proper  instrument,  they  would  be  valuable.  This 
standard  of  72  degrees  with  a  wet-bulb  thermometer  does  not 
go  nearly  far  enough,  but  it  goes  as  far  as  we  can  properly  go  in 
the  light  of  our  present  knowledge.  That  is  the  main  thing  but 
we  need  further  investigation  of  conditions. 

Q.  Investigation  of  what  conditions  ?  A.  We  need  a  much  more 
thorou^  knowledge  of  what  c(mditi(ms  are  in  factories.  That 
seems  to  me  to  be  the  prime  need  in  tiiis  state,  and  in  all  statee  of 
of  this  country. 

Q.  This  Commission  has  been  appointed  with  the  duty,  among 
others,  of  investigating  conditions  in  factories  so  as  to  be  able  not 
only  to  state  the  facts  after  such  investigation,  but  also  to  suggest 
remedial  legislation.  Now  the  Commission  has  made,  and  has  had 
made,  a  number  of  investigations,  and  is  having  others  made  at 
the  present  time^  and  they  will,  in  due  time,  be  reported  to  the 
Commission.  We  would  like  to  be  enlightened  as  to  what  you 
think  should  be  done  by  the  investigators  of  the  conditions  t  A.  I 
think  from  what  I  know  of  the  plans  of  Dr.  Price,  that  the  in- 
vestigators of  the  Commission  are  altogether  on  the  ri^t  track 
and  doing  the  best  thing  they  could  do.  The  point  I  want  to 
emphasize  is  this 

Q.  (Interrupting)  You  are  familiar  with  the  plans  of  the 
CommiBsion  t   A.  Yes,  in  a  general  way. 

Q.  I  want  to  know  now,  whether  you  believe  we  are  pursuing 
the  ri^t  path  ?   A«  Yes ;  I  do. 

Q.  And  that  the  investigations  to  which  you  refer  as  being 
required  and  being  necessary  are  those  which  the  Commission  is 
undertaking  ?  A.  As  far  as  they  ga  I  think  the  investigations  I 
have  in  mind  are  investigations  which  ou^t  to  occupy  a  consider- 
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able  force  for  a  considerable  period  of  years.  The  thing  that  is 
most  important  is  that  the  Commission  shall  provide  for  the 
Labor  Department  a  proper  expert  force.  When  one  considers  the 
importance  of  this  matter,  it  is  a  ridiculous  situation  that  all  the 
interests  as  to  health  of  the  workers  of  New  York  in  their  factory 
life,  should  have  at  the  present  time  the  services  of  only  one  ex- 
pert, Dr.  Eogers.  Now,  in  addition  to  Dr.  Rogers,  we  are  to  have 
an  expert  on  fire  protection.  There  should  be  not  only  medical 
inspectors,  there  should  be  medical  experts  and  ventilation  experts, 
and  engineers  and  chemists  to  assist  Dr.  Eogers. 

Q.  In  other,  words,  there  should  be  a  Bureau  in  that  Depart- 
ment,—  of  which  Department  Bureau,  either  Dr.  Kogers  or  some 
one  else  should  be  at  the  head?  There  should  be  a  scientific 
bureau  with  these  three  phases  represented  —  medical,  engineering 
and  chemical. 

Q.  What  do  you  say  of  the  institution  of  an  unpaid  medical 
board  of  advisers  to  that  Bureau  ?  A.  I  think  that  the  system  of 
an  unpaid  board  ought  to  work  very  well.  We  have  had  a  great 
deal  of  experience  with  that  in  Massachusetts  and  our  State  Board 
of  Health  has  for  many  years  been  a  model  for  other  states.  I 
should  be  very  sorry  to  see  that  Board  solely  a  medical  board. 
The  medical  phase  is  one  phase. 

Q.  The  Board  is  composed  of  physicians  and  experts  upon 
lighting  and  sanitation  and  ventilation?    A.  Yes. 

Q.  That  is  in  addition,  of  course,  to  the  paid  Bureau  to  which 
you  have  referred?  A.  In  addition  to  the  paid  Bureau,  I  think 
the  Advisory  Board  should  represent  the  engineering  side  as  well 
as  the  medical  side  and  laboratory  side.  One  important  reason 
to  my  mind  for  such  provision  for  experts  in  the  pay  of  the  Board 
is  that  I  think  the  work  of  such  a  Bureau  should  be  largely  edu- 
cational. It  is  not  like  the  ordinary  exercise  of  police  power.  It 
is  not  a  question  of  saying  to  the  factory  owner,  you  are  wrong, 
this  won't  do.  I  believe  a  Bureau  of  this  kind  should  do  what  we 
call  educational  inspection,  should  assist  the  factory  owner,  not 
taking  the  place  of  a  private  engineer,  but  giving  him  advice 
which  would  help  him  bring  his  factory  to  the  right  conditions. 

Q.  In  other  words,  the  Department  of  Labor  ought  to  have 
men  whose  business  it  was  to  not  only  pick  the  flaws,  but  to 
suggest  the  remedies  in  general  terms. 
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Have  jou  any  suggestion  to  make  with  reference  to  any 
change  of  the  present  Labor  Law  —  when  I  use  the  word  Labor 
Law,  I  mean  in  the  very  general  sense,  not  in  any  specific  sense  ? 
A.  !No,  I  am  not  competent  to  deal  with  any  phases  of  it  beyond 
the  field  of  sanitation. 

Q.  You  have  used  the  word  sanitation  and  have  only  spoken  of 
ventilation  and  light — you  have  not  spoken  much  about  light. 
What  else  is  covered  by  that  general  word?  A.  Well,  as  far  as 
the  health  of  the  workers  in  factories  is  concerned,  we  commonly 
divide  the  subject  under  five  main  heads  —  factory  accidents,  in- 
dustrial poisonings,  ventilation,  the  effect  of  dust  and  lighting. 
Those  are  the  principal  points  to  be  considered.  I  think  lighting 
is  a  matter  of  very  great  importance,  the  amount  of  light  and  the 
distribution  of  the  light  is  very  often  inadequate  and  improper, 
sometimes  excessive.  Sometimes  the  light  is  so  situated  as  to 
produce  a  condition  of  excessive  lighting  as  well  as  inadequate 
lighting.  The  question  of  industrial  poisonings  I  have  not  alluded 
to  because  I  think  that  has  been  pretty  well  covered  by  others 
in  your  hearings. 

Q.  You  say  you  have  made  a  study  of  the  subject  of  inspection 
of  factories  ?    A.  I  have,  some  study. 

Q.  Are  you  familiar  with  the  facts  which  have  been  testified 
to  here  by  many  witnesses,  that  there  exists  in  this  State,  and  in 
this  city  particularly,  duplication  of  inspection  and  duplication 
of  authority  with  reference  to  factory  buildings  and  factory  con- 
ditions, so  much  so  that  we  have  at  times  three  or  four  different 
Departments  who  have  authority  to  inspect  various  buildings. 
Have  you  any  suggestions  to  make  as  to  how  that  can  be  remedied  ? 
A.  No.   That  is  everywhere  a  very  hard  and  knotty  problem. 

Q.  Did  you  hear  my  question  to  Commissioner  Fosdick  about 
that  ?    A.  No,  sir,  I  did  not. 

Q.  It  has  been  su^ested  to  the  Commission  and  has  been  sug 
gested  in  view  of  the  facts  —  I  might  preface  what  I  have  to 
say  by  stating  that  our  own  Conmiission  in  making  investigations 
has  employed  insx)ectors  who  have  found  and  ascertained  facts  in 
factory  buildings,  not  only  that  come  within  the  purview  of  the 
Labor  Department  and  the  Labor  Law,  but  the  Fire  Department 
regulations  and   rules,   the   Tenement  House  Department,   the 
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Building  Departonent  and  some  other  Departments^  and  all  have 
been  done  by  one  inspector.  We  want  to  know  from  you  whether 
in  your  opinion  that  could  be  done  by  a  Department  of  Inspection, 
for  example,  which  might  be  a  subordinate  Department,  some 
other  Department  of  the  State  or  city,  and  upon  those  reports 
proper  action  taken  by  the  various  Departments  in  charge  of  the 
buildings?  A.  I  should  not  like  to  speak  about  that.  I  am  not 
an  expert  on  municipal  government. 

Q.  Is  there  anything  else  that  you  would  like  to  suggest  or 
recommend  to  the  Commission?  A.  Only  just  one  word.  I 
should  like  to  say  in  regard  to  the  object  and  results  of  such  meas- 
ures as  I  have  been  advocating,  it  ought  not  to  be  felt  that  they 
are  class  measures.  I  believe  very  strongly  that  such  measures 
as  we  have  been  speaking  of  are  simply  measures  for  the  pro* 
motion  of  efficiency.  Of  course,  there  are  exceptions  to  this.  There 
may  be  certain  small  industries  where  it  is  very  expensive  to  se- 
cure the  safety  of  operators  and  where  it  is  cheaper  for  the 
manufacturer  to  let  the  operators  die  in  three  or  four  or  five 
years,  and  get  new  ones,  but  I  believe  that  those  are  very,  very 
rare,  and  that  in  nine  hundred  and  ninety-nine  cases  out  of  one 
thousand  such  an  effective  bureau  as  has  been  alluded  to 
would  not  only  protect  the  life  and  health  of  the  worker,  but 
would  more  greatly  protect  the  industrial  efficiency  of  the  indus- 
tries concerned ;  this  has  been  demonstrated  in  a  number  of  cases 
where  improvements  in  ventilation  resulted  in  the  decrease  of 
absence  and  an  increase  in  the  output.  I  once  investigated  a  case 
of  that  kind  myself,  the  tollroom  of  the  New  England  Telephone 
Company. 

Q.  We  will  be  very  glad  if  you  will  give  us  your  exact  expe- 
riences there.  A.  In  that  case  there  was  a  small  room  with  a 
number  of  girls  crowded  into  it,  and  an  improvement  was  made 
in  ventilation,  a  small  improvement,  one  that  was  not  costly  and 
which  resulted  during  the  next  winter  in  cutting  the  absences 
in  half,  without,  as  far  as  we  could  determine,  any  other  change 
in  personnel.  The  absence  of  the  girls  during  the  winter  months 
was  cut  in  half.  In  that  particular  case  they  were  not  paid  for 
tiie  time  they  were  absent  -■ —  so  it  did  not  mean  any  direct  money 
i^um  on  the  pay  rolls,  but  it  did  mean  a  very  considerable  gain 
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to  the  employer  in  the  constancy  of  tiie  work,  because  getting  in 
substitutes,  and  untrained  girls,  had  a  detrimental  effect  on  tihe 
business. 

Q.  What  kind  of  ventilation  was  installed  there?  A.  That  was 
simply  a  duct  run  along  the  ceiling,  with  a  small  fan,  a  very 
simple  thing,  and  it  cost  in  that  particular  case  $75  to  install 
that  ventilation.  There  is  a  case  quoted,  I  did  not  investigate  it, 
the  Hat  Factory  of  Townsend  Grace  Company,  where  the  manu- 
facturer stated  the  ventilating  system  had  paid  for  itself  in  a 
year. 

Another  case  was  a  printing  shop  in  New  York,  where  the 
Department  of  Labor  secured  the  installation  of  a  ventilating 
system  after  a  resistance  lasting  two  years  on  the  part  of  the 
owner,  and  after  the  system  had  been  in  use  a  year,  the  proprietor 
said  that  if  he  had  only  known  of  the  beneficial  effects  there  would 
have  been  no  order  necessary.  Whereas,  formerly  men  left  work 
on  a  busy  day  in  an  exhausted  condition,  and  sickness  wap  common, 
now  they  worked  on  all  day  in  an  entirely  different  condition, 
fhe  sickness  was  reduced,  the  errors  in  type  setting  and  the  time 
required  for  making  corrections  were  greatly  reduced.  Our  liv- 
ing machine  is  an  extraordinarily  delicate  machine;  it  is  a  most 
delicate  machine.  There  are  manufacturers  who  are  very  careful 
to  have  the  right  temperature  and  moisture  for  their  cotton  ma- 
chinery, but  they  have  heretofore  paid  little  attention  to  this 
living  machine  which  is  the  most  important  one  in  the  factory,  in 
regard  to  giving  it  the  conditions  which  will  secure  its  efficiency. 
I  do  not  want  to  seem  to  take  a  cold  and  heartless  view  of  the 
matter.  I  am  not  blind  to  the  bigger  question  of  the  life  and 
health  of  the  operator,  and  that  goes  without  saying.  The  point 
I  want  to  make  is  that  the  same  measures  which  make  for  the 
life,  health  and  happiness  of  the  worker  must  make  for  industrial 
prosperity. 

Q.  That  is  to  say,  taking  care  of  the  life  and  health  of  the 
worker  means  money  in  the  pocket  of  everybody?  A.  Means 
money  in  the  pocket  of  everybody,  the  manufacturer,  and  the 
public.  As  the  sacred  writer  says,  the  people  perish  for  lack  of 
knowledge,  simply  lack  of  knowledge,  of  how  to  do  things  to 
get  the  best  resultB.     That  knowledge,  with  a  proper  force  of 
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experts,  ought  to  be  supplied  to  the  manufacturers,  workers  and 
public  of  this  State. 

Q.  You  say  the  Bureau  ought  to  start  an  educational  cam- 
paign ?  A.  Exactly.  First,  it  has  to  educate  itself  by  having  more 
men  to  do  the  work  that  Dr.  Bogers  has  done  alone.  He  has 
thrown  a  flood  of  light  on  this  subject,  but  one  man  cannot  do 
what  ought  to  be  done. 

Mr.  Elkus:  I  think  the  Commission  all  feel  the  same  way 
about  Dr.  Rogers. 

Miss  Dbbieb  :  You  spoke  of  72  degrees  being  the  right 
temperature  in  present  conditions.  Now,  aren't  there  certain 
trades  which  would  require  a  higher  temperature  ? 

The  Witness:  That  was  72  degrees  on  a  wet-bulb  ther- 
mometer. That  might  mean  a  considerably  higher  tem- 
perature by  the  ordinary  thermometer.  The  wet-bulb  thermometer 
is  a  thermometer  with  a  bulb  moistened  by  a  wet  cloth,  and  a 
temperature  that  is  lowered  by  evaporation  in  proportion  to  the 
amount  of  moisture  in  the  air.  If  the  air  is  very  dry  that  ther- 
mometer may  read  ten  or  twenty  degrees  lower  than  the  dry-bulb 
thermometer.  You  might  have  a  wet-bulb  thermometer  register^ 
ing  72  degrees  and  an  ordinary  thermometer  registering  90  de- 
degrees,  and  on  the  other  hand  they  would  be  just  the  same  if  the 
air  was  saturated.  It  measures  the  combination  of  moisture  and 
heat. 

Miss  Dbbieb:  In  trades  where  higher  temperature  is  needed, 
would  it  not  be  wise  to  shorten  the  hours  of  labor  for  the  workers  ? 

The  Witness:  I  think  that  that  would  be  necessary  in  some 
trades.  This  72  degrees  wet  bulb  is  an  extreme  limit.  I  do  not 
think  it  ever  ought  to  go  beyond  that.  It  probably  very  seldom 
gets  up  to  that.  The  limit  ought  to  be  placed  much  lower,  and  it 
ought  to  be  placed  differently,  possibly  for  different  trades,  ac- 
cording to  their  needs.  The  limitation  might  be  combined  as  you 
suggest  with  regulations  about  the  hours.     But  we  cannot  do 
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anything  of  this  kind  now,  because  we  do  not  know  what  the 
conditions  are  in  regard  to  temperature  in  the  industries.  Dr. 
Rogers  has  studied  very  exhaustively  the  garment  workers.  In 
most  of  the  factories  we  do  not  know  what  the  t«nperatures  are, 
or  have  to  be.  That  is  one  of  the  cases  where  we  need  a  great 
deal  of  study  of  working  conditions  because,  of  course,  you  have 
to  know  what  the  conditions  are  before  you  can  frame  proper 
laws.  This  72  degrees  Wet  bulb  is  a  very  extreme  case,  but  that' 
is  as  far  as  we  can  go  without  further  knowledge. 

Q.  Will  you  leave  with  us  these  photographs?  A.  I  shall  be 
glad  to;  could  I  have  them  back? 

Mr.  Elkus:  Certainly. 

E.  Leavenworth  Elliott,  caAed  as  a  witness  and  being 
duly  sworn,  testified  as  follows: 

Examined  by  Mr.  Elktjs: 

Q.  What  is  your  profession  ?  A.  I  am  the  editor  of  the  maga- 
zine called  the  Illuminating  Engineer. 

Q.  Where  is  that  published  ?   A.  In  New  York. 

Q.  Have  you  made  a  special  study  of  light  in  connection  with 
the  labor  problem,  or  perhaps  you  had  better  tell  the  Commission 
what  you  have  done  yourself  with  reference  to  that?  A.  I  have 
made  a  special  study  of  light  and  illuminating  for  the  past  thir- 
teen years — eight  of  them  in  regard  to  the  developing  of  lighting 
appliances  and  five  years  in  the  editing  of  this  magazine,  during 
which  time  I  have  naturally  studied!  the  industrial  problems 
in  lighting. 

iQ.  Will  you  tell  the  Commission  briefly  just  about  what  you 
have  done  in  studying  the  industrial  problems  as  far  as  they  relate 
to  lighting?  A.  This  has  been  the  observation  of  the  illumination 
of  factories  of  various  kinds  in  different  parts  of  the  country,  and 
more  specifically  the  study  of  a  number  of  the  shops  and  factories 
in  the  suit  industry  for  the  joint  Board  of  Sanitary  Control  which 
I  made  the  latter  part  of  last  spring. 

Q.  Will  you  tell  the  Commission  what  are  the  present  lighting 
facilities  in  factories  and  manufacturing  establishments  generally 
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speaking?  A.  Well,'  that  is  a  rather  long  question.  The  light 
sources  and  accessories  for  producing  illumination  at  the  present 
time  are  numerous.  They  have  increased  very  largely  within  the 
past  ten  years,  and  the  methods  of  obtaining  them  are  very 
various. 

Q.  Are  they  divided  into  three  general  classes  such  as  gas,  elec- 
tric light,  and  of  course  the  natural  light  ?  A.  Yes ;  that  division 
I  think  is  a  good  one. 

Q.  Will  you  tell  the  Commission  what  relation  those  three  gen- 
eral classes  have,  if  my  question  is  an  intelligent  one,  to  the  sight 
of  the  working  man  and  woman  ?  A.  Well,  daylight  is  of  course 
taken  as  the  standard  of  illundnation  —  daylight  under  proper 
conditions.  In  artificial  illumination  the  object  is  to  approach  day- 
light conditions  in  quality  of  light  or  illumination,  and  in  the 
amount.  Those  are  two  distinct  things  as  I  can  explain  further. 
As  to  the  division  of  gas  and  electricity,  it  is  possible  to  produce 
for  most  purposes  equally  good  results  with  either.  It  is  a  ques- 
tion of  the  method  of  their  use  and  not  of  the  source.  There  are 
some  very  special  cases  in  which  one  or  the  other  might  be  prefer^ 
able,  but  for  general  purposes  the  proper  use  of  either  light  pro- 
duces equally  good  results. 

Q.  Is  there  any  standard  of  light  now  established  for  use  in 
factories,  and  also  is  it  possible  to  have  a  standard?  A.  There  is 
no  staaidard  of  illumination  so  far  as  I  know,  that  has  ever  been 
laid  down  for  any  purpose.  The  subject  is  one  that  has  been  rather 
rapidly  changing,  as  I  suggested,  within  the  past  ten  years.  The 
systematic  study  of  illumination  is  about  ten  years  old,  and  per- 
haps not  that  even,  so  that  no  definite  standard  has  yet  been  laid 
down. 

Q.  In  your  opinion  should  they  be  laid  down?  A.  I  think  that 
the  state  of  the  art  is  now  such  that  standards  can  be  set. 

Q.  Ought  they  to  be?    A.  I  think  they  should  decidedly. 

Q.  What  Department  should  create  such  a  standard?  A.  Well 
yon  mean  as  to  tJii  xreation  of  it? 

Q.  Fixing  the  standard?  A.  I  should  say  that  the  Bureau  that 
was  referred  to  in  previous  testimony  this  afternoon  would  be 
the  proper  one. 

0.  A  Medical  Bureau  of  the  State  Labor  Department?    A.  Yes. 
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Q.  Or  Technical  Bureau?  A.  Yes,  Technical  Bureau  should 
contain  a  working  specialist  or  illuminating  engineer. 

Q.  What  is  the  effect  of  poor  or  inadequate  light  and  lighting 
facilities  on  the  sight  and  the  general  health  and  the  industrial 
efficiency  of  the  working  man?  A.  That  is  a  point  that  probably 
is  in  serious  need  of  investigation,  as  any  point  in  connection  with 
factory  hygiene.  Illumination  should  be  considered  from  two 
standards,  fii^t  with  reference  to  industrial  accidents  and  second 
in  its  effect  upon  the  general  health  and  morals  of  the  working 
man.  There  is  no  doubt  that  illumination  has  probably  more  to 
do  with  accidents  than  any  other  single  cause. 

Q.  Can  you  give  us  some  information  about  that?  A.  Yes. 
A  paper  having  statistics  of  very  material  value  on  that  was  pre- 
sented to  the  Association  of  Mechanical  Engineers  during  the  pres- 
ent year,  by  Mr.  John  Calder,  who  had  collected  the  results  of 
fatal  acidents  from  injuries  from  an  area  embracing  80,000  plants 
of  various  extents  and  this  is  shown  by  a  diagram  here.  I  shall 
be  glad  to  leave  this  matter  with  the  Commission.  These  show 
that  the  accidents  are  at  a  minimum  in  July,  fatal  accidents,  where 
the  number  runs  45,  I  should  say  here  (reading  on  the  diagram), 
up  to  85  in  December,  and  the  variation  is  right  up  in  that  curve; 
that  is,  that  the  accidents  increase  as  the  days  shorten,  reach  a 
maximum  in  December  when  there  is  the  largest  use  of  artificial 
light,  and  then  drop  off  almost  uniformly  as  the  days  lengthen 
again. 

Q.  That  leads  to  the  next  subject  I  would  like  to  take  up, 
as  to  the  intensity  and  brilliancy  of  light,  and  to  inquire  whether 
it  is  possible  to  have  a  standard  for  the  intensity  and  brilliancy  of 
light?  A.  Yes;  I  believe  there  should  be  a  standard  and  that  it 
would  be  possible  —  not  only  possible  but  very  feasible  to  make 
that  standard. 

Q.  Can  you  tell  the  Commissioners  what,  in  your  opinion,  that 
standard  should  be?  A.  Well,  that  should  vary  for  different 
classes  of  work.  I  think  that  in  order  to  make  a  practical  light 
regulation,  without  having  to  specify  now  a  great  number  of  in- 
dustries, that  if  we  had  all  work  which  was  performed  within  arm^s 
length,  we  would  come  pretty  near  to  having  that  which  would 
require  sharp  vision.    That  is  all  sorts  of  mechanical  work,  sewing 
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and  other  things.  These  rooms  should  have  the  highest  intensity 
of  illumination.  Then  another  class  of  work  like  iron  mills  and 
lumber  mills  and  other  coarser  work  in  which  the  working  object 
is  some  distance  away,  that  could  be  done  at  a  lower  intensity. 
And  then  there  are  storage  yards  and  passageways  in  which  a  little 
work  is  done,  but  which  the  failure  to  illuminate  is  one  of  the  num- 
erous causes  of  accident,  could  have  still  a  little  lower  illumination. 

Q.  Is  there  any  way,  Mr.  Elliot,  of  measuring  the  intensity  of 
light?    A.  Yes.  " 

Q.  Tell  us  what  it  is.  Is  there  an  instrument  for  it  —  for  that 
purpose?  A.  The  intensity  of  illumination  can  now  be  measured 
with  a  very  high  degree  of  accuracy  by  an  ordinary  layman  with 
ordinary  skill  with  an  instrument  that  is  by  no  means  prohibitive 
in  price.    I  have  such  an  instrument  here. 

Q.  Before  I  ask  you  to  demonstrate  that  to  the  Commission, 
as  I  am  going  to,  I  would  like  to  know  if  you  can  tell  the  Com- 
mission what  standard  you  would  recommend  for  intensity  and 
brilliancy  of  light  in  the  different  occupations  as  you  divide  them? 
A.  For  working  at  arm's  length  and  in  reading  print  generally 
2-foot  candles  of  intensity  is  necessary. 

Q.  Explain  what  you  mean  iby  that.  A.  A  foot  candle  intensity 
of  illumination  is  the  brightness  or  illumination  on  a  surface  one 
foot  from  a  standard  candle  flame  or  from  a  light  source  of  one 
candle  power.  It  measures  the  illumination  and  not  intensity  of 
the  rays.  It  is  a  measure  of  the  brightness  or  illumination  of  the 
surface,  land  is  now  used  in  illuminating  engineering  for  that  pur- 
pose, generally  recognized. 

Q.  Now  will  you  explain  the  instrument  which  you  have  been 
kind  enough  to  bring  here,  how  that  measures  the  light,  the  inten- 
sity of  the  light?  A.  The  instrument  is  of  foreign  make,  but  I 
believe  will  soon  be  duplicated  in  this  country,  and  I  would  like 
to  state  that  there  are  absolutely  no  patents  on  the  instruments.  It 
is  simply  a  question  of  good  design  so  that  any  one  is  at  liberty 
to  design  an  instrument  and  make  it.  It  is  nothing  upon  which  a 
patent  monopoly  could  be  maintained.  This  instrument  requires 
the  use  of  a  small  electric  battery,  an  instrument  which  would 
weigh  about  three  pounds,  easily  carried  in  the  hand.  In  order 
to  make  the  measurement,  the  observ^er  looks  through  this  eye  piece 
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directing  the  instrument  towards  tJie  surfaoe  on  which  he  is  to 
measure  the  brightness,  and  with  two  small  levers  here  he  varies 
the  comparison  of  illumination  within  the  instrument,  in  using  it 
he  points  it  toward  the  object  he  measures.  These  levers  tell  — 
he  gets  a  balance  in  there  which  consists  in  getting  the  spot  of  light 
in  the  center  of  the  same  intensity  as  the  field  around  it.  When 
he  has  brought  these  to  a  balance,  aiming  at  the  surface,  he  then 
reads  off  directly  on  these  scales  the  foot  candles  of  illumination 
of  the  surface  toward  which  he  has  pointed  it. 

Q.  That  is  to  say  he  finds  really  on  the  scale  the  standard  he 
sought  to  obtain  for  perfect  intensity  of  light?  A.  No,  if  I 
wanted  to  know  how  bright  that  surface  is  here  now,  I  aim  my 
instrument  at  it  and  regulate  my  standard  right  until  my  standard 
is  of  the  same  intensity  as  this,  then  by  reading  the  standard  I 
know  the  intensity  of  the  light. 

Q.  Then  you  can  remedy  it  to  come  up  to  the  standard?  A.  K 
this  is  not  up  to  standard,  I  know  it,  and  know  it  within  five  per 
cent  or  less. 

Q.  And  that  is  a  very  simple  thing?    A.  Very  simple  thing. 

Q.  And  anybody  of  the  most  ordinary  intelligeaice  could  test 
that?  A.  Yes;  the  instrument  was  tested  out  by  an  operator  who 
had  never  w^orked  an  instrument  before.  He  took  some  seven  hun- 
dred or  eight  hundred  measurements  with  it,  and  found  they  were 
within  five  per  cent  of  accuracy. 

Q.  You  said  this  was  of  very  moderate  cost  Have  you  any  ob- 
jection to  telling  the  Commission  what  it  costs?  A.  This  instru- 
ment I  think  is  about  $60  and  I  think  the  American  instrument 
which  is  soon  to  appear  will  sell  for  $50  to  $75. 

Q.  I  interrupted  you  I  think,  Mr.  Elliot.  You  only  gave  me 
the  standard  you  would  prescribe  for  the  first  class,  that  is  work 
done  at  arm's  length?  A.  I  should  say  that  ought  not  to  be  less 
that  two-foot  candle,  which  is  he  generally  accepted  standard 
for  good  reading.  If  we  wanted  to  be  more  exact,  we  could  dis- 
criminate in  (material,  but  that  would  probably  be  impracticable. 
At  the  beginning  I  should  say  that  that  would  remedy  all  the  worst 
defects  in  light,  as  to  the  quantity.  Now,  as  for  the  second  one, 
I  should  say  that  ought  to  be  a  foot  candle  —  a  half  of  that,  of 
work  that  is  where  the  working  body  is  further  than  arm's  length. 
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And  for  storage  and  passageways  —  storage  yards  and  passageways, 
probably  a  quarter  of  a  foot  candle. 

Q.  How  about  the  standards  for  brilliancy  for  the  same  three 
classes?  A.  Well,  the  standards  for  brilliancy,  while  it  can  be 
specified,  it  is  not  quite  so  easy,  besides  it  involves  the  measuring 
often  of  a  very  small  surface;  as  for  instance  the  filament  of  a 
incandescent  lamp.  Its  brightness  </r  intrinsic  brilliancy  as  tech- 
nically known,  is  well  known.  The  manufacturers  know  it,  and  it 
would  be  impossible  to  specify  a  maximum  brilliancy  which  would 
cut  out  all  bad  light  sources  which  are  too  brilliant  to  be  safely 
encountered  by  the  eye. 

Q.  What  standard  would  you  suggest  for  brilliancy?  A.  I 
could  not  give  you  that  off  hand  as  I  do  not  trust  my  memory 
with  figures. 

Q.  Have  you  the  figures  with  you?    A.  I  have  not. 

Q.  Will  you  send  them  to  the  Commission?  A.  I  can  easily 
give  them  to  you. 

Q.  We  will  be  obliged  to  you  if  you  will.  A.  I  can  make  that 
specific. 

Q.  Have  you  any  suggestions  or  recommendations  to  make  as  to 
Uny  legislation,  or  any  increased  powers  in  the  Labor  Department 
or  any  of  its  bureaus?  A.  Well,  the  mention  of  illumination  in 
the  labor  laws  of  this  State  and  of  other  states  so  far  as  I  know  is 
inadequate  in  that  they  simply  mention  good  and  safe  illumina- 
tion, which  leaves  it  entirely  a  matter  of  judgment  with  the  in- 
spector, and  miakes  the  law  practically  useless. 

Q.  That  is  there  are  no  standards?  A.  There  are  no  standards. 
There  is  only  one  country  in  the  world  that  specifies  illumination; 
that  is  Holland. 

Q.  I  understood  you  to  say  they  used  this  system  in  England? 
A.  That  is  a  recently  designed  English  instrument.  It  has  come 
out  within  a  year. 

Q.  Do  they  prescribe  its  use  by  statute  there?  A.  They  do. 
The  proper  authorities  in  England  have  the  question  before  them 
for  action. 

Q.  Can  you  tell  us  anything  about  the  cost  to  manufacturers 
of  complying  with  the  standards  of  light  and  the  intensity  of  light, 
of  illumination,  whether  it  would  be  a  costly  thing  or  whether  it 
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would  pay  for  itself  and  is  an  economical  benefit?  A.  Well,  it  is 
I  think  perfectly  obvious  that  light  is  the  first  necessity  for  work 
and  being  so  obvious  as  a  previous  witness  testified,  it  has  perhaps 
escaped  attention  more  than  its  importance  would  justify.  The 
faults  of  illumination,  especially  of  artificial  lighting,  are  faults  of 
ignorance.  Proper  illumination  in  ninety-nine  oases  out  of  one 
hundred  would  be  cheaper  in  itself,  let  alone  the  added  efficiency 
of  the  laborers.  It  is  a  question  of  knowing  how  and  what  to  do; 
and  as  to  the  increase  in  efficiency,  of  labor,  while  there  are  not 
very  many  statistics  on  that,  from  the  fact  that  manufacturers  have 
not  given  the  matter  the  attention  that  they  should,  I  know  that 
in  some  cases  they  have  found  an  increase  of  20  per  cent  in  the 
output  when  they  have  improved  their  illumination.  And  in  other 
cases  they  brought  their  night  production  up  the  full  —  equal  to 
their  day  production. 

Q.  I  want  to  direct  your  attention  to  the  protection  of  the  ordi- 
nary fiame  or  gas  light,  so  as  to  do  away  with  the  glare  and  the 
spread  of  the  flame;  what  have  you  to  say  to  the  Commission  with 
respect  to  that?  A.  In  the  first  place,  the  gas  flame  has  very  little 
license  to  exist  at  the  present  time  —  the  luminous  flame  —  it  is 
several  times  more  expensive  than  the  mantle  burner  lamp,  and 
almost  always  flickers  which  is  hygenically  bad;  and  generally 
speaking,  should  not  be  allowed. 

Q.  It  should  be  protected?  A.  Yes;  I  think  it  might  well  be; 
in  many  oases,  on  account  of  the  fire  danger,  while  the  mantle 
burner  is  always  protected  with  glass  covering,  and  on  account  of 
its  unsteadiness. 

Q.  Is  there  any  other  subject  that  you  would  like  to  discuss 
with  the  Commissioners?  A.  I  should  like  to  suggest  that  this 
expert,  or  Technical  Board  should  investigate  the  effect  of  bad  illu- 
mination upon  the  general  health  of  employees;  that  is  a  matter  on 
which  there  is  serious  need  of  legislation.  Now,  it  is  known  it  has 
an  effect,  but  to  what  extent,  there  is  little  known  of  it^  Becords 
should  be  kept  of  that  — •  in  regard  to  absences  and  other  facts. 

There  is  also  another  point  that  needs,  perhaps,  some  attention 
of  investigation,  and  that  is  the  relation  of  gas  lighting  to  ven- 
tilation, I  believe  there  is  a  rule  in  this  city  that  a  gas  flame  is 
considered  equivalent  to  five  persons  in  vitiation  of  the  air.  The 
researches  on  this  point  seems  to  show  that  vitiation  of  air  by  gas 
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has  very  much  less  effect, —  that  is  due  to  the  fact  that  there  are 
no  germs. 

Q.  Are  you  familiar  with  the  investigations  and  the  purposes 
of  this  Commission?   A,  Only  in  a  general  way. 

Q.  Are  they  in  accordance  with  your  views  as  to  how  they 
should  be  conducted  ?   A.  Yes,  sir. 

Miss  Dbeisb:  I  want  to  ask  whether  or  not  there  is  any  place 
in  this  city  where  there  is  such  illumination  —  a  place  that  we 
could  visit  ? 

The  Witness:  For  industrial  work? 

Miss  Deeieb:  Yes. 

The  Witness:  I  cannot  recall  one;  that  does  not  mean  that 
there  are  none,  but  that  I  have  not  made  a  great  number  of  in- 
vestigations in  the  city.  I  was,  perhaps,  looking  for  the  bad 
places.  I  investigated  a  number  of  sweat  shops  on  the  East  Side, 
and  found  the  conditions  very  bad,  but  I  would  be  glad  to  advise 
you  privately. 

Miss  Dbeieb  :  I  would  like  to  know ;  I  think  it  would  be  good 
information  for  the  Commission  to  have. 

The  Witness  :  I  will  be  glad  to  do  that. 

Miss  Dreieb  :  Clothes  work, —  sewing,  for  instance,  and  hat 
trimming,  all  have  very  fine  stitches;  can  you  give  us  any  idea 
of  the  effect  on  the  eye  from  that  work  ? 

The  Witness:  Yes,  Madam;  the  effect  there  would  be,  if 
young  people  were  working,  to  gradually  produce  nearsightedness. 

Miss  Deeier:  And  in  the  work  of  the  pearl-button  industry; 
you  can,  perhaps,  give  us  some  information  as  to  the  effect  upon 
the  eyes  of  those  engaged  in  that  work  ? 

The  Witness:  I  do  not  know  as  to  that;  I  have  not  looked  into 
it  at  all;  but  I  presume  they  would  be  affected  to  some  extent; 
to  what  extent,  I  don't  know. 
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Miss  Dbeieb  :  Thank  you,  very  much. 

Mr.  Elkus  :  I  am  much  obliged  to  you,  Mr.  Elliott. 

Louise  Cabbt^  called  as  a  witness^  being  duly  sworn,  testified 
as  follows: 

Direct  examination  by  Mr.  Elkus  : 

Q.  Wkat  is  your  full  name,  please  I    A.  Louise  Carey. 

Q.  Miss  Carey,  what  is  your  business}  A.  At  present  I  am 
employed  as  an  inspector  by  the  Factory  Investigating  Com- 
mission. 

Q.  You  have  been  employed  by  this  Commission  to  make  in- 
vestigations of  certain  factories  t   A.  Yes,  sir. 

Q.  When  did  you  make  those  investigations.  Miss  Carey  ?  A. 
On  the  23rd  of  October,  I  started  to  work  for  the  Conmiission. 
I  want  to  say  now  that  I  am  not  certain  of  my  figures^  but  I 
gave  my  report  to  the  Commission ;  I  have  made  investigations  of 
laundries  in  New  York  city. 

Q.  How  many  laundries  have  you  investigated  in  New  York 
city?  A«  I  cannot  remember;  I  think  I  must  have  examined 
nearly — well,  about  176. 

Q.  In  New  York  city  i    A.  Yes,  sir. 

Q.  Within  what  time  did  you  make  these  investigations  in 
the  city  f    A.  Since  the  first  of  October. 

Q.  First  of  what  ?    A.  Since  the  first  of  October. 

Q.  And  you  have  inspected  175  shops;  between  what  hours 
did  you  work  ?  A.  I  started  about  nine  o'clock  and  worked  until 
five  o'clock;  and  during  that  time  I  took  off  the  time  to  write 
up  my  material;  I  have  turned  in  my  material  to  the 
Commissioners. 

Q.  You  are  giving  your  best  recollection  ?    A.  Yes,  sir. 

Q.  You  had  to  fill  out  a  form  which  was  prepared  by  the 
officers  of  the  Commission,  and  upon  that  you  give  your  infor- 
mation to  them,  in  each  case  that  you  have  examined?  A.  Yes, 
sir. 

Q.  I  want  to  direct  your  attention  to  one  case  in  particular; 
that  is  a  laundry  on  Bedford  street;  can  you  tell  us  when  you 
examined  that !    A.  On  October  4th,  1911. 

16 
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Q.  Wihere  is  it  looatedt  A.  No.  79  Bedtford  street,  in  the 
cellar. 

Q.  In  the  cellar  ?  A.  Yes,  sir. 

Q.  What  was  the  name  of  the  concern  ?  A.  The  Sojal  Napkin 
and  Toilet  Supply  Company. 

Q.  What  do  they  do  there?  A.  They  do  flat  work;  that  is, 
they  clean  towels  and  napkins  for  restaurants. 

Q.  That  is,  they  launder  towels  and  napkins  for  restaurants? 
A.  Yes,  sir. 

Q.  That  is  what  they  call  flat  work  ?   A.  Yes,  sir. 

Q.  Will  you  tell  the  Commissioners  just  what  you  did  in  in- 
specting that  laundry;  just  what  you  found  there;  how  many 
people  were  working  there,  and  everything  about  it  that  you  can 
remember?  A.  I  went  there,  and  when  I  went  down  into  this 
place  in  the  cellar,  if  I  had  not  bent  my  head  I  would  have 
gotten  a  good  knock;  and  the  air  was  stifling  ibeoause  of  the 
steam.  In  that  room  down  there,  there  were  four  washing  ma- 
chines, and  there  were  three  men  working  at  that  time;  there 
usually  are  two. 

Q.  How  were  these  men  dressed  ?    A.  I  don't  remember. 

Q.  Did  they  have  any  clothes  on?  A.  Oh,  yes;  they  always 
do.  The  floor  was  very  uneven,  and  was  covered  with  water;  in 
some  places  it  must  have  been  several  inches  deep,  because  I  got 
my  feet  so  wet  that  I  had  to  go  home  and  change  my  shoes. 

Q.  You  mean  there  was  so  much  water  on  the  floor?  A.  Yes, 
and  I  had  to  cross  it  to  cross  the  room. 

Q.  You  visited  this  place  twice  in  one  day,  did  you  not?  A. 
Yes,  sir. 

Q.  Oo  on;  tell  us  all  about  it.  A.\In  fact^  the  extractors 
running,  they  were  not  guarded. 

Q.  The  what  ?  A.  The  extractors.  This  is  a  metal  tank  with 
perforations  in  the  side  —  a  heavy  iron  case.  The  clothes  are  put 
in  them  wet,  and  they  are  revolved,  and  by  centrifugal  force  the 
water  is  forced  out  through  the  holes.  They  are  very  dangerous, 
because  if  a  man  puts  his  hand  in,  he  might  have  his  arm  pulled 
off.  I  have  heard  of  several  cases  where  an  arm  has  been  taken 
off.  There  are  two  means  of  guarding  the  extractors;  one  is  a 
metal  covering,  or  wire  covering;  another  is  a  canvas  covering. 
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The  laundrjmen  prefer  the  canvas-covered,  in  fact)  they  depend 
upon  it  almost  entirely. 

Q.  You  found  these  extractors  there;  tell  us  what  else  you 
found?  A.  In  the  next  room  I  found  fifteen  girls  working,  ac- 
cording to  my  record ;  seventeen  according  to  the  manufacturer's 
statement. 

Q.  Fifteen  girls  working  in  the  room?    A.  Yes^  sir. 

Q.  How  large  was  the  room?  A.  I  have  not  got  my  record 
here.  It  was  a  very  small  room;  I  should  say  about  twenty-five 
by  fifteen  by  eight. 

Q.  Eight  feet  high?  A.  Yes,  sir;  the  ceiling  was  quite  low, 
and  the  girls  were  working  on  raised  platforms.  •  Now,  there 
is  one  thing  that  I  want  to  say  in  this  connection,  and  that  is  that 
when  I  was  in  the  washroom,  I  struck  my  head  against  the 
revolving  belting. 

Q.  Because  the  ceiling  was  too  low?  A.  Because  the  ceilirg 
was  so  low. 

Q.  Now,  in  that  room ;  were  these  girls  working  ?    A.  Yes. 

Q.  What  did  they  do?  A.  Why,  these  girls  were  working  at 
the  mangle,  three  were  working  as  feeders,  and  three  were  working 
taking  off. 

Q.  They  had  the  wet  towels  and  napkins?    A.  Yes. 

Q.  Tell  us  about  that  room,  if  there  is  anything  more  you 
wish  to  tell.  How  about  the  ventilation  ?  A.  The  ventilation  was 
just  as  bad  in  that  room  as  in  the  other  room. 

Q.  What  about  the  light  ?  A.  The  light  was  not  so  bad ;  but 
the  light  in  the  washroom  was  extremely  bad.  As  I  said,  the  two 
rooms  are  situated  in  the  cellar ;  on  one  side  they  are  above  the 
street,  and  the  other  side  they  are  below.  There  is  a  narrow 
passageway  between  the  laundry  and  another  factory,  so  there 
is  little  opportunity  for  ventilation.  The  windows  are  very  small, 
and  the  panes  of  glass  are  broken.  There  is  no  method  of  heating 
beyond  the  heat  that  comes  from  the  steam;  consequently,  when 
the  power  is  turned  off,  the  room  gets  extremely  cold.  I  was 
there  during  lunch  hour,  and  I  felt  it  very  distinctly.  I  was  also 
there  when  the  power  was  turned  on,  and  I  could  notice  the 
difference.     There  is  also  a  great  deal  of  food  found  on  the  floor 
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everywhere,  which  is  shaken  out  of  the  napkins  and  shaken  out 
of  the  towels. 

Q.  You  say  that  was  on  the  floor  —  which  room?  A.  In  the 
washroom;  also  in  the  sink  where  the  girls  wash,  in  the  girls' 
room. 

Q.  How  about  the  appearance  of  the  girls?  A.  I  thought  they 
were  rather  sickly  looking,  and  I  saw  two  men  in  the  washroom 
that  had  the  same  appearance  as  the  girls. 

Q.  What  was  that  ?   A.  Very  thin  and  haggard. 

Q.  What  about  the  hours  of  labor  t  A.  I  do  not  know.  I  in- 
quired of  a  girl  who  worked  there  six  years  ago,  and  she  told 
me  that  she  was  sometimes  required  to  do  a  half-hour's  overtime. 

Q.  A  half  hour  ?  A.  But  no  more  than  that ;  at  that  time,  the 
place  was  under  a  difPerent  management,  however. 

Q.  How  was  the  ironing  done?   A.  By  means  of  the  mangle. 

Q.  Who  worked  that?  A.  These  girls;  three  feeders  worked 
the  mangle,  and  three  take  the  material  o£P  on  either  sida 

Q.  What  was  the  condition  of  the  rooms,  generally?  A. 
Extremely  dirty. 

Q.  The  floors,  ceilings  and  walls?    A.  They  were  very  dirty. 

Q.  These  floors  where  the  flat  work  was  done;  were  they  ever 
cleaned?  A.  The  laundryman  told  me  that  they  were  cleaned 
several  times  a  day,  but  I  don't  believe  him.  When  I  went 
there  the  second  time  it  was  as  dirty  as  before. 

Q.  When  did  you  go  there  —  once  in  the  morning  and  once 
in  the  afternoon  ?   A.  Yes,  sir. 

Q.  And  you  found  them  in  the  same  condition?    A.  Yes,  sir. 

Q.  It  was  the  proprietor  who  told  you  that  they  were  cleaned 
several  times?    A.  Yes,  sir. 

Q.  Did  you  examine  the  plumbing?    A.  Yes,  sir. 

Q.  Was  there  any  closet  —  any  toilet  there?  A.  The  men's 
toilet  was  in  the  girl's  room.  There  was  something  the  matter 
with  it,  because  the  air  was  pretty  bad,  and  the  girls  were  work- 
ing a  foot  from  it.  I  think  there  must  have  been  something  the 
matter  in  the  girl's  room  also,  which  was  in  the  washroom,  where 
the  men  washed. 

Q.  The  men's  toilet  was  in  the  girl's  room  and  the  girls'  toilet 
was  in  the  men's  room  ?  A.  Yes,  sir. 
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Q.  Why  was  that?  A.  There  is  a  little  more  room  in  the  wash- 
room than  in  the  other  room,  and  they  were  able  to  partition  it 
off,  and  so  permit  the  girls  to  hang  their  dresses  there. 

Q.  And  both  apparently  were  out  of  order?    A.  Yes,  sir. 

Q.  Will  you  tell  us  how  the  air  was,  and  whether  you  had  any 
diflSculty  in  breathing  ?  A.  Yes,  sir ;  I  felt  that  distinctly.  On© 
time  I  had  to  step  out  in  the  passageway  to  catch  my  breath. 

Q.  You  had  to  do  that?   A.  Yes,  sir. 

Q.  How  long  were  you  there  ?  A.  The  first  time,  I  was  there 
about  a  half  an  hour,  perhaps  longer.  The  second  time,  I  was 
only  there  about  five  minutes. 

Q.  Will  you  tell  the  Commissioners  how  deep  the  water  was 
in  the  washroom  ?  A.  I  said  I  thought  several  inches  high ;  that 
18,  several  inches  high  in  some  places,  because  I  crossed  the  floor 
both  times,  and  I  got  my  feet  so  wet  that  I  had  to  go  home  and 
change  my  shoes. 

Q.  Do  you  know  whether  or  not  this  place  had  been  inspected 
by  any  inspector  of  the  city  of  New  York?    A.  No,  sir. 

Q.  Did  you  ask  the  owner  ?  A.  No. 

Q.  What  would  you  say  ought  to  be  done,  if  you  can,  in  that 
laimdry?  A.  I  don't  think  a  laundry  ought  to  be  allowed  in  a 
cellar  where  the  ceiling  is  below  the  level  of  the  street.  I  think 
that  where  the  canvas  covering  cannot  be  used  for  extractors  the 
employer  ought  to  be  required  to  provide  metal  covers.  I  don't 
think  the  guard  in  use  was  of  the  best  description.  It  leaves  a 
space  on  the  side  where  a  girl  could  get  her  hand  in  it,  or  get 
her  arm  in  it.  A  large  number  of  the  wash  rooms  are  situated 
below  the  street. 

Q.  Regarding  the  conditions  in  these  rooms  is  there  anything 
else  you  wish  to  tell  about?  A,  There  is  also  a  great  deal  of 
water  on  the  floor,  and  a  great  deal  of  steam,  and  the  damp 
rooms  are  generally  very  bad. 

In  the  rooms  where  water  was  on  the  floor,  do  the  men  work 
with  their  feet  in  the  water  all  the  time  ?    A.  Yes,  sir. 

Q.  How  about  the  girls?  A.  There  is  no  water  on  the  other 
floor. 

Mr.  Elkus  :  Are  there  any  questions  which  the  Commissioners 
desire  to  ask  ? 
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Miss  Dbeieb:  Is  there  any  possibility  of  ventilating,  so  that 
the  steam  could  escape  t    Did  you  notice  anything  of  that  kind  t 

The  Witness:  Yes,  in  the  room  there  was  some  forced  ven- 
tilation. There  was  a  hood  over  the  mangle,  but  it  had  a  depth 
of  only  about  four  inches;  generally  the  hood  is  about  three  or 
four  inches  deep,  and  it  was  about  four  feet  above  the  mangle. 

Miss  Dbeieb:  Didn't  you  say  something  about  catching  their 
fingers  in  the  mangle! 

The  Witness  :  I  said  that  the  guard  in  use  was  not  a  modem 
guard.  The  guards  made  now,  on  new  machines,  are  very  much 
better. 

Mise  Dbeieb  :  Was  there  any  gas  at  all  f 

The  Witness  :  There  is  no  gas  used  in  flat  work. 

Miss  Dbeieb:  Not  at  all? 

The  Witness:  No. 

Q.  Have  you  made  any  inspection  of  what  are  known  as  hand 
laundries  in  tenement  houses?    A.  Yes;  about  thirty-seven. 

Q.  About  thirty-seven?    A.  Yes,  sir. 

Q.  Tell  us  albout  that.  A.  There  is  a  system  existing  in  New 
York  that  I  don't  know  exists  in  any  other  country,  or  in  any 
other  part  of  the  world.  The  hand  laundry  gets  the  trade  and  they 
give  the  work  out  to  some  concern  that  does  the  flat  work, — 
what  they  call  the  wholesale  work  and  flat  work ;  the  rest  of  the 
work  is  done  by  hand ;  that  is,  the  ironing  is  done  by  hand. 

Q.  What  you  mean  is  that  the  rest  of  the  work  is  sent  to  the 
tenement  house  to  be  done?  A.  No,  not  sent  to  the  tenement 
house  to  be  done,  precisely,  but  it  goes  back  to  theuL 

Q.  Let  me  understand.  A  party  living  in  the  tenement  house 
gets  the  work  and  sends  it  out  to  some  laundry  to  be  done?  A. 
They  are  what  are  called  hand  laundries,  and  they  send  it  out, 
and  it  is  brought  back  to  them  to  be  ironed. 
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Q.  And  that  ironing  is  done  in  the  living  rooms  of  the  tene- 
ment house  ?  A.  In  some  cases ;  there  are  different  types  of  hand 
laundries. 

Q.  What  did  you  find  upon  investigation  of  these  thirty-seven 
hand  laundries ;  were  the  rooms  clean^  dirty,  or  what  ?  A.  Uptown, 
where  there  is  a  better  class  of  people  living,  the  rooms  are  clean ; 
thej  are  very  badly  ventilated  and  heated,  but  they  are  clean. 
There  is  no  cooking  done  in  the  rooms.  The  people  go  out  to 
lunch. 

Then  there  is  another  class,  the  people  on  the  East  and  West 
Sides;  there, it  consists  of  one  room,  partitioned  off  to  make  two 
rooms.  In  the  partitioned  room,  people  eat  and  lunch  and  cook, 
and  the  heat  and  ventilation  is  very  bad;  and  the  lighting  is 
also  very  bad.    This  is  on  the  middle  East  and  West  Sides. 

Then,  on  the  lower  East  Side  there  is  another  type,  where  the 
people  actually  live  in  a  room  behind  a  partition,  or  in  a  small 
room  behind  the  front  room.  In  that  case,  a  part  of  the  room  is 
partitioned  off  and  used  as  a  kitchen. 

Q.  How  about  the  cleanliness  of  these  people)  A.  These  people 
are  very  dirty. 

Q.  Very  dirty  t   A.  Yes,  sir. 

Q.  And  how  about  the  toilet  in  that  case?  A.  Well,  it  de- 
pends; uptown  it  is  generally  in  there;  downtown,  for  the  tene- 
ment house,  it  is  in  the  hall,  or  perhaps  connecting  with  the 
kitchen. 

Q.  Do  these  tenement  house  laundries  employ  girls?  A.  No, 
only  men. 

Miss  Dbeieb  :  These  people  that  they  employ  are  not  compelled 
lo  live  there? 

The  Witness:  Generally  the  man  who  lives  there  does  the 
most  of  the  work. 

Miss  Dbbieb  :  I  see.    And  are  girls  not  used  at  all  ? 

The  Witness  :  Not  at  all. 
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Tke  Ohaibicaji  :  Did  you  say  that  in  theee  laundries  the  ceiling 
was  below  the  grade  of  the  sidewalk? 

The  Witness  :  There  were  windows  opening  on  the  street,  but 
below  the  level  of  the  street;  small  windows. 

The  Chairman  :  Opening  into  an  area-way  ? 

The  Witness  :  Yes,  sir. 

Mr.  Elkus:  Are  there  any  other  questions? 

The  Chairman  :  That  is  all. 

Mr.  Elkus  :  Thank  you  very  much —  we  will  have  you  again. 

John  H.  Vogt,  a  witness,  called  and  being  duly  sworn, 
testified  as  follows: 

Examined  by  Mr.  Elkus  : 

Q.  Where  do  you  live  ?    A.  87  Grant  avenue,  Brooklyn. 

Q.  With  what  Department  are  you  connected?  A.  The  State 
Department  of  Labor. 

Q.  Have  you  been  assigned  by  the  Labor  Department  to  this 
Commission?    A.  I  have. 

Q.  H;ave  you  made  investigations  under  the  direction  of  this 
Commission?    A.  I  have. 

Q.  What  particular  business  or  trades  have  you  investigated? 
A.  The  chemical  industry. 

Q.  Where?    A.  In  New  York;  the  five  Boroughs. 

Q.  How  many  establishments  have  you  investigated  yourself, 
personally?    A.  Fifty-eight, 

Q.  Between  what  dates?  A.  From  October  9th,  until  the  pres- 
ent date,  inclusive. 

Q.  What  particular  industries  have  you  investigated;  that  is, 
you  are  still  at  work?    A.  Yes,  sir. 

Q.  What  particular  industries  have  youi  investigated  personally? 
A.  The  manufacture  of  white  lead;  the  manufacture  of  acids,  and 
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of  salts;  the  manufacture  of  vamishes,  the  manufacture  of  colors, 
and  several  industries  which,  through  chemical  processes,  are  classi- 
fied under  the  head  of  the  chemical  industry. 

Q.  Will  you  tell  the  gentlemen  what  you  found,  and  then  give 
us  specific  cases?  A.  Taking  up  the  white  lead  industry,  first,  I 
visited  three  shops,  some  of  which  are  conducted  in  a  hygienic 
way  —  as  hygienic  a  way  as  it  is  possible  to  do;  and  others,  of 
which  there  are  a  great  many,  cannot  be  called  so.  I  found  in 
one  of  them,  upon  questioning,  that  nearly  all  of  the  workers  had, 
at  some  time,  lead  poisoning.  In  this  particular  establishment, 
they  provided  a  washroom,  toilet,  hot  water  services,  and  they  have 
signs  up  calling  attention  to  the  danger  from  the  manufacture  of 
white  lead. 

Q.  Is  this  what  you  call  "  good  establishment? "    A.  Yes,  sir. 

Q.  Where  was  that  located?  A.  That  is  in  Long  Island  City, 
on  Vernon  avenue. 

Q.  Yes.  A.  They  have  signs  up  calling  attention  of  the  workers 
to  the  dangers.  They  have  means  of  ventilation,  forced  ventila- 
tion, both  local  and  general.  They  permit  no  eating  of  any  kind, 
and  they  close  their  establishment  ten  minutes  sooner  to  give  their 
workers  ten  minutes  for  washing  off  prior  to  going  out  They  also 
give  them  a  suit  of  overalls  which  belongs  to  the  firm ;  it  ia  the 
property  of  the  firm.  I  made  some  tests  in  that  place  for  hydimted 
carbon  of  lead,  and  I  have  the  results. 

Q.  What  is  the  object  of  the  test?  A.  The  object  of  the  test 
is  to  determine  as  to  whether  there  is  any  floating  material  in  the 
atmosphere  generated  in  the  process  of  manufacture. 

Q.  And  if  there  is  such  material  in  the  atmosphere,  that  is  swal- 
lowed, and  then  what  is  the  result?  A.  The  result  is  deleterious 
to  the  individual ;  very  much  so. 

Q.  W'hat  test  did  you  make?  A.  I  aspirated  a  known  quantity 
of  air  through  doubly  distilled  water,  and  then  I  made  colorimetric 
test,  by  comparing  the  color  with  known  quantities  of  light,  the 
colorimeter.  That  canH  be  weighed  gravimetrically,  because  the 
portions  are  too  small. 

Q.  Did  you  find  any  material  in  the  air  by  these  tests? 
A.  There  were  some  in  that  place. 

Q.  How  was  the  ventilation  in  that  place?  A-  They  had  gen- 
eral means  of  ventilation  in  several  places,  and  they  also  had  local 
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means  of  ventilation.  By  local  means,  I  mean  the  removal  of 
material  at  the  point  of  origin,  as  far  as  it  was  possible  for  them 
to  do. 

Where  they  were  manufacturing  red  lead  and  litharge,  I  could 
find  no  trace  at  all,  after  aspirating  350  meters  of  air  through  my 
solution. 

Q.  Are  you  a  chemist  by  profession?    A.  I  am;  yes,  sir. 

Q.  Are  you  a  graduate  of  a  college?    A.  Yes,  sir. 

Q.  Which  one?  A.  Adelphi  College  in  Brooklyn,  and  Cooper 
Institute  in  New  York. 

In  the  comparison  I  made  a  series  of  tests  in  an  establishment  on 
Staten  Island  where  they  manufacture  white  lead  and  the  same 
precautions  are  not  taken  in  that  establishment  as  in  the  one  I  men- 
tioned before. 

Q.  Before  we  get  to  that,  have  you  finished  your  description  of 
what  you  have  described  as  being  the  good  one  in  Long  Island 
City  ?  A.  If  you  want  the  process  of  manufacture,  I  can  give  you 
that. 

Q.  I  wish  you  would  explain  the  process  of  manufacture.  A. 
The  lead  is  brought  in  in  paste,  sniall  bars,  about  eighteen  inches 
long.  They  are  put  into  a  furnace,  ground  up,  and  through  a  me- 
chanical device,  small  discs  or  gratings  are  cast. 

These,  after  they  are  cast,  are  put  into  a  car  and  taken  over  to 
the  corroding  house.  These  discs  are  put  into  an  earthen  re- 
ceptacle, with  a  small  amount,  about  two  fluid  ounces,  of  two  per 
cenjt  solution  of  acetic  acid,  and  they  are  piled  up  or  at  least  laid 
on  boards,  and  then  planks  covering  these  are  placed  on  top  of 
the  receptacles. 

Then  about  a  foot  of  tan  bark  is  placed  on  top  of  them.  In  this 
way  a  tier  is  built  up,  about  fifteen,  eighteen,  or  twenty  feet  in 
height.  The  corrosive  aotion  is  allowed  to  go  on  during  a  period 
of  from  one  hundred  to  one  hundred  and  twenty  days. 

The  acetic  acid  is  liberated  and  combines  with  metallic  lead. 

The  carbonic  acid  gas  generated  from  the  heat  of  the  spent  tan 
bark  combines  with  the  acetate  of  lead  and  forms  a  hydrated,  car- 
bonated lead.  The  tier  of  little  pots  are  then  taken  down  and 
placed  in  a  car  and  taken  over  to  the  rumbling  machine  and  the 
hydrated  carbonated  lead  is  knocked  oif  of  the  unattacked  lead. 


John  H.  Voqt.  469 

This  unattacked  lead  is  again  taken  back  to  the  molting  fnmace 
and  reground.  The  hydiated  carbonated  lead  is  then  washed 
through  a  series  of  five  or  six  solutions  of  water,  in  order  to  free 
it  of  acetic  acid  that  it  still  contains.  Then  there  is  a  division 
process.  *  j        :j  *     i 

Q.  I  think  you  have  given  us  a  general  idea  of  it  Now,  I  will 
ask  you  to  describe  to  the  Commission  the  other  factory  which  you 
have  spoken  of  as  an  example  of  how  things  ought  not  to  be  dona 
A.  The  old  touching  process  is  used  in  both  factories  in  the  manu- 
facture of  it,  and  in  the  other  places  there  were  many  more  men 
who  had  suffered  from  lead  poisoning  than  in  the  first  place. 

Q.  What  is  the  other  place,  and  what  is  the  locality  t  A.  The 
work  of  the  National  Lead  Company. 

Q.  Where  are  the^  located?   A.  On  the  north  side  of  the  Island. 

Q.  Eleventh  street?    A.  Near  New  Brighton. 

Q.  Is  that  the  Lavenberg  factory?  A.  No,  not  the  Lavenbeig 
factory.  The  Laveniberg  factory  manufactures  colors  and  paris 
green. 

Q.  Which  one  are  you  describing  now?  A.  The  Staten  Island 
factory.  That  factory  is  partly  wood  and  partly  brick.  It  seems 
that  they  don't  provide  the  men  with  the  facilities  there  for  wash- 
ing and  tools  and  overalls,  the  same  as  they  do  in  the  other  faetoiy, 
the  Matheson  factory.  The  tests  which.  I  made  in  the  corroding 
house  were  higher  in  lead  per  cubic  meter  of  air  than  in  the  Long 
Island  City  factory.  Also  tlie  dumping  work,  that  is  where  the 
corroded  discs  are  dumped  into  the  rum.bler. 

Q.  How  many  cases  of  lead  poisoning  were  there  in  that  factoiy, 
and  within  what  timet  A.  Since  the  first  of  January  there 
have  been  eig^t  cases. 

Q.  Nine  cases?    A.  Eight  or  nine. 

Q.  Of  lead  poisoning?    A.  Yes,  sir. 

Q.  What  is  lead  poisoning?  A.  It  is  a  condition  which  affects 
workers  of  lead  factories. 

Q.  It  is  a  poison,  I  suppose,  from  the  way  they  work?  A.  Yea, 
sir. 

Q.  Do  you  understand  that  to  be  preventable  by  the  methods 
which  have  been  followed  in  the  first  factory  which  you  described 
as  the  good  factory  ?    A.  It  could  largely,  yes,  sir. 
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Q.  Those  cases  of  lead  poisoning  could  all  have  been  prevented? 
A.  They  could;  that  is,  I  donH  say  all  of  them. 

Q.  Most  of  them?  A.  In  some  cases  it  is  a  matter  simply  of 
personal  hygiene  with  the  workers. 

Q.  Take  up  the  color  works,  and  say  whether  you  examined 
any  of  those  personally?  A.  Yes,  I  examined  five  or  six  of  the 
color  works.    . 

Q.  Tell  us  what  you  found  in  Lavenberg's  factory  on  Eleventh 
street,  Brooklyn,  if  that  is  where  it  was  ?    A.  Yes,  sir. 

Q.  How  many  people  were  there  working  there  and  what  was 
carried  on,  and  what  were  the  conditions  which  you  discovered? 
A.  About  60  people  work  in  the  Lavenberg  factory.  They  manu- 
facture lakes. 

Q.  What?  A.  Lakes.  Those  are  analine  combinations  with  lime 
and  aluminum,  and  borium. 

Q.  Yee.  A.  But  they  make  more  of  a  specialty  of  manufactur- 
ing paris  green. 

Q.  That  is  a  very  dangerous  business?    A.  Yes,  sir;  it  is. 

Q.  To  handle?  A.  It  is  first  weighed,  a  process  in  which  there 
is  very  little  paris  green  evidenced  on  the  walls  or  floor,  but  the 
place  where  paris  green  was  apparent  in  the  atmosphere  was  in  the 
weighing  room.  They  have  no  means  of  ventilation  in  the  place, 
and  the  only  provision  they  make  for  the  workers  is  to  provide 
them  with  respirators.  They  don't  give  them  gloves;  no  overalls; 
have  no  washroom  provided.  They  have  no  signs  calling  attention 
to  the  fact  that  the  industry  is  a  dangerous  one. 

Q.  How  about  eating  their  meals  right  there?  A.  Upon  asking 
the  men  they  said  they  all  went  out,  but  some  ate  their  lunch  in 
the  factory  occasionally. 

Q.  Right  where  they  manufacture  paris  green?  A.  Yes,  sir; 
throughout  the  factory. 

Q.  How  about  handling  paris  green  without  gloves?  That  is 
dangerous  to  touch  without  gloves?  A.  Paris  green  is  a  powder 
which  is  naturally  hard  to  control.  It  gets  under  the  skin  and  is 
apt  to  cause  boils.  I  saw  a  man  with  a  number  of  boils  on  his 
face,  and  I  asked  Dr.  Bogers,  with  whom  I  am  associated  in  the 
Labor  Department,  if  he  would  go  over  there  to  see  this  particular 
individual  and  diagnose  the  case,  to  see  if  it  was  caused  by  poison- 
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ing  from  pang  green.  When  we  went  over  there  we  could  not 
find  the  man.  Whether  they  got  rid  of  him  I  don't  know.  We 
could  not  find  him  all  through  the  factory. 

Q.  Did  you  have  any  information  as  to  how  many  caaea  of 
poisoning  they  have  had  there?  A.  I  could  not  get  any  informa- 
tion as  to  any  people  who  had  been  poisoned  in  the  factory. 

Q.  What  nationality  are  the  workers  who  are  employed  there^ 
generally?    A.  Mostly  Polish,  Italians  and  Busaian  Jews. 

Q.  Are  they  lately  landed,  would  you  say?  A.  Some  said  they 
had  worked  there  two  months;  some  said  they  worked  there  a  week, 
others  said  they  worked  there  for  two  or  three  years. 

There  was  one  particular  man  who  said  he  had  worked  there 
twenty  years,  among  the  paris  green.  There  is  one  place  in  that 
factory  which  I  would  like  to  speak  of,  that  is  the  grinding  Toom 
where  they  grind  chromate  of  lead. 

Q.  Chromate  of  lead?    A.  Chromate  of  lead. 

Q.  What  is  that  ?  A.  That  is  sort  of  lead  in  which  chromium 
enters  into  the  combination.  Lead  poison  may  be  also  occasioned 
from  chromate  of  lead.  I  made  a  determination  at  that  place. 
The  floors  and  walls  and  most  other  places  were  covered  with  this 
yellowish  powder, 

Q.  They  had  no  overalls?    A.  No,  they  had  no  overalls. 

Q.  Those  were  the  clothes  which  they  went  home  in  which  they 
were  wearing  when  you  saw  them?    A.  Yes^  sir;  I  suppose  so. 

Q.  To  their  wives  and  families?    A.  exactly. 

Q..  They  carry  that  poison  with  them?    A.  Yes,  sir. 

Q.  The  clothes  in  which  they  ate  their  meals,  I  suppose  they 
were?  A.  Yes,  sir.  I  would  like  to  call  your  attention  to  a  faotoiy 
which  I  visited,  in  which  paris  green  is  handled,  and  in  which  there 
is  very  little  dust  brought  about  by  weighing  out  the  paris  green. 

I  refer  to  Bahy  &  Company  in  North  Sevecuth  Street.  They 
have  an  automatic  device  for  filling  boxes.  The  entire  machine 
is  enclosed  and  there  is  no  dust  that  can  get  out  into  the  atmosphere 
whatever.  The  man  working  the  machine  stands  outside  of  this 
little  booth,  enclosing  the  entire  machine.  There  is  veiy  little 
powder  of  the  paris  green  that  can  get  out. 

Q.  Have  they  any  ventilation  in  this  place  that  you  describe,  in 
Lavenberg's  place?  A.  There  is  no  forced  system  of  ventilation 
at  all. 
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Q.  How  is  the  air  in  that  place?  A.  Manj  windows  of  course 
were  open,  and  they  simply  depend  upon  the  natural  means  of 
ventilation. 

Q.  What  other  concerns  that  you  examined,  Mr.  Vogt,  and 
which  you  want  to  tell  us  about!  A.  I  examined  three  varnish 
factories.  In  one  place  it  was  stated  where  benzine  was  used  occa- 
sionally, that  occasionally  when  a  man  has  come  fresh  to  the  factory 
they  are  overcome  by  the  fumes  of  benzine.  They  simply  carry 
them  out  into  the  fresh  air,  and  let  them  stay  there  a  little  while 
until  they  revive.     When  they  revive  they  go  back  and  work. 

There  is  no  forced  system  of  ventilation  in  any  varnish  works 
that  I  visited. 

Q.  These  men  breathe  the  fumes  of  it?  A.  They  breathe  the 
fumes  in  fact  in  the  thinning  room,  where  turpentine  and  benzine 
are  put  , 

Q.  Uow  are  these  factories  as  to  cleanliness,  were  ihej  clean 
or  dirty?    A.  Taken  as  a  whole,  or  simply  an  individual  case? 

Q.  Those  you  have  examined,  take  Lavenberg's,  was  that  dean 
or  dirty  ?  A.  Lavenberg's  factory  —  the  floors,  of  course,  are 
covered  in  many  cases  with  powders  used  in  the  manufacturing. 

The  toilets  were  fairly  clean,  as  clean  as  could  be  expected  of 
them  in  an  establishment  of  that  kind.  In  a  number  of  cases,  I 
have  issued  orders  to  the  Department  to  clean  up  the  various 
water  closets. 

Q.  Did  you  find  them  filthy?  A.  When  we  find  them  filthy 
we  always  issue  an  order,  on  special  inspection. 

Q.  I  say  you  did  find  them  filthy  ?    A.  Yes,  sir. 

Q.  Is  there  anything  further  that  you  would  like  to  tell  us 
about,  as  a  result  of  your  inspections  ?  A.  In  one  place  I  visited, 
in  which  there  were  a  few  children  working,  it  might  be  classified 
under  the  head  of  the  chemical  industry,  in  which  children  were 
filling  boxes  of  talc. 

Q.  Was  there  any  means  of  ventilation  —  where  was  this  ?  A. 
Adams  street^  Brooklyn. 

Q.  What  concern  ?  .  A.  I  can't  remember  the  name. 

Q.  Adams  street,  Brooklyn?  A.  Adams  street,  Brooklyn,  I 
think  it  is  320. 
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Q.  How  many  children  were  there  there  ?  A.  There  were  two 
children  legally  employed,  having  their  regular  working  papers. 
They  were  working  in  this  duat,  and  I  made  a  determination 
of  the  amount  of  total  solid  material  suspended  in  the  atmosphere, 
which  was  very  high.  If  I  remember  correctly,  there  were  305 
kilograms  of  total  solid  material  floating  in  the  atmosphere  to  a 
cubic  meter  of  air.  In  comparison  with  that,  I  make  a  determina- 
tion of  total  solid  suspended  material  in  thi;  atmosphere  in  the 
factory  of  Enoch  Morgan,  manufacturer  of 

Q.  Sapolio?  A.  Sapolio,  on  West  street,  New  York.  They 
have  a  forced  system  of  ventilation  where  they  pump  the  silicious 
material,  prior  to  combining  with  the  liquid  soap,  and  I  found 
there  that  the  conditions  in  using  the  forced  system  of  ventilation 
were  a  great  deal  better  than  the  factory  in  which  there  was  no 
forced  system  of  ventilation,  but  simply  an  exhaust  fan. 

There  is  one  other  place  I  would  like  to  speak  of. 

Q.  Yes.    A.  The  factory  over  in  Green  avenue,  Brooklyn. 

Q.  What  kind  of  a  factory?  A.  A  manufacturer  of 
pharmaceutical  preparations. 

Q.  Yes.  A.  There  were  a  large  number,  41  women  working 
in  the  labeling  department. 

Q.  In  the  labeling  department  ?    A.  Yes,  sir. 

Q.  Putting  labels  on  packages?  A.  Putting  labels  on  boxes. 
I  made  a  determination  of  the  carbonic  acid  gas  there,  and  found 
it  quite  high,  very  high  in  fact.  The  humidity  was  likewise 
high,  and  the  temperature  was  considerably  above  that  of  the 
outside  temperature.  The  temperature  was  77,  and  the  amount 
of  carbonic  acid  gas  in  that  place  was  thirteen. 

Q.  Was  the  place  clean  ?    A.  Yes,  sir ;  very  clean. 

By  Miss  Dreieb  : 

Q,  What  is  the  effect  of  gas  upon  the  people?  A.  It  is  apt 
to  bring  on  drowsiness.  The  people  can't  work  as  they  should. 
It  brings  on  headaches  and  fatigue. 

Miss  Dreieb:  Was  there  any  indication  in  these  factories,  ex- 
cept the  very  good  one  you  mentioned,  of  the  employer  taking 
any  pains  to  inform  the  employee  of  the  dangerous  condition? 
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The  Witness:  In  one  factory,  the  only  place  I  saw  in  which 
there  were  any  notices  posted,  calling  attention  to  the  dangers 
there,  I  remember  was  a  lead  works  place. 

Miss  Dbeieb  :  That  was  the  only  one,  the  one  you  say  was  the 
good  factory? 

The  Witness:  That  was  the  good  factory.  That  was  a  good 
factory,  as  far  as  it  is  possible  to  make  it. 

Miss  Dbeieb:  Yes. 

The  Witness  :  There  is  an  element  of  danger  there  which  you 
cannot  escape  from. 

Miss  Dbeieb:  In  all  the  other  factories,  there  were  only  men 
working,  women  and  children  were  not  working,  boys  or  girls; 
or  both! 

The  Witness  :  There  were  two  children  working  in  the  factory 
I  have  mentioned. 

Miss  Dbeieb  :  Girls  or  boys  ? 

The  Witness  :  Both  were  girls. 

Miss  Dbeieb:  Only  two  girls! 

The  Witness:  That  was  all.  There  are  very  few  women  or 
children  employed  in  the  chemical  industries  which  I  have  visited. 

By  the  Chaibman: 

Q.  Is  lead  poisoning  the  result  of  inhaling  the  fumes,  the  im- 
pure air?  A.  That  is  due  to  two  causes,  to  inhalation  of  lead, 
and  likewise  getting  things  while  eating  in  to  the  stomach,  through 
the  unhygienic  habits  of  the  people.     For  instance,  if  a  man  eats 
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his  lunch  without  washing  his  hands^  naturally  he  will  take  con- 
siderable lead  into  his  stomach. 

In  one  place  I  visited  they  believed  in  getting  rid  of  the  men 
every  two  or  three  months,  when  they  show  any  signs  whatever  of 
lead  poisoning,  such  as  anemia  or  blueness  of  gums. 

Q.  Is  that  fatal?  A.  In  some  cases  it  is,  but  I  have  been 
unable  to  find  any  fatal  cases  from  lead  poisoning. 

Q.  Tou  mean  in  your  inspection?     A.  My  inspection. 

Q.  You  don't  mean  from  the  Medical  Becord?  A.  I  simply 
know  that,  that  there  were  no  chronic  cases  of  lead  poisoning 
in  Brooklyn,  Queens  or  Richmond,  reported  to  the  city  authorities, 
the  Begistrar  of  the  Health  Department  during  1910. 

By  Mr.  Elkus  : 

Q.  Did  you  say  thfit  they  get  rid  of  men  as  soon  as  they  find 
that  they  have  got  lead  poisoning,  in  one  of  these  places?  A. 
Whenever  they  show  signs  of  lead  poisoning,  they  did. 

Q.  They  discharged  them?     A.  They  discharged  them. 

Q.  How  many  cases  of  lead  poisoning  were  there  in  that  place 
that  they  got  rid  of  in  that  way?  A.  They  did  not  make  any 
statement  to  me  as  to  how  many  had  it 

Q.  Where  is  that  place?    A.  That  is  on  Long  Island. 

Q.  On  Long  Island?    A.  Yes,  sir. 

Q.  You  don't  know  the  name  of  it?  A.  The  Matheson  Lead 
Company. 

Q.  Where  is  it  located  ?    A.  Vernon  avenue. 

Q.  Vernon  avenue,  Long  Island  City?    A.  Long  Island  City. 

Q.  There,  whenever  they  found  a  man  had  symptoms  of  white 
lead  poisoning,  they  discharged  him?  A.  Yes,  that  statement 
was  made  by  the  superintendent  of  the  works,  who  took  us  through 
the  works, 

Q.  How  many  men  did  they  employ  there  ?  A.  At  the  present 
time,  it  is  not  working  with  the  fuU  force. 

Q.  What  is  the  number  of  the  full  force?  A.  They  didn't 
give  me  that.    I  only  took  the  number  of  the  men  at  the  time. 

Q.  How  many  were  there  then  ?    A.  Forty-two. 

Q,  Forty-two?    A.  Forty-two. 
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Q.  Can  you  tell  me  about  how  many  cases  of  lead  poisoning 
they  had  there  in  a  year  ?    A.  That  I  cannot  tell. 

Q.  Did  this  man  tell  you  this  as  a  boast  or  what?  A.  Not 
as  a  boast.     Simply  in  the  ordinary  course  of  business. 

Q.  The  way  they  carry  on  business  ?  A.  The  way  they  carry 
on  business. 

Q.  Did  he  admit  it  himself  that  at  one  time  he  had  had  lead 
poisoning,  but  that  he  had  not  contracted  it  in  that  place;  did 
they  all  tell  you  that!    A.  Exactly. 

By  the  Chairman: 

Q.  They  all  knew  who  you  were?    A.  Yes. 

Q.  What  is  your  remedy  to  do  away  with  these  conditions 
which  you  have  spoken  about?  Have  you  thought  about  it  at 
all?  A.  I  have.  The  best  method  for  the  preventing  of  lead 
poisoning  is  the  compulsory  use  of  respirators  or  something  which 
will  act  as  well  as  a  respirator.  Some  of  the  men  prefer  to 
use  a  muslin  tied  over  the  nostrils  and  mouth,  because  the 
respirator  hurts  their  faces. 

By  Mr.  Elkus: 

Q.  What  is  a  respirator  ?  I  don't  think  we  know.  A.  A  rub- 
ber device  which  covers  the  nose  and  mouth,  in  which  is  a  sponge 
moistened  to  prevent  any  material  coming  from  outside,  from 
getting  into  the  lungs. 

Q.  You  say  that  should  be  provided  by  the  employer  for  the 
working  men?    A.  That  or  some  other  device. 

Q.  They  should  be  compelled  to  wear  it  ?  A.  They  should  be 
compelled  to  wear  it,  or  they  should  be  discharged. 

Q.  Or  discharged  ?  A.  Or  discharged.  And  then  in  the  manu- 
facture of  the  lead  paste,  the  hydrated  carbon  lead,  the  dust 
from  white  lead,  before  it  is  mixed  with  the  oil  should  be  removed 
at  the  point  of  origin,  and  not  allowed  to  disseminate  around 
the  works. 

Examination  by  the  Chairman  : 

Q.  How  will  you  do  that  ?  A.  By  providing  for  running  in- 
to a  dumping  car,  which  will  dump  from  the  bottom,  or  by  being 
enclosed  in  a  curtain,  a  pipe  leading  from  the  top  of  which  is  oon- 
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meeted  witk  an  inBide  fan^  and  that  would  remove  the  greater 
part,  niner-tenths  of  it  I  find  that  is  done  in  the  color  works. 
The  color  people  provide  a  fan,  thirty,  forty  or  fifty  feet  distant 
from  the  grinders,  and  they  expect  that  the  dust  will  immediately 
travel  to  that  fan  and  be  removed  in  that  way.  If  they  had 
their  milla  and  bins  enclosed  in  glass,  or  in  wood  with  doors 
that  could  be  closed  readily,  and  shoveled  into  the  grinders,  a 
great  deal  of  dust  would  be  eliminated  in  that  way.  The  workers 
would  stand  outside  of  the  mill  and  the  exhaust  would  be  sufficient 
to  draw  the  air  away  from  them,  so  that  the  fumes  could  not  get 
to  them.  I  made  a  determination  in  a  factory  in  which  strych- 
nine was  manufactured,  and  there  was  a  forced  system  of  ventila* 
tion,  in  which  there  were  twelve  or  fourteen  aspirating  flues. 
The  material  was  readily  taken  away,  and  taken  away  from  the 
people  working  there,  and  their  sieving  was  all  done  under  cover. 
It  was  impossible  to  determine  any  stagnation  present.  In  the 
same  plant,  Charles  Fiffing  Company,  where  salts  of  mercury 
are  made,  I  made  some  tests,  and  I  found  no  mercury  present  in 
the  atmoaphere  at  all. 

Further,  I  think  it  should  be  compulsory  on  the  part  of  propri- 
etors of  chemical  eetablishments  to  provide  proper  washing  rooms, 
towels,  and  allow  no  eating  whatever  to  be  brought  into  the 
factory.  A  rule  of  this  kind  should  be  posted,  calling  attention 
to  the  dangers,  and  furthermore,  a  list  should  be  kept  of  the  ill- 
nesses of  the  workers,  whereby  a  medical  inspector  could  de- 
termine how  often  such  a  person  had  been  treated  by  a  physician. 

A  policy  of  indifference  and  concealment  is  carried  on  through 
this  industry,  so  much  so  that  the  proprietors  or  superintendents 
will  say  there  have  been  no  cases  whatever  of  poisoning  in  this 
way,  where,  as  soon  as  the  superintendent  or  proprietor  or  person 
in  charge  turns  his  back,  a  man  will  say,  yes,  I  have  been  sick 
for  a  period  of  a  week,  two  weeks  ago. 

The  Chatbman:  The  Commission  will  adjourn  to  meet  to- 
morrow at  ten  o'clock  a«  k. 

Adjourned  to  November  16,  1911,  at  10  a.  if. 


MINUTES  OF  THE  HEARING  OF  THE  NEW  YORK 

STATE  FACTORY  INVESTIGATING  COMMIS- 

SION,  HELD  IN  THE  CITY  HALL 

NOVEMBER  16,  1911, 

AT  10  A.  M. 

Preaent: 

Senator  Bobebt  F.  Waqneb^  Chairman, 
Senator  C.  M.  SUmilton, 
Assemblyman  Alfred  E.  Smith, 
Assemblyman  0.  W.  Phillips, 
Miss  Maby  E.  Dbeisb, 

Commission, 

Appeanmces: 

Abbam  I.  Elkus^  Esq.,  and  Bebnabd  L.  Shientag,  Esq., 
of  Counsel. 

Mr.  Shientag:  Owing  to  a  friend's  serious  illness,  Mr. 
Elkus  will  be  unable  to  remain  here  this  morning,  and  Mr.  Elkus 
has  asked  me  to  examine  Mr.  Schram,  of  the  J^ational  Civic  Fed- 
eration, and  Doctor  Tolman,  and  then  with  the  approval  of  the 
Chairman,  we  will  take  an  adjournment  until  two  o'clock  thi» 
afternoon. 

Louis    B.    Schbam,    a    witness,    being    first    duly    sworn, 
testified  as  follows: 

Examination  by  Mr.  Shientag: 

Q.  What  is  your  business!  A.  I  am  president  of  the  India 
Wharf  Brewing  Company. 
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Q.  In  thifl^oityt    A.  Yee. 

Q.  Are  jou  connected  with  the  National  Civic  Federation? 
A.  I  am« 

Q.  In  what  wajt  A.  I  am  chairman  of  its  committee  on  the 
improvement  of  factory  inspection. 

Q.  And  you  have  been  such  chairman  how  long?  A.  Only 
recently, 

Q.  Have  you  been  a  member  of  that  committee  before  that 
time?  A.  Yes^  I  have  been  a  member  of  that  committee  ever 
since  its  organization. 

Q.  How  long  ago  was  that  ?  A.  I  do  not  recall,  I  should  say 
about  two  years. 

Q.  And  during  that  time  have  you  given  considerable  thought 
and  study  to  the  subject  of  factory  inspection,  and  accident  pre^ 
vention?    A.  Yes,  sir. 

Q.  Will  you  tell  the  Commission  whether  you  consider  the 
present  system  of  factory  inspection  in  this  city  and  State  ade- 
quate, and  state  your  views,  generally,  on  that  subject?  A.  I 
do  not  consider  the  present  system  of  factory  inspection  adequate, 
but  I  believe  that  with  the  changes  made  during  the  last  session 
of  the  Legislature,  we  are  likely  to  have  a  complete  and  satis- 
factory system  of  factory  inspection. 

Q.  You  mean,  with  the  assistance  of  the  supervising  inspectors 
who  were  appointed?    A.  Yes,  sir. 

Q.  Do  you  think  that  the  number  of  inspectors  ought  to  be 
increased  in  the  State  of  New  York,  or  do  you  think  the  Com- 
missioner of  Labor  has,  at  the  present  time,  a  sufficient  force  to 
do  the  work?  A.  I  do  not  know  whetheir  tjie  forces  at)  the 
command  of  the  Commissioner  of  Labor  at  the  present  time  are 
sufficient.  I  think  that  he  ought  to  have  a  larger  staff,  a  staff 
sufficiently  large  to  make  inspections  of  all  manufacturing  estab- 
lishments at  frequent  intervals. 

Q.  How  frequent  should  these  intervals  be  in  your  opinion, 
generally  speaking?    A.  Once  a  month,  surely. 

Q.  In  your  opinion,  then,  every  factory  or  manufacturing 
establishment  should  be  completely  inspected  at  least  once  a 
montkt  A.  Yes.  I  think  that  after  the  first  thorough  inspection 
is  made,  subsequent  inspections  would  take  very  much  less  time« 
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The  subsequent  inspection  should  be  with  a  view  to  ascertaining 
whether  the  defects  that  have  been  discovered  at  the  first  thorough 
inspection  have  been  remedied. 

Q.  Will  you  tell  the  Commission,  Mr.  Schram,  bow,  in  your 
opinion,  the  services  of  inspectors  with  some  technical  knowledge 
can  be  secured  ?  Have  you  considered  that  matter  at  all  ?  A.  I 
have  not  considered  that  matter  to  any  great  extent.  I  presume 
the  method  should  be  the  same  as  is  exercised  by  a  business  man 
when  he  selects  his  employees  —  careful  investi^tion  of  their 
fitness  for  the  purpose  for  which  they  are  to  be  used. 

Q.  I  suppose  you  know  that  the  salary  of  an  inspector  in 
this  State  is  about  $1,200 1    A.  Yee. 

Q.  Do  you  think  that  the  Commissioner  of  Labor  can  get  men 
who  have  some  familiarity  with  the  technical  aspects  of 
factory  inspection  for  tHat  salary,  or  would  you  recommend 
an  increase?  A.  I  think  that  amount  of  salary  is  rather 
meagre.  I  do  not  know  whether  a  sufficiently  large  number  of 
inspectors  could  be  secured  at  that  compensation.  I  believe,  how- 
ever, that  the  securing  of  satisfactory  inspectors  will  be  a  matter 
of  evolution.  That  is  to  say,  that  the  men  who  are  first  secured 
will  learn  in  the  course  of  their  work,  will  develop,  and  increase 
in  efficiency  in  the  course  of  their  work.  I  think  it  should  be 
the  object  of  the  supervising  inspectors  to  be  instructors  of  the 
inspectors,  to  train  them  for  their  work. 

Q.  You  would  say*,  then,  that  there  should  be  some  sort  of  a 
graded  increase  in  salaries  from  time  to  time?  A.  I  have 
not  thought  over  that  a  great  deal,  but  it  strikes  me  that  that 
would  be  a  satisfactory  arrangement. 

Q.  Have  you  given  any  thought,  Mr.  Schram,  to  the  present 
duplication  of  inspections  ?    A.  Yes. 

Q.  Of  factories  and  manufactories  both  in  the  city  and  in  the 
State?    A.  Yes. 

Q.  Will  you  tell  the  Commission  how  you  think  that  can  be 
avoided,  or  done  away  with,  in  part,  at  least?  A.  The  duplica- 
tion of  inspections  of  factories  is  a  deplorable  condition.  At  the 
present  time,  the  employer  does  not  welcome  the  inspectors.  He 
has  not,  as  a  general  thing,  been  educated  up  to  the  point  where 
he  will  get  some  day,  we  hope,  that  is,  that  he  will  invite  inspec- 
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tion.  There  is  not  that  amount  of  co-operation  which  is  necessary 
to  produce  the  best  results,  and  naturally  that  feeling  is  empha- 
sized by  frequlency  of  inspections,  especially  inspections  from 
different  centers.  I  think  that  the  factory  inspection  ought  to  be 
under  one  responsible  head,  and  the  inspectors  ought  to  be  suffi- 
ciently able,  sufficiently  trained,  to  readily  detect  infractions  or 
violations  of  laws  or  rules  which  are  under  the  supervision  of 
other  Commissions,  or  responsible  bodies.  Then  the  factory  in- 
spector could  report  the  infractions  which  he  found,  which  could 
be  taken  up  and  cared  for  in  the  natural  course. 

Q.  It  has  been  suggested  to  the  Commission,  Mr.  Schram,  that 
it  would  be  advisable,  for  example,  to  establish  a  Bureau  of  In- 
spection, whose  entire  fimction  and  duty  it  should  be  to  examine 
into  the  conditions  in  factories,  ascertain  the  facts,  and  report 
those  facts  to  the  different  city  Departments,  or  State  Depart- 
ments responsible  for  the  enforcement  of  the  law  applicable  to 
the  state  of  facts  reported.  Would  you  favor  the  establishment 
of  such  a  bureau?    A.  Absolutely. 

Q.  Do  you  think,  Mr.  Schram,  that  one  inspector,  for  instance, 
would  have  sufficient  technical  knowledge,  or  practical  knowledge 
of  the  subject  to  cover  three  or  four  different  aspects  of  the 
problem,  taking,  for  instance,  sanitation  and  fire  prevention, 
things  of  that  kind?  A.  Possibly  not,  but  I  do  not  think  that 
would  be  an  argument  against  the  proposition  which  you  mention. 
The  various  city  Departments  which  now  cover  a  wide  field, 
have  inspectors  who  are  specialists  in  various  Departments  which 
that  bureau  covers.  And  these  various  inspectors  are  used  for 
the  purpose  of  finding  violations  of  rules  or  of  regulations,  and 
in  that  way,  this  Bureau  of  Inspection,  which  you  have  men- 
tioned, should  have  a  staff  of  inspectors  sufficiently  varied  in 
their  attainments,  that  could  be  used  in  this  manner. 

Q.  Ton  think  then,  that  the  Bureau  of  Inspection  could  be 
divided  into  a  number  of  divisions,  with  different  types  of  inspec- 
tion in  different  divisions?    A.  Yes,  I  think  so. 

Q.  It  has  been  suggested  by  some  of  the  witnesses  called,  that 
the  city  Departments  would  place  very  little  rbliance  on  the 
reports  of  the  Bureau  of  Inspection,  but  they  would  want  to  verify 
those  facts  themselves  before  they  took  action.    What  would  you 
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say  as  to  that^  Mr^  Schram?  A«  I  do  not  know  why  that  should 
be  so.  Experience  would  very  soon  show  whether  this  Bureau 
of  Inspection  was  doing  efficient  and  satisfactory  work^  and  would 
demonstrate  whether  the  various  city  Departments  should  or 
could  rely  on  their  reports. 

Q.  You  would  favor^  then,  the  establishment  of  such  a  Bureau 
of  Inspection?    A.  Yes,  sir. 

Q.  You  have  undoubtedly  devoted  considerable  study  and 
thought  to  the  causes  of  accidents  ?    A.  Yes. 

Q.  What,  in  a  general  way,  would  you  say,  were  the  causes 
of  industrial  accidents  in  factories  and  manufacturing  establish- 
ments} A.  That  is  a  very  broad  question.  Insufficiently  safe- 
guarded machinery  is  a  very  large  cause  for  industrial  accidents. 
Weariness  of  the  worker  from  over-work,  overtime,  is  also  a  large 
cause.  That  is  shown  by  the  fact  that  our  investigations  show 
a  great  number  of  accidents  happen  shortly  before  the  noon  hour, 
and  shortly  before  knocking  off  work  in  the  evening,  that  is,  at 
times  when  the  worker  has  become  tired.  Then,  other  causes 
are,  poor  sanitation,  improper  placing  of  machinery. 

Q.  Have  you  considered  the  effect  that  poor  ventilation  has  on 
industrial  accidents?  A.  We  have  considered  that.  There  is 
no  question  but  that  is  one  of  the  contributing  causes. 

Q.  How  can  the  causes  of  industrial  accidents  be  fully  ascer- 
tained ?  A.  By  systematic  reporting.  By  careful  inspection,  and 
systematic  inspection  and  reporting.  Systematic  inspection,  of 
course  that  is  self-evident,  by  investigating  the  conditions  of  the 
factory,  and  the  nature  of  the  machinery  employed.  Saf^uards 
should  be  attached  to  the  machinery  in  order  to  make  its  opera- 
tion safe.  The  proper  placing  of  machinery  is  one  thing  that 
can  be  readily  and  intelligently  inspected,  but  the  fundamental 
aid  in  ascertaining  the  causes  of  industrial  accidents  is  system- 
atic and  thorough  reporting  of  accidents.  The  reports  of 
accidents  should  be  so  complete  that  each  individual  report  will 
show  why  this  accident  happened.  !N'ot  only  the  nature  of  the 
accident,  the  amount  of  injury  inflicted,  but  also  why  this  accident 
happened.  Then,  a  tabulation  of  these  reports  over  a  sufficient 
length  of  time,  and  a  study  of  that  tabulation  would  go  very 
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far  towards  giving  a  clue  to  the  causes  for  those  accidents^  and 
tke  remedy  for  their  prevention. 

The  Chairman:  Like  the  fire  insurance  companies  do  to^ay^ 
by  collecting  their  experience  over  a  number  of  years  ? 

The  Witness:  Yes^  and  the  wider  and  broader  these  reports 
are,  and  the  more  uniform  the  statements  are  —  which  ever  you 
choose  to  call  it  —  why,  the  reports  will  be  made  the  better,  and 
the  more  complete  will  be  the  information  conveyed. 

The  Ohaibman:  You  mean,  uniform  throughout  the  United 
States  ? 

The  Witness:  Uniform  throughout  the  country.  The  Civic 
Federation  is  working  to  that  effect,  and  has  prepared  a  schedule 
which  is  rathc3^  lengthy  —  and  that  is  a  serious  objection  which 
is  made  to  it  —  which,  if  adopted  throughout  the  country,  or 
something  similar,  something  corresponding  to  it,  and  thoroughly 
enforced  and  carried  out,  will,  in  the  course  of  time,  I  believe, 
offer  a  solution  of  a  great  many  questions  that  at  present  are 
vexed  questions,  and  on  which  the  experts  do  not  agree. 

Mr.  Shibntag:  Have  you  a  copy  of  that? 

The  Witness  :  Yes,  I  have* 

Mr.  Shibntag:  The  proposed  uniform  draft? 

The  Witness:  Yes. 

(Witness  produces  copy  of  uniform  draft  above  referred  to.) 
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STANDARD  BLANK 

FOB 

Reportiiig  Industrial  Accidents  by  Employers  and  Liability  In- 
surance Companies  to  Federal  Departments  and  Wherever 
Federal  Jurisdiction  Applies  and  to  State  Bureaus  of 

Labor. 

Beoommended  by 

LOUIS  B.  SCHRAM,  Chairman 

Committee  on  State  Inspection  of  Factories 

Department  on  Compensation  for  Industrial  Accidents  and  Their 

Prevention 

THE  NATIONAL  CIVIC  FEDERATION 

New  York 


IMMEDIATE  REPORT  OF  ACCIDENT 
No 

(Report  to  be  stampod  wltli  Mrlal  number) 

Name  of  employer 


\ 


Street  address  <  City  -j  State 

(OAoe  and  factory  addressee  if  at  difTerent  locations) 

Nature  of  busineser 

Number  of  employes :  Men * Wom^n 


Description  of  Injured  Employe: 

Name Sex Age 

Parent  or  guardian,  if  minor 


1^'     *  General  tendenejr  to  increase  afe  limits  as  to  employmsn 
past  the  ace  of  matority,  permits  slinunatioB  of  tsrm  *'  feniale.** 


iloymsnt  of  ohildrsi  to  14  and  10  years. 
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Nativity 

(Day,  month  and  year  of  birth  and  country) 

Can  injured  employe  speak  English Understand  it 

Home  address 

Hospital  address 

^N^ame  and  address  of  physician  treating  the  case 


Usual  occupation 

Precise  occupation  when  injured 

How  long  employed  at  such  machine  or  occupation  preceding  in- 
jury   

Skilled  in  this  work 

How  long  in  employ  of  concern 

Average  weekly  wages Daily  hours  of  work 

Description  of  Injury: 

Date  and  exact  hour  of  accident 

Date  notice  of  accident  was  received  by  employer 

Department  in  which  accident  occurred 

Fatal,  severe  or  slight  injury 

Nature  of  injury 


(As  far  aa  possible  follow  physician's  statement) 

Is  injured  employe  able  to  continue  work 

Probable  period  of  disability 


(In  weeks  and  days) 

Date  of  death 
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Description,  giving  cause  fully,  of  accident 


The  Machine,  Appliance  or  Object  Immediately  Causing  Accident: 

I^ame  of  machine,  tool^  device  or  other  object 

In  whose  control  at  time  of  accident 

By  what  kind  of  power  moved 

Was  machine  provided  with  proper  siafeguards 

Were  such  safeguards  properly  attached'  at  time  of  accident .... 

If  not,  by  whom  removed 

Was  the  danger  point  made  conspicuous  by  painting  red  or  other 
contrasting  color 


SBy  natural  light 
By  artificial  light 

Is  tool  and  equiqment  inspection  provided  for  by  employer 

When  was  the  machine,  tool,  device  or  other  object  inspected .... 

By  whom 

Nature  of  last  inspection  report 

Was  injured  employe  instructed  in  use  of  machine,  tool  or  device ; 
as  to  cleaning  when  not  in  operation;  how  to  shut  off  power 
quickly,  etc 


By  whom  so  instructed 

Were  the  instructions  fully  understowi 
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Sriggestions  for  Preverdion  of  Similar  Accidents: 


Date 

Keport  made  out  by 

Whose  position  with 

(Nam«  of  Bmployer) 

la : 

(State  whether  owner,  lessee,  superintendent  or  who) 

NOTE:  Each  accident  or  fatality  must  be  reported  on  a 
separate  blank,  accidents  resulting  in  death  to  be  reported  imr 
mediately.    This  form  is  to  be  used  in  reporting  all  accidents. 

Address  all  reports  to 

(CommisBioner  of  Labor.) 

(City) 

(State) 

(Or  name  and  address  of  Federal  official  to  whom  report  is  made.) 
(See  other  side  of  this  sheet  for  provisions  of  the  law  relating 
to  reporting  of  fatalities  and  accidentsi  in  factories.) 

(Above  line  should  be  perforated  so  ««  to  make  possible  easj  detachment  of  Supple- 
mentary Report.) 

SUPPLEMENTAEY  EEPORT  OF  ACCIDENT 

NOTICE:     1.  Employer    will    detach    Supplementary    Report 

Blank  at  time  of  making  out  Immediate  Report 
unless  injured  employe  has  already  returned  to 
work;  Firsts  however  (in  order  to  prevent  clerical 
errors  in  records  later),  inserting  therein  the  (a) 
name  of  employe  and  (b)  serial  number  of  Im- 
mediate Report  and  the  (iate  thereof. 
2.  (a)  When  injured  employe  returns  to  work  or 
(b)  at  the  expiration  of  three  (3)  months  follow- 
ing the  accident,  Supplementary  Report  is  to  be 
forwarded  to 

(  Commissioner  of  Labor.) 

(City) 

(State) 

(Or  name  and  address  of  Federal  official  to  whom  report  i»  made.) 
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No 

(Number  to  be  dupllcato  of  that  on  original  report) 

Name  of  injured  employe 

Where  taken  after  injury 

When  did  he  return  to  work 

If  not  working  but  able  to  work,  when  did  disaibility  end 

If  still  disabled,  how  much  longer  is  disability  expected  to  last. . 

(In  days,  weeks  and  months) 

Dates  of  beginning  and  end  of  svhsequent  idleness  due  to  later 

effects  of  injury 

Was  death  the  ultimate  result  of  accident 

Partial  Disability: 

What  proportion  of  his  full  week's  wages  was  paid  injured  em- 
ploye   : 

Detail  the  changes,  if  any,  in  this  proportion  during  period  of 
disability 

How  many  weeks  were  less  than  f uU  wages  paid 

Permanent  Disability: 

Kame  of  maimed  member Nature  of  injury 

Name  of  impaired  faculty To  what  extent  impaired 

Name  of  faculty  lost 

Number  and  kind  of  limbs  losit 

Bight  or  left Entire  or  what  part 

Number  of  eyes  lost Right  or  left 

Number  and  names  of  fingers  lost 

Entire  or  what  part 
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iNTumber  and  name  of  toes  lost 

Entire  or  what  part 

Stiffening  of  cords Joints Muscles 

Exact  description  of  permanent  internal  injuiy 


Date 


Report  made  out  by 
Whose  position  with 


(Name  of  employer) 

l8 • 

(State  here  whether  owner,  lessee,  superlntflndent  or  who) 

(Reports  to  be  printed  with  copying  Ink.) 
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INSTRUCTIONS. 

Fob  Fiixing  Out  Accident  Rbpobt  Blanks. 

Note. —  No  statement  contained  in  this  report  is  admissible 
in  evidence  in  any  action  arising  out  of  the  death  or  accident 
therein  reported,  and  each  report  is  to  be  regarded  as  confidential 
information  furnished  to  the  proper  official  for  statistical  and 
remedial  purposes  only  and  not  to  be  divulged.  (The  above  pre- 
supposes the  inclusion  of  such  a  clause  in  the  act  making  man- 
datory the  reporting  of  accidents.) 


(1)  Answer  every  question.  Be  careful  not  to  omit  address 
as  well  as  name  of  employer  ajid  to  give  the  number  of  employes. 

(2)  The  Immediate  Report  is  to  be  sent  within  forty-eight 
hours,  not  counting  Sundays  and  legal  holidays,  after  occurrence 
of  an  accident. 

(3)  In  all  correspondence  be  sure  to  mention  the  NUMBER 
OF  THE  REPORT  in  question.     (See  upper  left  hand  corner.) 

(4)  Each  accident  or  fatality  must  be  reported  on  a  separate 
blank,  accidents  resulting  in  Death  to  be  Reported  Immedi- 
ately.   This  form  is  to  be  used  in  reporting  all  accidents. 

(5)  Wages  are  to  be  given  BY  THE  WEEK.  Where  em- 
ployes are  paid  otherwise  than  by  the  week,  give  average  earnings 
per  week. 

(6)  If  the  injured  has  not  returned  to  work  at  the  time  of 
making  the  main  report,  the  supplementary  report  is  to  be  de- 
tached, retained  until  the  employe  returns  to  work,  or  until  the 
end  of  three  months.  If  he  has  not  returned  within  that  time, 
then  it  is  to  be  filled  out  and  sent  in.  (To  avoid  error,  fill  in  the 
name  of  the  injured  and  the  serial  number  of  the  accident  before 
detaching  the  Supplementary  from  the  Immediate  report.) 

(Note. —  The  matter  of  a  printed  form  for  filing  information 
purposes  to  go  on  the  back  of  the  blank  is  left  to  the  judgment  of 
the  individual  Federal  official  or  State  Commissioner  of  Labor.) 
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By  Mr.  Shisntag; 

Q.  Do  not  you  find  that  when  it  comee  to  reporting  accidents  the 
employers  are  extremely  reluctant  to  state  the  facts^  especially 
under  our  modern  system  of  compensation  for  fault  only?  A. 
Yes,  that  is  true^  and  it  should  be  part  of  any  legislation  on  this 
topic  that  information  obtained  through  these  reports  should  not 
be  evidence  in  damage  cases  or  in  criminal  prosecution.  In  other 
words,  the  employer  should  not  be  called  upon  to  furnish  evidence 
against  himself.  I  think  that  this  feeling  of  opposition,  or  at 
least,  lack  of  coK>peration  on  the  part  of  the  employer  is  suscepti- 
ble to  correction  to  a  great  extent,  if  we  succeed  in  securing  the 
right  kind  of  inspectors.  At  the  present  time,  employers  natur- 
ally look  on  inspectors  as  somebody  who  goes  to  find  fault;  that 
he  is  going  to  make  him  do  scHuething  that  he  does  not  like  to 
do,  or  that  is  going  to  involve  him  in  some  expense.  The  fact 
is,  that  the  employer  can  readily  be  made  to  understand  that  by 
being  taught  how  to  prevent  accidents  by  the  introduction  of  safe- 
guards, which,  as  a  general  thing,  are  connected  with  trifling 
expense,  he  saves  himself  enormous  expense,  trouble  and  bother, 
and  loss  through  damages.  If  he  understands  that,  he  will  readily 
co-operate  in  a  plan  of  that  kind,  and  that  consideratien  is  largely 
dependent  on  the  intelligence  and  tact  of  the  inspector. 

Q.  Do  you  think,  then,  that  the  insp'jctor  should  be  an  adviser 
and  counsellor,  rather  than  a  policeman  ?  A.  I  think  so.  I  think 
that  the  first  duty  of  an  inspector  when  he  comes  into  a  factory 
is  to  get  himself  right  with  the  employer. 

Assemblyman  Smith:  What  do  you  know  about  the  present 
group  of  factory  inspectors? 

The  Witness:  Not  a  great  deal.  In  our  own  establishment  I 
come  in  contact  with  them  frequently.  They  appear  to  be  good 
men,  anxious  to  do  their  duty,  but  I  do  not  think,  as  a  general 
proposition,  they  appreciate  the  fact  that  they  should  impress 
upon  the  employer  the  desirability  of  co-operating  with  the 
factory  inspector. 
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By  Mr.  Shientag: 


Q.  Do  you  think,  for  instance,  that  it  would  be  advisable  for 
the  Department  of  Labor  to  issue  circulars  and  bulletins  from 
time  to  time,  calling  the  attention  of  employers  to  safety  devices  ? 
A.  Yes.  I  think  that  would  be  a  good  way.  I  think  in  con- 
nection with  the  Museum  of  Safety,  which  advocates  a  course 
of  lectures,  illustrated  lectures,  that  that  would  be  another  way 
in  V.  hich  the  safety  problem  could  be  helped  along  very  materially. 

Q.  You  spoke  of  the  Museum  of  Safety.  Your  organization 
advocates  the  establishment  of  such  museums?  A.  We  very 
strongly  advocate  that.  There  is  nothing  that  is  so  instructive 
as  actual  observation  of  a  thing  in  action,  and,  as  I  have  said,  the 
introduction  of  the  safety  devices,  as  a  general  proposition,  is 
connected  with  very  small  expense,  while  I  believe  that  the  manu- 
facturer to-day  believes  that  if  he  were  called  upon  to  protect 
his  machinery,  he  would  have  to  go  tio  large  expense.  This 
Museum  of  Safety  could  be  connected  with  a  course  of  lectures 
and  general  explanation,  instructions  which  would  be  a  great  help. 

Q.  Do  you  think  the  Museum  of  Safety  should  be  a  State  insti- 
tution, part  of  the  Department  of  Labor,  or  a  private  institution  ? 
A.  I  believe  it  should  be  a  State  institution.  I  think,  after  all, 
possibly  that  would  be  the  best  solution.  I  do  not  think  that 
we  should  jump  into  that  at  once.  I  believe  there  is  a  Museum 
of  Safety  in  the  city  of  New  York  now,  conducted  by  the  Society 
of  Mechanical  Engineers. 

Q.  Of  which  Doctor  Tolman  is  the  director?  A.  Yes,  and 
which  I  think  is  doing  good  work.  Possibly  the  Museum  of 
Safety  should  be  on  a  somewhat  larger  scale,  and  should  show 
not  models  of  machinery,  not  working  models,  but  actual 
machinery  in  operation. 

Q.  Showing  the  employer  how  he  could  safeguard  the  lives  of 
his  employees  ?    A.  Yes. 

Q.  Do  you  believe,  Mr,  Schram,  that  the  Commissioner  of 
Labor  should  have  the  power  to  make  rules  and  regulations  cover- 
ing the  subject  of  accidents,  and  the  prevention  of  accidents  in 
different  industries?  A.  On  the  general  question  of  policy,  I 
am  not  prepared  to  say.     I  know  the  present  Commissioner  of 
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Labor,  and  I  would  be  very  glad  to  entrust  him  with  that  duty 
and  that  responsibility. 

Q.  Instead  of  entrusting  the  Commissioner  of  Labor  solely  with 
that  duty  and  responsibility,  would  you  reconmiend  the  appoint- 
ment of  an  Advisory  Board  of  technical  experts,  who  would  frame 
the  rules  and  regulations  with  the  approval  of  the  Commissioner 
of  Labor,  and  revise  them  from  time  to  time  ?  A.  Probably  such 
a  course  would  co^imend  itself  more  to  manufacturers  in  general, 
they  would  feel  more  safe.  I  think  there  is  a  general  reluctance 
on  the  part  of  employers,  manufacturers  in  general,  to  be  at  the 
mercy  —  that  is  rather  a  hard  term  to  use  — of  any  individual. 
I  think  a  reviewing  authority  or  a  consulting  authority,  composed 
of  disinterested  men,  would  probably  be  welcomed  by  them. 

Q.  An  unpaid  board  of  technical  experts  ?    A.  Yes. 

Q.  Do  you  think  you  could  get  an  unpaid  board  of  highly 
qualified  men!  A.  I  believe  so.  We  have  a  great  many  public- 
spirited  men  in  all  walks  of  Ufa 

Q.  Would  you  recommend  any  changes  in  the  provisions  of  the 
labor  law  relating  to  accident  prevention  ?  A.  Yes,  sir ;  we  have 
at  present  section  81  of  the  Lal)or  Law,  which  provides  for  safety 
appliances.  I  believe  that  that  is  rather  incomplete.  It  could 
be  amplified  to  a  considerable  extent  so  as  to  cover  machinery 
more  widely  than  it  does  at  the  present  time. 

Q.  Have  you  any  suggestion  to  make  concerning  the  revision 
of  that  section?  A.  Not  at  this  time.  A  committee  of  the 
Federation,  of  which  Mr.  Phillips  is  Chairman,  is  considering 
that  matter  now,  and  is  preparing  a  model  safety  appliance  act, 
which  the  Civic  Federation  proposes  to  recommend  to  the  L^s- 
latures  of  all  the  States. 

Q.  Do  you  think,  Mr.  Schram,  that  the  law  should  make  man- 
datory the  maintaining  of  a  light  in  front  of  every  elevator  open- 
ing? A.  I  cannot  go  into  the  details  sufficiently,  as  a  general 
proposition,  it  strikes  me  as  a  proper  thing  to  require. 

Q.  You  have  not  gone  into  the  subject  of  elevator  accidents, 
have  you  ?  A.  No,  I  believe  Mr.  Phillips'  committee  is  designed 
to  take  that  up. 

Q.  Would  you  favor,  Mr.  Schram,  a  registration  of  factories 
and  manufacturing  establishments?    A,  Yes. 
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Q.  Would  you  also  favor  the  mandatory  requirement  that  plans 
of  every  factory  and  manufacturing  establishment  be  filed  and 
approved,  and  permit  issued,  before  the  factory  is  permitted  to 
be  opened?  A.  I  am  not  prepared  to  answer  that.  The  reason 
why  I  answered  your  other  question  without  hesitation  promptly 
was  that  it  seems  to  me  the  only  method  that  opens  the  way  for 
complete  inspection  and  supervision  over  factories.  As  a  general 
proposition,  I  do  not  hesitate  to  favor  it,  while,  when  you  go 
further  into  details,  I  must  say  that  I  have  not  sufficient  knowledge 
on  the  question,  to  know  about  that. 

Q.  Do  yon  think  that  a  responsible  authority  should  be  notified 
as  For>n  as  any  factory  or  manufacturing  establishment  is  opened, 
so  that  it  can  be  promptly  inspected?    A.  Yes. 

Mr.  Shientag:  Is  there  anything  the  Commissioners  would 
like  to  ask? 

By  Miss  Dbeieb  : 

Q.  I  want  to  ask  how,  in  these  accidents,  we  can  guarantee  the 
truth  coming  from  the  employees ;  for  instance,  how  can  we  feel 
sure  that  they  are  reporting  accurate  information?  A.  I  cannot 
say  how  you  are  going  to  make  sure  of  truthful  answers  to  these 
questions.  T  feel  that  as  a  general  proposition,  in  a  great  majority 
of  the  cases,  the  questions  will  be  answered  truthfully. 

Q.  Do  you  think  there  is  any  danger  of  employers  who  are 
imwilling  to  give  correct  information  informing  their  employees 
that  they  will  lose  their  positions  if  they  tell  about  it?  A.  If 
that  danger  exists  at  all,  it  is  subject  to  elimination  in  the  way 
T  have  indicated.  That  is,  in  the  first  place,  by  convincing  the 
employer  that  the  information  elicited  cannot  be  used  in  a  court 
of  law,  either  in  a  damage  case  or  in  a  criminal  prosecution,  and 
furthermore,  by  the  employment  of  tactful  inspectors  who  will 
show  to  the  employer,  not  only  that  it  is  his  civic  duty  to  co- 
operate, but  also  that  it  is  to  his  material  interest  to  co-operate. 
I  think  that  danger,  if  it  exists  to  any  great  degree,  will  before 
very  long  be  eliminated. 

Q.  It  would  be,  of  course,  if  we  had  an  employer's  liability 
law  which  acted  automatically?      A.  Yes,  which  eliminated  thg 
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question  of  n^ligence,  or  compensation  for  accidents,  naturally 
then  it  would  disappear. 

By  the  Chaibman: 

Q. '  Do  you  know  that  in  all  European  countries^  almost, 
a  system  of  licensing  factories  before  they  can  be  opened  for 
any  particular  use,  is  in  vogue  t    A.  I  know  it  is  largely  in  vogue. 

Q.  Have  you  ascertained  at  all  how  that  works  out ;  made  any 
study  of  it?  A.  I  have  studied  the  system  as  it  exists  in  Ger- 
many, principally  with  a  view  to  the  compensation  laws  in  this 
country,  and  I  know  that  their  compensation  system  has  "esulted 
in  a  great  diminution  of  accidents.  Automatically,  it  has  worked 
that  way,  and  I  think  that  a  similar  system  would  work  the  same 
way  with  us.  I  understand  the  German  system,  which  is  prac- 
tically a  compulsory  insurance  by  the  employer  —  under  that 
system  the  premium  which  the  employer  pays  is  based  to  a  large 
extent  upon  the  seriousness  of  the  accidents  which  occur  in  his 
establishment,  and  therefore  the  fewer  accidents  he  has,  the  less 
it  costs  him  to  insure  against  accidents.  That  is  a  great  element 
in  the  improvement  of  factory  conditions  .in  Germany. 

Q.  Do  you  not  think  that  the  licensing  of  factories  would  be 
apt  to  insure  more  perfect  inspection?  A.  I  do  not  know  how 
the  licensing  would. 

Q.  Would  not  a  man  know  that  he  could  not  get  a  license  until 
after  the  place  had  been  inspected  and  it  had  been  ascertained 
that  the  place  absolutely  complied  with  the  law,  and  if  the  secur- 
ing of  a  license  depended  on  that  inspection,  would  he  not  be  apt 
to  have  his  place  absolutely  comply  with  the  law  ?  A.  I  suppose 
that  is  so. 

Q,  More  so  than  where  there  is  an  ordinary  inspection  of  an 
inspector  just  walking  in  and  looking  around  and  then  walking 
out?  A.  It  is,  of  course,  to  a  large  extent,  a  question  of  right 
administration. 

By  Miss  Dbeieb: 

Q.  You  spoke  of  overtime  and  weariness  of  the  workers  as  part 
of  the  cause  of  accidents.       Do  you  advocate  the  limitation  of 
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hours  at  all  ?  A.  Well,  I  think  that  overtime  work  ought  to  be 
under  some  sort  of  supervision.  I  think  where  in  any  industry, 
dangerous  machinery  is  employed,  overtime  work  ought  to  l)e 
carefully  supervised,  because  —  I  know  from  statistics  that  we 
have  gathered,  that  weariness  of  the  workman  is  re&ponsible  for 
a  very  oonsideraible  number  of  accidentfl. 

Q,  Have  you  found  it  is  true  that  if  workers  are  employed 
overtime  and  required  to  come  back  the  next  day  to  work  again, 
that  their  work  is  poor  the  following  day?  A.  I  think  that  is 
true. 

Q.  You  have  not  any  statistics,  any  facts  as  to  that?  A.  No 
statistics  on  that. 

(Witness  excused.) 

William  H.   Tolman,  a  witness,  being  first  duly  sworn, 
testified  as  follows: 

Examination  by  Mr.  Shientag: 

Q.  You  are  the  Director  of  the  American  Museum  of  Safety  ? 
A.  Yes,  fidr. 

Q.  Will  you  tell  the  Commissioners  what  the  American 
Museum  of  Safety  is,  and  what  it  does  ?  A.  Yes,  I  am  going  to 
do  that,  and  illustrate  that  with  the  pictures  concretely.  If  I  may, 
I  will  do  that  in  my  picture  talk.  That  wiU  visualize  it  Now, 
here  is  a  volume  (witness  indicates  book),  which  I  brought  down, 
of  about  1227  pages.  It  represents  twenty-five  years  of  accident 
prevention.  This  is  practically  a  dictionary  of  safety.  It 
represents  twenty-five  years  of  the  practical  reports  on  the  subject 
in  Germany.  It  has  been  prepared  by  their  inspectors.  As  you 
know,  Germany  has  sixty-six  trade  associations.  Each  one  of 
those  has  one  or  more  factory  inspectors.  They  are  highly  traine<l 
technical  expert  men  who  go  into  the  factories  and  make  the 
inspections,  and  then  make  recommendations  —  men  who  can 
prepare  a  report  like  this.  That  is  the  way  Germany  does  it. 
That  is  a  practical  method  for  safety.  I  just  want  you  to  observe 
that. 

Q.  Do  you  think  our  inspectors  are  sufficiently  expert  to  make 
any  such  report  ?    A.  Many  of  them  are  not. 
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Q.  How  would  jou  suggest  that  our  present  system  of  mspection 
be  improved?  A.  In  general,  they  ought  to  pay  moze.  Faying 
more  money,  you  will  get  expert  technical  service. 

Q.  Do  you  think  the  Commissioner  of  Labor  ought  to  have 
technical  experts  outside  of  ordinary  inspectors  in  his  Depart- 
ment !  A.  He  ought  to  be  able  to  get  a  body  of  inspectors  who 
have  technical  knowledge  so  that  when  they  go  into  a  factory 
they  will  know  what  they  are  looking  f or^  and  what  to  suggest. 

Q.  But  every  inspector  cannot  be  an  expert.  But  you  think 
in  addition,  experts  with  technical  knowledge  ought  to  be  em- 
ployed in  the  Department  of  Labor?  A.  Yes,  and  that  would 
be  exactly  the  point  where  the  Museum  of  Safety  could  apply. 
Supposing  you  have  a  technical  problem  to  work  out  in  con- 
nection with  men  working  on  iron  or  steel,  or  men  who  are 
working  on  woodwork,  and  you  have  got  a  Museum  of  Safety, 
then  you  can  call  on  your  experts  and  you  can  put  the  problem 
before  them,  and  the  experts  can  give  definite  recommendations 
as  to  that  particular  problem. 

Q.  I  do  not  want  to  duplicate  what  you  intend  to  cover  in 
your  lantern  exhibit,  but  I  would  like  to  ask  now  whether  you 
think  the  Conmiissioner  of  Labor  ought  to  be  given  the  power 
to  make  rules  and  regulations,  whether  the  Commissioner  him* 
self  ought  to  make  the  rules  and  regulations,  or  whether  you 
think  there  ought  to  be  an  unpaid  Advisory  Board?  *A.  It  seems 
to  me  you  could  do  both.  That  is  exactly  one  function  of  the 
Museum  of  Safety ;  to  gather  all  information  based  on  experience, 
and  place  it  at  the  disposal  of  the  Commissioner  of  Labor,  or  any 
Department  that  desires  to  have  it. 

The  Chairman:  Do  you  suggest  that  the  Museum  of  Safety 
should  be  part  of  the  State  Department  ? 

The  Witness  :  Have  the  Museum  of  Safety  so  that  the  Depart- 
ment of  Labor  or  any  other  Department  which  sought  to  draw 
on  it  might  do  so,  so  that  it  would  practically  be  at  the  service 
of  every  branch  of  the  State.  Any  manufacturer,  for  instance, 
euppose  there  was  a  State  printer,  could  draw  on  it  for  devices,  for 
an  inspection  of  any  part  of  his  plant. 
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By  Miss  Dbeieb  : 

Q.  So  that  if  a  man  wanted  to  establish  a  printing  business, 
he  could  go  to  the  Museum  of  Safety  and  get  advice  as  to  the  best 
way  of  establishing  a  safe  plant  ?  A.  And  could  see  there  every 
phase  of  making  his  plant  safe,  as,  for  instance,  the  present  kind 
of  case  which  is  broad  at  the  bottom,  is  being  covered  with  per- 
forated metal,  so  that  the  dust  and  air  can  get  through.  At  every 
point,  we  are  making  a  point  of  making  it  as  safe  as  possible. 

Assemblyman  Smith:  Are  you  in  any  way  familiar  with  the 
present  method  of  examining  the  applicants  for  factory  inspectors 
by  the  Civil  Service?  A.  We  are  laying  stress  entirely  on  the 
phase  of  prevention.  They  are  working  out  the  problem  of 
inspection.  But  our  stress  is  laid  on  preventive  measures.  We 
go  back  to  the  legislation  to  bring  about  safety,  for  the  prevention 
of  accidents. 

Mr.  Shiewtao:  Do  you  consider  the  prevention  of  accidents 
in  manufacturing,  from  handling  the  product,  from  flying  par- 
ticles of  dust,  and  things  of  that  kind  ! 

The  Witness:  We  consider  specially  what  we  regard  as  of 
equal  importance  with  prevention,  the  matter  of  occupational 
disease.  We  are  concerned  with  lengthening  the  life  of  the 
worker. 

The  world  movement  for  safety  which  has  taken  twenty-five 
years  of  practical  application  to  bring  to  its  present  state  of  high 
efficiency  in  European  mills,  factories,  and  work  shops,  has  found 
expression  in  the  establishment  of  great  Museums  of  Safety  in  the 
following  cities:  Berlin,  Munich,  Vienna,  Paris,  Amsterdam, 
Milan,  Moscow,  Zurich,  Stockholm,  Copenhagen,  Helsingform, 
Budapest,  Dresden  and  Gratz.    There  is  one  museum  in  Canada. 

The  Amsterdam  Museum  of  Safety  illustrates  ideal  co-operation 
which  could  very  well  be  applied  to  our  country.  The  city  gave 
the  land,  the  state  the  building,  and  private  contributions  its 
maintenance.  Quoting  from  the  speech  of  Loubet,  then  President 
of  the  French  Republic,  in  presiding  at  the  inaugural  of  the  Paris 
Museum  of  Safety,  splendidly  housed  in  the  National  Conser- 
vatory of  Arts  and  Trade,  "  Never  does  one  appeal  in  vain  in 
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France,  when  it  is  a  question  of  social  usefulness.  Thus  the 
government  of  the  Republic  is  associated  with  this  Museum.  How 
couM  it  be  otherwise  for  this  work,  protecting  and  lengthening 
the  life  and  labor  of  our  workmen,  is  a  most  valuable  asset  for 
our  country,  and  you  may  be  sure,"  he  continued,  "  that  whenever 
a  work  of  this  nature  is  presented  for  governmental  consideration, 
it  will  support  it  with  grants  of  money." 

The  Museum  of  Safety  and  Industrial  Hygiene  at  Dresden,  is 
the  direct  out-growth  of  the  wonderful  specialized  International 
Exposition  on  these  two  subjects  which  closed  the  first  of  this 
month.  During  the  six  months  it  was  open,  it  was  visited  by 
upwards  of  5,000,000  people.  It  was  a  colossal  educational  work 
and  I  was  particularly  impressed  by  the  large  attendance  of  the 
working  classes,  examining  with  keen  interest  the  safety  devices 
for  protection  in  their  trades  and  the  methods  for  preserving 
their  health,  thereby  maintaining  their  wage-earning  efficiency. 

The  American  Museum  of  Safety,  the  twelfth  in  this  series, 
like  many  of  the  Continental  Museums,  was  the  result  of  two 
Expositions  of  Safety  in  New  York,  the  first  in  1907,  lasting  two 
weeks,  the  second  in  1908  of  two  months'  duration.  This  led  to 
the  formal  organization  of  the  American  Museum  of  Safety,  the 
first  and  only  concerted  effort  to  bring  together  collections  of 
actual  devices,  models  and  photographs  with  their  interpretation 
or  practical  application  to  the  needs  and  conditions  of  the  Ameri- 
can shop  practice.  The  American  Museum  of  Safety  now  holds 
a  si)ecial  charter  of  incorporation  granted  by  the  Assembly  and 
Senate  of  State  of  New  York.  Its  headquarters  are  in  the  En^n- 
eering  Societies  building,  29  West  39th  street.  Our  quarters  are 
already  outgrown  and  immediate  expansion  is  imperative,  to 
provide  for  the  waiting  list  of  valuable  exhibits  and  the  increas- 
ing demands  for  detailed  safety  information. 

The  Museum,  like  all  the  others,  is  absolutely  non-commercial. 
No  orders  are  taken,  no  exhibits  are  sold,  nor  does  it  engage  in 
the  promotion  of  any  device.  The  majority  of  the  exhibits  are 
non-patented,  hence  available  for  all.  No  exhibit  is  accepted, 
unless  it  has  a  safety  feature  and  is  passed  ui>on  by  the  Board 
of  Approval,  consisting  of  experts  in  the  various  industries. 
There  is  no  charge  for  space ;  all  demonstrations  are  made  by  its 
own  staff  and  it  is  free  to  the  public. 
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According  to  chapter  162  of  the  laws  of  1911,  of  the  State  of 
New  York,  it  is  incorporated.  In  furtherance  of  its  purpose  it 
has  organized  the  Iron  and  Steel  section  under  the  chairmanship 
of  Charles  Kirchhoff.  Here  may  be  found  every  phase  of  safety 
devices  actually  in  use  in  the  iron  and  steel  and  allied  industries ; 
blast  furnaces,  open  hearth,  bessemer,  blooming,  rail,  skelp,  slab- 
bing, galvanizing,  pipe  and  wire  mills;  power  stations,  yards, 
shops ;  electricity  and  transportation.  These  collections  are  being 
studied  by  engineers,  factory  inspectors,  and  foremen,  who  make 
drawings  and  tracings  for  use  in  their  own  plants. 

By  special  arrangement,  evening  conferences  have  been  held  at 
the  Museum,  with  the  New  York  Commission  of  Labor  and  forty- 
three  inspectors,  the  Iron  and  Steel  Electrical  Engineers,  the 
du  Pont  Powder  Works'  Superintendents,  Engineers  and 
/'hemists.  New  York  Section  of  Institute  of  Mining  Engineers, 
National  Electric  Light  Association,  Midvale  Steel  superintend- 
ents and  foremen.  Society  of  Hungarian  Engineers  and  the  Com- 
mittee of  the  United  States  Steel  Corporation. 

The  Museum's  library  contains  the  most  highly  specialized  col- 
lection in  the  country  of  bodks,  pamphlets,  photographs,  lantern 
slides,  and  special  reports  on  safety.  These  are  the  facilities  to 
be  enjoyed  at  the  Museum's  headquarters.  On  its  extension  side 
may  be  mentioned:  Field  work,  by  means  of  free  illustrated 
lectures  on  accident  prevention  before  Chambers  of  Commerce, 
Boards  of  Trade,  Businessmen's  Associations,  State  Bureau  of 
Labor,  Technical  Schools  and  Colleges,  Insurance  Companies, 
Labor  Organizations,  Employers'  Associations,  Scientific  Societies 
and  industrial  plants. 

The  Iron  and  Steel  Section  alone  has  conducted  an  educational 
campaign  at  mills  and  plants,  where  superintendents,  works  man- 
agers, engineers  and  foremen  have  assembled  to  learn  what  has 
been  accomplished  through  the  introduction  of  safety  devices  in 
their  industry.  In  some  instances  the  meetings  have  been  limited 
to  the  personnel  of  the  particular  plant,  no  men  under  the  grade 
of  foremen  being  present.  These  audiences  have  ranged  from 
300  to  2,100  men,  and  all  have  been  impressed  with  the  simple 
and  practical  character  of  the  safeguards. 

Through  its  publications,  the  Museum  takes  to  the  industrialist, 
the  experience  of  the  best  safety  practice  in  our  own  and  other 


492  MiimTss  of  Publio  Hearikos. 

countries.  Safety  Manual  No.  1  deals  with  the  prevention  of 
excessive  alcoholism.  No.  2  will  illustrate  safety  in  the  Iron  and 
Steel  Industry.  Safety  Leaflet  No.  1^  Presses  and  Punches;  No. 
2,  Safety  for  the  Holder,  Industrial  Hygiene  Leaflet  No.  1, 
Emergency  Aid. 

The  promoters  of  the  Museum  feel  that  their  continuous,  con- 
certed educational  work  has  been  a  large  factor  in  focussing  the 
attention  of  our  country,  upon  the  need  of  the  more  adequate 
adoption  of  safety  devices  and  the  provisior^  for  industrial 
hygiene  and  the  organization  of  special  state  commission  for  the 
study  of  these  questions. 

It  is,  therefore,  impossible  to  estimate  the  wide  reaching  influ- 
ence of  the  inspirational  force  of  the  American  Museum  of 
Safety. 

Through  its  special  report  service,  based  on  the  researches  of 
the  Director  at  original  sources  in  Germany  in  1910,  a  report  on 
the  German  system  of  Workmen's  Insurance,  one  hundred  and 
fourteen  typewritten  pages  was  prepared.  For  1911,  the  report 
was  made  on  Accident  Prevention  at  the  International  Exposition 
of  Industrial  Hygiene  at  Dresden,  1911.  This  volume  of  one 
hundred  and  fifteen  typewritten  pages  was  fully  illustrated  with 
photographs  and  charts. 

By  means  of  its  other  special  report  service,  technical  descrip- 
tions of  accident  preventing  devices  are  brought  to  the  indus- 
trialist ^ 

(The  lecturer  then  illustrated  his  remarks  with  a  lantern 
photograph  of  Special  Keport  Service,  subject:  Boiler  Valves, 
No.  367,   Date,  Nov.  15,  1911.      Description  of  Safety  Device. 

On  its  international  side,  the  Museum  has  sent  exhibits  and 
reports  to  a  number  of  International  Expositions  and  Congresses. 

At  the  latter  exposition,  the  Museum's  exhibit  was  the  only 
one  to  show  what  our  great  country  is  doing  in  the  conservation 
of  human  life,  through  the  prevention  of  accidents. 

The  superintendents  of  two  large  plants,  including  some  15,000 
workmen,  confirmed  the  statement  of  the  Museum,  that  one-half 
of  the  industrial  accidents  in  our  country  are  preventable.  "  We 
know  it,"  they  said,  "for  we  have  done  it  at  our  plants,"  one 
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superintendent  Baying,  "  I  have  cut  down  my  accident  list  more 
than  60  per  cent" 

The  attention  of  the  superintendent  of  a  plant  employing  some 
6,600  men  was  called  by  the  Museum  to  the  safeguard  of  a 
protecting  collar  for  grinding  and  polishing  wheels,  so  that  in 
case  the  wheel  burst,  the  fragments  would  not  scatter,  but  be 
held  in  place  by  the  collar.  The  following  photograph  shows 
one  of  three  great  wheels  which  had  burst,  but  no  accident  was 
caused,  thanks  to  the  safety  collar.  Without  such  a  safeguard,  it 
would  be  easy  to  imagine  the  deaths  and  maimings  in  a  shop  full 
of  workmen* 

The  same  superintendent  sent  a  conmiittee  on  a  three  weeks' 
tour  of  investigation  regarding  safety  devices  in  western  mills 
and  plants.  His  representatives,  coming  to  the  Museum,  remarked, 
*^  I  learned  more  of  simple,  practical  safety  devices  by  my  fii*st 
;isit  to  the  Museum  than  I  obtained  from  the  collective  experi- 
ence of  the  three  weeks'  tour  of  our  inspection  committee," 
referred  to  above. 

(Here  lecturer  illustrated  a  view  of  the  burst  wheeL) 

In  1906,  the  pay-roll  of  an  iron  and  steel  plant  numbered  6,000. 
During  the  year,  there  had  been  no  special  provision  of  safety 
devices.  The  fatalities  were  47.  In  1909,  after  the  introduction 
of  a  safety  committee,  which  had  been  closely  in  touch  with  the 
Museum,  out  of  a  pay-roll  of  7,000,  the  fatalities  were  12.  Of 
this  number,  one  death  was  caused  by  a  man  carelessly  stepping 
in  front  of  a  passing  car.  Five  other  deaths  happened  from 
causes  for  which  no  possible  explanation  could  be  made,  in  other 
words,  real  accidents. 

^'We  believe  that  we  can  reduce  our  accidents  one-half,"  said 
the  superintendent  of  a  large  transportation  company,  and  I  have 
come  to  the  Museimi  to  learn  how  to  do  it." 

A  special  ifeport  was  made  for  him,  covering  the  various  classes 
of  accidents,  and  there  is  every  reason  to  suppose  that  saved  lives, 
uninjured  limbs  and  maintained  health  are  the  result  in  his  plants, 
including  some  89,000  workmen. 

The  lecturer  then  illustrated  his  remarks  with  a  lantern  photo- 
graph of  specimen  illustrations  from  the  Museum's  Industrial 
Hygiene  Leaflet,  "  Emergency  Treatment  for  Wounds." 
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The  State  Bureau  of  Labor  of  Minnesota,  having  investigated 
many  accidents,  is  of  the  opinion  that  at  least  one-half  of  those 
which  occur  in  Minnesota  are  preventable.  They  inaugurated  a 
campaign  for  minimizing  the  preventable  accidents,  and  secured 
the  services  of  the  Director  of  the  American  Museum  of  Safety 
of  New  York  for  a  week  in  St.  Paul  and  Minneapolis. 

Specimen  page  from  the  Special  Report  on  the  German  System 
of  Workmen's  Insurance.  Frequency  of  Accidents  per  100,000 
insured,  1909: 

Falls  from  ladders    100.5 

Caused  by  vehicles 64.38 

Kicks  and  bites  of  animals 51.07 

Loading  and  unloading   30.85 

Hand  tools    28.77 

Motors   25.60 

Collapses    24.17 

Miscellaneous 23.72 

Fire 4.85 

Explosives 1.31 

Railroads 0.60 

Lifts  and  hoists   0.46 

Shipping    0.17 

Boilers 0.09 

A  specimen  report  from  the  Museum's  Inspection  Section, 
shows  the  actual  conditions,  and  enables  us  to  reach  such  em- 
ployers by  pointing  out  the  business  folly  of  allowing  such  a 
state  of  affairs  to  exist,  and,  if  they  so  desire,  to  show  remedies. 

"  In  a  town  in  New  York  State,  the  foundries  employ  some 

« 

1.500  men.  Only  two  of  these  are  modern  shops  as  to  their  con- 
struction, but  here  very  much  more  could  be  done  for  the  im- 
provement of  sanitary  conditions,  particularly  as  the  men  in  these 
two  shops  are  fairly  steady. 

"  The  other  shops  are  low,  dark,  poorly  ventilated  and  over- 
crowded; provided  with  poor  hoisting  and  lifting  facilities;  very 
poor  toilets,  and  no  washing  accommodations.  Owing  to  the  ex- 
cessive strain  of  rolling  over  and  lifting  heaving  implements. 
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together  with  the  above  mentioned  unsanitary  conditions,  the  men 
are  very  discontented  and  take  no  interest  in  their  work.  They 
violate  all  rules  of  sanitary  decency,  bring  liquor  into  the  plant, 
which  they  drink  during  working  hours,  abuse  and  torment  their 
foremen.  Through  such  conditions,  the  output  of  these  plants 
is  needlessly  restricted,  and  the  production  unnecessarily  limited. 
"The  foremen  are  thoroughly  aware  of  these  facts,  but  feel 
themselves  powerless  and  indifferent,  well  knowing  that  any 
action  which  they  may  take,  may  bring  about  labor  troubles,  the 
responsibility  for  which  they  will  not  assuma  These  firms  not 
only  lose  the  advantages  of  the  full  capacity  of  their  shops,  but 
also  considerable  loss  in  trade. 

"  The  men,  on  the  other  hand,  are  very  different,  saying  that 
if  the  firms  do  not  think  it  worth  while  to  give  them  better 
working  conditions,  they  will  put  up  with  them,  or  get  a  job 
somewhere  else.  In  one  shop  in  particular,  employing  about  100 
men,  I  notice  that  the  majority  were  intoxicated, 

"As  one  workman  of  the  better  sort  remarked,  'Gee!  I  don'i 
know  how  long  T  can  stand  the  work  in  this  shop.  Theresa 
the  biggest  gang  here  of  booze-fighters  on  earth,  and  youVe  got 
to  move  with  the  gang  or  you  can't  work  with  them  1 ' 

"  In  nearly  all  of  the  shops,  the  piece-work  system  prevails,  and 
the  men  earn  fair  wages,  nine  hours  a  day.  But  the  speed  they 
have  to  make,  combined  with  the  steady  strain  and  exertion  put 
upon  them,  so  weakens  and  exhausts  them  mentally  and  physi- 
cally, that  they  seek  renewed  strength  or  relaxation  in  alcohol. 
Improved  sanitary  conditions  would  greatly  lessen  these  evils 
and  result  much  more  favorably  for  the  men  and  for  their 
employers." 

From  this  presentation  of  facts,  the  American  Museum  of 
Safety  stands  before  you  to-day,  as  the  exponent  of  things  done. 
It  is  the  only  concerted,  organized  effort  in  the  United  States 
for  demonstrating  at  the  Museum  itself  the  use  of  the  safeguards 
there  collected;  for  bringing  to  the  industrialists  the  knowledge 
of  these  devices,  by  means  of  manuals  and  leaflets  of  safety, 
special  report  service  and  illustrated  lectures.  Such  an  institu- 
tion is  available  for  study  visits  by  the  teachers  and  scholars  in 
our  public  schools.    Its  scope  is  two  fold,  viz.,  the  education  of 
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the  employees  already  at  work,  and  the  inculcation  of  these 
principles  of  safety  and  caution  in  the  minds  of  the  coming 
generation  of  wage-earners. 

To  accomplish  the  widest  usefulness  for  this  magnificent  life 
saving  station,  so  that  its  practical  help  may  be  brought  to  every 
man,  woman  and  child,  freely  in  our  great  State,  it  should  bo 
housed  under  its  own  roof,  with  adequate  resources  for  maintain- 
ing at  their  highest  efficiency,  the  three  great  departments  of 
Accident  Prevention,  Industrial  Hygiene  and  Mutuality.  Such 
an  institution  should  be  for  all;  it  should  be  free;  it  should  be 
absolutely  non-partisan,  non-commercial  and  non-religious.  In 
the  establishment  of  this  Museum  of  Safety  for  New  York  State 
and  city,  you,  Mr.  Chairman,  and  your  colleagues,  have  an  oppor- 
tunity as  never  before  in  the  history  of  the  Western  Continent,  of 
building  such  a  memorial  with  which  your  own  names  shall  be 
identified,  as  will  stand  for  all  time,  an  object  lesson  to  all  the 
other  States  of  the  Union,  in  the  conservation  of  human  life. 

We  appeal  to  you  in  the  name  of  the  people  of  the  Empire 
State.    "Now  let  us  conserve  human  life. 

The  lecturer  then  illustrated  the  Berlin  Museum  of  Safety 
with  a  lantern  photograph. 

The  Berlin  Museum  of  Security,  that  is  a  collection  of  devices 
and  saf^uarded  machinery  for  the  prevention  of  accidents  to  the 
lives  and  limbs  of  workmen,  was  organized  in  1903  as  the  result 
of  an  Exposition  of  Safety  Devices,  held  in  Berlin,  1899, 
founded  by  the  government  at  an  expense  of  $260,000. 

The  lecturer  then  illustrated  the  interior  of  the  central  hall 
of  the  Berlin  Museum  of  Security  with  a  lantern  photograph. 

Mr.  Shientao:  I  am  sure  all  the  members  of  the  Commission 
thank  Dr.  Tolman  very  much  for  his  interesting  and  instructive 
lecture,  and  the  trouble  he  has  taken  to  give  us  so  much  valuable 
information.    I  would  like  to  ask  him  one  or  two  questions: 

By  Mr.  Shientag: 

Q.  Doctor,  you  are  familiar  with  the  system  of  inspection  of 
factories  in  European  countries,  are  you  not?  A.  Not  in  detail, 
only  I  know  that  they  have  the  best  type  of  inspection  which  th(y 
can  get. 
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Q.  Have  they  a  system  of  registration  of  factories  in  European 
countries?  A.  Mostly  they  have.  You  see,  every  industrial 
establishment  is  obliged  to  be  registered  in  Germany.  They  know 
exactly  how  many  industrial  establishment?  they  have. 

Q.  Do  they  go  further  and  require  the  licensing  of  factories 
and  manufacturing  establishments?  A.  There  is  no  licensing. 
It  is  a  very  excellent  system,  I  think  in  this  way,  that  the 
responsibility  for  all  accidents  is  put  on  the  German  employer. 
When  he  find's  that  his  trade  association  is  telling  him  his  list 
of  accidents  is  such  and  such  and  his  premium  is  very  much 
higher  this  year,  he  will  get  busy  and  make  the  plant  safe.  That 
if^  the  reason  they  employ  the  very  best  men  they  can  get  in 
inspecting  plants,  and  to  make  simple  suggestions  to  make  them 
safe;  because  the  safer  they  make  them,  the  less  accidents  they 
have,  and  the  less  money  they  have  to  pay. 

Q.  In  this  country,  would  you  recommend  the  licensing  of 
factories?  A.  I  have  not  given  that  thought.  One  ideal  of  the 
Museum  of  Safety  would  be  that  a  plant  could  submit  its  system 
of  protection,  of  safeguards,  to  an  institution  like  the  Museum 
of  Safety,  and  get  a  certificate  of  safety,  so  to  speak,  from  the 
Museum.  That  would  be  a  guarantee  that  its  plant  was  made 
safe,  and  to  a  certain  extent,  could  be  submitted  in  evidence  in 
case  a  damage  suit  was  brought. 

Q.  Why  would  that  not  also  apply  to  the  submission  of  plans 
to  a  responsible  department,  and  have  them  approve  the  safety 
appliances?    A.  Oh,  it  would;  the  same  thing. 

Q.  The  same  principle  would  apply  to  that?    A.  Yes. 

Q.  Isn't  it  a  fact,  also,  before  the  costly  machinery  is  installed, 
safeguards  can  be  provided  with  very  little  cost,  whereas  later 
on,  the  entire  plant  may  have  to  be  reconstructed?  A.  Oh,  yes,  it 
is  more  advisable  to  do  what  is  being  done  now  —  having  safety 
engineers  and  safety  committees.  As  a  result  of  a  suggestion,  the 
Bochester  Bailway  and  Light  Company  installed  a  safety  com- 
mittee whose  business  it  is  to  make  that  plant  aafe.  They  have 
nothing  eilse  to  do  except  to  make  the  plaait  safe  in  every  feature. 
The  Museum  is  standing  behind  the  safety  committee  and  gives 
them  all  the  hints,  suggestions  and  advice  which  they  want 
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Q.  Of  course,  the  ordinary  small  manufacturer  could  not  go  to 
that  extreme  ?  A.  No,  sir ;  but  he  could  either  go  to  the  Museum 
or  get  a  written  report  illustrated  with  photographs  of  every 
kind  of  device  to  be  used  in  factories.  The  Museum  could  be 
brought  to  his  factory. 

Q.  Do  you  think  the  safety  of  the  appliances,  and  interior 
construction  of  the  factory  ought  to  be  approved  in  some  way  or 
form  before  the  factory  is  permitted  to  be  opened  and  operated? 
A.  It  would  be  very  much  better  for  everybody  if  that  was  done ; 
yes.     That  checks  the  evil  at  their  source,  if  they  start  right. 

Miss  Dreikr:  You  spoke  of  the  trades  being  organized  in 
Germany  for  the  purpose  of  protecting 

The  Witness:  T^o;  the  Bureau  of  Experts,  but  the  Berlin 
l^fuseum  of  Safety  consists  of  representatives  from  twenty-seven 
different  trades. 

Miss  Dbeieb:  Does  that  mean  the  employers,  or  the  workers! 

The  Witness  :  It  is  about  half  of  the  workers  and  half  of  the 
employers.     It  is  made  up  just  that  way. 

Miss  Dbeier  :  I  want  to  ask  you  about  the  cost  of  these  hospi- 
tals ;  are  the  employees  assessed  for  them  ? 

The  Witness:  No;  that  is  done  entirely  by  the  corporation. 

Miss  Dbeieb:  Entirely? 

The  Witness:  Yes. 

Miss  Dbeieb:  No  assessment  at  all? 

The  Witness:  No. 

Miss  Dbeieb:  Benefit  funds  of  the  employees? 

The  Witness:  No.  They  simply  have  a  man  as  manager. 
They  want  to  give  him  the  best  and  quickest  treatment  to  be  had. 
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Miss  Dbeier:  I  know  of  other  places  where  the  employees 
are  assessed  for  benefits,  so  ;nuch  a  week. 

The  Witness  :  In  some  cases  perhaps  they  are,  through  mutual 
benefits  or  societies  —  one  of  the  results  of  giving  them  the 
privileges  of  hospital  treatment. 

Miss  Dbeieb  :  That  is  what  I  wanted  to  find  out,  whether  they 
have  a  mutual  benefit  society  for  the  workmen  which  they  have 
to  pay  into. 

The  Witness:  I  do  not  think  they  do  there.  I  do  not  think 
there  is  anything  of  that  kind.  The  corporation  does  the  whole 
thing. 

The  Chaibman:  Do  you  happen  to  know  about  the  con- 
sumption of  liquor  by  American  laborers  —  how  does  it  compare 
with  the  consumption  of  liquor  by  the  European  laborer  ? 

The  Witness:  I  cannot  tell  you.  I  have  not  got  to  that  yet. 
I  happened  to  be  in  Germany  last  summer,  and  I  took  up  the 
German  end  first,  because  I  know  there  is  a  strong  feeling  there 
that  excess  of  alcoholism  is  responsible  for  a  large  number  of 
accidents,  so  they  are  putting  it  on  the  absolute  economic  ground, 
without  appeal  to  sentimentality — just  as  a  point  in  the  pre- 
vention of  accidents. 

The  Chaibman:  It  means  the  fading  away  of  the  German 
beer^  does  not  it? 

The  Witness:  To  that  extent,  it  does. 

The  Chaibman:  You  have  not  studied  the  question  in  this 
country  at  all? 

The  Witness:  iKTo,  to  no  great  extent.  Just  as  soon  as  I  get 
ready  for  that  part,  by  simply  writing  to  Washington,  some  of 
the  Departments  wiU  give  me  the  statistics.  I  tackled  it  from  the 
Gterman  end,  because  I  know  how  successful  they  are  in  cutting 
down  their  accidents. 
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Senator  Hamilton:  They  have  a  mutual  system  of  insurance 
in  Germany  —  you  spoke  of  a  raise  in  the  rates  ? 

The  Witness:  For  instance,  the  German  wood  workers  are 
associated  in  four  different  trade  associations.  They  have  a  trade 
association  with  headquarters  at  Munich.  The  Secretary  of  the 
Trade  Association  knows  all  their  accidents  and  their  t^uses 
which  have  happened  in  the  last  twenty-five  years  in  that  in- 
dustry. That  enables  him  to  make  up  the  premium,  so  to  speak, 
or  your  assessment  for  the  following  year,  so  you  know  what  you 
will  have  to  pay  in  January  or  in  June,  and  you  know  exactly, 
definitely.  Then  the  Trade  Association  takes  care  of  all  your  acci- 
dents ;  but  if  they  find  that  you  are  careless  in  not  making  your 
factory  as  safe  as  possible,  they  have  the  right  by  law  to  increase 
your  premium  up  to  fifty  per  cent.  Of  course,  they  give  you 
notice,  but  before  that  comes  you  will  make  your  plant  safe. 

Senator  Hamilton:  This  association  is  a  sort  of  mutual 
insurance  scheme  ? 

The  Witness  :  To  that  extent ;  but  it  has  the  sanction  of  law. 
Every  employer  must,  by  law,  fall  automatically  into  his  trade 
association.     If  you  open  an  electric  plant  in  Germany  to-day 
within  three  days  you  have  to  report  to  the  Police  Departmem 
that  you  have  opened  it. 

The  Chaibman:  It  is  compulsory? 

The  Witness:  Yes. 

Senator  Hamilton:  But  it  must  be  a  mutual  proposition  in 
order  to  divide  the  loss  between  the  different  concerns  ? 

The  Witness  :  The  minute  you  open  your  factory,  you  notify 
your  trade  association  of  your  pay  roll  and  number  of  men,  and 
on  that  basis  your  premium  is  calculated. 

Miss  Dbeieb:  Does  not  the  government  have  anything  to  do 
with  that? 

The  Witness:  No;  the  government  simply  says  the  employer 
must  bear  the  entire  cost  of  compensation.    Of  course,  the  govern- 
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ment  has  a  supervision  over  the  accident  rules  and  regulations 
which  each  trade  association  puts  out. 

Chables  EIibohoff,  called  as  a  witness^  and  duly  sworn^ 
testified  as  follows : 

Examination  by  Mr.  Shieittag: 

Q.  You  are  Director  of  the  Institute  of  Mining  Engineers^ 
A«  President 

Q.  How  long  have  you  been  such  president  ?    A.  For  a  year. 

Q.  Will  you  tell  the  Commission  what  the  Institute  of  Mining 
Engineers  is,  and  what  it  does?  A.  The  American  Institute  of 
Mining  Engineers  is  a  tedmical  association  of  Tnining  engineers 
and  metallurgists,  who  deal  exclusively  with  technical  subjecis  for 
the  promotion  of  the  industries  of  mining  and  metallurgy. 

Q,  In  your  capacity  as  president  of  that  institute,  you 
have  considered  the  subject  of  accident  prevention  in  the  indus- 
tries ?  A.  No,  not  so  much  in  that  capacity  as  I  have  been  con- 
nected with  the  American  Museum  for  a  number  of  years,  and 
having  given  attention  particularly  for  many  years  to  accident 
prevention  in  iron  and  steel  plants.  I  was  for  thirty  years  the 
editor  of  the  Iron  Age,  and  traveled  abroad  and  in  this  country, 
and  that  incidentally  was  one  of  the  subjects  which  I  gave  much 
attention* 

Q.  The  Commission  would  be  very  glad  to  have  your  views 
on  the  subject  of  accident  prevention  in  those  industries  that  you 
are  familiar  with.  A.  I  think  the  Commission  ought  to  clearly 
understand,  to  b^in  with,  that  a  very  heavy  percentage  of  the 
accidents  which  happen  are  the  inherent  risks  of  that  industry; 
a  very  heavy  percentage  of  our  accidents  in  industrial  pursuits 
cannot  be  very  well  avoided;  that  all  efforts  you  make  for  their 
prevention  bring  you  finally  to  a  certain  percentage  of  accidents 
for  which  there  is  no  help. 

Q,  What  is  that  percentage?  A.  That  varies.  In  certain 
industries  it  has  been  as  high  as  thirty  per  cent,  where  no  pre- 
ventable causes  could  be  traced. 
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Q.  What  industries  are  they?  A.  There  was  the  iron  and 
steel  industry;  accident  statistics  in  Europe. 

Q.  How  many  years  ago?     A.  It  is  within  the  last  twenty 

years. 

Q.  Well,  that  percentage  has  been  materially  reduced,  has  it 
not,  and  is  being  reduced  ?  A.  It  is  being  reduced  recently,  yes. 
Then,  of  course,  there  are  the  preventable  accidents,  and  among 
those  are  the  ones  that  are  due,  first  of  all,  to  the  negligence 
of  the  employer,  which  is,  that  he  has  not  provided  the  necessary 
safeguards;  that  he  has  not  given  adequate  instructions  to  the 
workmen,  either  himself  or  through  his  representatives  in  the 
way  of  engineers  and  foremen.  Then,  of  course,  a  pretty  heavy 
percentage  of  accidents  is  due  to  negligence  and  recklesness  on 
th-?  part  of  workmen  themselves,  and  among  those,  the  very  worst 
of  those  which  are  due  to  recklesness  involving  not  only  the  care- 
less persons  himself,  but  also  his  fellow  workmen.  And  1  will  say 
that  it  is  important  to  consider  that  in  this  respect  we  are  at  a  dis- 
advaiitage  in  America  as  compared  with  Germany,  where  the  men 
are  accustomed  to  military  discipline,  and  to  obey  orders,  while 
unfortunately,  the  great  mass  of  our  American  workers  do  not 
as  implicitly  obey  orders  as  they  do  in  Germany  and  in  France. 

Q.  Would  you  favor  the  establishment  of  a  Musemn  of  Safety 
as  a  part  of  the  State  Labor  Department  ?    A.  Yes,  sir ;  I  would. 

Q.  Do  you  think  it  advisable  for  the  Commissioner  of  Labor 
or  the  Labor  Department  to  issue  bulletins  and  descriptive  pam- 
phlets from  time  to  time  showing  the  safety  devices  and  ho\v  they 
can  be  operated,  and  the  comparative  cost  of  these  devices,  calling 
the  attention  of  the  employer  and  employee  to  the  dangers  in 
the  particular  industry  ?  A.  Yes ;  if  they  will  do  that  in  co-opera- 
tion with  the  men  who  are  engaged  in  the  industry. 

Q.  Well,  how  do  you  find  that  that  co-operation  best  and  most 
readily  secured  ?  A.  I  think  the  co-operation  is  available  to  their 
managers  now,  because  at  least  in  the  one  industry  with  which 
I  am  familiar,  the  employers  themselves  have  gone  very  much 
further  in  that  direction  than  any  labor  bureau  has  yet  hoped 
to  do. 
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Thp  CiiAiHMAN :  In  other  words,  they  have  found  it  profitable 
to  improve  their  own  plants  ? 

The  Witness:  Yes, 

The  Chairman :  Without  any  compulsion  by  law? 

The  Witness:  In  the  Iron  and  Steel  industries  to-day,  there 
is  no  large  plant  which  has  not  in  the  last  few  years  been  brought 
up  to  a  state  of  efficiency  in  this  country  fully  equal  to  any  in 
Germany  after  twenty-five  years  of  work.  That  is  a  thing  that 
I  think  ought  to  be  thoroughly  understood,  for  the  credit  of  that 
industry.  Nearly  every  one  of  them  has  employed  engineers 
whose  sole  business  it  is  to  study  safety  appliances,  and  to  watch 
that  these  safety  appliances  are  kept  in  condition.  It  is  a  question 
more  of  eternal  vigilance  than  it  is  of  once  making  the  start, 
and  then  letting  it  go. 

The  Chaibman  :  You  say  that  is  so  in  Germany  ? 

The  Witness:  No;  that  is  here  now  in  the  United  States. 
That  takes  the  place  in  this  country  of  the  inspectors  abroad  who 
are  employed  by  an  association. 

By  Mr.  Shientaq: 

Q.  Only  a  very  large  corporation  can  do  it  on  that  scale',  [ 
suppose?     A.  On  that  scale. 

Q.  What  measures  would  you  recommend  in  the  case  of  tho 
email  manufacturers  ?  A.  The  small  manufacturers,  we  find  now, 
are  confronted  with  a  large  rent,  and  I  have  noticed,  in  visiting 
a  number  of  works  that  they  are  adapting  the  improvements  which 
they  see  to  their  own  convenience. 

Q.  Are  you  familiar  with  the  system  of  factory  insjpection  in 
European  countries.  Doctor?     A.  Yes. 

Q.  Would  you  recommend  the  registration  of  factories  and 
manufacturing  establishments  in  this  country?  A.  I  could  not 
say.  You  have  got  to  take  into  account  that  in  the  iron  and 
steel  industry,  the  men  employed  are  not  feeding  the  machines; 
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the  supplying  of  the  work  is  done  hy  automatic  machinery  which 
needs  really  only  tenders,  people  who  watch  that  the  operation 
goes  on.  It  is  all  done  on  such  a  scale  that  the  machine  is  not 
supplied  by  the  man  with  his  hands;  it  is  all  automatic,  so  that 
outside  of  common  labor  that  is  used  in  the  iron  and  steel  busi- 
ness, the  great  mass  of  the  workmen  have  short  spells  of  activity 
and  long  spells  of  practical  idleness,  in  which  their  work  is  con- 
fined to  watching  the  operation,  seeing  that  nothing  goes  wrong. 
There  is  no  continuous  eight  or  ten  hours  work  in  which  every 
employee  is  occupied  in  repeating  the  same  manipulation.  That 
does  not  exist. 

Q.  You  think  then  that  education  and  eternal  vigilance  are  the 
two  things  that  tend  more  than  anything  else  to  prevent  accidents  ? 
A.  Yes;  and  discipline. 

Mr.  Shientag  :  Anything  further  ? 

Miss  Dbeieb  :  Has  the  length  of  the  working  day  anything  to  do 
with  the  number  of  accidents  ? 

The  Witness:  No,  I  think,  a  good  many  of  them  —  first  of 
all,  as  I  say,  the  day  is  not  very  long  in  the  iron  and  steel  in- 
dustry, ten  hours,  and  a  very  large  part  of  it  is  really  taken  in 
observation. 

By  Miss  Dssibb: 

Q.  But  if  it  is  nine  and  ten  hours  in  New  York  State 

A.  Of  course. 

Q.  And  we  have  the  records  of  Pennsylvania  in  the  Iron  and 
Steel  industry  where  they  work  twelve  hours  a  day.  .  A.  That 
is  probably  on  shifts,  and  it  is  on  common  labor. 

Q.  Only?    A.  Yes. 

Q.  How  large  a  percentage  of  the  work  is  done  by  common 
labor?  A.  A  large  per  cent,  so  far  as  the  number  of  men  is 
concerned,  but  comparatively  a  small  percentage  so  far  as  the 
amount  of  wages  and  the  amount  of  work  done  is  concerned. 
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By  the  Chaibman: 

Q.  We  have  some  evidence  here  that  most  of  the  accidents 
occurred  either  at  the  time  the  men  were  quitting^  either  just 
before  lunch  hour  or  quitting  time  in  the  evening.  A.  Yes,  I 
think  that  that  is  probably  true,  in  those  occupations  in  which  the 
constant  repetition  of  minute  operations  exists,  but  that  does  not 
exist  in  the  iron  and  steel  industry. 

By  Miss  Dbeieb: 

Q.  What  does  the  common  laborer  in  the  iron  and  steel  in- 
dustry do?  A.  Push  cars  and  mostly  do  a  lot  of  operations 
of  tbat  kind,  tipping  and  loading  cars,  loading  and  unloading  ratv 
materials,  etc.  The  great  mass  of  the  materials  are  handled  by 
cranes. 

Q.  Is  it  not  true  that  standing  around  and  waiting  for  some- 
thing to  do  is  as  fatiguing  as  doing  it  almost  ?  A.  That  depends 
on  the  personality. 

By  the  Chaibman: 

Q.  Not  usually?    A.  No. 

Q.  With  men  that  do  that  class  of  work?  A.  No.  It  is  not 
the  case  that  they  are  not  doing  anything.  They  are  watching. 
It  is  their  business  to  see  the  operation  goes  on  continuously. 
They  have  a  very  important  interest  in  seeing  it  done,  because 
any  trouble  means  a  great  deal  of  hard  work  to  put  things  in 
shape  again. 

By  Mids  Dbeieb: 

Q.  For  instance,  I  mean  the  effect  of  intense  concentration. 
A.  Yes. 

Q.  I  have  seen  a  man  watch  a  cage  which  went  down  to  the 
mines.  If  he  makes  one  second's  mistake  the  men  are  very  likely 
to  have  some  accident,  and  he  has  to  watch  them  for  ten  hours  a 
day.     Now,  that  is  not  hard  work?     A.  No. 

Q.  One  way?    A.  No. 

Q.  But  that  is  a  very  hard  kind  of  work  in  another  way  ?  A. 
Well,  if  he  should  make  mistakes  there  are  supposed  to  be  auto- 
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matic  appliances  to  prevent  accidents.  At  a  mine  of  that  kind, 
probably  you  would  see  that  if  they  called  your  attention  to  it. 
If  he  did  make  a  mistake  that  would  not  endanger  the  lives  ot 
men. 

By  the  Chaieman: 

Q.  Why  are  you  opposed  to  registration  of  factories?  A.  I 
am  not  opposed  to  it. 

Q.  You  have  not  thought  about  it?  A.  Haven't  thought 
about  it. 

Q.  Haven't  thought  of  the  question  of  licensing?    A.  No,  sir. 

Q.  Don't  care  to  tell  us  your  opinion  ?    A.  No,  sir. 

Q.  Not  without  due  deliberation?     A.  No,  sir. 

By  Mr.  Shientag: 

Q.  The  Commission  would  be  very  glad  to  have  you  give  your 
opinion  on  this  subject,  if  you  would. 

The  Chaxbman:  We  would  like  you  to  consider  it. 

The  Witness:  Thank  you.     I  will  be  very  glad  to  do  so. 

Alfred  D.  F.  Hamlin,  called  and  sworn. 

Examination  by  Mr.  Shientag: 

Q.  Professor  Hamlin,  you  are  connected  with  Columbia 
University  ?    A.  Yes,  sir. 

Q.  In  what  capacity.  Professor  ?  A.  I  am  the  directing  head 
of  (iie  School  of  Architecture  of  Columbia  University. 

Q.  And  for  how  long  have  you  occupied  that  position.  Profes- 
sor ?    A.  Since  1903. 

Q.  You  are  familiar  with  the  present  fire-escape  facilities  in 
the  itanuf acturing  buildings  in  New  York  City  ?  A.  Simply  in 
a  general  way. 
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Q.  Will  you  tell  the  Commission  how,  in  your  opinion,  the 
present  fire-escape  facilities  in  factories  and  manufacturing 
establishments  can  be  improved?  A.  I  am  a  strong  believer  in 
the  device  of  fire  walls,  continuous  fire  walls. 

Q.  Will  you  explain  to  the  Commission  what  that  is  ?  A.  That 
is  a  wall  extending  from  the  basement  to  the  roof,  dividing 
the  manufacturing  building  in  two,  but  there  may  be  more,  if 
it  is  a  large  building  dividing  it  into  two  or  more  sections. 

This  wall  is  fireproof  and  is  perforated  at  each  floor  with  doors, 
one  or  more  doors  leading  from  one  section  to  the  other.  These 
doorways  should  be  closed  by  fireproof  doors.  Each  division  into 
which  the  factory  building  is  divided  by  this  fire  wall  should 
be  provided  with  its  own  continuous  stairs  from  the  street  level 
to  the  top  floor.  In  that  way,  in  case  of  a  fire  in  either  division, 
in  one  of  the  divisions,  the  occupants  on  each  floor  simply  have  to 
pass  through  the  door  into  the  other  space  division,  through  the 
emergency  door  where  they  simply  have  to  walk  from  there  to  the 
street. 

Q.  In  what  type  of  building  would  you  recommend  the  instal- 
lation of  fire  walls  ?  A.  I  think  they  should  be  installed  in  build- 
ings which  we  call  the  loft  type,  which  are  occupied  for 
manufacturing. 

Q.  That  is  in  buildings  over  six  or  seven  stories  in  height  ?  A. 
Yes,  sir. 

Q.  Would  that  be  irrespective  of  the  width  of  the  building? 
A.  In  the  case  of  a  long  and  narrow  building,  the  walls  should 
be  a  broad  wall,  divided  into  two  sections,  the  object  being  that 
in  every  loft  building  used  for  manufacturing  purposes  there 
should  be  one-half  of  the  building  absolutely  safe  from  fire  at 
all  times  in  case  of  breaking  out  of  fire  in  any  other  portion. 

Q.  How  thick  a  wall  is  that  ?  A.  The  thickness  of  wall  would 
depend  upon*  the  method  of  construction.  If  it  was  a  wall  sup- 
ported on  steel  beams  at  each  floor,  it  would  not  need  to  be  more 
than  eight  inches  thick,  but  if  it  were  a  structural  wall  carrying 
its  own  weight,  the  thickness  would  have  to  depend  upon  the 
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height  of  the  wall  according  to  the  laws  of  the  oitj.  That  would 
make  a  massive  wall  in  the  lower  part  of  the  building. 

Q.  What  would  happen  if  you  had  a  fire  on  both  sides,  where 
would  jou  go  then?  A.  Each  side  can  go  down,  its  own  stairs. 
Of  course,  that  is  a  very  unusual  contingency.  There  are  cases, 
of  course,  where  a  fire-escape  is  wrapped  in  flames,  but  that  is 
not  a  reason  for  dispensing  with  fire-escapes  in  buildings  which 
have  no  other  means  of  escape. 

Q.  That  would  involve  a  radical  change  in  the  interior  of  a 
great  many  existing  buildings,  would  it  not!  A.  It  might  and 
it  might  not.  In  some  cases  there  would  be  a  very  slight  change 
that  would  result,  but  in  other  buildings  radical  changes  would 
rei^ull,  if  that  were  introduced  in  existing  buildings. 

Q.  How  would  you  introduce  it  in  existing  buildings?  A.  I 
think  it  could  be  introduced  into  existing  buildings  under  the 
decision  of  a  competent  Commission  to  decide  each  case  upon 
its  merits. 

Q.  You  don't  think  that  it  is  possible  to  lay  down  any  definite 
standard  for  existing  buildings?  A.  No,  not  any  definite 
^tandard,  because  existing  buildings  will  differ  so  widely.  An 
existing  loft  building  that  has  been  made  out  of  an  old  dwelling 
house  that  was  fifteen  feet  wide  on  the  floor,  and  four  stories 
high,  will  differ  from  the  loft  building  ten  stories  high  with  four 
thousand  feet  on  each  floor. 

Q.  But  you  think  that  wherever  that  is  possible  or  practicable, 
the  fire  wall  is  one  of  the  surest  methods  of  escape  in  case  of 
fire?  A.  I  think  the  fire  wall  is  the  most  practical  means  of 
securing  a  means  of  escape  to  save  life  in  loft  buildings,  especially 
the  larger  types  of  loft  buildings,  because  in  case  of  fire,  all  any- 
one on  either  side  of  the  wall  has  to  do,  is  to  leave  the  side  where 
the  fire  is,  pass  through  the  emergency  door  on  his  own  floor 
right  on  to  the  opposite  side,  and  then  he  can  leave  the  building 
by  the  stairs  with  ample  time  to  escape. 

Q.  Take  a  type  of  loft  building  25  by  about  80  feet,  ten 
stories  in  height,  can  you  tell  the  Commission  what  would  be  the 
cost,  approximately,  to  install  fire  walls?  A.  No,  I  could  not, 
and  no  answer  would  be  available  for  all  buildings  of  that  sort. 
The  construction  of  the  building,  the  foundations,  the  number  of 
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the  existing  apparatus,  if  any,  in  the  building,  the  condition  of 
the  stairs  in  the  building,  all  those  would  affect  the  cost. 

Q.  The  cost  would  be  considerable,  undoubtedly?  A.  It 
would  be  considerable.  In  other  words,  it  would  be  impossible, 
in  my  judgment,  to  secure  the  kind  of  safety  device  to  which 
every  operator  in  a  loft  building  is  entitled,  without  the  expendi- 
ture of  money. 

By  the  Chairman: 

Q.  Are  they  anywhere  in  use  now,  that  you  know  of?  A.  I 
don't  know  at  present  of  any  particular  instances  I  could  point 
to.  There  are  various  cases ;  for  instance,  there  are  houses  that 
have  been  thrown  into  one,  where  you  have  identically  that  condi- 
tion, the  fire  wall  from  the  top  to  bottom.  You  have  a  stair  on 
each  side  of  that  fire  wall. 

Q.  In  your  opinion  would  it  cost  more  to  install  the  fire  walls 
that  you  speak  of  than  to  equip  the  building  with  a  sufficient 
number  of  sttirways  and  adequate  outside  fire-escape  facilities, 
80  that  they  could  be  used,  taking  an  ordinary  building?  A. 
That  would  require  very  careful  figuring  to  determine  what  the 
relative  cost  would  be,  but  I  think  the  relative  safety  would  be 
very  much  greater  in  the  case  of  the  fire  walls. 

By  Miss  Dbbieb: 

Q.  What  do  you  think  of  fire  staircases  in  preference  to  a  wall, 
is  that  anywhere  near  adequate,  I  mean  a  fire  tower?  A.  Yes, 
the  smoke-proof  stair? 

Q.  Yes.  A.  The  difficulty  with  the  smoke-proof  stair  is  that 
you  have  only  a  small  landing  space  on  each  story  and  you  will 
be  subject  to  the  condition  of  the  occupancy  of  each  floor,  that  is 
the  occupants  congesting  upon  the  one  stairway  and  meeting  the 
stream  that  is  coming  down  from  the  upper  floors. 

Q.  The  fire  tower  would  not  really  be  adequate  ?  A.  It  might 
be  adequate  in  nine  cases  and  fail  on  the  tenth.  That  is,  you 
might  have  terrible  congestions  on  these  stairs,  which  are  often- 
times more  fatal  than  anything  else.  I  think  that  question  of 
people  congesting  upon  stairways  in  these  high  loft  buildings  is 
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exceedingly  important  If  I  remember  right,  at  the  time  of  the 
burning  of  that  CoUingwood  school  building  in  Ohio,  about  five 
years  ago,  when  I  think  140  children,  more  or  less,  lost  their 
lives,  very  few  of  them  were  burned  to  death,  the  majority  of 
them  were  either  suffocated  or  cruahjed  because  of  congestion 
upon  the  stairs.  Where  you  have  a  fire  in  the  lower  fioor  of  a 
building,  where  the  stairway  supplies  the  entire  building,  and 
where  the  entire  building  is  menaced,  should  a  fire  start  in  one 
of  the  lower  floors,  the  smoke  would  go  through  the  building 
and  panic  would  ensue  inevitably.  Where  they  only  have,  as  a 
means  of  exit  the  smoke  tower,  they  can  only  filter  through  as 
fast  as  the  descending  currents  of  occupants  pass  out  of  the 
building. 

Q.  That  applies  to  the  smoke  tower?  A.  That  applies  to  the 
smoke  tower  and  the  fire^scapes  also,  and  that  applies  to  any 
stairway  on  which  the  landing  space  is  congested. 

Q.  What  is  your  estimate  as  to  the  value  of  the  outside  fire- 
escape  as  a  means  of  escape  in  case  of  fire  ?  A.  It  is  a  mitigation 
of  the  danger,  but  I  donH  think  it  is  adequate,  particularly  as  the 
majority  of  fire-escapes  are  constructed  now. 

Q.  Of  course,  a  fire  wall  itself  is  of  no  value  unless  you  have 
supplemental  and  proper  staircases  and  these  should  be  enclosed 
in  fireproof  walls,  should  they  not  ?  A.  No,  not  necessarily,  be- 
cause you  have  the  entire  landing.  The  side  to  which  the  occu- 
pants escape  from  the  burning  side  is  not  the  side  of  the  building 
that  is  on  fire. 

By  Mr.  Shientag  : 

Q.  Now,  in  existing  buildings,  Professor,  would  you  recom- 
mend the  removal  of  wooden  stairways  that  wind  down 
elevator  shafts?  A.  I  certainly  should  consider  that  wooden 
staircases  should  be  removed  in  any  case. 

Q.  In  existing  buildings?    A.  In  existing  buildings. 

Q.  Irrespective  of  the  cost  involved  ?  A.  I  think  wooden  stair- 
ways in  a  loft  building  are  a  crime. 

Q.  How  about  the  so-called  fireproof  stairway,  enclosed  in  a 
fireproof  wall?     A.  Incombustible? 

Q.  Yes.  A.  There  are  fireproof  stairs  and  fireproof  stairs. 
There  are  fireproof  stairs  that  are  built  entirely  of  wrought  iron 
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and  which  are  exposed  to  danger  of  becoming  very  heated  in  case 
of  fire.  If  you  have  a  fire  under  the  stairs,  your  stairs  are  not  of 
very  much  use  in  any  case  and  I  think  the  stairs  themselves 
should  not  furnish  food  for  the  flames. 

Q.  Are  stairs  winding  down  elevator  shafts  dangerous  in  them- 
selves? A.  I  don't  know  as  I  could  express  an  expert  opinion 
on  that,  except  every  wooden  elevator  shaft  is  subject  tb  the 
flames.  The  flames  originate  from  the  lower  part  of  the  build- 
ing, and  in  that  case  it  can't  be  confined  to  the  elevator  itself. 
If  the  elevator  is  enclosed  entirely  in  a  fire-proof  wall  and  is 
enclosed  by  fire-proof  doors,  wire  wick  doors,  it  is  possible  that 
a  staircase  winding  around  the  elevator  shaft  may  not  become 
itself  a  source  of  danger,  but  it  certainly  is  not  a  desirable  place 
for  a  staircase. 

Q.  But  would  you  recommend  the  removal  of  such  existing 
staircases  winding  around  elevator  shafts?  A.  I  think  it  would 
be  too  drastic  a  requirement  in  the  present  condition  of  the  exist- 
ing buildings. 

Examination  by  Miss  Dreiee: 

Q,  Would  it  be  necessary  if  you  had  a  fire  wall?  A.  Pro- 
vided there  were  a  staircase  on  either  side.  The  staircase  I 
think  should  be  fireproof. 

Q.  Anyway,  they  should  be  fireproof?  A.  Suppose  a  small 
fire  originates  on  a  lower  floor  under  a  wooden  staircase.  That 
fire  may  be  put  out  in  three  minutes.  It  may  meanwhile  have 
destroyed  the  stability  of  that  wooden  staircase.  The  smoke  may 
have  penetrated  to  the  top  floors.  Your  operators  run  out  of  the 
different  floors  and  run  to  the  stairs  and  they  all  come  down  to 
the  lower  staircase  that  is  burnt  out.  Therefore  I  think  a 
wooden  staircase  is  a  crime  for  two  reasons;  that  in  the  first 
place  it  furnishes  a  food  for  fiames  and  carries  them  through 
the  other  portions  of  the  building,  and  in  the  second  place  it  may 
be  destroyed  by  a  very  small  fire,  that  does  not  endanger  life 
in  any  other  way,  and  therefore  when  a  panic  causes  the  people 
to  crowd  down  the  stairs  a  terrible  calamity  will  result  in  their 
finding  the  stairs  burnt  out  or  chopped  out,  as  is  often  done 
in  order  to  stop  the  fire. 


512      '  MmuTBS  OF  Pubijo  HsAsmod. 

By  Mr.  Shientag  : 

Q.  !N'ow,  in  the  case  of  buildings  to  be  constructed  in  the 
future,  what  method  would  you  recommend  to  secure  proper  and 
adequate  fire-escapes?  A.  It  seems  to  me  that  on  each  floor 
the  area  of  undivided  space  should  be  limited,  that  is,  that  it 
should  not  be  possible  to  build  a  loft  building  with  an  absolutely 
unlimited  open  space  unseparated  from  other  spaces  by  fire  walls. 
I  am  not  prepared  to  say  that  space  should  be  a  certain  amount. 
That  is  a  subject  for  study. 

It  seems  to  me  in  the  next  place  every  loft  building  should 
be  required  to  have  a  continuous  fire  wall,  constructed  as  I  have 
indicated,  and  a  staircase  to  correspond. 

Miss  Diffii£B:  May  I  ask  a  question!  Would  you  consider  it 
better  if  these  staircases  were  on  either  side  of  the  wall,  or  would 
it  be  better  to  have  them  on  the  opposite  side  of  the  building  ? 

The  Witness:  I  do  not  think  that  is  a  very  material  point. 
Of  course  the  only  possible  awkwardness  from  their  being  against 
the  partition  wall  might  be  that  when  the  doors  were  opened  to 
permit  of  the  exit  of  the  occupants,  a  certain  amount  of  smoke 
might  pour  out  and  fill  the  stairs,  whereas  if  they  were  on  the 
farther  wall  the  smoke  would  not  so  rapidly  reach  the  stairs. 
That  is  the  only  inconvenience  that  I  can  think  of  and  if  a  great 
economy  were  effected  by  building  the  stairs  on  either  side  of 
the  division  wall,  I  do  not  see  any  serious  objection  to  it. 

It  seems  to  me  also  that  the  very  important  point  is  the  lim- 
itation of  the  number  of  operators  in  proportion  not  merely  to 
the  exits  and  the  staircases  in  conjunction  with  the  building, 
but  also  in  proportion  to  the  unencumbered  floor  space  of  each 
manufacturing  room.  To  allow  the  same  number  of  operators 
to  occupy  ten  thousand  square  feet,  for  instfenoe,  of  loft  space 
irrespective  of  the  fact  that  in  one  case  you  have  many  narrow 
tables  with  little  hand-sewing  machines,  and  in  the  other  case 
you  have  eight  thousand  feet  of  that  space  occupied  by  machinery, 
it  seems  to  me,  is  entirely  absurd.  I  do  not  think  that  there  is 
any  regulation  at  present  to  limit  the  population  of  loft  space 
in  proportion  to  the  unencumbered  floor  space. 
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By  Mr.  Shixktao  : 

Q.  Well,  do  you  think  it  feasible  to  lay  down  a  definite  standard 
on  that  subject  2  A.  I  believe  it  is  feasible  to  lay  down  a  definite 
standard,  but  I  think  it  will  require  very  careful  study  and  taking 
into  account  of  a  great  variety  of  factories,  and  the  character 
of  the  manufacturing  process,  for  instance,  whether  one  machine 
is  tended  by  two  persons,  or  one  persons  tends  ten  machines. 
That  makes  a  difference  in  the  conditions.  Some  manufactur- 
ing operations  are  attended  by  a  very  considerable  fire  risk  and 
others  very  little,  and  I  think  that  the  factors  to  be  taken  into 
account  are  so  numerous  that  it  would  require  very  prolonged 
study  to  specify  the  occupancy,  but  at  the  same  time  it  does  seem 
to  me  that  if  it  is  brought  down  to  the  basis  of  so  many  square 
feet  of  unencumbered  floor  space,  that  comes  close  to  making  a 
uniform  condition  for  all  the  different  industries,  because  that 
means  that  there  must  be  that  amount  of  space  which  can  be 
occupied  on  the  floor  by  the  operators,  and  also  a  minimum  of 
space  in  excess  of  the  various  exits. 

Q.  Well,  why  could  not  that  be  accomplished  by  providing  a 
certain  minimum  of  clear  passageway  or  aisles  leading  to  the 
exits?  A«  That  is  absolutely  essential;  I  think  that  is  neces- 
sarily a  part  of  the  regulation  that  ought  to  be  introduced. 

Q.  But  is  it  necessary  to  go  to  the  other  extreme  according  to 
the  amount  of  unencumbered  space?  A.  Yes,  because  there  is 
a  large  part  of  the  space  occupied  by  the  operators  themselves 
between  the  machines,  if  the  machines  are  crowded  too  closely 
together  reducing  the  amount  of  floor  space,  even  though  you 
have  an  ample  aisle  running  the  whole  length  of  the  room,  your 
operators  have  to  work  their  way  out  between  those  machines  to 
those  aisles  into  those  exit  passageways,  and  unless  there  is  some 
limitation  as  to  the  total  square  feet  there  will  always  be  a 
tendency  to  crowd  between  the  aisles,  to  crowd  the  machines  up 
and  crowd  the  operators  between  the  machines,  and  then  you  have 
the  possibility  of  panic  and  of  accident. 

Q.  That  can  be  remedied  by  the  proper  spacing  of  machinery, 
can  it  not,  Professor?  A.  Yes,  that  can  be  remedied,  but  it 
seems  to  me  that  the  simplest  way  of  formulating  that  is  to  put 
it  on  the  basis  of  unoccupied  space. 

17 
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Q.  It  might  be  a  hardship  on  the  people  in  some  particular 
industries  where  a  great  many  machines  are  required  ?  A.  Well, 
they  would  certainly  have  a  minimum  of  floor  space,  but  that  is 
what  it  amounts  to ;  that  is  what  it  comes  to. 

Q.  Would  you  recommend,  Professor,  that  the  number  of 
people  employed  in  buildings  should  be  less  in  proportion  to  the 
height  of  the  establishment  or  as  you  go  up  a  building  ?  A.  I  have 
not  yet  formulated  any  idea  on  that  subject  and  I  would  prefer 
not  to  answer  that  question.  I  am  not  prepared  to  say  whether 
with  proper  construction,  and  with  proper  reform  in  the  con- 
struction and  planning,  and  restriction  of  operatives  per  square 
foot  of  unencumbered  floor  space,  any  further  restrictions  as  to 
the  number  of  stories  would  be  necessary. 

Q.  I  am  not  referring  to  restrictions  of  manufacturing  alto- 
gether in  the  upper  stories  of  a  loft  building.    A.  No. 

Q.  I  want  simply  to  ask  whether  in  your  opinion  there  ought 
to  be  fewer  employees  permitted  in  the  upper  stories  of  a  loft 
building?  A.  It  seems  to  me  the  number  of  employees  per- 
mitted on  floors  depends  upon  the  adequacy  of  the  provision  for 
exits,  and  the  protection  of  buildings  against  the  danger  of  fire, 
and  I  do  not  at  the  present  see  why  the  restrictions  should  follow 
with  the  number  of  stories  unless  it  be  proved  that  the  safety 
of  the  operatives  is  diminished.  Now,  if  reformed  methods  of 
planning  and  construction  are  carried  out,  including  one  pro- 
vision that  I  have  inserted  in  that  memorandum  there  —  I  would 
like  to  speak  about  it  just  a  moment  —  it  seems  to  me  that  it 
would  remove  the  necessity  of  any  restriction  of  the  population 
of  stories,  with  reference  to  the  number  of  stories.  Now,  that 
provision  is  simply  this,  that  the  greater  the  number  of  stories, 
the  greater  should  be  the  number  and  area  of  the  stairways  in 
the  lower  stories.  And  that  is  substantially  the  principle  that 
is  recognized,  so  far  as  I  know  in  only  one  class  of  buildings  in 
the  cities  to-day,  and  that  is  theatres.  The  greater  the  number 
of  galleries  that  have  to  be  served,  and  the  greater  the  number 
of  people  in  the  building,  the  greater  is  the  number  and  the  area 
of  the  stairways  in  any  theatre  or  place  of  public  entertainment. 
And  that  is  definitely  prescribed  by  law.  It  seems  to  me  the 
same  principle  should  obtain  in  factory  buildings  for  this  reason. 
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that  even  with  the  division  by  fire  walls,  there  is  possibility,  as 
has  been  suggested,  of  a  panic,  or  fire  on  both  sides  of  the  divi- 
sion—  that  is  to  say,  the  necessity  of  emptying  the  entire  build- 
ing in  a  short  space  of  time,  and  in  order  to  do  that,  since  each 
lower  stairway  has  got  to  receive  the  whole  population  of  the 
stairways  above,  the  greater  the  number  of  the  stories  above,  the 
greater  should  be  the  area  of  the  stairs.  But  as  the  reform  will 
necessitate  legislation,  that  will  of  course  have  to  be  very  care- 
fully studied,  whether  the  increase  should  be  in  so  many  feet  of 
width  and  so  many  staircases  every  six  stories  for  every  six 
stories  added  or  whether  it  should  be  a  sliding  scale  for  the  first 
six,  the  next  four  and  the  next  two  of  successive  stories,  all  those 
details  would  have  to  be  carefully  studied  by  experts. 

Q.  Do  you  find  the  tendency,  Professor,  to  be  to  place  less 
reliance  on  the  outside  fire-escape  ?    A.  Yes,  I  think  so. 

Miss  Dbeieb:  It  has  been  suggested  here,  I  think,  that  we 
prohibit  manufacturing  being  carried  on  in  these  loft  buildings 
above  a  certain  story. 

The  Witnbsb:  Yes. 

Miss  Dbeier  :  What  do  you  think  of  that  ? 

The  Witness  :  I  think  under  the  present  conditions  that  is  de- 
sirable and  in  some  cases  essential,  but  I  was  speaking  in  con- 
nection with  the  question  of  the  number  of  employees  or  of  oc- 
cupants  of  the  upper  stories,  that  if  all  these  other  safeguards 
were  adopted,  it  would  make  comparatively  little  difference  in 
which  story  a  manufacturing  industry  was  carried  on. 

Miss  Dbeieb:  It  would  take  an  awful  lot  of  space,  wouldn't 
it,  to  have  the  floor,  I  mean  the  staircase 

The  Witness  :  Ah,  there,  I  think  you  have  the  element  which 
my  suggestion  would  bring  in.  It  would  gradually  result  auto- 
matically in  curtailing  and  finally  in  terminating  the  carrying 
on  of  crowded  manufacturing  industries  in  very  high  stories,  or 
in  a  building  of  excessively  high  lofts,  so  that  then  tall  buildings 
would  only  be  mostly  office  buildings  and  not  miscellaneous  loft 
buildings.     And  perhaps  I  might  say  that  was  a  sort  of  trump 
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card  up  the  sleeve  of  that  proposition.  It  seems  to  me  that  if 
these  provisions  were  deemed  to  be  necessary  for  the  safeguard- 
ing of  human  life  and  provisions  of  that  sort  were  adopted  and 
carried  out,  that  the  result  would  be,  from  purely  economic  cotk- 
siderations,  that  the  crowding  of  large  numbers  of  operators  with 
machinery  would  cease  in  the  upper  floors  of  loft  buildings,  and 
they  would  have  to  be  given  up  to  such  occupations  as  studios 
and  of&ces  and  engraving  concerns  and  artist  work,  and  things 
of  that  sort,  and  not  to  machinery  or  to  what  we  call  ordinarily 
manufacturing. 

Q.  If  you  put  a  fire  wall  with  the  smoke-proof  tower  on  either 
side  of  the  building  you  would  not  care  very  much  if  the  capacity 

of  that  smoke-proof  tower  were  made A.  I  think  that  would 

be  of  course  a  great  improvement  over  the  simple  existence  of  a 
single  smoke-proof  tower  in  a  building,  because  that  condition 
that  obtains  which  I  spoke  of,  the  congestion  of  landings  and 
staircases.  Now,  a  smoke-proof  exit  or  landing  is  very  limited 
in  are^a,  and  safety  is  not  reached  until  you  have  got  within  the 
smoke-proof  tower,  and  I  do  not  think,  myself,  that  the  smoke- 
proof  door  would  become  a  necessity  with  the  fire  wall,  and  that 
just  an  ordinary  open  staircase,  fireproof  as  some  of  them  would 
be,  would  be  a  great  deal  more  safe  thani  a  smoke-proof  tower. 

Mr.  Shientao:  Any  further  questiona? 

The  Chairman:  No.  Thank  you  very  much.  The  Commis- 
sion will  adjourn  now  or  take  recess  to  meet  at  2 :30  in  the  room 
now  used  by  the  Board  of  Estimate  and  Apportionment. 

Adjourned  to  2:30  p.m. 


The  Chairman  :  The  Commission  will  come  to  order. 
Mr.  Shientag:  Mr.  Conkling,  will  you  take  the  stand? 

Alfred  R.  Conkling,  called  and  sworn,  testified  as  follows : 
Examination  by  Mr.  Shientag  : 

Q.  Mr.  Conkling,  in  what  capacity  do  you  appear  before  the 
Oommiesiou  this  afternoon)    A*  As  the  owner  of  factories^  at 
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least  garment  workers,  in  regard  to  smoking  and  to  fire  drills  in 
factories. 

Q.  The  Commission  will  be  very  glad  to  hear  your  views  on 
those  two  matters ;  first,  with  reference  to  smoking,  do  you  think 
that  smoking  should  be  made  a  crime  ?  A.  Smoking  in  factories 
and  manufacturing  establishments? 

Q.  Yes,  smoking  in  factories  and  manufacturing  establish- 
ments. A.  I  do;  I  think  the  smoker  should  be  the  guilty  man, 
and  not  the  owner  or  employer. 

Q.  Not  under  any  circumstances,  Mr.  Conkling?  Suppose  the 
owner  or  employer  sees  the  smoking  and  takes  no  steps  to  prevent 
it?    A.  I  will  tell  you  my  own  experience. 

Q.  We  would  be  very  glad  to  hear  th-at  from  you,  Mr.  Conkling. 
A.  I  have  a  factory  about  half  a  mile  south  of  that  ill-fated  Wash- 
ington place  building.  After  the  fire  I  went  to  my  building 
and  had  the  words  ^^"So  Smoking"  in  large  letters  on  the  wall 
of  the  lower  hall  and  again  on  the  floors,  written  in  black  letters 
on  white  ground.  I  asked  the  tenants  to  put  up  the  sign  ^^No 
Smoking"  on  all  floors,  which  they  did.  I  talked  with  the 
tenants  about  it,  speaking  about  some  cigars  there,  and  in  spite 
of  that  there  was  a  fire  there  about  July  5th,  at  five  minutes 
past  six.    The  damage  was  small  and  no  one  was  injured. 

I  then  went  up  to  the  flourth  floor,  the  guilty  tenant,  and 
scolded  him  for  smoking.  He  says,  "  The  boys  will  smoke." 
Burnt  cigarettes  on  the  floor,  empty  boxes  of  cigarettes  and  burnt 
matches.  Now,  you  ask  if  I  would  make  the  misdemeanor  apply 
to  the  employer  who  lets  the  operatives  smoke  in  his  presence.  I 
must  take  time  on  that.  I  cannot  decide  that  with  such  short 
notice. 

Q.  But  you  do  believe  in  making  smoking  in  a  factory  or 
manufacturing  establishment  a  misdeameanor  t     A.  Absolutely. 

By  the  Chaibman: 

Q.  Suppose  the  statute  read,  if  an  owner  permitted  smoking  to 
go  on.  That  means  that  he  had  knowledge  of  the  smoking  and 
that  would  be  a  misdemeanor.  A.  Yes,  sir ;  but  that  is — imagine 
a  factory  of  five  hundred  employees  on  two  fioors ;  one  lessee,  one 
employer,  John  Smith  &  Company.    The  man  is  out  part  of  the 
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day ;  he  may  be  sick  or  be  out  of  town ;  may  be  in  his  office  writing. 
He  cannot  watch  more  than  perhaps  thirty  or  forty  employees. 

Q.  Yon  could  not  convict  him,  then  ?    A.  No,  sir. 

Q.  You  could  not  convict  him  if  the  statute  read  that  if  he 
permitted  smoking  to  go  on.  You  would  certainly  have  to  prove 
then  that  he  had  knowledge  of  the  smoking;  the  same  as  they  do 

now  in A.  Let  me  go  back  to  my  own  factory.    The  same 

man  said  to  me  the  other  day,  '^  They  must  smoke."  It  has  a 
solacing  or  soothing  effects 

Q.  The  same  as  cocaine?  A.  Yes,  sir.  They  must  smoke  it. 
The  floors  are  full  of  linen,  muslin  and  other  scraps.  But  sup- 
pose I  had  a  piano  factory  and  there  were  perhaps  two  inches  of 
shavings  on  the  floor.  I  think  I  would  make  it  a  felony,  rather 
than  a  misdemeanor,  to  smoke  in  that  factory. 

Q.  Why  shouldn't  the  employer  be  held  for  actions  of  his  em- 
ployees, if  he  has  knowledge  of  those  actions  and  acts?  A.  At 
common  law,  yes, 

Q.  No,  as  a  practical  matter.  We  want  to  look  at  it  prac- 
tically.    A.  I  am  afraid  we  could  not  pass  a  law  of  that  kind. 

By  Miss  Dbeieb: 

Q.  What  would  you  do  with  the  employer  who  smoked  in  spite 
of  the  fact  that  he  had  a  sign  out,  "  No  Smoking  "  ?  A.  I  have 
seen  them  do  so.    Such  a  person  I  would  blackguard  and  abuse. 

By  Mr.  Shusntao: 

Q.  You  would  punish  him?  A.  I  say  the  guilty  man  should 
be  punished,  exactly,  even  if  he  is  the  lessee,  if  he  smokes;  why 
certainly.  I  meant  the  person  guilty  of  smoking,  whether  em- 
ployee, operative,  elevator  man  or  cleaner  or  lessee  or  what  not, 
or  the  bookkeeper  or  anybody  in  the  factory. 

Q.  You  would  recommend  that  anybody  who  smoked  in  a 
factory  be  punished,  but  you  would  not  go  so  far  as  to  say  that 
anybody  who  knowingly  permitted  smoking  to  be  carried  on  in  a 
factory  should  be  punished?  A.  I  can't  convince  myself  at  this 
moment  that  that  would  be  a  fair  law. 
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By  tke  Chaibman: 

Q.  They  have  it  now  in  the  excise  law.  A  liquor  dealer  who 
knowingly  permits  gambling  to  go  on  on  his  premises  forfeits  his 
certificate  and  can't  do  business  for  one  year.  A.  I  think  the 
cases  are  not  parallel. 

By  Mr.  Shieittao: 

Q.  What  is  the  difference?  A.  Because  smoking  is  an  act  of  a 
"minute.  Gambling  may  be  an  hour  or  all  night.  There  are  the 
table  and  the  cards. 

Q.  But  you  would  have  to  show  under  the  statute,  which  Sen- 
ator Wagner  suggested,  that  the  employer  had  knowledge  of  that 
smoking  ? 

The  Chaibman:  Yes,  in  spite  of  that  knowledge,  permitted 
them  to  go  on? 

The  Witness:  This  is  the  first  time  that  has  been  called  to 
my  attention.  I  am  a  lawyer.  I  have  been  in  the  Legislature. 
1  would  be  glad  to  answer  that  question  after  reflection.  I  will 
submit  a  brief  to  you,  if  that  is  satisfactory  to  you. 

The  Chaibman:  Thank  you  very  much. 

The  Witness  :  If  you  will  allow  me  to  do  that,  I  will  do  so. 

By  Mr.  Shibntao: 

Q.  We  would  like  to  hear  your  views  on  the  subject  of  fire 
drills  in  manufacturing  establishments.  A.  I  got  interested  in 
that  subject  after  the  Washington  Place  fire  last  March.  I  went 
through  the  factories  which  I  owned  and  put  in  fire  axes  on  every 
floor  and  one  of  them  that  I  owned,  the  next  building,  about 
thirty  feet  away,  I  put  in  ropes  like  in  the  hotels,  from  the  win- 
dows. I  tried  to  get  a  fire  drill.  I  got  the  names  of  several 
principals  of  the  public  schools  and  offered  to  pay  them,  with  the 
price  of  cab,  on  Saturday,  to  meet  the  employees  of  the  buildings 
which  I  owned.    I  could  not  do  it.    They  were  too  busy.    I  got 
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the  names  of  four  or  five  principals  and  it  was  the  old  stoiy,  they 
were  too  husy. 

I  then  thought  about  employing  exempt  firemen  to  teach  the  fire 
drilly  and  I  think  that  is  practicable,  to  have  a  sort  of  auxiliary 
force  or  rather  a  bureau  of  fire  prevention  in  the  Fire  Depart- 
menty  to  put  on  the  exempt  firemen,  experienced  men. 

The  CKATTtMAW :  Betired  firemen ? 

The  WiTNEfls :  I  think  that  is  the  title,  "  Exempt  Firemen's 
Association."  I  have  —  that  is  the  title,  by  Harry  Howard.  Of 
course,  he  is  dead  now.  I  thought  it  would  be  wise  to  have 
exempt  firemen,  even  old  volunteer  firemen,  to  teach  the  fire  drill. 
They  are  men  of  years,  they  are  patient,  unlike  young  men  and 
young  women,  and  I  think  it  would  be  wise  to  have  them  teach 
the  employees  at  the  factories. 

But  I  want  to  emphasize  the  fact  that  all  fire  drills  and  fire 
prevention  laws  in  the  world  would  be  of  no  use  if  the  working 
men  and  working  women  will  lose  their  heads. 

I  come  back  and  will  start  with  the  Washington  Street  place. 
Yesterday  I  talked  with  a  friend  of  mine  who  saw  the  fire.  He 
lives  around  the  corner.  He  told  me  that  before  the  smoke  came 
out  of  the  windows  about  sixty  women  jumped  from  the  upper 
floors,  the  eighth  and  ninth  floors;  some  before  the  Fire  Depart- 
ment came  and  some  afterwards,  when  it  was  not  necessary.  Now 
there  was  no  fire-escape  there  on  the  front  of  the  building.  The 
firemen  came  with  their  nets.  They  jumped  six  at  a  time  into 
the  net  and  the  firemen  fell  forward,  and  they  were  killed. 

Now,  we  must  begin  with  the  habits  of  the  working  man,  the 
working  people  in  this  city,  especially  the  working  girls,  and 
the  fire  drill  will  be  of  no  use,  if  they  lose  their  heads. 

On  information  and  belief  I  read  that  in  two  minutes  you  can 
empty  a  school  of  two  thousand  children,  by  the  fire  drill.  To 
this  end,  I  have  got  a  copy  of  an  ordinance  here,  for  we^y 
fire  drills,  etc  It  was  handed  by  a  representative  of  the  New 
York  Federation  of  Women's  Clubs  to  Alderman  Dowling,  leader 
of  the  Board  of  Aldermen  a  year  ago  last  May.  It  never  passed. 
I  think  it  was  not  even  introduced,  and  I  hand  that  to  the  counsel 
as  an  exhibit* 


Alfbbd  R.  Conxlih*.  621 

By  Mr.  Shixktag: 

Q.  I^t  me  ask  jou,  do  jou  think  it  practicable  to  have  a  so- 
called  co-operative  fire  drill  for  different  and  independent  estab- 
lishments in  one  loft  building?    A.  (No  response.) 

Q.  Take  the  ordinary  modem  loft  building  where  you  have 
perhaps  ten  or  fifteen  manufacturing  establishments,  owned  by 
different  proprietors.  What  sort  of  fire  drill  would  you  compel 
in  an  establishment  of  that  kind  ?    A.  The  school  fire  drill. 

Q.  Welly  the  school  fire  drill  relates  to  one  organization.  Here 
you  have  ten  or  fifteen  different  organizations.  A.  And  in 
different  kinds  of  business. 

Q.  Pardon  me,  different  kinds  of  business ;  different  kinds  of 
employees ;  different  nationalities  and  of  different  habits.  A.  And 
some  cannot  speak  English. 

Q.  What  would  be  your  suggestion  as  to  a  practical  fire  drill  in 
a  building  of  that  kind ;  have  you  given  the  matter  any  thought  t 
A.  Well,  my  idea  was  to  have  a  fire  drill  on  every  loft  once  a 
month. 

Q.  Separately  or  part  of  one  complete  uniform  fire  drill  for 
the  whole  building?    A.  On  every  floor. 

Q.  Separate?  A.  Yes,  sir.  For  instance,  on  fifteen  floors, 
that  would,  of  course,  take  say  half  an  hour  for  a  drill.  That 
would  be  fifteen  times  half  an  hour,  and  you  would  have  to  have 
it  in  the  lunch  hour,  because  the  tenant  or  proprietor  would  object 
very  much,  in  my  opinion,  to  stopping  work,  stopping  the 
machinery,  stopping  the  whole  thing  for  the  fire  drill  during 
business  hours.  So  the  lunch  hour  would  be  the  time,  between 
twelve  and  one. 

Q.  And  you  think  it  would  be  practicable  to  have  a  separate, 
independent  fire  drill  for  different  establishments  in  one  loft. 
Do  you  think  that  would  accomplish  its  purpose,  whidi  is  empty- 
ing the  building  in  the  shortest  possible  time  ?  A.  Well,  I  have 
not  gotten  to  the  point  of  having  all  the  details  of  the  building, 
but  something  like  a  fire  drill  at  sea,  where  they  sound  the  alarm 
with  a  bell,  and  then  they  line  up  in  different  groups,  etc.,  and 
they  start  the  hose  and  play  the  water  on  the  sea.  They  don't 
want  the  boat  filled  with  passengers.  I  would  go  through  most 
of  the  flre  drill.    I  would  not  empty  them  once  a  month,  but  I 
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would  have  them  march  to  the  front  or  rear  staircase  and  to  the 
elevator.  Of  course,  that  is  a  matter  of  detail  which  could  be 
very  easily  carried  out  in  practice. 

I  want  to  say  now,  come  back  to  my  own  factory.  I  went 
there  and  spoke  about  a  fire  drill.  They  said  yes,  they  would 
allow  it  in  the  lunch  hour.  Then  I  wanted  to  have  a  friend  go 
with  me  and  a  fireman  and  I  kept  putting  it  off,  and  it 
occurred  to  me  that  with  the  young  working  girls  that  they  might 
be  huddled  together  and  hurt  themselves,  in  going  down  either 
the  front  staircase  or  the  rear  staircase  or  the  fire-escape  or  the 
elevator,  and  that  I  might  be  blamed  for  such  an  accident,  in  case 
of  the  sudden  cry  of  fire  at  midday  there,  which  might  disconcert 
them  so  as  to  turn  out  badly. 

Q.  You  would  not  want  to  introduce  a  fire  drill  that  way.  Toii 
would  want  to  teach  them  what  to  do  first  ?  A.  I  was  trying  to  ex- 
plain what  time  it  would  take  to  empty  the  building.  I  didn't 
mean  a  fire  drill.  But  I  meant  to  give  the  alarm  of  fire  and  see 
how  long  it  would  take  to  empty  the  building  without  a  fire 
drill,  which,  I  think,  would  be  about  one  minute.  Now,  there 
is  a  fire  engine  house  on  the  next  block  to  me,  and  I  think  I 
could  have  it  there  in  two  minutes.  It  is  a  comer  build- 
ing. My  idea  was  to  experiment  and  give  this  Committee  an  idea 
of  how  long  it  would  take  to  empty  a  building  with  perhaps  fifteen 
to  twenty-five  women  on  a  floor ;  which  I  think  is  about  a  minute 
and  a  half,  by  way  of  the  front  and  rear  staircases,  the  elevator 
and  the  fire-escape  balcony,  about  twenty  feet  wide. 

Q.  You  would  make  fire  drills  mandatory  in  all  factories  and 
manufacturing  establishments?  A.  I  am  inclined  to  recommend 
that  as  a  beginning.  It  will  be  a  matter,  of  course,  of  a  great 
deal  of  work  to  get  a  good  factory  law.  It  took  twenty-five  years 
to  pass  the  pure  food  law  in  the  federal  government,  and  it  will 
take  a  great  many  years  to  get  the  factory  law  which  eventually 
this  Commission  would  recommend.  You  can^t  get  it  in  one  year. 
You  can^t  pass  a  drastic  law  this  coming  winter.  You  must  pass 
the  laws  as  they  come. 

Q.  What  sort  of  mandatory  fire  drill  requirement  would  yon 
recommend?  A.  Similar  to  an  ordinance  which  I  handed  in. 
The  bill  prepared  by  Assemblyman  Brooks,  319-1430,  profviding 
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for  mandatory  fire  drills  in  all  factories  except  those  of  one  story, 
and  employing  more  than  fifty  people.  If  counsel  will  write  to 
Albany  he  will  get  a  copy  of  the  bill,  Assemblyman  Brooks, 
319-1430,  concerning  fire  drills,  an  amendment  to  the  Labor  Law. 
I  submit  that  to  the  Committee  without  recommendation. 

Q.  Without  recommendation?     A.  The  bill  speaks  for  itself. 

Q.  Do  you  recommend  the  bill?     A.  With  some  amendment. 

Q.  What  amendment  ?  Will  you  write  to  the  Commission  and 
let  11.^  know?    A.  I  will  communicate  with  the  Commission. 

Q.  Is  there  anything  further  you  care  to  tell  the  Commission  ? 
A.  Only  smoking  in  factories  and  fire  drills. 

Q.  You  think  those  are  two  matters  of  prime  importance  to 
call  to  the  Committee's  attention?  A.  Yes,  I  have  studied  those 
things  carefully,  but  am  not  prepared  to  make  suggestions  on 
other  matters  before  the  Commission. 

(Witness  excused.) 

W.  GiLMAN  Thompson,  was  called  as  a  witness  and  being 
duly  sworn,  testified  as  follows : 

Examination  by  Mr.  Shientao: 

Q.  Doctor,  with  what  university  are  you  connected  ?  A.  Pro- 
fessor of  Medicine  in  Cornell  University  Medical  College. 

Q.  Are  you  connected  with  BeUevue  Hospital?     A.  Yes. 

Q.  In  what  capacity  ?  A.  I  have  been  visiting  physician  there 
for  a  number  of  years* 

Q.  How  long  have  you  occupied  the  diair,  Professor,  of  Medi- 
cine of  Cornell  Medical  College?  A.  Since  the  school  was 
founded,  about  twelve  years. 

Q.  How  long  have  you  been  a  practicing  physician  in  this  city. 
Doctor?    A.  Since  1881. 

Q.  Have  you  given  any  special  study  to  the  subject  of  occupa- 
tional diseases  or  poisoning?     A.  I  have. 

Q.  Will  you  tell  the  Commission  in  a  general  way  what  that 
speeial  study  has  been  ?    A.  It  has  consisted  of  the  study  of  cases 
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which  have  oome  before  me  in  the  dispensaries  and  hospitals  with 
which  I  am  or  have  been  connected,  in  reading  and  lecturing  on 
the  subject  of  hygiene. 

Q.  How  many  cases  of  industrial  poisoning,  or  diseases, 
approximately,  have  come  under  your  observation  since  you  began 
the  practice  of  medicine^  in  a  general  way  ?  A.  Several  hundred. 
I  can  state  specifically  the  number  of  cases  we  recently  had,  in 
my  clinic,  in  Cornell  and  in  Bellevue  HospitaL 

Q.  We  would  be  very  glad  to  have  that.  Doctor.  A.  I  brought 
the  memorandum.  During  the  last  eight  years  there  have  beea 
recorded  in  Bellevue  Hospital  among  cases  of  acute  lead  poisoning 
27,  chronic  lead  poisoning  164;  and  in  the  Cornell  Medicine  Col- 
lege Dispensary  three  acute  cases,  forty-eight  chronic  cases  of 
lead  poisoning.  Total  288  cases  of  lead  poisoning  in  two  institu- 
tions within  a  few  years. 

Q.  That  is  just  one  form  of  occupational  poisoning?  A.  Yes. 
There  is  a  further  memorandum  of  other  metal  poison  cases, 
showing  a  very  great  preponderance  of  lead  cases  above  the  others. 
May  I  submit  that  to  be  put  in  the  testimony  ? 

(Paper  received  and  marked  in  evidence  as  Exihit  No. 
1  of  November  16,  1911,) 

Q.  Bellevue  Hospital  has  no  special  clinic  for  occupational 
diseases,  has  itt    A.  There*  is  none  in  the  city. 

Q.  Will  you  tell  the  Commission,  Doctor,  just  what  an 
occupational  poison  is;  what  an  occupational  disease  is,  and  the 
distinction  between  the  t^o,  in  a  general  way,  and  without  being 
purely  technical?  A.  Well,  an  occupational  disease  may  arise 
from  poisoning  by  some  deleterious  substance,  or  it  may  arise  from 
undesirable  surroundings  and  conditions  of  environment. 

Q.  What  are  some  examples  ?  A.  CaissicMi  disease,  for  example, 
arises  from  environment,  rather  than  from  any  deleterious  sub- 
stance. It  arises  from  the  modified  conditions  of  air  pressure 
under  which  the  operator  labors,  whereas  all  occupational  poisons 
are  distinctly  due  to  some  form  of  deleterious  substance.  They 
are  classified  and  subdivided.  I  would  submit,  if  I  may,  in 
evidence  such  a  classification. 
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Mr.  Shiehtao:  We  will  be  veiy  ^d  to  have  that 

(For  this  chissificatiim,  see  Appendix  IX  in  Volume  I  of  the 
Report) 

The  WiTKsss:  It  is  a  working  basis  from  the  clinical  stand- 
point of  ooenpation  diseases  as  they  are  commonly  understood  in 
medical  practice. 

Q.  How  many  di£Ferent  kinds  of  occupational  poisons  are 
there?  A.  I  can't  answer  that  question  unless  you  make 
it  more  specific  150  occupations  at  least  give  rise  to  lead 
poisoning;  127  cases  of  arsenic  poison;  and  there  is  quite  a  list 
of  other  deleterious  substances  that  occasi<Mially  give  instances  of 
poisons,  such  as  mercury. 

Q.  Will  you  U3l  the  Commission  some  of  the  industries  that 
are  affected  t    A.  There  is  a  very  long  list 

Q.  Just  mention  some  of  them.  Doctor,  that  is  of  the  City  of 
New  York.    A.  It  is  all  set  forth  here  very  fully. 

Q.  Can  you  mention  names  of  some  common  industries 
affected?  A.  Mercury,  mercurial  poisons;  lead  poisons  the 
work  is  in  the  production  of  white  lead,  red  lead,  painters, 
plumbers,  typesetters,  a  very  long  list  With  arsenic,  there  are 
the  workers  in  feathers,  furs,  dyestuffs,  wall  paper,  poisoning 
occurs  among  them  from  a  pigment  oontaining  arsenic. 

There  are,  in  addition,  a  very  large  number  of  occupation 
diseases,  sooalled,  due  to  the  inhalation  of  dust,  such  as  occur 
among  knife  grinders,  stone  cutters  and  diamond  cutters,  users  of 
emery;  plaster. 

Q.  Leading  to  industrial  diseases?  A.  Leading  to  a  variety 
of  diseases.  There  is  also  a  list  of  those  which  I  have  submitted 
here,  to  save  your  time. 

Q.  Will  you  give  the  Commission  a  description  of  some  typical 
case  of  occupational  poison  that  has  come  under  your  observation 
tecently?  A.  I  saw  a  young  boy  a  few  days  ago  in  my  clinic 
who  had  a  very  marked  case  of  lead  poisoning,  resulting  in  en- 
largement of  heart  and  a  serious  disease  of  the  blood  vessels.  He 
could  not  have  acquired  that  at  his  age, — ^he  was  twenty-three, 
unless  through  some  chronic  poison. 
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On  iuvefltigation  I  found  tliat  for  three  years  he  had  been  a 
painter's  helper  and  had  handled  white  lead.  His  health  was 
absolutely  gone.  He  was  unable  to  work  any  longer  and  he  could 
not  live  more  than  a  year  or  two.  Cases  of  that  type  in  my 
experience  are  not  uncommon. 

I  saw  a  case  of  lead  poisoning  the  other  week  in  my  clinic; 
I  see  cases  of  varying  degrees. 

Q.  Can  you  tell  the  Commission  of  any  typical  case  of  arsenic 
poisoning  in  the  feather  industry  that  has  come  under  your 
observation;  the  feather  industry  is  an  industry  in  which  a  great 
many  women  are  employed,  isn't  that  true.  Doctor  ?  A.  Yes.  I 
ean't  definitely  refer  to  such  a  case  without  looking  at  my 
memorandum. 

Q.  Will  you  describe  to  the  Commission  in  a  general  way  what 
arsenic  poisoning  is,  and  how  it  affects  the  sufferer.  A.  Arsenic 
poisoning  affects  the  digestion,  causing  various  forms  of  chronic 
intestinal  disorder.  It  is  very  irritating  to  the  lungs  and  it  par- 
ticularly acts  upon  the  general  nervous  system,  giving  rise  to  what 
is  medically  known  as  arsenic  neuritis,  chronic  inflammation  of 
nerves,  resulting  in  painful  affections,  and  frequently  paralysis. 
The  symptoms  are  not  unlike  those  of  lead  poisoning. 

Q.  Have  any  cases  in  which  women  were  subject  to  these 
poisonings  come  under  your  observation.  Doctor  ?  A.  I  have  not 
seen  nearly  as  many  women  as  men. 

Q.  But  there  are  a  great  many  women  that  suffer  from  these 
occupational  poison  diseases  that  you  mention!  A.  A  great 
many  such  cases  are  reported  in  the  medical  literature. 

Q.  In  what  industries  are  such  cases  common,  other  than  the 
artificial  feather  industry  ?  A.  You  mean  as  to  arsenic  poison  or 
poisoning  in  general  ? 

Q.  In  all  the  poisons  that  affect  women.  A.  Women  are  less 
employed  in  the  lead  industries  in  this  country  than  abroad,  but 
women  are  much  more  susceptible  to  lead  poison  than  men.  They 
are  more  seriously  affected  by  lead  as  a  rule  and  are  earlier 
afftjcted  than  are  men  workers  in  the  same  industry. 

Q.  All  these  poisons,  of  course,  materially  shorten  the  lives  of 
sufferers?  A.  They  do,  either  directly  or  so  injure  their  health 
as  to  make  them  very  susceptible  to  serious  diseases  like  tubercu- 
losis or  pneumonia. 
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Q.  What  is  the  extent  of  industrial  consumption  among  factory 
cuijJoyees,  so  far  as  you  know,  is  it  very  widespread?  A.  I  have 
not  made  a  special  investigation  of  that.  I  would  rather  not 
answer,  because  I  cannot  be  very  definite  about  it.  My  belief  is 
it  is  very  widespread. 

Q.  Can  you  tell  the  Commission  what  recommendations  you 
^onld  make  to  prevent  and  check  occupational  poisoning  diseases? 
A.  The  first  thing  is  to  agree  upon  the  nomenclature  classification, 
90  that  different  investigators  will  gather  statistics  which  can  be 
compnred  with  each  other.  For  example,  the  United  States 
Census  in  requiring  reports  of  occupational  diseases  makes  no 
mention  of  caisson  disease  that  has  recently  beoome  a  disease 
oecor  ling  to  the  New  York  State  law,  which  is  reportable  by 
physicians. 

The  first  step,  therefore,  is  to  agree  upon  a  classification  and 
the  general  limitations  of  the  subject.  I  should  say  the  second  step 
was  to  promote  a  wider  interest  and  information  among  physicians 
^%'ho  (Iral  especially  with  occupational  diseases  in  large  dispen- 
saries in  large  cities. 

Q.  How  can  that  co-operation  among  physicians  be  thus  brought 
about?.  A.  We  have  only  lately  received  a  circular  from  the 
State  Labor  Commissioner  requiring  the  report  of  a  few 
occupational  diseases. 

Q.  That  is  under  a  recent  amendment  to  the  Labor  Law? 
A.  Yes,  within  a  few  days.  I  would  suggest  that  such  a  circular 
be  supplemented  by  a  more  detailed  report  to  physicians,  giv- 
ing information  as  to  what  the  chief  occupational  diseases  are, 
and  the  chief  deleterious  substances  are,  and  their  interest  should 
be  stimulated  in  that  way. 

In  other  words,  I  think  voluntary  reporting  by  a  few  men  who 
know  the  subject,  and  who  know  how  to  deal  with  it,  will  result 
in  obtaining  much  more  valuable  suggestions  than  a  more  wide- 
spread reporting  which  often  leads  to  error.  Patients  often  don't 
give  their  own  occupation  correctly.  If  a  physician  is  not  familiar 
with  the  deleterious  substance  that  causes  various  x>oisons,  the 
whole  matter  may  be  overlooked  or  wrongly  classified. 

Assuming,  of  course,  that  physicians  do  their  full  duty  to  their 
patients  and  to  the  State,  you  would  recommend  the  cortipulsory 
reporting  of  all  such  industrial  poisonous  difea^es,  wo'ilrl  you  not, 
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Doctor?  A.  Yes.  I  think  they  ought  to  report  to  the  State 
Board  of  Health  rather  than  to  the  Bureau  of  Labor,  for  the 
reason  that  physicians  are  more  in  the  habit  of  working  with  the 
Health  Board,  and  co-operating  with  them.  They  are  already 
obliged  to  do  it  in  regard  to  contagious  diseases,  in  regard  to  vital 
statistics  of  birth  and  deaths,  and  so  on,  and  it  would  be  a  more 
natural  means  of  securing  co-operation. 

Q,  Have  you  prepared,  Doctor,  a  uniform  blank  for  reporting 
occupational  poisoning  diseases?  A.  I  have  for  use  in  my 
personal  practice,  and  I  will  present  a  copy  here. 

Q.  Do  you  believe  there  should  be  a  Bureau  of  Medical 
Inspection  of  the  State  Department  of  Labor  ?  You  know  at  present 
they  have  only  one  medical  inspector  for  the  entire  State  of  New 
York,  Dr.  Rogers?  A.  I  should  like  to  see  better  data  first 
collected  before  basing  a  definite  opinion  in  that  matter.  The 
whole  subject  is  comparatively  new  in  this  country,  and  I  think 
the  first  thing  to  do  is  to  gather  statistical  information  before  we 
multiply  bureaus,  and  multiply  legislation. 

Q.  How  would  you  gather  that  statistical  information,  volun- 
tarily from  the  efforts  of  a  few  interested,  public-spirited 
physicians  ?  A.  I  think  so.  Let  me  give  you  a  concrete  examplef. 
A  member  of  our  medical  clinic  staff  has  made  the  best  report  on 
caisson  disease  extant,  covering  3,692  cases,  which  occurred  among 
the  10,000  operators  in  the  Pennsylvania  tubes,  to  which  he 
was  the  physician.  Now,  that  report,  made  by  a  single  expert  in 
that  disease,  contains  more  information  on  which  to  base  possible 
legislation  in  controlling  the  evils  of  that  disease  than  a  more 
general  and  widespread  compulsory  registration  of  such  unusual 
cases  as  might  be  seen  by  other  observers. 

Q.  DonH  you  think  it  would  be  advisable  for  the  State  Medical 
Bureau  to  make  systematic  investigations  from  time  to  time  of 
the  different  industries,  and  of  the  dangers  of  those  industries, 
and  of  the  precautions  that  should  be  taken  to  avoid  them  A.  It 
is  becoming  a  question  of  multiplying  bureaus.  We  have  a  State 
Board  of  Health.  To  my  mind,  the  logical  place  would  be  the 
State  Board  of  Health. 

Q.  You  think  the  medical  inspection  of  factories  should  be 
turned  over  to  the  State  Board  of  Health  rather  than  the  Depart- 
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ment  of  Labor?  A.  I  think  the  acquiring  of  data  should  be 
turned  over  to  the  Board  of  Health  on  which  to  base  legislation. 

Q.  What  would  you  think  of  having  an  unpaid  board  of  medi- 
cal advisers  interested,  of  public-spirited  physicians,  who  would 
perhaps  conduct  the  investigations,  and  advise  the  Commissioner 
of  Labor  concerning  the  formulation  of  rules  and  regulations? 
A.  If  you  can  get  anything  good  for  nothing,  it  is  a  good  plan. 

Q.  What  do  you  think  about  it  I  A.  I  should  think  that  was  a 
good  suggestion.  I  should  certainly  think  some  medical  advice 
in  issuing  such  circulars  as  the  medical  profession  have  recently, 
received  was  desirabla 

Q.  What  circulars  do  you  refer  to?  A.  I  refer  to  circulars 
received  from  the  Bureau  of  Labor  requiring  the  report  on  four 
metal  poisonings,  one  germ  disease,  and  a  caisson  disease,  to  the 
Bureau  of  Labor,  under  a  recent  Act  of  this  year. 

Q.  Were  these  reporting  blanks  adequate,  in  your  opinion? 
Did  they  cover  the  subject?  A«  In  my  opinion  they  weare  so 
inadequate  as  to  give  practically  no  information,  except  what 
could  be  obtained  from  the  city  directory.  There  is  no  mention 
of  the  patient's  age,  of  sex,  or  the  duration  of  the  period  at  which 
he  has  been  employed  in  the  particular  occupation,  and  in  many 
other  respects  there  is  a  lack  of  suggestion  and  data  that  would 
be  valuable. 

Q.  Well,  Doctor,  the  Oommission  is  very  much  interested  in 
ascertaining  the  opinion  of  experts  on  the  advisability  of  having 
such  an  unpaid  board  of  medical  advisers,  to  the  Commissioner 
of  Labor,  or  to  the  responsible  authority?  A.  I  should  be 
thoroughly  in  favor  of  it 

Q.  Do  you  bdieve.  Doctor,  there  should  be  a  physical  examin- 
ation of  some  kind  of  all  persons  engaged  in  dangerous  occupa- 
tions? A.  I  think  that  is  exceedingly  important,  to  stop  the 
probability  of  it 

Q.  Do  you  think  that  certain  people  are  more  susceptible  to 
those  poisonings  than  others?     A.  Of  course,  yes. 

Q.  Would  you  recommend  the  periodical  physical  examin- 
ation ?    A.  Certainly ;  that  is  the  only  way  to  obtain  any  results, 

I  think.  !  :\'^^\ 

Q.  In  what  industries,  particularly,  would  you  recommend  suoh 
compulsory  physical  examination?       A.  In  'all  the  larger  lead 
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industries;  in  all  the  industries  developing  poisonous  gases  and 
fumes,  and  industries  in  which  specially  irritating  dusts  are 
evolved. 

Q.  Have  you  given  any  consideration,  Doctor,  to  the  employ- 
ment of  children?     A.  No;  I  have  not 

Q.  In  manufacturing  establishments?     A.  None  whatever. 

Q.  Do  you  believe  there  ought  to  be  a  physical  examination 
of  children  from  time  to  time  up  to  a  certain  age?  A.  I  should 
include  them  certainly  in  the  general  medical  examination. 

Q.  In  all  industries,  I  mean  ?    A.  Yes,  sir. 

Q.  Are  there  any  other  suggestions  or  reconmiendations  that 
you  care  to  make  to  the  Commission,  including  the  prevention  of 
these  occupational  poisoning  diseases,  and  what  can  be  done  to 
check  them  ?  A.  I  think  the  ground  has  been  fairly  well  covered 
by  the  questions  you  have  asked. 

By  the  Chaibman: 

Q.  Doctor,  your  answers  have  been  mainly  on  the  question  of 
collecting  data,  so  as  to  get  the  experience,  I  suppose,  in  these 
different  occupational  diseases.  I  think  the  Commission  would 
like,  if  you  have  given  it  any  thought  at  all,  to  have  you  give  us 
some  practical  way  of  preventing  it  in  the  factory  by  means  of 
law ;  how  can  we  improve  the  conditions  in  the  factory  so  that  the 
workman  will  not  be  subject  to  these  diseases?  Have  you  given 
that  any  thought?  A.  It  is  comprised,  sir,  in  a  part  of  of  my 
answers,  if  I  may  put  them  together.  My  idea  is  that  a  periodical 
inspection  of  factories  known  to  have  certain  hazardous  trades,* 
which  we  at  present  all  know  of,  like  match  making,  making 
white  lead,  ete.,  in  such  occupations  there  should  be  compulsory 
periodical  inspection,  which  should  include  the  examination  of 
the  operators,  and  a  general  report  on  their  surroundings,  and 
the  conditions  under  which  they  work ;  if  those  surroundings  and 
conditions  require  betterment,  it  can  be  done  through  legislation. 

Q.  Of  course,  that  would  require  more  than  mere  medical 
examination,  would  not  it  ?  For  instance,  it  would  require  really 
an  engineer  to  make  suggestions  as  to  improvements  in  the  appli- 
ances, or  the  instruments  with  which  they  work  ?  A.  Certainly ; 
but  the  way  to  get  at  it  first  is  to  determine  the  existence  of  the 
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evil,  and  the  extent  and  character  of  it,  then  the  means  for  cor- 
recting that  is  largely  a  question,  as  you  say,  of  engineering, 
to  my  mind. 

By  Mr.  Shibntao: 

Q.  Would  you  recommend,  Doctor,  that  there  be  forced  venti- 
lation in  all  dust  creating  industries,  so  as  to  remove  the  dust  at 
the  point  of  origin?  A.  Forced  ventilation  is  a  very  wide 
problem.  If  you  leave  out  the  word  "  forced,"  I  should  say  yes. 
In  many  cases  it  is  merely  a  question  of  opening  windows,  not 
having  forced  ventilation. 

Q.  As  far  as  removing  dust  from  the  point  of  origin }  A.  Most 
certainly  it  ought  to  be  removed.  It  can  be  done  sometimes 
better  by  cleaning  and  wiping  up  than  by  ventilation.  It  is 
difficult  to  answer  concisely  as  broad  a  question  as  that. 

Q.  In  the  lead  industry  for  instance,  you  would  agree,  Doctor, 
would  you  not,  that  the  men  should  be  furnished  with  gloves  and 
with  working  clothes?  A.  You  cannot  wear  gloves  in  all  the 
lead  industries  by  any  means,  but  where  possible,  it  is  desirable. 

Q.  How  about  supplying  the  employees  with  the  clothes  to 
work  in  in  these  industries?  A.  I  do  not  think  that  is  so  im- 
portant in  the  lead  industry,  perhaps,  as  in  some  others.  There 
are  detailed  employments  in  which  it  is  desirable.  They  do  not 
carry  away  much  lead  in  their  clothing,  and  it  does  not  hurt  their 
clothing  particularly.  The  difficulty,  so  far  as  lead  is  concerned, 
is  a  double  one.  It  is  the  pulverization  of  lead,  in  filings,  to 
breathe  it  into  the  lungs,  and  getting  lead  into  the  mouth  and 
swallowing  it.  In  the  lungs  it  is  irritating,  and,  of  course, 
respiratory  diseases,  bronchitis,  hardening  of  the  lungs,  &c.,  fol- 
low, and  we  have  neuritis,  hardening  of  the  arteries,  chronic 
diseases  of  the  kidneys,  enlargement  of  the  heart,  aneurism,  and 
so  on. 

Q.  You  believe,  then,  that  the  subject  of  occupational  diseases 
and  poisoning  presents  a  comparatively  new  field  for  inquiry  in 
this  State  at  any  rate?  A.  It  is  absolutely  new  from  the  statis- 
tical point  of  view,  in  the  United  States.  The  question  has  been 
studied  in  France  for  two  or  three  decades,  and  in  England  for 
nearly  as  long,  and  in  Germany,  perhaps ;  but  it  seems  to  me  that, 
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as  I  said  before,  the  first  thing  for  ub  to  do  in  this  oonntry,  in 
this  State^  is  to  obtain  data  regarding  the  most  important  occupa- 
tional diseases  as  to  their  extent  and  prevalence.  If  they  are 
anything  like  as  extensive  and  hazardous  as  they  seem  to  be  to 
a  few  of  us  who  have  come  in  personal  contact  with  them,  the 
question  oomes  up  ae  to  how  best  to  deal  with  them.  With 
caisson  disease,  it  is  a  very  simple  matter.  That  is  a  very 
definite  disease,  definite  symptoms,  absolutely  definite  causes,  and 
absolutely  definite  prevention.  If  I  am  not  mistaken,  there  is 
a  law  which  covers  that  question  now,  but  the  fact  that  3,692 
cases  occurred  here  in  this  city  within  a  few  years,  of  varying 
intensity,  twenty  of  them  being  fatal,  points  its  own  conclusion. 
With  lead  poisoning  the  problem  is  a  very  difficult  one,  more  so 
than  with  any  other  metal  poisoning,  for  the  reason  that  with 
some  people  the  effect  of  lead  may  last  through  fifteen  or  twenty 
years.  A  man  may  change  his  occupation  several  times.  He  may 
have  been  permanently  injured  as  to  his  kidneys  and  arteries 
from  ten  years  of  work  in  lead,  early  in  life.  He  might  die  earlier 
than  he  would  otherwise  on  account  of  that  injury,  although  he 
has  changed  his  occupation ;  and  it  is  the  insidious  effect  of  such 
poisoning  that  really  does  the  most  harm  in  my  opinion,  in  the 
long  run.  It  is  easy  to  go  to  a  factory  and  pick  out  cases  of 
acute  lead  poisoning.  It  is  easy  enough  to  recognize  them,  with 
the  patient's  health  broken  down  absolutely,  and  he  comes  into 
the  clinic  with  his  wrists  hanging  down,  technically  known  as 
^'  drop  wrists  "  position.  Any  layman  knows  that  is  lead  poison- 
ing. The  point  is  to  stop  that  condition  and  to  recognize  its 
possibility  very  much  earlier.  That  can  be  done  by  modem  means 
of  diagnosis,  early  examination  of  all  the  patient's  secretions  and 
blood,  blood  pressure,  and  all  such  things,  by  expert  medical 
examiners  appointed  for  that  purpose  to  go  through  the  factory 
periodically,  once  in  a  year,  at  stated  times,  and  thoroughly 
examine  all  patients  employed  in  the  industry  and  try  to  detect 
the  early  changes  of  the  kind  described. 

Assemblyman  Phillips:  So  there  are  really  two  remedies: 
First,  to  protect  the  individual  from  being  injured,  and  the  other 
of  trying  to  prevent  the  injury  itself. 

The  Witness:  Yes. 
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By  Miss  Dbbcbb: 

Q.  Have  not  we  got  enough  data  from  the  European  investiga- 
tion^ if  not  over  here,  to  know  certain  things^  so  that  we  can 
remedy  certain  conditions  now?  You  spoke  of  3,000  cases  of 
lead  poisoning,  was  it!     A.  Of  caisson  disease. 

Q.  Don't  we  know  enough  of  conditions  to  know  that  certain 
remedies  can  help  t    A.  I  think  so. 

Q.  Certain  remedies  which  we  could  immediately  inaugurate 
to  help  to  prevent  disease  t     A«  I  think  so. 

Q.  Have  you  taken  up  the  question  of  effect  of  long  hours  of 
labor  upon  men  and  women?    A.  I  have  not. 

Q.  Not  at  all?  A.  No.  Lead  poisoning  presents  another 
difficulty,  and  that  is  a  man  using  lead,  and  most  subject  to  lead 
poisoning,  may  not  work  in  any  factory  or  institution  at  all.  He 
may  be  a  house  painter  in  one  of  our  houses,  and  get  his  lead 
poisoning,  not  from  putting  on  paint,  but  from  using  sandpaper 
on  old  paint  somebody  else  has  put  on  some  years  before,  which 
makes  it  a  very  complicated  question  to  deal  with  by  legislation. 
But  we  all  ought  to  cooperate  in  my  opinion  —  physicians 
primarily  —  in  disseminating  more  information  about  the 
matter.  I  think  operators  in  factories  should  be  given  leaflets 
showing  how  they  can  take  care  of  themselves,  in  the  same  way 
that  they  are  now  given  leaflets  by  the  United  States  Steel  Cor- 
poration to  show  how  to  prevent  injury  and  accident.  All  this 
ground  has  been  pretty  well  gone  over  in  injury  and  accidents, 
yet  the  disease  phase  of  the  subject  is  comparatively  new. 

Q.  Isn't  the  first  thing  to  do,  then.  Doctor,  to  have  this  un- 
paid board  of  medical  advisors  to  assist  the  Commissioner  of 
Labor  in  the  formation  of  rules  and  regulations  and  in  spreading 
such  information  among  employees  and  employers  as  they  lack? 
A.  I  should  say  so,  decidedly. 

By  Assemblyman  Phillips: 

Q.  With  regard  to  the  three  thousand  cases  of  caisson  disease, 
how  long  a  period  does  that  cover?  A.  The  period  of  the  con- 
struction of  the  Pennsylvania  tubes  under  the  East  and  the 
North  Rivers.    I  have  forgotten  how  many  years. 
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Q.  Do  you  know  how  many  employees  were  employed? 
A.  Ten  thousand. 

Q.  So  three  thousand  were  affected?  A.  A  little  more  thaa 
one  man  in  three  had  symptoms  of  caisson  disease  at  some  period 
of  his  employment. 

Q.  How  many  of  those  were  serious?     A.  Twenty  died. 

Q.  Did  any  of  them  have  permanent  paralysis?  A.  I  believe 
they  did;  yes.  I  have  seen  a  number  of  such  cases  myself  — 
not  in  that  particular  series. 

Q,  From  your  knowledge  of  caisson  work,  do  you  feel  that  it 
is  unavoidable,  that  a  large  percentage  of  the  men  who  enter  that 
work  are  bound  to  be  physically  ruined  within  a  comparatively 
short  time?  A.  I  do  not  think  the  labor  under  compressed  air 
is  especially  harmful  if  properly  safeguarded,  and  the  essential 
difficulty  is  the  impatience  of  the  men  to  get  out  of  the  caisson, 
and  their  being  allowed  to  do  it  when  they  want  to. 

Q.  As  I  understand  it  now,  the  law  requires  that  they  shall 
stay  in  the  outer  lock  for  one  minute  for  every  pound  of  pressure 
they  have  been  under.  I  presume  the  employer  does  not  like  to 
have  them  stay  there  any  longer  than  necessary,  because  it  stops 
the  work  below,  and  I  understand  the  men  themselves  are  im- 
patient ;  they  don't  want  to  stay  ?    A.  Yes,  that  is  true. 

Q.  They  don't  like  to  stay  in  the  lock  forty  minutes  ?  A.  And 
they  are  going  back  again  and  again,  though  they  have  had  caisson 
disease.  I  had  a  man  in  my  ward  of  Bellevue  Hospital  last  week, 
who  went  back  in  spite  of  every  warning,  and  came  in  with  com- 
plete temporary  paralysis. 

Q.  I  suppose  that  applies  to  human  nature  generally  ?  A.  That 
does  not  absolve  us  from  our  duty  in  giving  the  warning. 

Q.  The  law  now  with  regard  to  caisson  workers  is  not  being 
enforced,  is  it,  so  far  as  you  know?  A.  I  should  judge  not,  from 
the  statistics  of  Dr.  Keays. 

Q.  Do  you  think  if  it  was  enforced  that  there  would  be  very 
slight  danger  of  the  men  suffering  from  caisson  disease,  the 
bends  ?  A.  I  am  not  familiar  with  the  details  of  the  law,  but  if 
a  proper  law  were  enforced,  I  should  say  there  would  be  very 
slight  danger.    I  do  not  know  whether  the  present  law  is  adequate. 

Q.  What  have  you  in  mind  as  to  a  proper  law?  A.  What  I 
was  queetioning  was  the  amount  of  time  which  the  law  requires. 
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Q.  I  think  now  it  requires  a  minute  for  every  pound  of  pres- 
sure ?  A.  I  should  not  think  that  was  long  enough  by  any  means. 

Q.  You  don't  think  so  ?    A.  I  think  not. 

Q.  I  am  not  sufficiently  familiar  with  the  engineering  part  of 
it,  to  know  whether  they  could  provide  an  outer  lock  in  which 
the  men  could  stay  without  interfering  with  the  work  below.  As 
I  understand  it  now,  on  the  Woolworth  building,  they  were  dowji 
three  hours;  then  that  meant  staying  in  the  outer  lock  forty 
minutes,  and  all  work  below  was  suspended  during  the  forty 
minutes,  which  meant  forty  minutes  waste  time  at  the  end  of 
every  three  hours. 

The  Chaieman  :  I  would  suggest  they  ought  to  work  in  shifts, 
then  the  work  would  not  stop  while  the  men  are  in  the  outer  lock. 

Assemblyman  Phillips:  They  do  work  in  shifts,  but  they 
cannot  go  down  there.  Theee  men  fill  up  the  outer  lock,  I  under- 
stand. There  is  only  room  in  the  outer  lock  for  three  or  four 
men  to  stand. 

The  WiTNESss  The  patient  I  just  referred  to  had  been  under 
three  to  four  atmospheres  of  pressure  up  in  the  Aqueduct  chan- 
nel, sixty  pounds  pressure- 
By  Assemblyman  Phillips: 

Q.  One  question  on  lead  poisoning.  Of  course,  shortening  tha 
hours  of  labor  would  shorten  the  amount  of  contact  with  lead 
poisoning,  but  would  not  the  fact  that  they  could  then  get  out 
in  the  fresh  air  furnish  an  antidote  to  lead  poisoning?     A.  No, 

Doctor  Woods  Hutchinson,  called  as  a  witness,  boing  duly 
sworn,  testified  as  follows: 

Examination  bv  Mr.  Shientao: 

Q.  Doctor,  you  are  a  practicing  physician  ?     A.  Yes,  sir. 
Q.  For  how  long  have  you  been  a  practicing  physician  in  New 
York  City?     A.  New  York  City? 
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Q.  Yes.     A.  About  four  years. 

Q.  From  what  medical  college  did  you  graduate?  A.  The 
State  University  of  Michigan,  Ann  Arbor. 

Q.  Did  you  visit  many  factories  and  manufacturing  establish- 
ments in  this  city  ?    A.  To  a  limited  extent, 

Q.  Will  you  describe  to  the  Conmiission  the  conditions  in  fac- 
tories and  manufacturing  eetablishments  that  you  have  visited, 
Doctor,  from  the  point  of  view  of  ventilation?  A.  The  only 
group  of  factories 

The  Chairman  :  I  might  suggest  that  the  Docter  tell  us  under 
what  circumstances  he  visited  the  factories. 

The  Witness:  The  only  group  of  factories  I  have  visited  in 
the  city  were  the  shirtwaist  group,  during  the  shirtwaist  strike  a 
year  ago  last  winter,  I  think,  and  I  visited,  I  think,  ten,  twelve 
or  thirteen  of  these  factories  to  investigate  their  sanitary 
conditions  with  a  committee  appointed  by  the  "  Survey,"  the 
Charity  Organization  Society  paper.  The  entrances  and  exits 
were  very  complicated,  made  so  by  wooden  partitions;  the  air 
and  light  entirely  inadequate,  and  the  toilet  facilities  were,  as  a 
rule,  bad. 

Q.  How  was  the  ventilation  in  those  factories.  Doctor?  A.  It 
was  not  good. 

Q.  Have  you  gone  intx)  the  subject  of  tuberculosis  or  indiietrial 
consumption  among  lihe  factory  worketrs?  A.  Yes;  to  some 
extent* 

Q.  Will  you  ten  the  Commission  the  result  of  your  observa- 
tions on  that  subject?  A.  Well,  it  is  rather  a  large  subject;  in* 
what  particular  aspect? 

Q.  To  what  extent  is  tuberculosis  prevalent  among  factory 
workers  and  employees?  A.  It  is  exceedingly  prevalent  among 
factory  workers  and  employees^  anid  something  like  seventy  per 
cent  of  those  suffering  from  tuberculosis  are  tiiose  engaged  in 
factories  or  ealary-eaming  occupations,  and  about  thirty  per  cent 
of  the  deaths  that  occur  among  a  group  of  factory  employees  are 
due  to  tuberculosis,  while  in  the  rest  of  the  community  only  about 
twelve  per  cent  <**  ♦h^  deaths  are  due  to  tuiberculode. 
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Q.  To  what  do  you  ascribe  that  muck  larger  percentage  in  the 
case  of  factory  workers!  A.  There  are  of  course  a  number  of 
elements  that  enter  into  it,  but  a  very  large  share  of  it  is  due  to 
confinement  and  bad  air,  and  often  to  injurious  dusts  that  are 
produced  in  the  process  of  manufacturing.  The  two  trades  that 
have  the  highest  percentage  of  tuberculosis  are  the  cigarmakers 
and  cigarette  makers,  who  work,  of  course^  as  a  rule  imder  very 
unfavorable  conditions  as  to  ventilation,  and  who  work  in  an 
atmosphere  filled  with  poisonous  dust;  printers  and  compositors, 
also  work  in  an  atmosphere  exceedingly  full  of  dust,  and  usually 
in  rooms  which  are  rather  badly  ventilated. 

Q.  What  measures  would  you  recommend  to  prevent  this  wide- 
spread disease  among  factory  workers!  A.  Well,  there  are  a 
number  which  would  have  a  very  marked  effect,  I  think,  in 
reducing  that.  One  of  the  most  important  would  be,  I  think,  the 
reduction  of  the  hours  of  labor.  The  longer  that  an  individual 
is  exposed  to  the  fumes  and  the  dust  and  to  the  confinement  and 
bad  air,  the  lower  his  resisting  power  of  course  becomes,  and  an 
individual  working,  say  ten  or  eleven  hours  a  day,  would  readily 
have  his  health  impaired  and  fall  a  victim  to  tuberculosis,  but  if 
he  worked  only  eight  hours  a  day  he  would  be  able  to  keep  him- 
self in  condition,  vigorous  condition,  to  resist  the  attack  of  the 
disease.  The  occupations  which  have  the  longest  hours  and  the 
most  confined  conditions  are  those  which  have  the  highest  death 
rate  from  tuberculosis. 

And  another  important  element,  of  course,  is  the  ventilation, 
proper  ventilation  of  the  room  during  the  time  that  the  industry 
is  carried  on,  and  still  another,  of  course,  would  be  the  guarding 
of  the  workers  from  the  fumes  or  dust  or  injurious  lints  or  what* 
ever  it  is  that  may  be  in  the  atmosphere,  by  proper  methods  of 
protecting  the  machines,  or  cleaning  the  room,  or  of  avoiding  it 
getting  into  the  air  and  getting  into  the  lungs  of  the  workers. 

Q.  Would  you  recommend,  Doctor,  a  certain  system  of  ven- 
tilation in  dust-creating  industries  to  remove  the  dust  at  the  point 
of  origin !  A.  Yes,  that  should  be  done  by  providing  some  form 
of  covering  —  suction  hoods  over  the  machines  or  retorts  or 
fumes  or  whatever  it  may  be  that  is  producing  the  dust.  A 
great  deal  of  that  can  be  sucked  right  up  and  carried  out  to  the 
outer  air  and  prevent  it  getting  into  the  lungs  of  the  workers. 
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Q.  You  Bpoke  of  the  hours  of  labor,  Doctor.  Do  you  think  that 
any  difitinction  should  be  made  as  far  as  hours  of  labor  is  con- 
cerned in  the  case  of  so-called  dangerous  or  hazardous  occupa- 
tions? A.  Yes^  because  when  occupations  are  dangerous  by 
virtue  of  giving  off  poisonous  fumes  or  dust,  such  as 
the  lead  industries  or  industries  involved  in  the  manu- 
facturing or  handling  of  lead,  then  the  shorter  the  time 
the  individual  is  exposed  the  less  poison  he  will  take 
into  his  syst^n  and  the  greater  resisting  power  he  will  have  to 
throw  off  or  neutralize  that  poison,  and  off-set  its  effect  on  hi? 
system.  Then,  the  industries  where  the  extra  danger  comes  from 
the  hazardous  nature  of  the  occupation,  such  as  certain  industries 
connected  with  the  smelting  of  iron,  and  with  the  manufacture 
of  iron,  and  forges,  blast  furnaces  and  with  certain  chemical 
industries,  the  shorter  the  hours  of  labor,  the  less  liability  there 
will  be  for  dangerous  or  fatal  accidents  to  happen.  Factories 
have  now  been  studied  as  to  the  occurrence  of  even  accidents  in 
those  trades  in  which  there  is  danger,  and  it  is  found  that 
accidents  are  invariably  less  in  the  early  hours  of  the  morning 
and  rise  steadily  in  an  increasing  frequency  until  the  noon  hour ; 
and  again  after  the  noon  hour  at  a  lower  rate,  and  rise  steadily 
until  the  shutting  down  at  night.  The  longer  the  hours  the  more 
will  be  the  fatigue,  and  more  will  be  the  lack  of  control  and  the 
greater  the  indifference  of  the  workman, — and  the  more  liable  he 
will  be  to  become  involved  in  some  serious  and  maybe  fatal 
accident. 

The  Ohaibman  :  That  evidence  we  had  this  morning,  the  statis- 
tics show  the  accidents  occur  mostly  at  the  time  when  the  laborer 
is  V7eary. 

The  Witness  :  Yes,  sir. 

The  Ohatbmak  ;  Such  as  just  before  noon  hour  and  just  before 
quitting  in  the  evening. 

The  Witness:  Yes;  that  was  the  curve  of  which  I  spoke.  There 
is  a  very  slight  rise  on  that,  just  at  the  starting  time  of  machineiy. 
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when  there  is  a  slight  increase  in  the  accident  curve,  and  with  that 
exception  late  in  the  day,  or  late  in  the  afternoon,  the  greater  the 
frequency  of  accident. 

Q.  Would  you  recommend  a  Bureau  of  Inspection  in  the  De- 
partment of  Labor?    A.  Yes,  sir,  1  would. 

Q.  Would  you  also  recommend  the  establishment  of  an  unpaid 
Board  to  formulate  rules  and  regulations  of  labor  in  the  different 
industries?  A.  I  do  not  know  about  the  unpaid  part  of  it,  but  I 
would  certainly  recommend  the  formation  of  such  a  Board. 

Q.  Of  experts  to  advise  the  manufacturer  ?    A.  Yes. 

Q.  Why  do  you  say,  Doctor,  that  you  do  not  know  about  the 
"  unpaid  "  part  of  it?  Don't  you  think  it  would  be  feasible  to  have 
an  unpaid  Board  of  medical  experts?  A.  Oh,  yes;  doctors  are  very 
self-sacrificing  and  public  spirited,  I  have  no  doubt  at  all  that  you 
could. 

Q.  Have  you  devoted  any  study  or  given  any  attention  to  the 
employment  of  children  in  industries,  Doctor?    A.  Yes,  I  have. 

Q.  Do  you  think  that  there  ought  to  be  a  thorough  physical  ex- 
amination of  children  before  they  get  their  working  papers?  A. 
Yes,  there  certainly  should  be. 

Q.  Do  you  think  that  the  present  physical  examination  —  that 
is  examination  whenever  in  the  opinion  of  the  physician  who  looks 
at  the  child  that  seems  to  be  necessary  —  is  sufficient?  A.  No,  I 
do  not  think  it  is  sufficient;  it  is  an  improvement,  buti  do  not  think 
it  is  adequate. 

Q.  You  think  there  ought  to  be  a  real  and  thorough  physical 
examination  of  every  child?  A.  Yes.  That  has  already  been 
introduced  in  some  of  the  Continental  states  and  cities.  Every 
child  that  wishes  to  enter  industry  is  compelled  to  pass  a  certain 
definite  physical  examination  and  comply  with  certain  standards 
before  he  is  allowed  to  enter  that  industry. 

Q.  Would  you  recommend,  Doctor,  the  periodical  physical  ex- 
amination of  any  child  in  industry  up  to  a  certain  age?    A.  Yes. 

Q.  By  whom  would  you  say  such  examination  should  be  made, 
by  the  Local  Board**  of  Health  from  time  to  time?  A.  Yes,  I 
should  think  so,  if  the  staff  of  the  Local  Board  was  adequate  to 
the  situation.  I  think  it  should  be  done  by  some  medical  board 
appointed  to  take  care  of  that  particular  consideration  and  have 
that  particular  function,  in  the  larger  communities. 
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Q-  How  can  the  employment  of  women  immediately  before  and 
after  childbdrth  be  prevented,  as  a  practical  matter?  A.  Well,  of 
course,  that  is  largely  a  matter  of  executive  detail,  because,  broadly 
speaking,  the  wise  way  to  do  that  is  to  give  a  decent  living  wage 
to  the  wamam's  husband,  but  I  don't  know  whether  that  would 
come  within  the  scope  of  the  CommisBion. 

Q.  Well,  you  think  it  certainly  advisable  to  preveu!:  the  employ- 
ment of  such  women?  A.  Oh,  it  is  not  only  advisable  but  abso- 
lutely necessary.  Iktween  two-fifths  and  three-fifths  of  all  the 
deaths  of  children  imder  one  year  of  age  are  due  to  the  fact  that 
they  are  bom  half  starved  on  account  of  their  mothers  having  been 
subject  to  the  double  strain  of  supporting  the  new  life  and  earn- 
ing a  wage  at  long  hours  under  bad  conditions. 

Q.  And  does  that  also  apply  to  the  employment  of  women  im- 
mediately after  childbirth  ?  A.  Yes,  that  would  also  apply  to  the 
employment  of  women  immediately  after  childbirth. 

Q.  The  rate  of  infant  mortality  is  much  higher.  Doctor,  where 
the  mothers  are  employed  immediately  after  childbirth  and  imme- 
diately before  childbirth?  A.  The  rate  of  infant  mortality  is 
higher  in  direct  ratio  to  the  number  of  women  employed  in  factory 
or  other  industrial  occupations. 

Miss  Dbeieb:  Would  you  suggest  a  state  insurance  for  preg- 
nant women? 

The  Witness:  Well,  that,  of  course,  is  the  measure  which  is 
introduced  and  relied  upon  in  Germany  —  and  if  the  present 
insurance  law  is  paasod,  as  1  suppose  it  will  be,  in  England.  That 
standard  has  been  atlopted  in  those  two  countries. 

Miss  Dbeieb  :  I  should  like  to  ask  you  whether  you  think  that 

there  ought  to  be  a  difference  of  limitation  of  hours  for  men  and 
women?    Is  the  effect  of  long  hours  the  same  on  men  as  women? 

The  Witness  :  It  falls  very  much  more  heavily  on  women  than 
upon  men. 

Miss  Dbeieb:  We  had  a  statement  here  the  other  day  that 

bakers  worked  elevci?,  twelve  and  sixteen  hours  a  day.     What  is 
the  effect  of  those  hours  upon  the  bakers? 
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The  Witness:  Well,  I  could  only  conceive  that  it  would  b^ 
very  decidely  deteriorating;  that  it  would  impair  their  health  and 
render  them  practically  incapable  of  taking  the  proper  sanitary 
precaution,  and  to  aake  them  indifferent  and  reckless  as  to  the 
conditiiins  under  which  they  worked. 

Miss  Dbeibb:  Would  you  advise  the  limitation  of  hours  of 
mtn  at  all,  or  how  would  you  meet  that  situation  of  the  bakers, 
for  instance? 

The  Witness:  Oh,  by  legislation  upon  the  subject 

Miss  Dbedsb  :  Limiting  the  hours  t 

The  Witness:  Yes.  There  should  be  a  standard  maximum 
length,  I  think,  of  the  hours  of  labor  for  adult  men  for  different 
occnpaiirjii,  and  another  for  women  and  another  for  children  of 
various  egos,  gradeci  according  to  the  age  and  condition  of  the 
worker. 

By  Mr.  Shientao: 

Q.  Would  you  recommend.  Doctor,  the  compulsory  physical  ex- 
anr'nation  of  employf-es  in  bakeries?    A.  Li  bakeries? 

Q,  Yes.  A.  I  should  advocate  the  compulsory  physical  exam- 
ination of  all  employees  in  all  factories,  certainly  all  concerned 
with  the  preparation  of  food  stuffs.  That  is  already  carried  out,  of 
course  in  a  number  of  continental  citie& 

Miss  Dbbieb:  Do  you  know  that  we  have  a  law  now  limiting 
the  hours  of  labor  f  j^r  women  to  sixty  a  week?  Do  you  think  that 
is  loo  lon^r,  or  what  cio  you  think  about  it? 

The  Witness:  WeU^  that  is  decidedly  too  bng. 

Miss  Dbeieb  :  How  long  would  you  make  it  ? 

The  WiTNESSs  Not  in  excess  of  forty-eight. 
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Miss  Dbbieb:  And  what  about  children?  We  have  this  law 
for  children  up  to  sixteen,  eight  hours  ? 

The  Witness:  That  is  more  than  double  what  it  should  be. 

Several  of  the  municfpalities  of  Europe  have  adjusted  that  matter 
by  establishing  the  two  and  three  day  shift  for  children,  and  they 
will  not  allow  children  to  be  worked  more  than  four  hours  a  day 
at  a  certain  age  and  from  that  up,  and  they  arranged  it  with  the 
employer  by  getting  him  to  employ  three  times  the  number  of 
cliilaren  and  then  change  the  shifts  two  and  three  times  a  day 
and  the  employers  now  find  that  they  get  better  work  and  better 
results  than  they  did  by  working  one  shift  of  children  for  a  longer 
period. 

Miss  Dbeieb  :  You  advocate  a  minimum  wage  for  workers } 

TheWiTincss:  Yes, 

Miss  Dbeieb:  For  woman  and  children,  or  what  fort 

The  Witness:  Women  and  children  and  men. 

Miss  Dbeieb:  Tor  every  one.  You  cannot  give  us  any 
opinion  about  the  amount  of  wage,  or  have  you  thought  about  that 
at  all? 

The  Witness:  Well,  that  would  depend  upon  the  amount  of 
necessities  of  life  that  that  wage  will  buy.  I  do  not  think  any 
community  can  afford  to  allow  any  one  of  its  members  to  work 
for  a  wage  which  is  less  than  he  can  keep  himself  or  herself  and 
his  dependents  in  decent  health  upon.  If  he  does  not,  somebody 
else  has  got  to  pay  the  bills  later. 

Miss  Dbeieb  :  You  think  a  man's  wages  ought  to  be  enough  to 
support  his  wife  and  children? 

The  Witness:  Yes,  emphatically. 
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Miss  Dbeieb:  It  would  be  difficult  for  us  to  do  that,  wouldn't 
it,  Doctor,  by  law? 

The  Witness:  I  am  not  saying  what  this  Commission  could 
do,  but  I  am  simply  stating  my  own  opinion. 

Senator  Hamilton:  Doesn't  the  class  of  occupation  have  a 
great  deal  to  do  with  the  hours  ! 

The  Witness:  Yes,  the  character  of  the  occupation. 

Senator  Hamilton:  And  the  surroundings,  the  ventilation, 
whether  it  is  the  open  air. 

The  Witness:  Yes- 
Senator  Hamilton  :  Or,  for  instance,  wouldn't  it  make  a  dif- 
ference about  the  number  of  hours  that  would  be  safe  for  children 
and  women  to  work,  whether  they  were  employed  in  the  canning 
factories,  or  in  garment  working  trades? 

The  Witness  :  I  do  not  know  about  that  particular  situation, 
because  the  conditions  in  canning  factories  I  understand  are  very 
prions. 

Senator  Hamilton  :  I  mean  in  the  sheds  sorting  fruit  and  so 
on. 

The  Witness:  Of  course  there  is  a  certain  minimum  that  is 
pretty  nearly  fixed  by  the  continuation  of  one  definite  thing  on 
the  part  of  each  and  every  individual  that  may  make  that  detri- 
mental to  his  or  her  health,  and  that  becomes  more  strikingly  ap- 
parent and  it  is  moro  injurious  in  the  case  of  women  and  children 
than  it  is  with  men. 

Senator  Hamilton  :  You  think  in  regard  to  the  lead  workers, 
do  you,  that  the  shorter  hours  would  help  there? 

The  Witness:  Yes,  I  think  it  would  help  them.  Of  course, 
that  depends  somewliat  on  the  nature  of  the  lead  work.    There  are 
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some  forms  of  lead  poisoning  in  which  the  lead  is  not  diffused 
through  the  air  but  in  which  it  is  really  conveyed  to  the  mouth 
of  the  worker  upon  his  or  her  hands,  and  in  that  case  if  the  hours 
were  so  shortened  that  no  meals  could  be  consumed  on  or  near  the 
premises  or  even  snicks  or  snatches  taken,  that  would  markedly 
diminish  the  liabilitv  to  lead  poisoning.  If  the  hours  were  so 
shortened  that  the  employees  did  not  become  hungry  while  in  the 
factory,  that  would  diminish  the  risk. 

Senator  Hamilton:  It  would  help  qiiite  a  little  if  they  are 
not  allowed  to  eat  on  the  premises? 

The  Witness  :  Yes,  they  will  do  it  though. 

By  Mr.  Shikntao: 

Q.  Doctor,  have  you  made  any  study  of  the  subject  of  registra- 
tion of  factories  and  manufacturing  establishments?  Do  you  think 
that  all  factories  should  be  required  to  register?  A.  Yes,  I  think 
they  should  be  required  to  register  and  take  out  licenses. 

Q.  You  think  they  should  take  out  licenses  and  have  an  inspec- 
tion of  the  entire  construction  of  the  plant,  before  it  is  permitted 
to  be  opened?    A.  Yes,  sir. 

The  Chairman  :  Thank  you  very  much.  Doctor. 

P.  Tegumseh  Shebman^  being  sworn  by  the  Chairman,  testi- 
fied as  follows: 

Examination  by  Mr.  Shientao: 

Q.  What  is  your  occupation,  Mr.  Sherman?  A,  At  present  at- 
torney and  counsellor-at-law. 

Q.  And  were  you  formedy  Commissioner  of  the  Labor  Depart- 
ment of  the  State  of  New  York?    A.  Yes,  sir;  for  about  three  years. 

Q.  When?  A.  Irom  some  time  in  1905  to  1907,  about  two 
years  and  a  half. 

Q.  Commissioner,  do  you  consider  the  present  system  of  factory 
inspection  in  the  State  of  New  York  adequate?    A.  No,  I  do  not; 
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I  do  not,  no.  It  never  has  been  and  I  do  not  think  it  is  yet,  even 
with  the  provisions  made  last  year  to  enforce  the  laws  and  to  carry 
on  the  investigations  very  rapidly.  I  think  that  with  the  force 
of  about  85  factory  and  field  factory  inspectors,  which  I  calculate 
they  will  have  next  year,  it  will  take  about  five  or  ten  years  to  get 
thoroughly  up  to  date.  I  think  there  is  some  advantage  in  going 
slowly,  but  I  do  not  think  you  can  quite  cover  the  field  with  even 
the  present  force  now,  and  you  can  only  do  that  if  you  have  very 
full  co-operation  from  other  departments,  city  departments. 

Q.  How  many  inspectors  do  you  think  that  the  Department  of 
Labor  should  have  in  order  to  cover  the  ground  fairly  adequately? 
A.  Well,  I  think  they  have  got  pretty  nearly  enough,  because  I 
think  it  is  better  to  go  a  little  slowly,  and  I  think  that  the  provisions 
should  be  made  for  the  Fire  Department  or  some  Department  in 
New  York  city  to  take  up  specific  factory  dangers  in  cities  and 
high  buildings  to  a  certain  extent,  and  I  then  think  the  factory 
inspectors  should  have  some  more  scientific  men  added.  It  would 
be  better  to  recognize  the  fact  that  it  will  take  years  to  catch  up 
to  date  and  go  ahead  on  that  basis. 

Q.  Would  you  recommend,  then,  that  the  force  of  the  Com- 
missioner of  Labor  be  inoreafied?    A.  Oh,  about  one  hundred. 

Q.  About  a  hundred?    A.  Yes. 

Q.  You  would  recommend  an  increase  to  about  one  hundred 
ordinary  inspectors?    A.  Yes,  in  the  field. 

Q.  And  you  also  say  you  would  recommend  the  employment  of 
technical  experts?    A.  Yes. 

Q.  Of  what  kind?  A.  Well,  in  the  line  of  industrial  safety  and 
mechanics,  sanitation,  ventilating  engineering  and  particularly  in 
general  mechanics,  so  that  they  would  be  to  study  up  the  question 
of  industrial  safety  and  become  highly  expert. 

Q.  Do  you  think  the  violation  order  should  be  sent  direct  from 
several  offices  of  the  Department,  rather  than  through  the  Albany 
office?  A.  I  do  not  see  that  that  makes  very  much  diflference; 
that  is  a  question  of  administration  that  I  would  leave  to  be  worked 
out  in  practice.  The  orders,  whether  they  are  issued  from  Albany 
or  from  any  other  place,  have  to  go  by  mail  and  they  go  about 
as  fast  one  way  as  the  other.  I  can't  see  that  it  makes  very  much 
difference. 

18 
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Q.  Well,  isn't  there  a  delay  of  several  days  sometimes  when  the 
orders  are  transmitted  to  the  Albany  office?  A.  Yes,  but  there 
would  be  a  delay  of  several  days  if  it  went  from  the  same  city. 
1  do  not  think  there  is  much  loss  of  time  incurred  from  just  going 
to  Albany  and  back.  Of  course,  there  may  be  an  advantage  in 
having  all  orders  go  out  from  New  York  or  BuflFalo,  but  I  would 
leave  that  point  as  a  matter  of  administration  and  not  fasten  it  on 
the  Department,  for  it  might  necessitate  a  large  increase  in  office 
force  in  one  place  instead  of  another,  and  a  duplication. 

Q.  Well,  do  you  think  there  ought  to  be  a  Bureau  of  Medical 
Inspection  in  the  State  Department  of  Labor?  A.  Not  exactly 
a  new  Bureau. 

Q.  I  don't  mean  a  new  Bureau.  A.  I  think  the  Bureau  of 
Factory  Inspection  should  be  a  complete  Bureau  to  cover  that  whole 
subject. 

Q.  Well,  a  division,  then?  A.  Yes.  Oh,  I  think  there  should 
be  in  that  Bureau  a  board  of  Medical  experts  in  different  lines,  who 
could  direct  and  advise  the  ordinary  field  inspectors  and  who  could 
carry  on  investigating  work  in  various  lines.  It  would  not  be  neces- 
sary to  duplicate  the  safety  inspection  by  another  line  of  sanitary 
inspectors,  but  simply  have  a  sufficient  number  of  sanitary  experts 
to  direct  the  whole  force  and  take  up  special  cases. 

Q.  How  many  such  medical  or  sanitary  experts  do  you  think 
the  Department  of  Labor  should  have?  A.  Well,  I  could  not  say, 
I  do  not  know.  Not  so  very  many,  Four  or  five  or  may  be  nine 
or  ten. 

Q.  I  see.  Do  you  think,  Mr.  Commissioner,  that  the  Commis- 
sioner of  Labor  should  have  the  power  to  make  rules  and  regu- 
lations covering  accident  prevention  and  sanitation  in  the  different 
industries?  A.  Well,  I  think  somebody  should,  but  I  do  not  be- 
lieve myself  ever  in  having  the  officer  who  enforces  a  law  make 
the  rules  and  regulations  or  exercise  the  very  broad  discretion  that 
would  be  thus  coafined.  That  discretionary  power  to  make  rules 
and  regulations  ought  to  be  conferred  on  some  other  officer  or 
board  upon  the  motion  and  suggestion  of  the  Commi^ioner  of 
Labor. 

Q.  Well,  what  would  you  say,  Mr.  Commissioner,  to  the  appoint- 
ment of  an  unpaid  board  of  medical  experts  to  pass  on  such  rules 
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and  regulations?  A.  I  think  it  would  be  a  very  good  idea,  and  also 
of  technical  experts  in  safety.  I  think  a  number  of  experts  of 
that  kind  could  make  rules  and  regulations  and  make  them  suf- 
ficiently elastic  to  fit  the  actual  conditions.  The  laws  if  you  push 
them  very  far,  do  harm  in  a  great  many  cases,  while  good  in  a 
great  many  cases,  whereas  if  you  have  a  number  of  experts  mak- 
ing rules  to  fit  all  cases — ^making  exceptions  to  fit  cases  where 
the  rules  should  not  apply  —  you  get  a  much  better  system,  I  think, 
than  any  other  way. 

Q.  How  should  those  rules  and  regulations  be  revised  and 
changed  from  time  to  time?  A.  I  think  on  the  suggestion  or  motion 
of  the  Commissioner  of  Labor  and  after  public  notice,  and  par- 
ticularly after  hearings  on  the  part  of  those  interested.  That  Ls 
practically  the  English  system,  and  it  worked  satisfactorily  there 
and  does  very  well,  I  think. 

Q.  You  think  that  such  rules  and  regulations  are  necessary  and 
that  it  is  impossible  to  fix  a  standard,  definite  standard  in  the  law 
to  cover  all  the  industries?    A.  Yes. 

AssiMBLTMAN  Phillips  :  I  suppose  Commissioner,  the  stand- 
ard will  vary  from  year  to  year  as  they  get  new  experience  and 
new  knowledge  of  things? 

The  Witness:  Standards  vary  all  the  time,  especially  in  the 
niorc^  technical  lines  of  safety;  that  is  all  the  hard  and  fast  rules. 
You  know  absolute  rules  are  out  of  date  sometimes  in  a  year. 
Conditions  change  and  even  in  this  city,  for  example,  there  is  a 
marked  change  in  the  factory  buildings.  Formerly  clothing  fac- 
tories were  all  in  old  tenement  houses  and  now  they  are  all  in 
loft  buildings.  The  conditions  of  safety  have  changed.  That  same 
process  is  going  on  all  the  time  in  all  the  relatione  of  safety  in 
factories. 

Assemblyman  Phillips:  That  is,  if  a  statute  saya  machinery 
shall  be  properly  guarded,  then  you  must  have  rules  and  regula- 
tions to  define  "  properly  guarded." 

The  W1TWI88:  Yes. 
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Examination  by  Mr.  Shientao: 

Q.  Then  you  think  there  should  be  rules  and  regulations  to 
advise  the  manufacturer  of  just  what  was  required  of  him  ?  A. 
Yes,  I  think  so. 

Q.  Do  you  think,  Commissioner,  that  there  ought  to  be  a  Mu- 
seum of  Safety  or  some  similar  institution  established  as  a  branch 
of  the  State  Department  of  Labor?  A.  I  do  not  know  whether  it 
ought  to  be  a  branch  of  the  Department  of  Labor.  I  would  like 
to  see  the  National  Government  establish  some  such  institution,  and 
if  not  established  by  that  government,  I  would  like  to  see  the  State 
subsidize  or  aid  any  private  institution  that  maintains  such  a  Mu- 
seum. I  believe  there  is  one  started  in  this  citv  now.  I  think  it 
would  be  a  little  hard  for  the  State  Department  of  Labor  of  this 
State  to  maintain  such  a  museum.  It  ought  to  be  operated  to 
be  good.  That  is,  it  ought  to  have  power ;  the  machinery  ought  to 
move.  And  there  are  a  great  many  questions  cooning  up  all  the  time 
as  to  what  device  you  shall  install  and  what  you  shall  reject  It 
would  lie  rather  embarrassing  to  a  State  Department  to  exercise 
that  discretion,  because  there  would  be  a  good  deal  of  pressure  as 
to  what  it  is  to  take  and  what  it  is  not  to  take.  But  I  think  the 
State  Department  should  have  hand  books,  and  give  out  books  of 
instruction  for  the  factory  inspectors  and  for  employers  to  advise 
them  generally,  showing  drawings  of  devices  and  things  like  that. 

Q.  You  think,  then,  the  State  Department  of  Labor  should  issue 
drscriptions  and  lists  of  safety  devices  from  time  to  time  for  the 
benefit  of  employers  and  employees?    A.  Yes. 

Q.  Do  you  think  also  the  State  Department  of  Labor  should  issue 
Instructions  to  employers,  manufacturers,  calling  attention  to  the 
dangers  in  ciach  particular  industry  and  what  precautions  can  be 
taken  to  avoid  them?     A.  Oh,  yes. 

Qw  Mr.  Shennan,  do  you  think  that  there  ought  to  be  a  com- 
pulsory system  of  registration  of  factories  and  manufacturing  estab- 
lishments in  this  St>ate?  A.  It  would  be  very  nice  if  every  factory 
when  it  was  established  would  notify  the  Department,  but  the 
trouble  is,  compulsory  registration  would  mean  that  if  somebody 
did  not  register  you  would  have  to  fine  him,  and  I  think  we  would 
start  in  for  about  ten  years  fining  everybody  that  moved  every 
year  because  they  had  not  registered.     It  is  a  pretty  hard  custom 
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to  get  established.  I  think,  however,  that  it  would  be  a  good  idea 
to  enforce  some  of  our  factory  laws  by  resorting  to  a  license 
system  and  requiring  the  employer  to  take  out  a  licenee.  For 
instance,  to  establish  a  factory  high  up  in  a  loft  building,  I  think 
he  should  take  out  a  license.  I  \\ould  not  make  the  failure  to 
take  out  that  license  «  crime,  but  I  would  aay  that  he  had-  no  right 
to  run  his  factory  without  a  license,  so  that  he  could  be  enjoined 
from  continuing  without  a  license.  What  I  mean  by  that  is, 
where  you  are  going  to  place  any  special  obligations  on  the  manu- 
facturer to  avoid  danger,  make  him  take  out  a  license,  so  as  to 
show  that  he  has  complied  with  those,  and  so  that  if  he  has  no 
license,  you  can  immediately  Mop  his  operations,  subject  to  his 
right  to  get  an  injunction  and  to  be  protected  in  court  from  unfair 
processes. 

Q.  You  think.  Commissioner,  that  a  man  before  ho  opens  a  fac- 
tory ought  to  file  plans  or  descriptions  of  the  interior  construction 
of  the  factory  and  the  placing  of  machinery?  A.  I  do  not  think 
that  can  be,  because  a  real  manufacturing  plant  with  machinery  is 
a  constantly  growing  and  changing  thing.  They  move  in  and  build 
as  tliey  go  along,  so  that  machinery,  really,  is  not  very  much  estab- 
lished, it  is  changing,  moving  up  and  being  fitted  in  and  I  do  not 
think  that  would  be  very  practical. 

Q.  Do  you  think  there  ought  to  be  an  inspection  by  the  State 
DiparUnent  of  i^abur  before  the  factory  is  permitted  to  be  opened 
and  operated^  A.  Well,  that  would  be  pi^tty  hard  on  the  em- 
ployers b  cause,  suppose  the  State  Department  of  Labor  did  not 
furnish  tlijj  inspection  promptly,  it  would  tie  him  up.  Now  the 
Department  of  Labor  has  a  force  of  inspectors  who  inspect  each 
lacicrv  only  once  a  year,  and  Up-State  only  at  convenient  times, 
when  tlu'  ins|)ecior  is  in  that  neighborhood,  and  down  here  they 
could  not  make  all  the  inspections  on  the  first  of  May  that  were 
required,  si)  that  you  would  have  the  factory  proprietors  in  some- 
thing of  a  fix  when  they  wanted  to  move. 

Q.  WVll,  assume  that  we  had  an  adequate  force  of  inspectors 
for  the  State  Department  of  Labor.  A.  If  you  do,  and  you  are 
talkintr  about  increasing  the  force  for  every  purpose  of  that  kind, 
there  are  about  one  hundred  different  purposes  that  you  could  ac- 
complish by  an  increase  in  your  force.  You  want  to  avoid  increas- 
ing the  force. 
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Q.  How  would  you  do  away  with  a  situation  of  that  kind  ?  If 
a  factory  was  opened  in  the  city  of  New  York  the  Commissioner 
of  Labor  would  know  nothing  about  that  factory  unless  an  inspector 
in  his»  Department  stumbled  across  it^  What  would  you  suggest 
to  remedy  that  situation?  A.  I  do  not  know  of  any  suggestion 
to  remedy  that,  except  to  go  along  and  allow  time  for  the  factory 
inspector  to  get  aroimd. 

Q.  How  about  a  system  of  registration;  would  not  that  be  very 
simple,  assuming  that  you  could  enforce  it?  A.  Providing  it  would 
work,  vcs. 

Q.  Commissioner,  while  you  were  in  the  Department  I  suppose 
the  subject  of  occupational  diseases,  and  poisoning,  was  given  some 
consideration?  A.  All  I  know  about  that  is  that  I  have  studied  it 
in  foreign  publications  andl  noticed  that  we  know  nothing  about  it 
We  had  nobody  in  the  Department  at  that  time  that  knew  any- 
thi'nfT  about  it,  and  that  was  always  an  important  subject,  and  it 
oup:ht  to  be  taken  up  and  studied  carefully.  That  is  about  all  I 
know  of  it. 

Q.  And  you  think  that  is  an  important  subject  and  ought  to  be 
studied  carefully?  You  still  think  to-day  it  is  an  important  subject 
and  ouprht  to  be  studied  very  carefully?  A.  A  very  important  sub- 
ject; yes,  sir. 

Qw  (Commissioner,  what  measures  would  you  recommend  to  pre- 
vent the  employment  of  physically  unfit  children  in  industry? 
A.  Well,  I  think  that  we  rely  too  much  now  on  the  age  limit  — 
the  age  at  which  children  may  be  employed.  When  they  are 
over  sixteen  years  of  age  for  some  things  they  may  not 
be  employed,  and  when  they  are  under  sixteen  —  between 
fourteen  and  sixteen  —  they  have  to  get  a  Board  of  Health 
certificate.  Those  certificates  are  good  for  any  kind  of  employ- 
ment. For  instance,  if  a  child  gets  a  Board  of  Health  cer- 
tificate, that  child  may  be  employed  at  a  pretty  hard  task  in  a 
factory  workroom,  for  which  it  is  not  fitted,  but  it  might  neverthe- 
less be  fitted  for  work  in  an  office  or  some  light,  easy  place.  I  do 
not  see  why  the  factory  inspectors  should  not  have  authority  to 
require  the  discharge  of  any  minors  found  employed  under  improper 
physical  conditions,  subject  to  review  by  the  Board  of  Health. 

Q.  Would  you  say,  for  instance.  Commissioner,  that  when  work- 
ing papers  are  taken  out  that  they  should  specify  the  industries 
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in  which  the  child  may  be  employed,  or  specify  the  industries  in 
which  the  child  may  not  be  employed?  A.  That  would  be  a  great 
improvement/  but  the  trouble  is  the  children  come  right  after 
school  is  out;  they  pile  into  the  Board  of  Health  very  fast.  It 
issues  thousands  of  these  certificates,  and  they  do  not  know  what 
job  they  are  going  to  get,  and  the  Board  of  Health  is  in  a  rush. 
Jt  is  not  able  to  inquire  into  the  particulars  very  fully,  so  they 
just  give  one  class  of  certificate.  And  I  think  it  would  be  easier 
and  would  require  less  attention  and  less  trouble  to  everybody 
simply  to  permit  the  discharge  of  a  minor  found  working  under 
physically  improper  conditions.  If  a  factory  inspector  could  dis- 
charge such  a  child,  then  the  child  could  go  to  the  Board  of  Health, 
and  if  the  Board  of  Health  did  not  sustain  the  factory  inspector, 
they  could  give  a  special  certificate  in  that  case. 

Q.  You  think  they  ought  to  give  the  factory  inspector  such 
right,  and'  u^  to  what  age?  A.  You  might  >a£  well  say  up  to  21. 
They  are  minors.  For  this  reason :  The  age  limit  is  the  one  thing 
very  hard  to  prove.  The  foreign  laws  about  childTen  nm  up  to 
eighteen,  but  you  cannot  prove  the  age  of  eighteen  to  save  your 
life,  BO  that  if  you  simply  miake  your  law  applicable  to  minora, 
with  the  understanding  that  it  is  only  going  to  be  used  up  to  about 
eighteen  years  of  age,  that  underfitanding  would  come  true. 

Q.  What  would  you  say  as  to  a  periodical  physical  examination 
of  children  and  a  renewal  of  their  working  papers  from  time  to 
time?    A.  By  the  Board  of  Health? 

Q.  Yes.  A.  That  would  be  very  good,  but  that  would  require 
a  heavy  additional  force  in  the  Board  of  Health. 

Q.  Does  the  importance  of  the  subject  warrant  an  increased  ex- 
penditure? A.  I  hardly  think  so.  I  think  that  could  be  handled 
in  the  other  way.  There  are  so  many  lines  in  which  you  can  nm 
up  your  force,  if  you  start  to  do  it, 

Q.  Well,  we  want  to  economize  and  get  the  best  results,  Commis- 
sioner. Have  you  any  suggestions  to  make  to  the  Commission  with 
reference  to  the  adequacy  of  the  existing  law  relating  to  hours  of 
labor  for  women  and  children  in  industries?  A.  The  law  limiting 
the  hours  of  labor  of  women  is  not  enforced  here  very  strictly. 
It  is  not  enforced  in  any  State  in  the  United  States;  it  is  not 
enforced  in  France;  it  is  not  enforced  in  England,  and  I  have  heard 
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that  it  is  not  enforced  in  an j  other  part  of  the  world,  and  it  is  a  very 
dJiiicuit  proposition.  When  I  saj  that  100  factory  inspectors  are 
necessary  or  proper  or  adequate  I  exclude  that,  because  one  thou- 
sand would  not  enable  the  inspectors  to  watch  and  detect  all  viola- 
tions of  the  law.  I  think  that  question  would  have  to  be  left  to 
the  labor  unions  pretty  largely^  to  work  out  for  themselves  They 
can  enforce  the  hours  of  labor  law,  and  if  they  cannot,  there  is 
not  anybody  that  can.  But  the  foreign  laws  allow  a  Uttle  more. 
JTor  instance,  they  are  not  so  fiat  as  our  laws.  Our  laws  provide, 
for  instance,  that  sixty  hours  a  week  is  the  absolute  limit  The 
foreign  laws  allow  canneries  to  work  longer  hours.  They  allow 
.seasonal  industries  to  work  longer  hours  under  certain  conditions. 
They  permit  special  permits  according  to  efficiency  for  longer 
hours,  and  in  that  way  they  manage  to  get  the  law  so  that  it  looks 
a  little  bit  more  in  force  than  it  is  here.  The  canneries  up  the 
State  work  just  as  long  as  they  please,  and  every  year  or  two  the 
factory  inspectors  prosecute  them  all  and  get  licked,  and  they  go 
on  that  way,  ^nd  it  is  pretty  much  that  way  about  all  that  law. 
I  think  myself  that  the  present  movement  to  make  the  law  as  to 
the  hours  of  labor  for  women  more  strict  is  a  mistake,  because  it 
would  be  better  to  use  the  law  simply  as  a  limit  beyond  which 
employers  must  never  go.  Then  you  could  punish  them  and  fine 
them  in  all  cases  where  you  caught  them.  But  as  it  is  now  it  is 
something  like  the  Tenth  Commandment,  follow  it,  if  you  can, 
but  if  it  is  not  convenient,  do  not. 

Q.  What  would  you  say,  Commissioner,  constituted  the  principal 
difficulty  in  the  enforcement  of  laws  limiting  the  number  of  hours 
of  the  employment  of  women  and  children?  A.  The  principal  dif- 
ficulty is  to  get  your  evidence,  and  to  get  a  judge  or  a  jury  to 
convict 

Q.  Commissioner,  how  would  it  be  practicable  to  limit  the  em- 
ployment of  women  immediately  before  and  after  childbirth?  Have 
you  given  that  matter  any  consideration?  A.  I  believe  in  all  the 
countries  of  Europe  that  is  provided  for,  and  I  think  very  strictly 
enforced.  I  do  not  know  whether  there  is  any  particular  call  for 
it  here.  I  do  not  know  whether  that  ever  happened.  The  punish- 
ment in  such  cases  is  pretty  severe,  and  generally  inflicted. 

Q.  The  Commission  has  received  testimony  to  the  effect  that 
women  are  employed  practically  up  to  the  very  day  or  the  day 
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before  childbirth.     There  i&  no  law  on  the  subject  in  this  State? 
A.  No  law  here. 

Assemblyman  Phillips:  To  what  extent  are  they  employed^ 
do  you  know? 

Mr.  Shientag:  They  are  employed  in  ordinary  occupations, 
some  of  which  involve  manual  labor,  hard  manual  labor. 

Assemblyman  Phillips:  Why  are  they  employed,  are  not 
their  husbands  taking  care  of  their  families? 

Mr.  Shlentao:  In  a  great  many  cases  the  wages  of  the  hus- 
band are  insufficient. 

Assemblyman  Phillips  :  Let  us  get  back  to  the  cause,  then. 

Mr.  Shientag:  That  is  what  I  would  like  to  get  the  Commis- 
sioner's suggestion  about. 

Q.  Pardon  me  for  taking  you  over  the  entire  realm  of  the 
labor  law,  but  we  would  like  to  get  your  views  on  these  various 
matters,  Commissioner.  Would  you  recommend  that  the  use  of 
cellars  for  bakeries  should  be  prohibited,  jBirst,  in  the  case  of 
bakeries  that  are  already  in  existence?     A.  Cellar  bakeries? 

Q.  Yes,  cellar  bakeries.  A.  I  do  not  know  where  they  would 
go  to,  and  if  they  are  driven  out  of  existence  I  do  not  know 
where  the  bread  will  be  baked,  and  who  will  be  able  to  pay  the 
rent  for  a  better  bakery. 

Q.  In  Chicago,  it  was  testified  before  this  Commission,  they 
have  abolished  cellar  bakeries,  and  the  bakeries  went  up  higher, 
in  the  upper  stories.  Do  you  think  that  such  a  plan  would  be 
feasible  with  reference  to  the  existing  bakeries  in  this  city  ?  A. 
Be  what  ? 

Q.  Be  feasible  or  practicable  or  advisable.  A.  You  could  do 
it,  drive  them  out,  the  cellar  bakeries,  but  I  think  it  would  work 
a  good  deal  of  hardship. 

Q.  Well,  in  the  case  of  bakeries  to  be  opened  in  the  future, 
do  you  think  the  use  of  cellars  for  such  bakeries  should  be  pro- 
hibited ?     A.  I  would  like  to  prohibit  them,  yes,  but  it  would  be 
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a  pretty  drastic  thing  to  do  here  in  this  city.  It  is  a  pretty 
hard  thing  to  get  any  place  for  a  bakery  without  paying  a  very 
high  rent.     Cellars  seem  to  be  the  only  available  places. 

Q.  Commissioner,  what  would  yon  suggest  that  would  tend 
to  do  away  with  the  present  duplication  of  inspections  in  the  vari- 
ous city  and  State  departments? 

The  Chairman:  Commissioner,  before  you  go  on  with  that,  I 
would  like  to  ask  you  where  the  evidence  before  us  shows  that 
the  bakeries,  ninety  per  cent  of  them,  that  have  been  inspected, 
are  in  absolutely  filthy  condition 

The  Witness:  You  ought  to  have  seen  them  five  years  ago. 
I  have  been  through  a  lot  of  them  in  the  course  of  the  last 
month  or  so,  and  they  are  very  much  improved  from  what  they 
used  to  be.  They  are  gradually  getting  better.  I  do  think  they 
are  filthy  and  ought  to  be  stopped,  but  I  do  not  know  where 
the  bread  would  be  baked  if  it  were  not  in  those  bakeries.  I  think 
that  gradually  the  conditions  can  be  made  better  and  that  gradu- 
ally they  can  be  forced  to  have  better  shops. 

The  Chaibman:  Where  conditions  are  as  they  have  been  de- 
scribed before  the  Commission,  don't  you  think  the  Legislature 
would  be  justified  in  using  drastic  methods  to  eliminate  them? 

The  Witness:  Entirely  justified,  yes,  from  that  point  of 
view.  I  have  always  thought,  though,  where  would  those  baker- 
ies go.  If  you  go  down  and  look  at  them  through  the  lower  part 
of  the  city  you  would  wonder  where  bread  would  be  baked,  where 
would  those  bakeries  move  to?  You  are  putting  a  lot  of  people 
out  of  business  and  perhaps  raising  the  price  of  bread.  I  do  not 
know;  it  requires  a  study,  you  know,  but  things  are  getting  a 
little  bit  better,  slowly,  and  I  am  not  certain  whether  or  not 
that  would  not  be  a  pretty  drastic  remedy,  not  against  the  worst 
ones,  but  against  the  best  of  that  class. 

The  Chaibman:  The  Commission  had  in  mind  principally 
making  the  provisions  of  law  more  drastic  as  to  future  bakeries, 
not  so  much  those  that  are  in  existence  now. 


p.  Tboumbsh  Shbbmait.  565 

The  Witness:  Well,  yes,  that  would  be  all  right,  but  I  think 
some  of  those  in  existence  now  are  the  ones  that  really  want  the 
remedy.  Take,  for  instance,  a  store,  a  confectionery  store,  some- 
thing like  that,  and  they  establish  a  nice  bakery  in  the  base- 
ment. Now,  if  you  say  they  cannot  do  that  in  the  future,  how 
are  they  going  to  make  that  combination?  They  cannot  do  it 
very  well  in  the  upper  stories.  A  bakery  is  a  pretty  hard  thing 
to  have  upstairs.     I  am  talking  about  a  store  building,  you  know. 

The  Chairman  :  Of  course  I  do  not  know,  myself,  except  that 
we  have  had  before  us  one  witness,  or  I  think  two  witnesses,  who 
have  said  that  in  Chicago  the  scheme  has  worked  very  well,  the 
elimination  of  the  cellar  bakery.  Do  you  know  anything  about 
that  yourself? 

The  Witness:  No,  I  do  not  know  anything  particularly,  but 
Chicago  is  a  very  big  city  in  space,  and  land  there  in  the  outer 
parts  of  the  city  is  very  cheap,  and  the  building  rents  —  except 
in  the  central  part,  they  are  about  as  high  as  they  are  here — - 
are  very  slight,  and  the  difference  between  getting  your  space  and 
getting  your  accomimodations  there  and  in  New  York  would  be 
quite  a  serious  thing,  I  think. 

Assemblyman  Smith:  From  the  standpoint  of  cleanliness,  if 
the  baker  does  not  want  to  clean  the  place,  will  it  be  any  cleaner 
on  the  third  floor  than  if  it  is  in  the  basement  ? 

The  Witness  :  I  think  so,  yes.  In  the  basement,  things  sort  of 
drift  in. 

Assemblyman  Smith:  Do  you  think  a  basement  naturally 
gathers  dirt? 

The  Witness  :  It  does,  a  little  bit,  yes. 

By  Mr.  Shientag: 

Q.  Do  you  think  in  the  city  of  New  York,  for  example,  that 
the  Department  of  Health  should  have  sole  and  exclusive  juris-. 
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diction  over  bakeries  ?  A.  I  do  not  see  any  particular  advantage 
one  way  or  the  other.  I  think  the  factory  inspectors  might  just 
as  well  take  care  of  them.  The  Health  Department  has  addi- 
tional jurisdiction,  but  I  think  it  is  a  little  more  in  accordance 
with  the  line  of  the  factory  inspectors  to  take  the  bakeries. 

Q.  Is  it  not  more  in  accordance  with  the  line  of  the  Health 
Inspectors  to  examine  places  where  food  stuffs  are  made^  A. 
Yes,  a  great  many  factories  are  engaged  in  manufacturing  food 
stuffs.     That  is  a  great  branch  of  industry. 

Q.  How  about  giving  the  Health  Department  jurisdiction  over 
those  factories;  the^  inspect  them,  anyhow?  A.  The  situation  is 
somewhat  this  way:  A  large  proportion  of  the  bakeshops  are 
real  bona  fide  factories,  and  should  be  inspected  for  safety  and 
other  things  like  that.  And  at  the  same  time  the  Board  of 
Health  come  in  whenever  they  want  to  and  do  some  things  that 
are  necessary,  so  that  it  would  be  hard  to  draw  the  line  with  the 
factory  inspector.  There  is  no  reason  why  the  Health  Depart- 
ment should  not  give  them  an  inspection  if  they  want  to. 

Q.  Do  you  believe  in  this  duplication  of  inspections  and  ot 
this  concurrent  authority  and  jurisdiction?  A.  It  is  not  con- 
current. The  factory  inspector  is  responsible  but  the  Health 
Department  has  authority.  The  Health  Department's  authority 
is  absolute  over  everything  in  regard  to  health. 

Q.  DonH  you  think  one  department  should  be  given  sole  super- 
vision over  bakeries  and  that  would  tend  to  avoid  this  so-called 
shifting  of  responsibility?  A.  The  trouble  about  that  is  that 
the  Board  of  Health  would  have  to  assume  jurisdiction  not  only 
over  the  health  of  the  bakery,  but  over  the  safety  of  the  bakery. 

Q.  What  do  you  mean  when  you  refer  to  safety  ?  A.  As  to  the 
machinery  or  power  or  anything  like  that,  and  the  hours  of  labor, 
for  instance.  The  factory  inspector  does  go  in  about  those  things. 
The  Board  of  Health  wouM  have  to  take  that  jurisdiotion.  The 
factory  inspector  has  jurisdiction  and  general  responsibility. 

Q.  What  would  you  suggest,  Commissioner,  that  would  tend 
to  do  away  with  the  present  duplication  of  inspections  by  various 
city  and  State  Departmenits  in  the  city  of  New  Yoiik  and  else- 
where? A.  I  do  not  think  there  is  very  much  duplicate  inspec- 
tion, as  far  as  the  factories  are  concerned.     There  is  not  ver; 
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much  inflpection.  You  know  it  is  done  in  routine,  it  only  comes 
about  once  a  year,  the  factory  inspector  gets  around,  a  little  more 
than  once  a  year  in- New  York  city,  so  it  is  not  duplicated,  that 
is  not  any  very  great  hardship.  When  it  comes  to  the  buildings 
in  this  city,  the  loft  buildings,  you  have  got  to  have  the  Building 
Department  see  that  the  building  is  properly  buHt  to  start  with, 
the  factory  inspector  has  his  line  of  subjects,  and  it  seems  to  me 
the  Fire  Department  should  be  primarily  responsible  and  should 
be  equipped  to  take  care  of  the  general  subject  of  safety  from 
fire  to  people  employed  in  these  buildings. 

Q.  Commissioner,  you  stated  once  or  twice,  I  believe,  that 
these  factories  were  inspected  once  a  year.  Do  you  consider  that 
inspection  adequate?  A.  Well,  not  to  produce  results  immedi- 
ately, but  it  will  produce  results  after  a  while.  What  I  mean 
by  that  is  that  if  everything  is  found  all  right,  there  is  only  that 
one  inspection.  If  there  is  anything  out  of  the  way  they  come 
back  and  they  come  back  to  enforce  the  law,  or  to  observe  again, 
but  I  think  that  in  the  great  majority  of  factories  proper  one 
inspection  a  year  furnishes  full  inspection,  about  all  you  can 
giva     That  is  all  any  other  country  gives. 

Q.  It  has  been  suggested  to  the  Commission,  Commissioner, 
that  it  might  be  advisable  to  establish  a  Bureau  of  Inspection  in 
the  city  of  New  York,  whose  function  it  shall  be  to  inspect  all 
factories  and  manufacturing  establishments,  report  existing  con- 
ditions to  the  city  department  responsible  for  the  enforcement  of 
the  law,  leaving  the  enforcement  of  it  to  these  different  depart- 
ments, to  see  that  the  law  is  complied  with  ?  A.  That  is  like  giv< 
ing  the  doctor's  work  to  the  lawyer,  and  the  lawyer's  work  and  the 
professor's  work  and  the  plumber's  work  and  everybody  else's 
work  just  to  one  department,  or  to  one  profession.  The  factory 
inspector  really  is  covering  a  particular  line  of  work.  It  is  not 
structural  work,  which  the  Building  Department  takes  care  of, 
and  it  is  not  exactly  the  work  of  the  Fire  Department,  although 
they  cover  that  throughout  the  State,  but  it  is  Sianitation  and 
safety  in  the  factory,  as  a  growing  concern,  and  you  would  have 
to  duplicate  a  lot  of  machinery  and  a  lot  of  investigation  force 
to  separate  it  that  way. 

Q.  Well,  Commissioner,  in  one  department  to-day  there  are 
different  kinds  of  inspectors  employed,  one  to  look  after  sanita- 
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tion  and  one  to  look  «f  ter  the  SFtructural  side,  and  another  to  look 
after  fire-escape  facilities.  That  is  bj  a  sort  of  n^ttural  selection. 
One  man  either  becomes  expert  while  he  is  in  the  service  or  he 
enters  the  service  with  some  particular  knowledge  on  a  given  sub- 
ject?   A.  Yes. 

Q.  Why  would  not  that  apply  to  this  Bureau  of  Inspection, 
having  your  divisions  contain  men  who  are  naturally  fitted  for  the 
different  kinds  of  work?  A.  That  is  a  question  of  d^ree, 
rather  than  anything  else.  You  could  have  all  departments  con- 
centrated in  one,  but  you  would  practically  destroy  the  factory 
inspection  service  as  a  whole  in  this  State,  as  a  body  for  inves- 
tigating and  study  and  for  uniform  enforcement  of  the  safety 
laws,  and  sanitary  laws. 

Mr.  Shientag:  Are  there  any  further  questions  on  this  par- 
ticular subject  ? 

Assemblyman  Phillips:  If  you  had  a  Bureau  of  Inspection, 
would  it  make  any  saving  by  doing  away  with  this  duplication. 
Would  you  not  have  to  subdivide  that  bureau  into  departments  j 

The  Witness  :  Just  the  same. 

Assemblyman  Phillips:  With  a  specialist  for  each  depart- 
ment? 

The  Witness:  Not  necessarily  in  the  idenclcal  same  way,  prac- 
tically the  same. 

Mr.  Shientag  :  Would  not  you  be  saving  these  visits  by  the  in- 
spectors of  the  different  departments  ? 

The  Witness  :  Well,  you  would  have  a  different  set  of  inspec- 
tors from  the  same  department. 

Assemblyman  Phillips:  Would  you  not  have  to  send  inspec- 
tors from  your  different  divisions  ? 

The  Witness  :  Somewhat  in  the  same  way. 
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By  Mr.  Shixntao: 

Q.  As  to  tenement-house  inspection,  as  I  understand  it,  you 
think  that  inspection  belongs  properly  to  the  Tenement  House 
Department?  A.  I  think  our  departments  are  organized  wrong. 
I  think  the  Building  Department  ought  to  cover  simply  the  erec- 
tion and  installation  of  the  building,  and  then  the  Fire  Depart- 
ment ought  to  take  care  of  the  fire  prevention,  and  the  factory 
inspectors  ought  to  co-operate  with  the  Fire  Department.  And 
I  think  those  departments  could  co-operate  pretty  successfully 
without  much  trouble. 

Q.  Have  you  ever  considered  the  subject  of  manufacturing  in 
tenement  houses.  Commissioner  ?     A.  Yes. 

Q.  What  are  your  views  as  to  the  restriction  of  such  manu- 
facturing? A.  It  is  restricted  now  pretty  generally.  You  have 
to  get  a  license  for  the  house.  Is  there  any  proposition  to  go  any 
further  and  forbid  manufacturing  in  tenement  houses  ? 

Q.  What  are  your  views  on  that  subject?  A.  You  mean  in 
the  homes? 

Q.  Yes,  in  the  homes  ?     A.  Clothing  that  is  sent  out  ? 

Q.  Yes.  A.  I  do  not  know  how  you  are  going  to  do  it,  and 
another  thing  you  have  got  to  think  of  about  that  is,  that 
there  are  many  thousands  of  people  who  are  manufacturing  in 
their  homes  who  are  not  engaged  in  any  sweated  trade  whatever. 
A  great  many  people  are  in  artistic  lines.  A  great  many  people 
are  doing  expert  sewing  and  there  is  a  good  deal  of  finishing  by 
first-class  finishing  men,  a  better  class  of  sewing  than  is  sent  out 
from  the  stores.  So  if  you  forbid  manufacture  being  sent  to  the 
homes  from  the  factories  or  some  shops,  you  are  forbidding  a 
very  large  class  of  industry,  that  is  good  and  should  not  be 
prohibited. 

Q.  What  would  you  say,  Oommissioner,  to  giving  the  Tene- 
ment House  Department  jurisdiction  over  manufacturing  in  tene- 
ment houses,  so  as  to  avoid  any  duplication  of  inspections  and 
reserving  the  powers  of  the  Labor  Department  to  some  other  field  ? 
A.  Well,  I  think  it  would  be  a  great  relief  to  the  State  Depart- 
ment of  Labor,  but  the  trouble  is  you  have  got  to  regulate  that 
work  at  both  ends.  You  find  out  what  work  is  going  out  from 
the  factory  and  then  you  follow  that  into  the  tenement  house,  fol- 


560  MnruTBB  of  Public  HBASoroft. 

low  it  back  and  fortlL  These  two  brancheB  go  together.  Do  you 
Bee  what  I  mean? 

Q.  But  I  don't  get  the  importance  of  following  that  work  !  A. 
You  can't  find  it  in  the  tenement  house  or  odierwise.  You  can 
trace  all  the  tenement  houses,  go  all  throu^  feopXe^B  apartments, 
and  find  work  in  there  You  go  to  the  factorieB  and  )m>u  prac- 
tically interrogate  the  factory  profyrietors  to  find  out  viliere  their 
work  is  and  get  a  list  of  it. 

Q.  Why  not  send  this  list  to  the  Tenement  House  Department, 
and  have  the  inspector  go  through  the  house!  A.  If  you  do 
catch  him  receiving  any  goods  or  sending  any  to  a  tenement  house, 
why  you  have  got  him. 

Q.  What  do  you  think  about  the  jurisdicticm  of  the  Tenement 
House  Department.  The  tenement  house  inspector  inspects  the 
tenement  houses  and  visits  the  apartments  where  the  manufactur- 
ing Ib  carried  on,  but  has  absolutely  no  jurisdiction?  A.  If  they 
would  report  to  the  factory  inspector,  it  would  enable  the  factory 
inspector  to  look  after  it.  The  trouble  is  that  the  tenement  house 
inspector  mi^t  go  through  a  house  from  top  to  bottom,  or  the  fac- 
tory inspector  might,  or  you  and  I  might,  and  you  would  not  find 
any  work  in  it,  althou^  on  our  first  appearance  in  the  door,  why 
everybody  in  that  house  is  working. 

Q.  The  tenement  house  inspector  would  get  a  list  from  the  fac- 
tory inspector,  produced  from  the  factory?  A.  That  is,  he 
duplicates  the  work  of  the  factory  inspector. 

Q.  No,  he  simply  visits  the  tenement  houses  indicated  on  that 
list.     A.  Where  would  he  go  to  get  the  list? 

Q.  Send  to  the  Department  of  Labor.  A.  Then  he  would  have 
to  go  to  the  factory  proprietor.  In  other  words,  he  would  have  to 
come  to  the  factory  inBX)ector  for  his  list  of  proprietors. 

By  Miss  Dbeieb: 

Q.  We  have  now  a  system  of  subcontracting  which  means  that 
girls  in  factories,  for  instance,  don't  get  the  work.  They  come 
out  and  wait,  and  the  work  is  sent  out  to  them,  it  is  sent  to  tene- 
ment homes  to  be  done  there.  Wouldn't  it  be  much  more  advis- 
able to  have  a  man  in  a  factory  do  that  work  instead  of  having 
it  done  in  homes?     Is  there  any  way  by  which  we  can  remedj 
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that  situation  ?  A.  I  don't  see  any  way  of  stopping  that  except 
through  the  unions,  if  they  will  try  and  enforce  the  rule  against 
snbcontracting.  The  trouble  is  that  practically  throughout  the 
world  that  trouble  exists,  and  you  cannot  practically  go  into  peo- 
ple's homes  at  night  and  day  time  and  cut  them  off  from  work- 
ing there. 

Q.  Could  we  have  a  license,  for  instance,  or  a  label  on  a  gar- 
ment  which  was  made,  and  have  it  stated  on  that  tag  that  it  was 
made  in  the  tenement  house;  mightn't  that  helpt  A.  Tha4f 
wouldn't  do  it  ' 

Q.  Couldn't  that  possibly  be  enforced,  could  th^re  be  a  regu- 
lation like  that  ?  A.  I  would  not  like  to  try  to.  That  would  be 
a  very  hard  thing  to  enforce.  You  must  remember  that  the  beet 
goods  sold  on  Fifth  avenue,  for  which  the  highest  prices  are  paid, 
are  finished  in  houses. 

Q.  Exactly.  That  is  what  we  want  to  avoid.  A.  Some  of 
that  work  is  very  highly  paid ;  good  work  under  good  conditions. 
Those  people  naturally  don't  want  to  be  driven  out  of  business, 
and  when  you  say  ^'  tenement  made  "  you  may  stigmatize  the  best 
class  of  goods  in  the  trade.  In  other  words,  all  hand-made  trim- 
mings are  tenement  made  in  New  York  city,  and  all  the  best 
dresses  and  all  the  finest  things  that  are  made  in  Kew  York  city 
are  tenement  made,  so  that  all  you  will  have  left  would  be  a  few 
things  of  medium  grade,  made  in  shops. 

Q.  At  the  same  time  we  know  that  the  people  who  work  in 
tenement  houses  get  very  much  lower  wages  than  those  who  work 
in  factories  ?  A.  We  know  that  the  vast  majority  in  the  sweated 
trades  do.  We  would  like  to  stop  it,  but  there  is  a  very  large 
minority  who  are  not  so  situated,  and  who  don't  receive  a  vastly 
lower  wage,  and  if  you  try  to  interfere  with  one,  you  are  trying 
to  interfere  with  the  other  equally.  You  can't  distinguish  be- 
tween one  class  and  the  other,  unless  you  dividb  tenements  into 
classes  and  say  all  who  live  in  certain  tenements  can  work  at 
home  and  all  who  live  in  other  tenements  can  not 

Q.  Is  that  possible?    A.  No. 

By  Assemblyman  Smith: 

Q.  In  relation  to  the  selection  of  factory  inspectors^  are  you 
familiar  with  the  method  of  rating  in  the  Civil  Service  Commis- 
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sion  for  position  as  factory  inspector?     A.  Am  I  familiar  with 
the  grading? 

Q.  The  method  of  rating  by  civil  service  examiners  ?  A.  Oh, 
yes. 

Q.  Do  you  think  that  we  get  the  best  men  for  the  places  by 
civil  service  examinations  ?     A.  I  think  you  can,  yes,  practically. 

Q.  Do  you  know  that  about  forty  per  cent  of  the  examination 
is  given  to  the  man  for  his  past  experience,  and  there  is  no  way 
of  looking  that  up,  except  taking  his  word  for  it,  as  he  writes  it 
on  paper.  In  other  words,  a  man  with  a  pretty  good  head  and  a 
good  imagination  comes  third  or  fourth  on  pretty  nearly  every 
kind'  of  lis.t,  who  can  show  experience  as  a  factory  inspector;  and 
if  necessity  demands  it  he  has  experience  for  a  cold  storage  in 
specter ;  and  if  the  Public  Service  Commission  needs  an  inspector 
the  day  after,  he  has  the  experience  for  that.  He  has  got  them 
all.     A.  You  mean  the  State  examination? 

Q.  Yes.  A.  I  saw  the  method  up  in  Albany,  and  the  method 
for  examination  in  the  Department  of  Labor  I  thought  was  very 
good.  You  can  go  up  there  and  look  at  the  papers  a  little  bit, 
and  vou  will  see  they  are  very  carefully  worked  out  and  very 
intelligently.  I  think  you  can  take  in  any  case  the  first  one,  two 
and  three  on  the  list,  and  they  are  pretty  nearly  always  apt  to  be 
ranked  as  first,  second  or  third,  without  any  doubt. 

Q.  We  will  agree  the  places  are  rated  well,  but  did  the  man 
who  wrote  the  paper  do  the  work  he  said  he  did?  There  is  no 
investigation  made  of  it?     A.  What? 

Q.  The  man  who  takes  the  examination  and  puts  down  about 
his  experience  is  sure  to  put  down  a  very  good  record,  but  there 
is  no  way  of  finding  out  whether  he  ever  had  it  or  not  ?  A.  You 
can  tell  that  when  you  try  him. 

Q.  You  donH  try  him.  He  goes  into  a  room  with  five  hun- 
dred men.  He  vrrites  it  on  a  piece  of  paper  and  the  Civil  Ser- 
vice  Commission  passes  him  and  puts  him  on  the  top  of  the  list, 
principally  because  of  his  experience?  A.  You  can  tell  from 
an  examination  of  the  paper  itself  whether  the  man  has  or  has 
not  much  experience,  otherwise  he  could  not  answer  the  paper. 

Q.  Why,  no,  no.  I  hold  the  opposite  to  that.  I  suppose  the 
man  can  come  third  or  fourth  on  rir  or  seven  different  kinds  of 
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liste^  requiring  technical  training  —  it  has  happened.  !Now^  this 
ifl  a  f act,  there  was  an  examination  held  for  a  new  position  in  the 
State  under  the  State  Commissioner  of  Healthy  known  as  Cold 
Storage  Inspector.  The  Civil  Service  Commission,  for  some  un- 
known reason,  got  the  idea  that  a  man  who  works  in  a  cold  stor- 
age plant  ought  to  know  more  about  cold  storage  than  any  other 
human  being.  The  result  is  that  the  first  ten  men  on  the  list 
are  naturally  friendly  to  all  the  cold  storage  plants  in  the  State. 
They  are  friendly  to  them  at  the  time  the  examination  took  place, 
as  they  were  working  for  them  at  that  time.  And  the  men  who 
worked  for  the  Commission,  who  secured  three  or  four  prosecu- 
tions under  the  new  law,  received  no  rating  for  experience.  Now,* 
in  view  of  that,  is  it  the  fact  that  the  very  beet  men  available  for 
this  work  are  gotten  by  Civil  Service  examinations,  where  no 
investigation  is  made  of  anybody  to  see  whether  or  not  he  states 
what  is  so  when  he  talks  of  his  previous  experience?  A.  Of 
course  the  appointing  officer  has  a  very  good  chance  to  investigate 
and  I  never  saw  any  such  defect  as  you  mention  in  any  of  the 
appointments  that  came  up  to  me.  I  always  read  over  their 
papers  carefully  and  inquired  into  their  references,  and  got  a 
good  many  endorsements  by  all  classes  of  people.  I  thought  it 
worked  very  well.     Your  objection  is  quite  surprising  to  me. 

Q.  As  a  matter  of  fact,  you  have  to  take  one  of  the  first  three. 
He  may  not  be  the  best  man  for  the  job,  but  he  just  about  per- 
forms the  duties,  and  that  is  all.  A.  Oh,  no.  A  difference  of 
opinioUi  Mr.  Smith. 

Q.  Under  the  present  system  does  the  State  Department  of 
Labor  secure  the  services  of  inspectors  who  have  experience  be- 
fore they  enter  the  department!  A.  I  would  rather  have  them, 
yes. 

Q.  Under  the  present  system,  does  the  State  department  of 
Labor  get  them }  A.  Not  in  the  lower  positions.  They  get  men 
generally  who  have  had  mechanical  experience,  who  have  been 
employed  in  factories,  or  been  foremen  or  men  of  that  class.  They 
are  competent,  except  that  they  would  be  very  much  strengthened 
if  they  had  men  with  a  little  more  education. 

Q.  What  would  you  suggest  that  would  result  in  securing  the 
services  of  men  with  some  technical  experience  t    A.  Oh,  that  has 
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already  been  provided  for  by  higher  poeitions  with  ilicreaaed 
salaries  for  supervising  inspectors. 

Q.  You  think  that  will  act  as  an  inducement?  A.  Yee^  I 
think  so. 

Q.  If  the  (Commission  will  bear  with  me,  we  may  need  just  a 
few  minutes  more.  I  would  like  to  ask  Mr.  Sherman  his  views  on 
fire  prevention  and  fire-esoape  facilities.  I  understand.  Commis- 
sioner, that  jou  have  gone  into  that  question.  What  can  be  dono 
to  prevent  the  spread  of  fire  because  of  inflammable  material  in 
a  manufacturing  establishment.  Have  you  considered  that?  A. 
Inflammable  material? 

Q.  Yes.  A.  I  think  it  ought  to  be  cleaned  out  r^ularly,  all 
inflammable  material.  I  think  about  once  a  week,  and  in  the 
meantime  it  ought  to  be  kept  in  fire-proof  receptacles.  By  in- 
flammable materials,  I  mean  principally  clippings  and  cuttings  of 
different  articles  in  clothing,  in  the  clothing  trade. 

Q.  Do  you  believe  that  fire  drills  should  be  made  mandatory  ? 
A.  Well,  the  principal  use  of  a  fire  driU,  it  seems  to  me,  is  to 
show  that  you  can't  get  out  of  a  factory  in  case  of  fire. 

Q.  Or  can  get  out?  A.  And  I  think,  for  that  purpose,  the 
Fire  Department  ought  to  go  down  to  every  factory  or  every 
building  and  conduct  a  fire  drill.  Then  you  would  demonstrate, 
in  a  large  number  of  them,  that  in  case  of  fire  they  could  not 
possibly  get  out.  That  would  be  the  principal  use  of  fire  drills, 
and  I  think  if  they  had  such  fire  drills  occasionally  it  would  keep 
the  subject  of  safety  before  the  employees,  and  show  them  how 
they  ought  to  get  out  in  case  of  fire ;  but  I  don't  think  the  fire  drill 
itself  is  of  primary  importance,  except  for  that. 

Q.  Isn't  that  of  sufficient  importance  to  warrant  the  manda- 
tory requirement  of  fire  drills  from  time  to  time?  A.  Oh,  yes. 
I  would  not  say  mandatory  requirements.  I  would  give  juris- 
diction or  authority  to  the  Fire  Department,  or  somebody  liko 
that,  to  go  and  conduct  fire  drills  in  these  establishments.  When 
you  say  to  an  employer  or  anybody  else  that  he  should  conduct  a 
fire  driU,  he  may  not  know  how,  and  then  in  an  old  building,  a 
loft  building,  it  won't  do  any  good  to  have  a  fire  drill  on  one 
floor,  by  itself.  That  would  be  no  good  at  aU,  because  that  won't 
produce  the  conditions  of  fire.     The  conditions  of  fire  are  that 
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all  occupants  of  the  building  come  down  the  stairway,  elevator,  or 
fire-escape  at  the  same  moment,  and  the  fire  drill,  to  be  eflfective, 
must  take  in  that  whole  building.  You  must  have  some  official 
with  authority  to  come  there  and  hold  the  fire  drill  under  con- 
ditions which  he  thinks  proper  and  necessary  to  test  the  capacity 
of  that  building  to  empty  itself,  and  instruct  the  people  in  that 
building  how  to  get  out. 

Q.  The  Commission  has  received  considerable  testimony  con- 
cerning the  advisability  of  requiring  the  installation  of  automatic 
sprinklers.     What  are  your  views?     A.  Automatic  sprinklers? 

Q.  Yes*  A.  Automatic  sprinklers  are  a  pretty  expensive 
thing.  They  would  cost  this  State,  for  instance,  if  they  were  re- 
quired in  the  State,  I  don't  know  but  hundreds  of  millions  of 
dollars,  and  they  are  useful  for  two  purposes.  They  are  useful, 
first,  to  protect  property,  and,  second,  to  make  life  a  little  safer. 
They  are  not  very  useful  for  improving  the  safety  conditions  as 
far  as  life  is  concerned.  I  don't  think  that  they  ought  to  be  re- 
quired everywhere,  under  all  conditions,  but  I  think  that  is  a 
subject  in  which  disinterested  expert  opinion  should  be  consulted. 
Now,  along  a  subject  like  this,  like  the  sprinkler  system,  I  am  not 
an  expert,  and  your  Commission  has  Mr.  Porter,  I  think. 

Q.  Yes.  A.  And  Mr.  Porter  is  a  very  capable  expert  in  that 
line,  and  I  think  you  ought  to  put  him  in  on  that  question. 

Q.  We  simply  wanted  to  get  your  views.  The  Commission  has 
received  testimony  of  experts,  and  we  will  get  some  further  testi- 
mony along  these  lines. 

The  Chairman:  On  the  question  of  automatic  sprinklers,  mv 
recollection  is  that  we  had  testimony  before  the  Commission,  that 
within  the  last  three  years  I  think  there  has  not  been  a  single  life 
lost  in  a  building  which  has  an  automatic  sprinkler,  and  which  had 
a  fire  there. 

The  Witness:  They  stopped  that  record  just  after  the  timo 
when  a  building  burned  with  automatic  sprinklers,  and  lost  a  lif  ^), 
and  that  is  the  answer  to  that. 

Mr.  Shientao:  Where  is  that? 
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The  Chaibman:  Where  is  thatt 

The  Witness:  I  don't  know.  I  tell  you  my  opinion  on  that 
point  is  not  very  good.  It  is  not  very  well  informed.  I  don't 
just  see  how  the  automatic  sprinkler  would  put  out  lire  under 
all  conditions  in  these  work  shops,  where  there  are  work  benches 
and  clothing  clippings  underneath,  and  matches  are  thrown  down 
there.  The  automatic  sprinkler  won't  stop  that  fire,  and  I  heard 
the  last  fire  chief  of  New  York  and  quite  a  number  of  others  say 
that  the  automatic  sprinkler  was  not  so  very  reliable  under  cer- 
tain conditions.  Those  conditions  are  generally  working  condi- 
tions. The  automatic  sprinkler  is  good  enough  when  the  room 
is  empty.  A  great  many  fires,  you  see,  occur  in  an  empty  room, 
an  empty  work  shop,  and  the  automatic  sprinkler  is  very  apt  to 
put  out  that  fire;  to  protect  property  and  to  protect  neighboring 
property,  that  is,  stop  the  fire  at  its  source,  and  a  great  many  neigh- 
boring buildings  are  saved.  But  when  it  comes  to  the  question  ol 
automatic  sprinklers  in  work  shops  and  buckets  of  water  and 
hand  grenades  and  things  like  that,  I  don't  know  but  that  the  lat- 
ter are  probably  as  effective  as  the  automatic  sprinkler. 

Q.  Do  you  believe  that  manufacturers  should  be  prohibited 
from  manufacturing  above  a  certain  number  of  stories  in  loft 
buildings  ?  A.  No,  I  don't  think  it  should  be  prohibited,  but  I 
think  that  the  great  fire  which  we  have  had  brought  to  our  atten- 
tion lately  is  due  to  the  fact  that  large  numfbers  of  people  are  con- 
centrated in  lofts  high  up  in  the  air,  and  there  is  absolutely  no 
means  by* which  these  lofts  can  be  emptied  quickly  in  case  of  fire. 

I  think  that  the  license,  as  I  explained  it  first,  should  be  re- 
quired of  a  factory  established  in  the  upper  lofts  of  these  build- 
ings, and  that  the  license  should  specify  the  number  of  people 
who  may  be  employed  in  the  space  occupied,  and  that  the  num- 
ber of  people  upon  each  floor  should  be  limited  according  to  the 
exits.  The  capacity  to  discharge  all  the  way  down,  that  should  be 
considered.  I  think  Mr.  Porter,  your  expert,  could  explain  that 
better  than  I  could,  but  if  you  have  only  two  stairways,  for  in- 
stance, in  a  factory  building,  a  loft  building,  you  could  only  count 
on  the  number  of  people  going  out  of  the  factory  floor  down  one 
story,  because  the  next  story  would  empty  in  and  occupy  the  stair- 
way that  far  down  for  the  next  space. 
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I  don't  believe  I  have  made  that  clear,  but  what  I  mean  is  that 
you  could  not  consider  a  stairway  as  being  at  the  exclusive  service 
of  every  floor. 

The  Chaibman  :  We  understand  that. 

The  Witness:  But  you  must  only  take  each  floor  capacity  of 
that  stairway.     Calculate  your  capacity  to  discharge  that  way. 

Of  course,  there  is  another  thing  better  than  the  stairway,  and 
that  is  the  bi-sectional  building,  that  is  divided  by  a  fire  wall  up 
and  down;  and  another  thing,  nearly  as  good  as  that,  is  a  pas- 
sageway or  bridge  or  portico  running  to  an  adjoining  building, 
which  is  separated  by  a  fire  wall  or  by  an  open  space.  That  will 
empty  the  floor  perfectly  without  going  down  a  stairway. 

Mr.  Shientao:  There  you  have  legal  complications. 

The  Witness:  Yes,  but  they  will  have  to  fix  that  up  them- 
selves. I  mean,  in  giving  licenses  for  a  factory  put  in  your  con- 
ditions that  to  exhaust  that  floor  they  must  have  certain  things  pro- 
vided. Let  them  work  it  out  in  any  way  they  wish.  Don't  say 
to  them  you  have  got  to  do  this,  you  have  got  to  do  that,  or  you 
have  got  to  do  the  other  thing,  but  say  you  have  to  provide  an 
exit  for  five  hundred  people  before  you  can  have  a  license  for  five 
hundred  people  on  the  sixth  or  seventh  floor  of  your  building. 

By  Assemblyman  Smith  : 

Q.  Early  in  the  investigation  it  was  suggested  that  all  windows 
leading  from  the  building  should  be  flush  with  the  floors.  A. 
What  ? 

Q.  That  windows  leading  to  other  exits  should  be  flush  with 
the  floor.  What  do  you  think  of  that  ?  A.  That  is  a  very  great 
advantage,  especially  at  those  heights,  because  it  is  a  bad  thing 
to  climb  out.  The  vertical  outside  fire-escape  we  have  now,  I 
think  those  are  generally  useless  ornaments. 

Q.  Well,  the  exits  to  the  building  which  you  suggested,  a  bridge 
leading  to  another  building,  that  should  not  be  a  window,  but  it 
should  be  a  door  flush  with  the  floor?  A.  That  would  be  much 
better. 
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By  Mr.  Shiektag: 

Q.  What  measures  would  you  recommend  to  prevent  smoking 
in  factories,  Commissioner?     A.  I  don't  know. 

The  Chairman  :  Like  the  ordinance  to  prevent  spitting  on  the 
floor. 

The  Witness:  I  think  the  employer  would  have  to  take  caro 
of  that  some  how  or  other. 

Q.  It  is  quite  a  serious  problem.  Would  you  make  it  a  crime 
for  a  factory  employee  to  smoke  in  a  factory,  or  a  certain  kind  of 
factory  ?  A.  Suppose  he  were  in  the  furnace  room  or  something 
like  that,  why  shouldn't  he  smoke? 

Q.  Where  material  is  ?  A.  The  trouble  about  those  crimes  is 
that  none  of  the  courts  will  punish  for  them  very  much.  We 
have  the  Magistrates'  Courts  ever>nvhere  in  the  State ;  practically 
when  you  make  the  rather  strict  rule,  they  won't  punish  for  them 
at  all,  except  after  some  great  disaster  like  that  which  happened. 
Little  oflFenses  you  can't  hold  anybody  for,  particularly  in  our 
Magistrates'  Courts. 

Q.  You  see,  it  has  been  demonstrated  rather  forcibly  that  those 
little  offenses  produce  terrible  catastrophes?  A.  They  are  ter- 
rible, yes ;  locked  doors  produce  terrible  catastrophes,  and  yet  the 
Magistrates'  Courts  —  I  am  not  speaking  about  them  here,  but 
all  over — -hold  pretty  generally  that  it  is  a  technical  offense. 
And  if  you  can  find  him  guilty  of  the  offense  two  or  three  times 
you  can  get  him  punished.  You  can  get  them  punished  just  now, 
because  popular  excitement  is  aroused,  but  generally  it  is  pretty 
hard  to  get  punishment  for  these  things.  The  magistrate  will 
warn  the  employer,  or  warn  a  man  and  scold  him,  but  they  wiD 
say,  we  will  let  you  off  this  time ;  and  that  means  that  you  have 
got  to  prosecute  each  man  about  three  times  before  you  can  get 
any  punishment. 

Q.  That  leads  to  this  question,  what  suggestions  would  you 
make  that  would  tend  to  minimize  a  suspended  sentence  for  vio- 
lations of  the  Labor  Law?     A.  I  have  given  up  that  jot). 

Q.  Do  you  think  the  Labor  Law  ought  to  be  amended  so  as  to 
prc^iibit  all  doors  opening  inwardly?    A.  Why,  no;  you  would 
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have  to  rebuild  your  buildings,  because  the  law,  as  it  reads  now, 
"  open  outwardly,  where  it  is  practicable,"  but  there  are  lots  and 
lots  of  doors  in  buildings,  the  way  buildings  are  built,  that  if  you 
made  them  open  outwardly  they  would  block  up  the  passageways 
and  be  terribly  harmful.  I  think  it  would  be  important  to  give 
the  factory  inspector  authority  to  make  them  use  sliding  doors,  or 
some  kind  of  automatic  doors. 

Q.  You  say  it  is  impracticable  to  order  the  doors  to  open  out- 
wardly, yet  they  say  that  fifty  bodies  were  found  in  front  of  one 
of  those  doors.  Don't  you  think  it  would  be  advisable  to  make  it 
mandatory,  that  is,  to  prohibit  all  doors  opening  inwardly,  and 
providing  for  sliding  doors,  if  it  were  impracticable  to  have  the 
door  open  outwardly?  A.  No,  suppose  you  do  —  take  a  fair- 
sized  work  room,  with  men  at  work  in  it.  What  harm  does  it 
do  which  way  the  door  opens,  if  there  are  two  men  working  in  it. 
You  must  remember  that  almost  all  the  buildings  in  this  city  have 
been  built  with  doors  opening  inwardly.  The  doors  in  this  build- 
ing, in  this  room,  open  inwardly. 

By  Miss  Dkeieb: 

Q.  You  spoke  of  the  inability  to  enforce  the  limitation  of  hours 
for  women,  because  you  could  not  get  the  evidence.  Wty  could 
not  you  get  the  evidence?     A.  What? 

Q.  Why  can't  you  get  evidence  against  the  violations  of  the 
rules  regulating  the  hours  of  labor,  when  the  employer  employs  his 
people  overtime  ?     A.  What  do  you  mean  ? 

Q.  Can't  you  get  the  evidence  to  convict?  A.  Oh,  well,  you 
could  get  the  evidence  if  you  sent  back  and  watched  the  hours. 
That  is,  if  you  had  a  factory  inspector  who  simply  sat  in  the 
office  and  watched  how  long  they  worked,  but  otherwise  you  have 
to  get  the  employee  to  testify.  Now,  the*  employees  don't  want 
to  testify. 

Q.  Why  don't  they  want  to  testify?  A.  The  only  place  they 
will  testify  is  in  case  of  labor  trouble  or  something  like  that,  and 
then  they  want  to  revert  back  and  you  are  not  curing  anything 
in  the  future,  particularly,  and  you  are  not  stopping  over  hourb. 

I  don't  know  how  much  over  time  there  is,  but  I  know  that 
we  tried  to  stop  it  in  laundries.     We  tried,  and  it  took  about  — 
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well,  about  half  the  New  York  city  force  for  about  three  or  four 
months,  and  when  we  got  through  things  were  just  about  as  they 
were  when  we  started. 

Q.  Why  can't  you  get  the  employees  to  testify?  A.  The  em- 
ployees to  testify  ? 

Q.  Yes.     A.  Oh,  they  don't  want  to  testify. 

Q,  Why  not?  A.  Ask  them  why  not.  It  may  prejudice  them 
with  their  employers,  and  in  some  cases,  in  the  most  flagrant 
cases  that  I  have  found,  they  had  not  wanted  to  testify  because 
they  are  getting  time  and  a  half  for  their  overtime,  and  they 
like  it. 

Q.  It  has  been  said  here  that  it  would  be  wise  to  limit  the 
hours  of  labor  in  certain  occupations  dangerous  to  health.  Of 
course,  that  would  be  against  the  Constitution,  wouldn't  that; 
wouldn't  the  judges  declare  a  law  like  that  unconstitutional  ordi- 
narily?    A.  That  does  what? 

Q.  To  limit  the  work  to  special  hours  of  the  day  where  it  is 
detrimental  to  the  health  of  the  workers?  A.  I  don't  quite  un- 
derstand you. 

The  Chaibman:  Miss  Dreier  means  whether,  in  your  judg- 
ment, a  law  would  be  constitutional  that  limits  the  hours  of  the 
day  in  certain  employments  that  men  can  work,  where  that  would 
be  dangerous  to  their  health ;  for  instance,  discriminating  in  dif- 
ferent particulars?  A.  I  think  that  would  be  constitutional,  if 
the  occupation  is  an  unhealthy  occupation.  That  is  the  miners' 
case  in  the  Supreme  Court.  But  if  it  just  accidentally  happens, 
owing  to  local  conditions,  that  the  occupation  is  unhealthy,  I 
think  it  would  be  unconstitutional  to  limit  that. 

The  Chaibman:  The  Commission  will  adjourn  to  meet  to- 
morrow morning  at  ten  o'clock  in  this  chamber. 

At  5.19  p.  m.  adjourned  to  November  17,  at  10  a.  m. 


MINUTES  OF  THE  HEARING  OF  THE  NEW  YORK 
STATE  FACTORY  INVESTIGATING  COMMIS- 
SION, HELD  IN  THE  CITY  HALL 

AT  10  A.  M. 

New  Tobk^  November  17,  1911. 

Present  —  Hon.  Egbert  F.  Wagneb,  Chairman, 
Hgn.  Senatgb  C.  M.  BUmixton, 
Hgn.  a.  E.  Smith,  Assemblyman, 
Hgw.  C.  W.  Phillips,  Assemblyman, 
Miss  Maby  E.  Dbeieb, 

Commission. 
Appearances. 

Abbam  I.  Elkus,  Esq.,  Counsel  to  the  Committee. 

Bebnabd  L.  Shientag,  Esq.,  Of  Counsel, 

William  L.  Beebs,  called  as  a  witness  and,  being  duly 
sworn,  testified  as  follows: 

Examination  by  Mr.  Eleus  : 

Q.  Mr.  Beers,  were  you  fire  mar8hal  of  the  city?  A.  Yes, 
sir. 

Q.  Were  you  connected  with  the  Fire  Department,  and,  if  so, 
for  how  long?  A.  I  was  with  the  Fire  Department  for  twelve 
years,  up  to  November  15,  when  I  retired. 

Q.  During  all  that  time  were  you  Fire  Marshal?  A.  Assist- 
ant Fire  Marshal  and  Fire  Marshal. 

Q.  What  are  the  duties  of  Fire  Marshal?  A.  To  investigate 
the  cause  and  origin  of  fires,  to  prosecute  those  persons  guilty 
of  incendiarism  or  arson,  and,  under  the  charter,  previous  to  the 
passing  of  the  Hoey  law,  he  had  the  investigating  into  such  con- 
ditions as  would  cause  or  promote  a  fire,  or  injure  a  fireman  in 
the  course  of  his  duties,  and  under  certain  conditions  investigate 
the  conduct  of  firemen  at  fires. 
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Q.  Now,  I  want  to  ask  you  a  little  more  in  detail  just  what 
you  did  as  Fire  Marshal  when  there  was  a  fire  reported  to  the 
Fire  Department;  how  soon  would  you  investigate  the  cause  or 
origin  of  the  fire?  A.  The  fires  that  occurred  in  the  previous 
twenty-four  hours  were  reported  at  my  office  at  nine  o'clock  in 
the  morning;  they  were  brought  up  to  eight  o'clock,  and  those 
fires  were  assigned  to  different  Assistant  Fire  Marshals  for  in- 
vestigation and  report.  Fires  reported  as  being  of  suspicious 
origin  throughout  the  twenty-four  hours,  up  to  the  night  pre- 
vious, were  reported  by  telephone  to  the  Fire  Marshal  and  also  to 
an  Assistant  Fire  Marshal,  who  was  on  duty,  for  the  immediate 
investigation,  and  the  assistant  and  the  Fire  Marshal  proceeded 
immediately  to  the  scene  of  these  fires,  the  Assistant  Fire  Mar- 
shal usually  preceding  the  Fire  Marshal  and  notifying  him  if 
it  was  necessary  for  him  to  come;  and  upon  investigation  of  the 
premises  and  the  conditions  therein,  if  he  was  of  opinion  that  the 
crime  of  arson  had  been  committed,  he  would  then  immediately 
take  up  the  investigation  with  a  view  to  having  the  guilty  person 
arrested  and  prosecuted. 

Q.  Will  you  tell  the  Commission,  Marshal,  how  many  fires 
there  were  in  the  city  of  New  York  in  the  year  1910?  A.  My 
best  recollection  is  that  there  were  9,622  fires,  for  which  alarms 
of  fire  had  been  turned  in ;  but  there  was  an  average 

Q.  That  covers  what  boroughs?  A.  Manhattan,  Bronx  and 
Richmond. 

And  there  would  be  about  an  average  of  250  fires  a  month 
upon  which  insurance  claims  would  be  made,  and  which  were 
extinguished  by  the  occupants  of  the  houses,  and  for  which  no 
alarm  is  turned  in. 

Q.  You  mean  to  say  there  were  about  three  thousand  more  fires, 
not  reported?     A.  Yes. 

Q.  And  then,  in  the  three  Boroughs  of  Manhattan,  Bronx  and 
Richmond  there  would  be  an  average  of  about  12,000  fires  a 
year?     A.  About  1,000  a  month. 

Q.  There  would  be  about  83  a  day?  A.  Yes,  sir.  I  made 
an  arrangement  with  the  New  York  Board  of  Fire  Underwriters, 
by  which  their  members,  during  1911,  would  report  to  me  on  a 
special  blank  those  fires.     We  then  took  them  up  and  made  a 
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r^ular  file  of  it  on  our  fire  sheet,  so  that  this  year  we  carry  the 
full  number,  or  as  many  as  are  reported  to  us. 

Q.  What  was  the  total  loss  occasioned  by  the  9,622  fires  re- 
ported through  your  department?  A,  As  estimated  by  our  in- 
spector, the  loss  would  run  about  $6,000,000  a  year;  but  I  am 
inclined  to  believe  that  the  actual  loss  paid  by  insurance  com- 
paniee  would  exceed  that  by  twenty  per  cent  or  more. 

Q.  That  is,  you  think  it  would  be  in  the  neighborhood  of  over 
seven  millions  ?    A.  Yes ;  nearer  eight  millions. 

Q.  Nearly  eight  millions  paid  by  the  insurance  companies  in 
one  year?  A.  That  is,  the  losses  paid  by  the  insurance  com- 
panies, and  the  estimate  of  the  losses  not  insured. 

Q.  Can  you  tell  me  how  many  lives  were  lost  in  those  fires? 
A.  My  best  recollection  is  that  in  1910  there  were  72  lost. 

Q.  Seventy-two?     A.  Yes. 

Q.  How  many  in  1911,  up  to  this  time?  A.  That  I  am  not 
prepared  to  answer.  There  were  140-odd  in  the  Asch  Building 
alone.  I  think  the  average  would  hold  about  the  same  around 
1910  for  the  others,  about  six  a  month. 

Q.  That  is,  about  200  and  odd  lives  lost  in  1911  ?  A.  I  think 
there  would  be  fully  that,  sir. 

Q.  That  is  almost  a  life  a  day?  A.  Very  nearly;  that  is  for 
the  working  days. 

Q.  Now,  Marshal,  from  your  investigations  can  you  tell  me 
what  are  the  principal  causes  of  those  fires  ?  A.  Why,  careless- 
ness with  matches  and  cigarettes  cover  the  larger  percentaga 

Q.  What  percentage  or  loss  by  fires  occur  by  carelessness  with 
matches?  A.  Well,  without  consulting  the  report  I  shoiild 
imagine  there  would  be  about  25  per  cent,  20  or  25  per  cent. 

Q.  What  other  causes  are  there?    A.  Why 

Q.  I  mean  outside  of  incendiarism,  which  I  will  come  to  in  a 
momenta  A.  Defective  flues,  careless  use  of  gasoline,  overturned 
stoves,  lamps  occasionally,  tar  pots  being  carelessly  used. 

Q.  In  your  investigations  have  you  made  a  special  study  to 
ascertain  whether  or  not  there  is  incendiarism  ?  A.  That  is  the 
larger  portion  of  our  work. 

Q.  About  how  many  cases  of  incendiarism  were  there  in  1910  ? 
A.  Why,  there  were  forty-four  arrests,  and  the  arrests  were  a 
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small  proportion  of  the  number  which  we  felt  were  due  to  incen- 
diarism. I  am  inclined  to  believe  that  incendiarism  and  crimi- 
nal carelessness  would  be  responsible  for  at  least  12  or  15  per 
cent  of  the  total  number  of  fires  which  occur  in  the  city. 

Q.  In  other  words,  do  you  mean  to  say  that  of  the  9,000  fires 
which  occurred  in  the  city  of  New  York  in  1910,  nearly  1,500 
of  them  were  deliberately  set?  A.  Yes,  I  think  that  they  were 
— if  the  exact  orign  of  all  the  fires  could  be  known,  that  it  could 
be  determined,  the  amount  of  incendiarism  would  startle  the 
public  of  New  York. 

Q.  Why  do  you  say  that,  Mr.  Beers  ?  A.  Because  lots  of  fires 
that  are  attributed  to  the  careless  use  of  matches  may  have  been 
due  to  matches  so  carelessly  used  that  it  was  criminal;  that  the 
moral  hazard  was  there,  that  they  welcomed  the  fire,  that  they 
did  not  make  the  exact  preparation  of  a  lot  of  kerosene  oil  soaked 
material,  and  do  it  in  the  darkness  of  night  and  in  secret,  but  a 
match  thrown  carelessly  in  manufactured  goods  which  created  a 
fire  which  the  business  conditions  of  the  occupant  warranted,  while 
he  did  not  exactly  go  and  light  the  match  and  put  it  there. 

Q.  You  mean  this,  that  somebody  else  lit  the  match  and 
threw  it  there,  and  the  fire  could  very  well  have  been  put  out,  but 
the  owner  or  manufacturer  saw  a  good  chance  to  have  a  fire  and 
let  it  go?  A.  Well,  he  preferred  to  walk  out  in  the  street  and 
cry  fire  than  to  take  a  fire  bucket  and  put  it  out. 

Q.  How  many  of  those  cases  do  you  find  ?  A.  I  am  not  pre- 
pared to  say.  I  do  not  know  the  full  figures,  but  that  thought  has 
been  in  my  mind  on  a  large  number  of  fires. 

Q.  How  is  it,  Mr.  Beers,  that  in  such  a  large  number  of  cases 
there  are  so  few  prosecutions  for  incendiarism?  A.  Because  the 
prosecution  of  an  arson  case,  to  my  mind,  is  the  hardest  one  in 
the  world,  and  I  think  you  will  agree  with  me,  Mr.  Elkus,  it  is 
harder  than  murder.  The  evidence  is  all  circumstantial,  and 
one  has  to  be  almost  sure,  in  fact  we  cannot  secure  a  warrant  out 
of  the  City  Magistrate's  Court  unless  we  show  absolutely  beyond 
any  reasonable  doubt  that  the  fire  was  of  incendiary  character. 

Q.  So  there  are  many  cases  where  you  are  morally  convinced 
the  man  is  guilty  where  you  cannot  prosecute?  A.  Very  true. 
In  fact,  I  think  the  larger  proportion  of  the  cases,  we  only  get 
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a  small  proportion  of  the  arson  cases  where  we  can  show  that  the 
fire  was  made.  I  am  not  speaking  of  the  cases  now  that  are  made 
by  pyromaniacs,  in  cellars  and  hallways;  I  speak  of  fires  which 
occur  in  dwelling  places  and  business  places  of  the  residents  of 
this  city. 

Q.  What  do  you  mean  by  a  pyromaniac?  A.  I  mean  those 
mental  defectives  who  have  a  desire  to  burn,  an  impulsive  desire 
which  they  cannot  control  to  start  out  and  bum,  and  that  is  prev- 
alent in  this  city  to  a  great  extent  —  much  more  than  the  public 
knows. 

Q.  Will  you  explain  that  a  little  further;  you  say  there  are 

certain  people A.  There  is  a  very  large  number  of  mental 

defectives  in  this*  city  who  make  it  their  ^pleasure  and  busnes<s  to 
start  out  in  the  evening  and  make  fires  in  the  hallways  or  cellars 
of  tenement  houses,  without  any  real  motive  for  doing  it,  other 
than  this  impulsive  insanity,  this  impulse  to  burn  which  they 
cannot  controL 

Q.  You  mean  to  say  they  start  out  —  how  many  fires  do  they 
light  in  a  night!  A.  I  have  here  the  work  of  one  man  in  six 
weeks.     His  specialty  was  of  a  Friday  night. 

Q.  You  mean  on  Friday  night  he  would  start  out  and  leave  a 
trail  of  fires  behind  him  ?  A.  On  five  consecutive  Friday  nights, 
beginning  Friday,  September  29,  he  made  27  fires.  I  think  he 
is  still  at  large  and  still  working. 

Q.  Have  you  not  been  able  to  find  him?  A.  I  and  eleven 
assistants  paraded  night  after  night  in  this  territory,  and  the  best 
we  got  was  a  description. 

Q.  You  say  it  is  the  same  man,  is  it?  A.  We  are  absolutely 
certain. 

Q.  Will  you  tell  the  Conunission  where  he  started  —  this  Fri- 
day was  when?  A.  He  made  an  average  of  two  to  four  fires  a 
night. 

Q.  And  only  went  on  Friday  nights?  A.  After  the  third  week 
he  made  two  on  a  Wednesday  night,  and  week  before  last  he  worked 
Wednesday  nighty  Thursday  night  and  Friday  night,  and  moved 
his  scene  of  f»perations  about  twenty  blocks  further  up  Amsterdam 
avenue,  wheie  he  had  leen  operating  for  the  first  five  weeks. 
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By  Mifls  Dbeieb  : 

Q.  How  is  it  you  cannot  catch  him,  if  you  know  he  lights  the 
Kres?  A.  It  is  like  getting  one  particular  bee  in  a  hive.  There 
are  six  thousand  or  eight  thousand  people  on  a  block  and  the  man 
walks  into  a  cellar  and  lights  a  fire  and  walks  out. 

Q.  How  do  you  know  it  is  the  same  man?  A.  Well,  by  the 
characteristics.  I  will  give  an  example.  In  1910  a  boy  by  the 
name  of  Adolph  Goldsmith  made  a  series  of  firee  and  I  plotted  a 
map,  the  same  as  I  have  with  this  one,  and  we  found  him  lighting 
a  fire  in  125th  Street,  and  traced  back  and  got  the  information  out 
of  him,  and  had  him  sent  to  Bellevue  Hospital  for  observation,  and 
from  there  to  Central  Islip.  In  January  of  this  year  he  was  re- 
leased without  notification  to  the  city  authorities,  and  last  week, 
a  week  ago,  we  caught  him  again. 

Q.  Doing  the  same  thing?  A.  Doing  the  same  thing,  and  his 
case  was  bef<^re  the  Grand  Jury  yesterday.  I  asked  that  a  com- 
mission be  appointed  to  pass  on  his  sanity  and  have  him  committed 
to  Matteawan. 

Q.  How  oid  was  he?    A.  25  years  of  age. 

Q.  What  does  he  do?    A.  He  is  an  errand  boy. 

Q.  Yes?  A.  His  method  was  to  take  a  bottle  of  kerosene  oil, 
and  newspapers  or  old  clothes,  and  go  in  a  tenement  house  and 
place  them  on  the  second  landing  and  set  fire. 

Q.  The  second  landing?  A.  Yes,  the  first  or  second,  and  gen- 
erallv  left  the  bottle  behind  him.  We  calkd  him  the  bottle  man. 
After  getting  him  the  first  time,  in  August,  there  were  fires  of 
that  charjjcter,  and  the  joke  in  the  office  was  that  T  had  not  secured 
the  bottle  man.  I  wrote  down  to  Central  Islip  and  asked  if  he 
was  still  there  and  received  a  reply  that  he  was,  notwithstanding 
ihat  he  was  out  working. 

Q.  You  mean  that  he  was  not  at  Islip  when  they  said  he  was? 
A.  I  wri.ite  to  Islip  and  they  made  a  pencil  notation  on  the  letter, 
''  He  IS  still  here." 

0.  Diet  yi)u  actually  find  out  he  was  not  there?  A.  He  was 
released  on  the  10th  day  of  January,  this  year. 

Q.  Wl^.en  did  you  writ«  to  Central  Islip?  A.  That  I  am  not 
prepared  to  say,  because  the  letter  seems  to  have  disappeared,  but 
we  were  in  the  office,  and  there  is  a  distinct  recollection  of  my 
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getting  tbat  reply  blacky  and  that  pencil  notation.  It  is  among  the 
papers  somewhere  in  the  office,  but  we  could  not  find  it,  but  we 
wanted  to  bring  it  here. 

Q.  How  many  of  those  fires  by  pyromaniacs  do  /ou  claim  there 
were  —  do  you  say  there  were  in  1910?  A.  I  am  not  prepared- 
to  say.    it  is  an  unknown  quantity.    It  is  represented  by  X's. 

Q.  How  many  of  these  fires  were  there^  Mr.  Bfiers,  out  of  the 
total  of  d^OOO  in  Manhattan,  Bronx  and  EichmonJ^  in  Manhattan? 
A.  7,9<66  in  Manhattan,  1,273  in  the  Bronx,  343  m  Bichmond. 

Q.  Now,  Mr.  Beers,  speaking  of  these  pyromaniacs  again,  how 
many  of  them  are  there,  do  you  believe,  from  your  investigations, 
at  large  in  the  city?  A.  Well,  that  would  be  a  mere  guess  on  my 
part.  I  know  that  there  are  many  of  them,  judging  by  the  fires 
which  occur,  and  assuming  the  fact  that  they  are  p;/romamac  fires. 
Another  concrete  example  was  in  Park  Slope,  some  years  ago,  in 
Brooklyn.  A  boy  of  the  same  age,  mental  defect,  operated  over 
there  for  tnree  months  The  entire  Fire  Department  and  Police 
Department 

Q.  What  was  his  name?  A.  Harry  Potter.  He  had  been  ar- 
rested in  New  York  city,  but  they  had  not  sufficient  evidence,  and 
be  moved  to  Brooklyn,  and  his  average  was  a'bout  throe  a  day.  He 
worked  in  a  grocery  store,  and  when  he  would  deliver  an  order  of 
goods  to  a  tenant,  he  would  start  a  fire  in  or  about  woodbins  or 
near  the  elevator  shaft. 

Q.  He  made  <a  specialty  of  woodbins?  A.  Cellar  fires.  He  was 
do  mentally  deficient  along  those  lines  that  he  went  home  to  his 
sister^s  house  to  dinner,  and  notwithstanding  the  fact  there  was  a 
young  baby  there  that  day,  he  went  over  the  roof  and  down  in  the 
next  house  and  made  a  fire  in  the  adjoining  house  to  where  his 
sister  lived.  The  damage,  I  recall,  was  about  eight  thousand  or 
nine  thousand  dollars. 

Q.  What  has  become  of  him,  has  he  been  sent  to  Matteawan? 
A.  He  was  arrested  and  sent  to  Elmira,  and  was  released  on  parole. 
The  last  I  heard  of  him  he  was  an  orderly  in  a  hospital  in  New 
York,  New  Jersey. 

Q.  Is  he  cured  ?  A.  Well,  there  has  been  a  series  of  incendiary 
fires  over  in  New  York,  along  about  this  time.  Another  case  a  man 
named  Stephen  Ingalls  started  burning  at  the  age  of  fifteen  in 
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Gloucester,  Massachusetts.  A  series  of  fires  occurred  there,  and 
he  was  arrested  and  sent  to  the  reform  school,  and  was  later  re- 
leased. On  a  beach  near  Gloucester  was  a  row  of  houses  owned  bj 
minister t  and  known  as  Holy  How.  He  conceived  the  idea  that  those 
should  be  burned  and  burned  them  down  one  by  one,  so  they  finally 
caught  him.  He  was  never  arrested  until  he  burned  the  District 
Attorney's  house  of  that  section. 

Q.  Where  was  this?    A.  Gloucester,  Massachusetts. 

Q.  Then  they  thought  that  was  going  too  far?  A.  A  little 
too  far.  He  was  sentenced  to  the  Charlestown  prison  for  not  leas 
than  four  years  or  more  than  ten  years.  At  the  end  of  four  years 
he  got  religious  and  they  released  him  with  the  understanding 
that  he  was  to  leave  the  State  of  Massachusetts;  so  he  came  to 
Flushing,  Long  Island,  and  at  Flushing,  Long  Island,  was  an  occu- 
pant of  Hope  Hall,  Mrs.  Booth's  home  for  convicts.  When  they 
moved  away  he  was  left  behind.  A  lumber  yard  was  burned  there. 
He  was  f  oimd  around  the  place.  We  did  not  have  evidence  to  arrest 
him,  but  a  little  later  a  stable  was  burned,  and  that  same  nighc 
the  fiayside  Yacht  Chib  was  burned,  and  he  was  seen  running  away 
from  the  scene  of  the  fire.  I  caused  his  arrest.  After  question- 
ing him  for  a  couple  of  days  at  length  he  swore  positively  that  the 
only  time  he  had  ever  been  arrested  was  for  breaking  and  entering 
in  Massachusetts,  so  I  wrote  to  the  authorities  down  there  and  got 
his  record  and  learned  he  had  been  arrested  and  sentenced  twice  for 
arson.  So  I  made  the  trip  to  Gloucester  and  got  the  full  particulars 
and  came  back  and  showed  him  his  record,  and  everything.  He 
then  confessed  and  he  is  now  in  Sing  Sing  serving  thirty  years' 
sentence.  That  was  his  third  sentence  for  arson,  so  I  don't  think 
they  are  ever  cured. 

Q.  Going  on  to  the  cases  of  criminal  incendiarism,  what  have 
you  done  with  reference  to  those — how  many  cases  have  there 
been,  and  what  do  you  suggest  as  a  means  of  preventing  incen- 
diarism or  punishing  it  more  severely,  so  that  it  will  be  pre- 
vented ?  I  understand  you  have  some  charts  and  things  you  want 
to  show  us.  A.  In  the  line  of  the  number  of  incendiary  fires  in 
this  city,  I  have  prepared  a  map  here  of  tenement  houses. 

Q.  How  about  manufactories?  A.  Well,  we  will  take  that 
later. 
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Q.  All  right.  A.  This  map  covers  about  fifteen  square  blocks, 
of  five  and  six-story  tenement  houses,  and  runs  from  98th  streei 
to  103rd  street,  Lexington  avenue  to  the  river. 

Q.  98th  street  to  103rd  street,  Lexington  avenue  to  the  river? 
A.  Te& 

Q.  In  those  houses  is  manufacturing  carried  on  in  most  of 
them?  A.  Not  that  I  know  of.  They  are  mostly  residential, 
small  apartments,  twenty  families  to  a  house.  Insurance  is  writ- 
ten up  there  very  freely  by  some  of  the  companies,  and  the  num- 
ber of  fires  occurring  in  1910  in  that  area  was  272,  and  in  1911 
in  the  first  nine  months,  177.  I  think  I  am  safe  in  saying 
that  only  one  or  two  or  three  of  those  fires  possibly  might  havo 
been  without  insurance,  and  the  losses  would  run  from  $75  to 
$760.  There  had  been  as  high  as  four  fires  in  one  house.  You 
can  see  by  the  map  how  close  they  ara  That  original  map  was 
prepared  for  a  budget  exhibit,  but  notwithstanding  the  fact  that 
it  was  there  on  exhibition  for  thirty  days,  the  companiea  still 
continue  to  write  that  class  of  business. 

Q.  That  is  an  area  of  fifteen  city  blocks;  you  had.  how  many 
fires?  A.  Two  hundred  and  seventy-two  in  1910  and  177  in 
the  first  month  of  1911. 

Q,  In  your  opinion  how  many  of  those  were  of  incendiary 
origin  ?  A.  Well,  based  on  the  fact  that  a  number  of  those  peo- 
ple who  had  these  fires  were  related  to  each  other,  I  am  con- 
strained to  believe  that  a  very  large  percentage  of  them  were. 

Q.  You  mean  to  say  that  although  they  lived  in  different  houses 
there  was  a  coincidence,  that  they  were  related?  A.  We  would 
get  a  brother  and  a  sister,  and  two  brothers,  and  father  and  son, 
all  living  at  diflFerent  houses. 

Q.  They  all  had  the  habit  ?     A.  That  is  it,  exactly. 

Q.  You  say  you  have  something  about  factory  buildings  and 
fires  there  ?  A.  A  large  percentage  of  these  fires  by  pyromaniacs, 
anfl  of  those  who  have  fires  for  gain,  could  be  prevented  if  the  own- 
ers of  these  buildings  were  compelled  to  install  an  automatic  sig- 
nalling device,  so  that  the  fires  would  be  promptly  reported  to  the 
fire  houses. 

Q.  How  about  the  questions  of  over-insurance;  is  not  that  the 
root  of  most  of  these  fires?     A.  I  am  inclined  to  believe  that  the 


580  MuniTXS  of  Publio  FTeartngb. 

careless  underwriting  and  careless  housekeeping  are  the  two  causes 
which  go  to  make  up  the  large  number  of  fires. 

Q.  A  man  may  insure  his  property^  his  house  or  merchandise  at 
any  value  he  may  place  upon  it?  A.  Yes;  because  the  policy  usu- 
ally permits  of  other  insurance  and  a  man  can  go  and  get  a  policy  in 
several  companies  without  that  fact  being  known  to  any  of  the 
others. 

Q.  Did  you  visit  the  Triangle  Waist  Company  Building  immedi- 
ately after  the  fire?    A.  Yes,  sir. 

Q.  Did  you  make  an  investigation?  A.  I  was  there  all  during 
the  evening  of  the  fire,  and  was  there  on  the  ground  the  next  morn- 
ing at  nine  o'clock 

Q.  Tell  us  what  you  observed.  A.  The  result  of  my  investiga- 
tion and  the  taking  of  testimony  for  ten  days  after  the  fire  was  that 
I  was  of  the  opinion  that  the  fire  occurred  on  the  eighth  floor  on  the 
Greene  sitreet  side,  under  a  cutting  table,  which  table  wad  enclosedy 
and  that  contained  the  waste  material  as  cut  from  this  lawn  that 
was  used  to  make  up  the  waists.  They  were  in  the  habit  of  cutting 
about  160  to  180  thicknesses  of  lawn  at  one  time;  that  formed  quite 
a  lot  of  waste,  which  was  placed  under  the  cutting  tables,  as  it  had 
a  commercial  value  of  about  seven  cents  a  pound. 

Q.  Was  it  boxed,  or  just  placed  on  the  floor?  A.  Well,  the 
boards  that  were  nailed  on  the  legs  of  the  table  formed  the  box  or 
receptacle. 

Q.  The  outside  of  that  receptacle  was  wood?  A.  Yes;  it  was 
all  wood. 

Q.  How  did  the  fire  start  there  in  that  stuff?  A.  Well,  we 
formed  the  opinion  that  it  started  from  the  careless  use  of  a  match 
from  one  of  the  cutters.  They  were  about  to  leave  to  go  home,  and 
in  those  factories  they  are  very  anxious  to  get  a  smoke  just  as  quick 
as  they  get  through  work. 

Q.  A  man  simply  lighted  a  match?  A.  Yes;  and  carelessly 
threw  it  under  there;  then  the  attention  of  the  occupants  was  called 
to  it,  and  they  tried  to  extinguish  it  before  they  rang  in  a  fire 
alarm. 

Q.  Did  you  examine  the  fire-escapes  of  that  building?  A.  After 
the  fire. 
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Q.  What  did  you  find?  A,  I  found  the  fire-escape  on  the  rear 
of  the  building,  which  was  the  o'nly  one,  and  was  entirely  inadequate 
for  the  number  of  people  employed  in  that  building. 

Q.  Why  were  they  inadequate?  A.  Too  small  and  too  light, 
and  the  iron  shutters  on  the  outside  of  the  building  when  opened 
would  have  obstructed  the  egress  of  the  people  passing  between 
the  stairway  and  the  platform. 

Q.  How  many  people  were  there  on  the  eighth  floor?  A.  Some- 
thing over -250,  as  I  recall  it. 

Q.  How  many  sewing  machines?  A.  There  was  a  cutting  de- 
partment, and  it  was  partially  used  for  machines  for  making  fine 
waists.  About  220  persons  were  on  the  eighth  floor,  all  of  whom 
escaped. 

Q.  How  did  they  come  to  escape?  A.  They  went  down  the  stair- 
way and  down  the  fire-escape,  some  of  them. 

Q.  How  about  the  ninth  floor?  A.  The  loss  of  life  was  greatest 
on  the  ninth  floor.    There  were  about  310  people  there. 

Q.  How  many  sewing  machines?  A.  Two  hundred  and  eighty- 
eight. 

Q.  Now,  will  you  tell  the  Commission  whether  or  not  the  place 
was  overcrowded  with  the  machines?  A.  Yes,  sir.  All  the  space 
that  could  be  utilized  there  was  utilized. 

Q.  Were  any  attempts  made  in  that  case  to  extinguish  the  fire? 
A.  Yes,  there  were.  They  used  fire  pails  there,  and  then  attempted 
to  use  the  fire  hose. 

Q.  What  happened  to  the  fire  hose?  A.  Well,  they  claimed  they 
could  not  get  any  water  to  it. 

Q.  How  about  the  fire  pail,  why  did  not  that  put  out  the  fire? 
They  did  not  get  enough  water  to  put  it  out.  It  spread  very  rap- 
idly. The  material  is  very  inflammable,  and  it  travels  very  fast, 
and  the  conditions  were  there,  everything,  to  build  a  fire. 

Q.  How  many  fires  would  you  say.  Marshal,  could  have  been 
prevented  if  ordinary  precautions  were  used??  A.  You  mean  in 
the  factories? 

Q.  Yes.  A.  I  am  not  prepared  to  say,  Mr.  Elkus.  I  am  of  the 
opinion  that  the  precautions  that  are  used  to  safeguard  these  prem- 
ises in  the  form  of  installation  of  fire-extinguishing  apparatus  would 
have  a  tendency  to  keep  the  fires  down  to  a  small  size.     All  fires  are 
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of  the  same  size  at  the  start,  and  I  think  the  loss  and  damage  would 
be  a  great  deal  less  by  having  available  apparatus. 

Q.  In  other  words,  while  a  number  of  these  fires  might  start,  if 
there  were  proper  appliances,  they  would  be  prevented  from  amount- 
ing to  anything  but  a  very  small  fire?  A.  Yes;  especially  lives 
would  be  safeguarded. 

Q.  Lives  would  be  saved,  and  money  would  be  saved?  A.  Yes, 
sir. 

Q.  What  recommendations  have  you  to  make  for  legislation  to 
the  Commission  with  reference  to  the  prevention  of  fire®  and  the 
saving  of  lives,  and  also  with  reference  to  the  spread  of  fires? 
A.  Out  of  the  city  and  in  the  city? 

Q.  Both.  A.  I  think  that  all  manufacturing  establishments 
should  have  an  interior  automatic  signalling  device  to  call  attention 
to  fires  when  they  occur,  and  they  should  also  have  an  automatic 
extinguishing  device  in  the  form  of  sprinklers  and  of  standpipes. 
Local  fire  drills  should  be  compulsory  and  all  the  exits  in  factories 
should  bo  marked,  as  in  theatres,  and  the  factory  employees  should 
be  drilled  the  same  as  the  crew  of  a  ship  is  drilled.  The  fire  stations 
should  be  known,  and  the  specific  duties  of  each  employee  should  be 
known  in  case  of  fire.  That  is,  some  of  the  men  should  be  directed 
to  get  the  female  employees  out  of  the  building,  and  the  others 
should  be  directed  to  get  the  male  employees  together  for  the  pur- 
pose of  fighting  the  fire  and  holding  it  in  check  until  such  time  as 
as«^istance  came.  I  thlrik  that  here  in  the  city,  all  these  loft  buildings 
that  are  used  for  manufacturing  purposes,  the  equipment  should  be 
standardized  and  should  be  as  nearly  fireproof  as  possible,  and  no 
tenant  should  be  permitted  to  occupy  a  building  of  that  kind  without 
first  filing  a  plan  showing  the  way  in  which  the  manufacturing 
apparatus  is  to  be  installed,  and  that  should  be  as  near  fireproof  as 
possible;  and  he  should  not  be  permitted  to  fill  up  his  building  with 
a  lot  of  combustible  material  without  proper  supervision.  The  num- 
ber of  persons  employed  in  a  given  area  should  be  specified  and  ap- 
proved and  the  plan  of  the  building,  with  the  exits  all  marked, 
should  be  posted  on  the  walls  of  the  building,  so  that  it  would  be 
there  and  the  employees  could  become  familiar  with  it,  and  know 
just  where  they  are  to  go  in  case  of  fire.  Smoking  should  be  abso- 
lutely prohibited  in  such  industries  as  shirt-waist  making  and  light 
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lawn  dresses,  or  where  any  of  those  light  inflammables  are  used, 
chiffons  and  veilings,  straw  goods,  hat  factories,  or  in  any  factory 
using  a  large  quantity  of  material  that  is  inflammable.  I  think, 
also,  it  would  be  wise  to  have  lectures  in  the  public  schools,  under 
the  auspices  of  the  Board  of  Education,  instructing  these  em- 
ployes what  to  do  in  case  of  Are,  especially  in  schools  located  in 
these  districts  where  the  factory  employees  reside. 

By  Miss  Dbeieb: 

Q.  I  want  to  know  about  the  automatic  Are  alarms.  For  in- 
stance, would  it  be  wise  to  have  them  in  tenements?  A.  The  law 
distinctly  provides  that  every  tenement  house  should  have  an  auto- 
matic Are  alarm. 

Q.  But  they  are  not  there?  A.  They  are  not  there  for  the  rea- 
son that  it  is  low  cost  business  and  the  automatic  fire  alarm  com- 
panies do  not  care  to  install  them  at  the  rate  of  about  ten  per  cent 
of  what  they  can  get  in  a  business  place.  It  is  unprofitable  busi- 
ness. I  think  their  franchises  require  them  to  put  them  in,  but 
they  do  not  do  it. 

Q.  Is  not  the  business  of  the  Tenement  House  Department  to  see 
that  that  is  done?  A.  No;  I  think  that  the  Fire  Commissioner  can 
approve  of  these  automatic  devices,  but  I  think  it  is  the  duty  of 
every  propery  owner  to  protect  his  tenants.  If  a  signalling  device 
was  installed  in  the  cellars  of  tenement  houses,  the  pyromaniacs 
would  be  unable  to  get  far  enough  away  from  the  building  before 
the  alarm  of  fire  was  raised,  and  more  of  them  would  be  caught. 

By  Mr.  Elkus: 

Q.  Is  it  mandatory  by  law  that  there  shall  be  a  fijre  alarm  in 
those  buildings?  A.  I  am  under  the  impression  that  it  is,  but 
section  762  of  the  charter  specially  states  juet  what  is  the  law, 
and  I  think  you  are  the  better  judge,  Mr.  Elkus,  than  I  am. 

Q.  That,  of  course,  is  not  superseded  by  the  Iloey  bill?  A.  That 
I  do  not  know. 

Q.  Was  there  any  attempt  made  by  your  department  to  enforce 
the  requirement  that  there  shall  be  automatic  fire  alarms  in  those 
buildings?  A.  In  tenement  houses?  I  think  not.  In  theatres  and 
public  halls  and  lodging  houses,  I  think  there  was;  but  in  the  tene- 
ment houses  I  believe  not 
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Q.  You  say  the  company  does  not  want  to  put  them  in?  A. 
Well,  I  was  informed  that  the  cost  that  they  could  charge  is  nomi- 
nal, about  thirty  dollars  a  year,  twenty-five  or  thirty  dollars  a  year. 
That  is  very  low  cost  business  and  not  profitable,  but  if  the  com- 
panies who  enjoy  these  franchises  were  compelled  —  they  should  be 
compelled  to  install  these  systems  in  tenement  houses. 

Q.  What  companies  are  there?  A.  There  are  seventeen  or 
eighteen  now,  I  believe. 

Q.  What  do  they  charge?     A.  I  do  not  know. 

By  Miss  Dseieb:    , 

Q.  I  want  to  know  about  the  automatic  fire  alarms  in  factories. 
How  does  it  work?  Does  it  have  to  be  pretty  hot  before  it  goes  off? 
A.  It  has  resulted  in  a  lai^e  number  of  false  alarms,  and  some- 
times they  do  not  go  off;  but  there  is  no  reason  why  they  should  not 
install  proper  automatic  alarms.  I  would  like  to  make  this  sugges- 
tions. I  think  outside  of  the  city  of  New  York  the  legislation 
should  be  such  that  the  State  factory  inspection  service  should  be 
worked  in  conjunction  with  the  State  Fire  Marshal's  office,  and 
render  to  him  such  assistance  as  they  can,  and  that  their  reports 
should  be  available  for  the  State  Fire  Marshal's  use. 

Thomas  C.  Aheabn^  called   as   a  witness   and   being  duly 
sworn,  testified  as  follows: 

Examination  by  Mr.  Elkus: 

Q.  You  are  the  Fire  Marshal  of  the  State  of  New  York  and  have 
been  such  for  the  past  year  or  more?     A.  Three  months. 

Q.  You  have  had  submitted  to  you  certain  questions  for  your 
recommendation?     A.  Yes. 

Q.  And  you  have  prepared,  as  I  understand  it,  a  report?  A. 
Yes,  sir. 

Q.  Will  you  present  that?     A.  Yes. 

Mr.  Elkus:  With  the  permission  of  the  Chair,  we  will  make 
this  part  of  the  record. 

(A  copy  of  this  report  is  fully  set  forth  in  Appendix  IX  in 
Volume  I  of  the  Commission's  Report.) 
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Willis  O.  Kobb^  a  witness  recalled  for  further  examination, 
testified  as  follows: 

Examination  by  Mr.  Elkus  : 

Q.  Mr.  Robb,  the  other  day,  when  we  interrupted  your  examina- 
tion, I  think  you  were  at  the  point  of  telling  us  your  experience 
and  opinion  witli  reference  to  manufacturing  in  buildings  of  a  cer- 
tain number  of  stories,  and  as  to  whether  or  not  that  was  safe  or 
unsafe.  Will  you  tell  us  your  opinion  with  reference  to  that?  A. 
I  think  I  expressed  the  opinion  that  certainly  above  the  fifth  floor 
of  a  modern  building,  manufacturing  should  be  allowed  only  if  the 
building  is  throughout  equipped  with  approved  automatic  sprink- 
lers, and  with  satisfactory  exits,  and  other  precautionary  features  of 
construction  and  protection. 

Q.  Do  you  think  that  manufacturing  ought  to  be  restricted  in 
high  buildings,  no  matter  whether  they  are  fireproof  and  have 
sprinkler  systems?  A.  They  should  be  restricted,  undoubtedly,  ac- 
cording to  the  construction  of  the  building,  with  reference  to  fire 
exits,  and  as  to  its  possible  use  as  a  building.  That  is  not 
an  underwriting  question,  however,  and  as,  on  certain  other  points, 
I  do  not  pose  as  an  expert  on  that.  I  am  not  even  an  expert  on  fire 
engineering. 

Q.  Well,  why  is  that  not  an  underwriting  problem?  You  tell  us 
it  deals  with  the  safety  of  life,  and  has  it  nothing  to  do  with  the 
safety  of  propefrty?  A.  It  has  only  a  subordinate  relation  to  ques- 
tions that  a  fire  insurance  company  is  directly  interested  in. 

Q.  Are  you  in  favor  of  an  automatic  sprinkler  system  being  re- 
quired in  all  buildings  over  a  certain  height,  and,  if  so,  over  what 
height?  A.  Yes,  I  think  no  manufacturing  building,  even  though 
fireproof,  more  than  five  stories  in  height,  ought  to  be  left  unpro- 
tected by  a  high  grade  automatic  sprinkler  protection. 

Q.  Have  you  any  knowledge  as  to  why  certain  sprinkler  heads 
are  approved,  and  only  those?  A.  Why,  not  any  very  direct  knowl- 
edge. Of  course,  the  approval  of  sprinkler  heads  and  of  sprinkler 
valves  IS  made  on  test  and  examination,  a  somewhat  protracted  test, 
by  the  Underwriters'  Laboratory  in  Chicago  on  behalf  of  practically 
all  underwriters.  That  does  not  apply  to  the  piping  or  to  the  in- 
stallation of  equipment. 
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Q.  That  only  applies  to  the  sprinkler  heads?  A.  And  to  the 
valves. 

Q.  So  much  is  charged  for  each  sprinkler  head,  and  the  installa- 
tion is  part  of  that?  A.  Well,  it  works  out  that  way.  Of  course,  a 
contract  may  be  made  for  a  lump  sum. 

Q.  I  mean  that  is  the  basis  on  which  it  is  figured?  A.  Well, 
that  is  one  of  the  bases.  Of  course,  the  total  value  is  the  sprinkler 
equipment,  which  is  represented  by  approved  devices,  valves  and 
sprinkler  heads.  That  is  not  larger,  possibly,  than  twenty  or  twenty- 
five  per  cent  of  the  payment.  Then  there  is  the  plumbing  and 
other  work,  the  piping,  ordinary  installation  work. 

Q.  In  other  words,  twenty-five  per  cent  of  the  cost  is  the  sprink- 
ler head  and  the  valve?     A.  Perhaps  so.     That  would  cover  it,  sir. 

Q.  And  then  the  balance  is  simply  plumbing  work?  A.  Plus, 
of  course,  the  pumps  and  apparatus  that  are  connected  with  the 
sprinkler  appliances. 

Q.  Of  course,  you  recognize  that  a  sprinkler  system  ought  to  be 
made  as  cheaply  as  possible  consistent  with  efficiency?     A.  Yes. 

Q.  What  have  you  to  say  with  reference  to  means  of  preventing 
overcrowding  in  lofts  or  factory  buildings?  A.  Of  course,  there 
are  statutes  now  governing  that  point. 

Q.  Simply  as  to  the  air  space?  A.  Yes,  determining  the  num- 
ber that  may  be  employed. 

Q.  Each  employee  must  have  a  certain  number  of  cubic  feet  of 
air?     A.  Yes. 

Q.  Is  there  anything  else  you  would  suggest  about  overcrowding; 
any  modifications  or  changes  of  the  present  law  ?  AT  think  the 
question  of  overcrowding  in  factory  buildings  is  involved  in  the 
other  question  of  the  subdivision  of  the  buildings,  and  their  proper 
construction  and  arrangement  as  to  exits.  I  think  the  hazard,  from 
the  point  of  view  of  danger  to  life,  not  merely  to  health,  of  over- 
crowding, is  a  question  of  exits. 

Q.  Of  what?    A.  Of  exits. 

Q.  Do  you  mean  to  say,  Mr.  Robb,  that  if  the  exits  are  sufficient, 
and  are  of  the  proper  kind,  overcrowding  is  not  dangerous?  A. 
Exits,  plus  a  finished  drill  system,  ought  to  reduce  the  panic  hazard 
to  the  vanishing  point. 

Q.  What  do  you  say  with  reference  to  exits;  what  recommenda- 
tions do  you  make?    A.  I  am  not  myself  an  expert  upon  those  quee- 
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tions.  The  best  opinion  leans  to  the  view  that  in  high  buildings  it 
is  not  possible  to  furnish  by  ordinary  stairways  or  elevators  or  fire 
towers,  facilities  for  the  prompt  exit  of  the  entire  number  of  em- 
ployees, and  that  probably  the  question  must  be  met  by  a  subdivi- 
sion of  the  building  by  fire  walls,  through  which  the  employees  can 
go  and  have  the  doors  closed  behind  them  from  the  threatened  to 
the  safe  section,  and  thence  make  their  way  out  at  leisure  and  with- 
out panic  It  is  probable  that  exits  cannot  physically  be  made, 
doors  enough  and  ample  enough,  to  take  out  all  the  employees  of  a 
large  area  high  building,  of  however  good  construction,  which  has 
not  been  subdivided,  which  is  an  open  space  of  an  entire  floor,  filled 
with  woAmen  to  the  extent  necessary  for  the  profitable  operation 
of  a  manufacturing  business  in  such  premises.  I  give  that  as  not 
my  own  independent  judgment,  but  as  the  apparent  growing  senti- 
ment of  those  who  have  inquired  into  such  matters  on  its  technical 
side. 

Q.  Are  you  able  to  say,  Mr.  Eobb,  from  your  experience,  the 
efiFect  upon  the  morals,  habits  and  sanitary  condition  of  the  workmen 
of  this  overcrowding  in  loft  buildings  in  this  city  ?  A.  Why,  to  an 
extent,  as  an  inspector  for  insurance  purposes  during  many  years, 
and  in  connection  with  the  adjustment  of  losses  and  making  rates, 
I  have  been  brought  in  contact  somewhat  with  factory  conditions 
here  and  elsewhere  in  the  country.  There  can  be  no  question  that 
overcrowding  in  manufacturing  places,  aside  from  its  risk  of  death 
by  accident,  involves  a  very  serious  question  of  danger  to  health 
and  to  morals.  The  crowding  together  of  people  is  always  immoral, 
especially  of  people  of  both  sexes.  The  habits  are  likely  to  be  bad. 
It  is  more  difficult  to  prevent  the  smoking  of  cigarettes,  for  ex- 
ample, in  a  crowded  than  in  a  less  crowded  factory.  And,  of  course, 
the  greater  the  crowding  the  more  serious  are  the  dangers  to  the 
health  and  the  mofals  from  overcrowding,  and  the  greater  is  the 
need  of  public  protection. 

Q.  A  fire  frequently  starts  and  spreads  because  of  inflammable 
material  used  in  manufacture.  That  has  been  stated  here  by  wit- 
nesses. What  have  you  to  suggest  to  prevent  that?  A.  The  re- 
duction of  the  area  of  any  open  space  by  the  division  of  the  build- 
ing by  fire  walls,  and  the  installation  of  automatic  sprinkler 
protection. 
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Q.  How  about  providing  receptacles  into  which  the  waste  should 
be  puty  causing  the  floor  to  be  dean  ?  A.  My  answer  went  into  the 
question,  not  of  the  prevention  of  the  start  of  such  a  fire,  but  the 
prevention  of  its  spread  after  it  has  started.  The  other,  question  is, 
of  course,  equally  important.  The  supervision  of  the  factory  should 
be  very  rigid,  not  only  as  to  the  metal  self-closing  cans  and  other 
receptacles,  but  as  to  the  ban  put  upon  smoking,  and  as  to  the 
accumulation  of  waste  or  clippings  from  the  process  of  manu- 
facture. In  many  other  ways  unusual  precautions  are  absolutely 
necessary,  for  example,  in  the  garmentr^working  risks,  where  the 
accumulation  of  material  is  swift  and  very  inflammable. 

Q.  The  inspection  of  factories  by  some  proper  department,  look- 
ing for  these  evils,  would,  of  course,  prevent  that.  How  often  do 
you  believe  a  factory  should  be  inspected?  A.  I  do  not  think  an 
answer  can  be  given  to  that  question  that  would  meet  all  cases  at  all. 

Q.  Answer  it  in  your  own  way,  Mr.  Eobb.  You  have  the  sort 
in  mind?  A.  Our  own  method  of  inspection  is  necessarily  some- 
what different  from  the  method  of  the  city  department.  We  may 
make  a  full  inspection  of  a  building,  with  all  its  floors,  and  all  the 
plants,  as  to  the  hazard  conditions,  all  the  conditions  on  all  the  floors 
in  a  given  building  once  in  a  year  or  two  only.  Then  we  may  make 
other  inspections  for  single  imsafe  conditions,  which  have  been  pre- 
viously reported,  and  which  are  now  reported  to  have  been  corrected. 
Our  first  inspection  may  have  shown  lack  of  fire  pails  or  waste  cans^ 
or  similar  features,  and  we  are  advised  that  they  have  been  cor- 
rected, and  we  inspect  for  that  correction  only.  And  so,  when  a 
new  tenant  goes  on  a  floor,  on  an  upper  floor,  our  inspection  may  be 
limited  to  that  new  feature.  Our  full  inspections  are  few  in  num- 
ber as  compared  with  our  partial  inspection,  or  our  reinspection,  or 
our  occupancy  inspection. 

Q.  The  underwriters  can  keep  track  of  the  removals  of  manufac- 
tures and  of  their  establishment  by  the  fact  of,  in  one  case,  of  the 
transfer  of  the  insurance,  and,  in  the  other  case,  by  writing  new 
insurance?     A.  Pretty  closely,  sir. 

Q.  You  are  able  to  tell  when  a  new  manufacturing  business  be- 
gins, or  when  it  moves,  by  your  records,  without  any  trouble?  A. 
Except  in  rare  cases,  where  they  do  not  carry  any  insurance,  and  no 
application  is  made  for  inspection. 
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Q.  Where  they  do  not  cany  aay  insurance/  that  practically  means 
that  they  cannot  get  it  if  they  want  it?     A.  Not  necessarily. 

Q,  With  a  very  few  exceptions?    A.  That  is  the  general  rule. 

Q.  And  in  what  way  do  you  keep  your  record  ?  Do  you  have 
the  city  mapped  out,  and  is  each  building  referred  to  on  the  map, 
with  the  name  of  the  tenant  and  the  kind  of  business  carried  on,  and 
the  amount  of  insurance?  A.  The  fire  map  of  the  city,  which  is 
divided  into  pages  and  columns,  indicates  the  construction  of  the 
building,  as  to  brick,  frame,  iron,  stone,  the  exposures  and  the  open- 
ings in  the  side  walls,  the  character  of  the  roof,  the  streets  and  the 
kind  of  fire  mains  laid  therein,  and  sometimes,  not  always,  the  gen- 
eral character  of  the  occupancy  of  the  building.  No  names  ordi- 
narily appear  there  except  in  the  cases  of  large  manufacturing  con- 
cerns, occupied  by  one  firm.  But  our  inspections  are  made  and 
filed  in  folders  or  survey  books,  which  refer  separately  to  each 
building.  A  risk  to  the  New  York  Fire  Insurance  Exchange  means 
a  building  bounded  by  four  walls,  and  all  the  tenants  therein,  and 
sometimes  it  means  even  more  than  that,  if  there  are  two  or  three 
adjoining  buildings  that  so  communicate  with  each  other  as  to  be 
one  risk,  it  will  so  appear  on  our  surveys  as  not  one,  but  as  two  or 
three  risks.  There  are  presumably  350,000  buildings  here  in  the 
area  of  Greater  New  York,  but  some  large  proportion  of  those  are 
dwellings,  apartment  houses,  buildings  of  the  store  and  dwelling 
class,  and  other  risks  which  are  not  specifically  rated,  but  which  are 
insured  and  handled  by  the  hand  book  minimum  rate.  Only  about 
50,000,  say  one-seventh,  of  the  whole  number  of  buildings,  are 
habitually  surveyed  and  inspected  and  filed  as  risks  in  our  records. 
That  includes  all  of  the  important  risks,  however.  There  are  all 
the  manufacturing  buildings  and  public  buildings,  and  the  lai^e 
apartment  houses  even,  all  the  large  mercantile  establishments,  but 
they  do  not  in  number  amount  to  more  than  about  one-sixth  or  about 
one-seventh  of  the  entire  number  of  buildings  in  the  city. 

Q.  How  many  inspectors  do  you  employ  to  make  these  inspec- 
tions?    A.  I  do  not  know  exactly,  twenty  odd,  perhaps. 

Q.  Twenty  odd?    A.  Yes. 

Q.  And  with  twenty  odd  inspectors  you  are  able  to  make  those 
inspections  that  are  satisfactory  to  you,  as  to  the  risks  that  you 
write?     A.  With  our  force  of  inspectors  we  are  able  to  inspect  fully 
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every  new  risk  applied  for,  to  be  rated,  and  to  make  the  reingpection 
for  changed  conditions.  We  are  not  able,  as  frequently  as  we 
would  like  to,  to  reinspect  fully  risks  which  have  not  been  inspectec? 
for  several  years,  for  our  own  protection,  perhaps,  and  that  of  the 
property  owner. 

Q«  What  do  you  pay  your  inspectors}  A«  Grading  up  to 
$1,600,  $1,600  or  $1,800. 

Q.  Beginning  at  what  sum?    A.  About  $900  a  year. 

Q.  Nine  hundred  dollars  to  fifteen  or  sixteen  hundred  dollars} 
A.  Yes. 

Q.  Now,  with  reference  to  fire-escape  facilities  on  manufacturing 
buildings.  What,  if  anything,  can  be  done  to  improve  them?  A. 
Well,  sir,  I  think  we  must  rely  less  and  less  on  the  external  fire- 
escape,  perhaps  not  so  very  much  on  the  so-called  fire  tower,  except 
as  that  is  made  to  take  the  place  of  the  regular  stair  and  elevator,  as 
the  habitual  means  of  exit,  and  subdivision  of  the  building.  The 
perfection  of  the  stair  and  elevator  shaft,  with  its  cut-off  from  the 
rest  of  the  buildSng,  is,  I  think,  the  proper  direction  in  which  to  look 
for  improved  fire-escape  conditions.  I  think  very  lit  lie  of  the  fire- 
escape  on  the  manufacturing  buildings,  high  buildings. 

Q.  You  think  very  little  of  it?    A.  Yes. 

Q.  You  think  it  is  useless,  practically  ?    A.  Practically  useless. 

Q.  And  might  just  -as  well  be  discarded  and  used  for  other 
purposes?  A.  I  presume  so.  I  presmne  that  is  true.  Occasion- 
ally they  are  useful  in  a  reverse  way,  because  it  enables  the  Fire 
Department  to  carry  a  stream  of  water  up  to  the  windows,  but  as 
fire-escapes  they  are  not  often  useful. 

Q.  Now,  that  leads  to  another  question.  In  many  of  the  build- 
ings you  find  wooden  stairways,  and  also  you  will  find  staircases 
running  around  the  elevator  shaft.  That  is  very  common  in  some 
buildings,  and  it  is  not  guarded  in  any  way.  I  mean  is  not  cut  off 
by  any  fire  wall ;  there  is  no  fire  protection.  What  have  you  to  say 
with  reference  to  those  conditions?  Should  they  be  changed  or 
not,  and  if  so,  by  whom?    A.  On  the  building  already  erected? 

Q.  Yes.  A.  I  think  the  important  thing  is  the  absolute  cutting 
off  of  the  shaft  itself,  which  contains  both  the  stair  and  elevator 
construction,  from  the  main  building.  The  construction  of  that 
shaft,  and  the  character  of  the  fire  doors,  through  which  it  admits  to 
the  floors  of  the  building,  is  more  important  than  the  construt^ion 
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of  the  stairway,  and  the  elevators  themselves.  Of  course,  we  are 
not  in  favor  of  wooden  stairways  in  however  good  a  fire-proof  shaft. 

'Q.  What  have  you  to  say  with  reference  to  their  being  removed, 
as  to  who  should  remove  them ;  do  you  think  that  ought  to  be  made 
mandatory?  A.  I  do  not  want  to  express  an  opinion  on  that,  sir. 
It  is  outside  of  my  special  study.  - 

Q.  Can  you  say  whether  or  not  those  conditions  are  dangerous,  a 
wooden  staircase  and  an  elevator  shaft  which  is  not  protected  from 
the  staircase,  the  staircase  winding  around  the  elevator  shaft?  A. 
It  is  a  dangerous  condition,  the  danger  depending  on  the  extent  to 
which  the  entire  shaft  is  protected  at  its  openings  on  all  floors.  I 
would  not  much  care  if  it  was  an  absolutely  fire-proof  shaft  carrying 
a  stair  and  an  elevator. 

Q.  Providing  the  shaft  was  fireproof?    A.  Yes. 

Q.  And  if  it  was  not  fireproof?  A.  Then,  of  course,  every  de- 
parture from  sound  construction  of  the  stairway  or  elevator  en- 
closure is  very  much  more  hazardous. 

Q.  Then  do  I  understand  you  to  recommend  that  all  shafts  con- 
taining stairways  or  elevators,  or  both,  should  be  made  absolutely 
fireproof,  and  the  exits  should  be  made  fireproof?  A.  An  arrange- 
ment of  that  type,  I  think,  is  the  modem  idea. 

Q.  Would  you  recommend  legislation  to  that  effect?  A,  I 
would  not  want  to  go  into  the  question  of  the  requirement  as  to 
the  correction  of  existing  constructioiL  That  is  a  question  of 
property  rights  and  complicated  considerations  that  I  do  not  want 
to  pass  upon.    But  as  to  the  future,  that  is  a  desirable  change. 

Q.  And  if  it  is  so  very  dangerous,  should  you  not  think  that  some- 
thing might  be  done  about  it  as  to  existing  buildings?  A.  Prob- 
ably something  should,  sir.  It  is  probable  that  the  fireproofing  of 
shafts  can  fairly  be  required  by  law,  even  in  existing  buildings. 

Q.  You  say  that  it  can  be  done  now?  A.  I  say  it  probably 
should  be. 

Q.  Have  you  any  theory  as  to  who  should  pay  for  it  on  the  exist- 
ing buildings?  A.  N'o,  sir;  I  have  not.  Like  other  forms  of  pro- 
tection, it  is  sometimes  necessary  to  charge  it  to  one  party's  interest, 
sometimes  another.  Sometimes  the  cost  of  automatic  sprinkler 
equipment  is  divided  between  the  owner  and  the  tenant,  and  ibrti&- 
times  it  is  borne  entirely  by  the  owner.  It  depends  on  the  lenfffb 
of  the  lease  and  other  conditions. 
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Assemblyman  Smith:  What  would  the  insurance  companies 
do  about  it,  Mr.  Bobb,  reduce  their  rate  ? 

The  Witness  :  We  take  full  account  of  those  conditions  in  our 
present  rating,  and  would  continue  to  do  so.  You  understand,  of 
course,  there  are  many  improved  constructions  that  our  reduction 
in  rate  would  pay  for,  and  other  forms  that  our  allowance  would 
justify  the  expense  for,  but  sometimes  it  takes  a  good  deal  of 
money  to  change  an  existing  construction  in  order  to  obtain  a 
slight  improvement  in  conditions.  You  understand,  of  course, 
that  they  could  not  always  expect  to  pay  for  the  improvements 
by  saving  on  account  of  the  reduction  of  the  rate.  That  would 
depend  on  conditions.  We  can  come  more  nearly  to  doing  it  in 
cases  of  new  construction.  It  is  true  that  the  owner  of  the  modem 
fireproof  building  can,  by  foreseeing  our  rating  methods  and 
applying  his  knowledge  thereof,  get  bac^  in  reduction  of  the  cost 
of  fire  insurance  practically  everything  beyond  the  cost  of  ordinary 
construction,  but  that  is  not  necessarily  true  of  a  building  that  is 
very  extensively  changed. 

Miss  Dkeieb:  If  fire  walls  were  put  in  a  building  now  in  exist' 
ence,  would  that  lessen  the  rate  of  insurance? 

The  Witness:  Yes,  almost  always,  in  our  ratings  there  is  an 
area  charge,  which  would  be  reduced,  or  would  disappear  by  the 
subdivision  of  the  building  with  the  proper  protection  at  the 
openings,  and  fire  walls. 

By  Mr.  Elkub:  ' 

Q.  What  have  you  to  say  with  reference  to  elevators  as  a  means 
of  escape?  A.  They  are  handy  sometimes,  but  they  cannot  be 
relied  upoiL 

Q.  They  should  not  be  relied  upon?  A.  They  should  not 
be  relied  upon.  They  do  sometimes  furnish  a  very  satisfactory 
solution  of  a  particular  trouble,  but  they  cannot  be  relied  on. 

Q.  From  your  experience,  can  you  say  whether  or  not  the 
present  freight  elevator  service,  that  is,  where  freight  elevators 
are  used  to  carry  the  workmen,  is  sufficient  in  these  loft  buildings 
here  in  the  city  ?    A.  I  am  not  able  to  answer  that  question. 
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Q.  You  heard  the  testimony  of  the  Fire  Marshal  this  morning 
with  reference  to  incendiarism  ?    A,  Yes. 

Q.  What  have  you  to  say  about  that;  you  are  familiar  with 
that  subject  ?  A.  Well,  to  what  point  of  the  witness'  testimony 
shall  I  address  my  answer? 

Q.  We  will  begin  in  the  first  place,  with  his  figures ;  incendiar- 
ism exists  to  a  considerable  extent?  A.  Most  of  the  incendiary 
fires  are  small  fires,  and  the  insurance  loss  and  the  property  loss 
is  correspondingly  small.  The  niunber  of  fires  due  to  incendiar- 
ism is  probably,  as  I  think  the  Marshal  figures,  pretty  large.  In 
many  cases  it  can  only  be  suspected  and  not  proven,  but  the  actual 
volume  of  loss  to  insurance  companies  and  to  property  owners 
where  it  is  clearly  and  probably  due  to  incendiarism  is  very 
much  less  than  most  people  think  instead  of  being  very  much 
greater.  It  is  rather  unusual  when  incendiarism  is  back  of  a 
great  fire.  Of  course,  likere  are  many  cases  where  we  can  form 
no  definite  opinion  as  to  how  the  fire  originated,  but  my  own 
impression  is  that  the  looting  of  insuranoe  companies  in  this 
country  from  fraud  or  incendiarism  is  quite  below  five  per  cent. 

Q.  Do  you  favor  a  limit  being  placed  on  the  amount  of  insur- 
ance a  man  may  have  written  on  either  his  property  or  his 
merchandise?    A.  You  mean  by  law? 

Q.  Yes.  A.  I  cannot  quite  work  that  out.  Merchandise  varies 
immensely.  It  is  a  characteristic  feature  of  many  kinds  of  mer- 
chandise in  New  York  that  there  will  be  two  seasons  in  the  year, 
and  at  the  midway  point,  between  seasons,  twice  a  year,  the  stock 
may  be  almost  nil,  almost  amount  to  nothing,  whereas,  at  the 
busy  season  values  will  be  very  great.  The  insurance  must  be 
adjusted  accordingly, 

Q.  Let  us  take  this  question:  At  the  present  there  is  over- 
insurance,  18  there  not  ?     A.  Some  over  insurance. 

Q.  Some  men  habitually  have  either  their  real  property  or 
their  buildings,  or  their  merchandise  over-insured  ?    A.  Yes. 

Q.  What  do  you  suggest  can  be  done  to  prevent  that? 
A.  There  are  two  kinds  of  over-iuBurance,  especially  in  New  York 
City.  One  has,  and  the  other  has  not,  a  moral  hazard  connected 
with  it.  In  volume  the  largest  over-insurance  in  New  York  City 
is  on  buildings,  because  of  the  requirements  of  the  mortgagee 
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that  a  fire  insurance  policy  shall  be  deposited  with  him  as 
additional  collateral  or  security.  Now,  the  value  of  land  in  New 
York  City  is  so  high  that  his  mortgage  really  represents  more 
ground  value  than  building  value,  and  he  ignores  that,  and 
demands  that  his  insurance  policy  represent  practically  the  whole 
amount  of  his  loan.  In  many  cases  that  is  true,  with  the  result 
that  those  buildings  are  over-insured  for  his  protection,  and  the 
owner  is  obliged  to  pay  more  money  than  he  should  be  required 
to  pay.  For  the  most  part  that  is  not  accompanied  with  a  moral 
hazard.     It  is  not  economical,  but  it  does  not  produce  fires. 

Q.  Can  you  suggest  any  method  by  which  that  can  be  avoided? 
I  happen  to  know  that  is  tnie,  myself.  I  have  had  some  experience 
in  it.  A.  I  am  glad  to  have  a  confirmation  of  my  judgment  in  the 
matter.  It  only  takes  a  little  more  common  sense  on  the  part  of 
the  mortgagee.  It  is  quite  absurd  that  the  mortgagee  should  re- 
quire what  he  calls  a  quick  asset,  above  the  value  of  the  building. 

Q.  Has  there  been  any  way  of  the  owner  and  the  Insurance 
Exchange  agreeing  on  the  value  of  a  building,  in  case  of  fire,  in 
case  of  total  destruction?  A.  There  can  be.  It  is  not,  however, 
generally  advisable.  It  is  almost  never  wise,  notwithstanding  the 
common  view  to  the  contrary,  to  have  the  value  on  any  kind  of 
insurable  property  agreed  upon  in  advance.  It  increases  the  moral 
hazard  and  changed  conditions  will  cause  a  depreciation  of  that 
value,  and  the  physical  conditions  may  not  change  at  all.  There 
may  be  a  change  in  the  neighborhood,  changes  in  conditions  of 
trade,  and  the  result  is  that  when  the  depreciation  brings  it  below 
the  amount  of  insurance  carried,  that  there  Is  a  standing  inducement 
to  the  owner  or  the  tenant,  as  the  case  may  be,  to  sell  for  a  higher 
price  to  an  insurance  company  than  he  can  get  from  any  other 
source,  the  property  insured.  That  is  a  moral  hazard  which  ought 
never  to  be  developed.  At  present  the  practice  of  the  Exchange  is 
to  allow  appraisals  for  the  purpose  of  determining  how  much  insur- 
ance should  be  carried,  to  apply  the  coinsurance  clause  only  on 
buildings  in  the  hands  of  trustees  and  executors  and  representatives 
of  minors,  incompetent  persons,  on  the  theory  that  they  may  be 
under  a  bond,  or  under  such  obligations  in  case  of  a  fire  that  they 
need  additional  protection.     That  is  not  done  for  other  owners. 

Q.  How  about  over-insurance  on  merchandise?  A.  On  merchan- 
dise, that  18  really  unpreventable,  because  of  the  shifting  values 
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which  are  found.  A  man  may  let  his  stock  run  down  for  only  a 
week  at  a  time  to  the  absolute  minimum,  and  then  he  will  increase 
it  greatly  in  a  little  while.  He  does  not  take  the  trouble  to  readjust 
his  insurance,  to  cancel  his  insurance.  Hi  cannot  afford  to  do  it. 
He  carries  at  the  time  a  larger  fire  insurance  than  the  value  of  the 
stock,  and  I  do  not  think  that  can,  under  the  conditions  of  trade,  be 
avoided  altogether.  Of  course,  if  insurance  is  habitually  carried 
beyond  the  value  of  the  stock,  there  is  a  very  serious  moral  hazard. 
There  is  a  moral  hazard  all  the  time. 

Assemblyman  Phillips:  What  do  you  think  of  the  rule  in 
some  places  that  in  case  of  a  total  destruction  of  the  building,  the 
company  is  compelled  to  pay  the  full  amount  of  the  policy,  regard- 
less of  the  loss? 

The  Witness:  The  valued  policy  law  is  undesirable  every- 
where, whether  on  a  building  or  personal  property  or  anything 
else. 

Assemblyman  Phillips  :  It  exists  in  some  States  ? 

The  Witness  :  Yes,  but  two  of  the  twenty-one  States  that  have 
such  laws  have  ever  been  able  to  say  a  good  word  for  the  result  of 
the  law.  One  is  New  Hampshire,  which  is  a  small  State,  in  rural 
communities,  where  the  moral  hazard  can  scarcely  develop  without 
being  known. 

Assemblyman  Phillips  :  Taking  it  the  other  way  round.  How 
would  it  be  if  it  was  provided  by  law  that  a  man  on  whose  premises 
a  fire  started  could  not  recover  more  than  75  per  cent  of  his  loss 
under  the  policy,  thereby  making  him  stand  a  little  of  the  loss? 

The  Witness:  There  are  places  where  the  company  puts  on 
what  is  called  the  three-quarters  loss  clause  in  policies,  in  places 
where  there  is  no  fire  protection.  Where  the  losses  are  likely  to  be 
total  losses,  and  the  danger  of  over-insuranoe  is  great,  and  the  moral 
hazard,  as  in  country  store  risks,  they  limit  the  liability  to  three- 
quarters.  But  there  are  kinds  of  business  that  require  full  insur- 
ance.    Take  a  grain  warehouseman  who  has  outstanding  warehouse 
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x^eipt«,  and  Jus  obligations  are  such  that  he  mufit  have  fuU  insur- 
ance.      Afanv  merchants  in  this  citj  would  not  be  given  anything 
like  their  pi^sent  creclit  if  they  were  not  fo  insured  as  to  be  able  to 
collect  the  whole  value  of  their  stock. 

Assemblyman  Phillips:  Suppose  a  fellow  tried  to  increase 
his  lose  afterwards? 

The  Witness  :  It  is  worse  than  that.  Many  of  them  who  have 
no  intention  of  having  a  fire  for  the  purpose  of  collecting  insurance, 
have  for  years  carried  on  their  books  false  inventories,  and  the  cop- 
responding  entries  for  the  purpose  of  securing  additional  credit  from 
the  wholesale  houses,  and  a  better  rating  from  their  mercantile  agen- 
cies, and  their  books  on  their  face  are  perfectly  smooth  and  regular. 
There  exists,  then,  more  or  less  of  a  temptation  to  the  merchant  to 
avail  himself  of  that.  Even  if  the  fire  is  accidental,  the  existence 
■it  evidence  contributes  as  much  to  fraud  against  insurance  com- 
panies as  incendiarism  itself  does. 

By  Mr.  Elkus: 

Q.  You  mean  the  case  of  a  man  who  has  an  honest  fire,  and  then 
proceeds  to  cook  up  hi?  loss?  A.  In  this  case  he  can  scarcely  help 
cooking  up  his  loss.  His  course  of  fraud  was  begun  when  he  began 
the  system  of  making  the  false  entries. 

Q.  When  he  made  false  statements  to  obtain  credit?  A.  Yes, 
and  he  must  maintain  them. 

^.  Are  you  familiar  with  the  Hoey  law?  A.  I  have  read  the 
law  once  or  twice. 

Q.  Have  you  studied  the  question  as  to  what  department  of  the 
city  or  State  should  have  jurisdiction  over  factory  buildings,  fac- 
tories, with  reference  to  the  prevention  of  fires,  to  the  extinguishing 
of  fires,  and  the  prevention  of  loss  by  safety  appliances  and  the  in- 
stallation of  sprinkler  systems  and  such  things?  A.  My  feeling  is 
that  as  to  the  structural  features  there  should  be  no  such  authority 
in  the  Fire  Department, —  that  probably  the  Hoey  law  is  defective 
in  extending  the  jurisdiction  of  the  Fire  Department  over  fire  exits, 
for  example,  to  their  constructional  features.  That  it  is  inadequate. 
As  to  the  actual  construction  work,  an  architect  or  an  owner  should  not 
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ihave  to  consult  with  two  city  departments.  But,  as  to  fire  preven- 
tion and  fire  protection,  on  the  question  of  equipment^  that  should 
"belong  to  the  Fire  Department  or  the  proper  bureau  of  the  Fire 
Department. 

Q.  Now,  take  the  question  of  fire  peril.  Should  we  have  any 
specific  law  on  that  subject,  any  specific  standard,  or  should  it  be 
left  to  the  discretion  of  some  authority  as  to  what  constitutes  a  fire 
peril  which  required  remedy?  A.  You  refer  now  to  the  provision 
of  the  law  which  constitutes  a  nuisance  of  dangerous  fire  conditions  ? 

Q.  Yes.  A.  I  think  the  main  feature  should  be  covered  by 
statute,  but  that  there  must  be  additional  discretionary  power  in 
the  proper  department,  the  Fire  Department,  to  declare  as  nuisances 
things  that  are  not  specifically  mentioned  in  the  statute.  There  are 
conditions  which  could  not  be  taken  account  of  in  any  statute. 

Q.  Mr.  Robb,  is  there  anything  further  you  would  like  to  tell 
the  Conmiission  with  reference  to  the  matters  under  investigation? 
A.  No,  I  think  not,  Mr.  Elkus. 

Q.  Have  you  any  recommendations  or  suggestions  that  you  would 
like  to  make?  A.  No,  I  think  not;  I  prefer  not  to  go  into  general 
questions. 

Mr.  Elkus:     Any  questions  of  Mr.  Robb? 

The  Chairman  :  Before  we  finish,  I  would  ask  if  Counsel  has 
inquired  as  to  Mr.  Robb's  opinion  on  the  registration  of  factories, 
the  licensing  of  factories. 

By  Mr.  Elkus: 

Q.  What  is  your  opinion,  Mr.  Robb,  as  to  whether  or  not  fac- 
ftorios  and  manufacturing  establishments  should  be  registered  with 
some  department  of  the  State  or  city,  and  also  whether  or  not,  before 
a  manufacturer  should  start  in  business,  he  should  be  licensed,  the 
license  to  be  properly  renewed  once  a  year?  Do  you  think  that 
practicable?  A.  I  have  not  considered  either  of  those  propositions, 
except  so  far  as  concerns  the  requirement  that  before  a  manufac- 
turing business  is  allowed  to  be  installed  in  a  given  building,  the 
arrangement  of  the  premises,  their  equipment,  and  the  lay-out  of 
the  premises,  and  their  relation  to  the  exits,  and  all  that,  should  be 
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subjected  to  official  supervision.     That   might   call   for   primary 
registration. 

Q.  How  could  you  do  that  without  some  method  of  locating  the 
factorieet  A.  Probably  it  could  not  be  done.  I  presume  that 
when  the  building  permit  was  first  applied  for,  the  probable  occu- 
pancy of  the  building,  for  what  manufacturing  purpose,  ought  to  be 
indicated,  and  then  that  the  manufacturing  could  not  in  fact  be 
begun  without  proper  supervision  of  its  conditions. 

Q.  Do  you  think  that  would  be  any  hardship  on  the  manufacturer 
to  require  him  to  register  or  get  a  license?  A.  I  do  not  know,  nor 
do  I  know  how  much  of  a  burden  that  would  be  on  the  city  depart- 
ment. I  compute  that  there  are,  of  what  we  call  risks,  15,000  in 
New  York  City,  in  which  there  is  a  considerable  measure  of  manu- 
facturing done.  Of  course,  many  of  them  have  eight  or  ten  dif- 
ferent factories  in  the  sense  in  which  the  public  authorities  would 
use  that  term.  That  is,  that  means  a  manufacturing  tenant.  I 
do  not  know  how  many  different  manufacturing  concerns  there  are, 
but  I  should  think  it  might  approach  55,000. 

Q.  There  are  about  40,000  in  the  State,  according  to  the  census 
statistics  furnished  us,  about  40,000  manufacturing  establishments 
in  New  York  State.  A.  Of  course,  much  depends  on  where  the 
line  is  drawn,  as  to  what  constitutes  manufacturing. 

Q.  We  do  not  know  how  many  buildings,  in  some  cases  there  are 
ten  or  twelve  to  a  building,  sometimes  twenty?  A.  We  have  about 
15,000  such  buildings  in  New  York  City. 

Q.  Fifteen  thousand  buildings?    A.  Yes,  sir. 

Q.  In  New  York  City  there  are  between  twenty-nine  and  thirty 
thousand  manufacturing  establishments,  according  to  our  record? 
A.  That  would  allow  for  only  two  to  the  building.  I  think,  under 
our  system,  we  would  have  more  separate  establishments  than 
twenty-nine  or  thirty  thousand.  We  may  have  a  broader  classifi- 
cation.    I  think  the  average  is  higher  than  two  to  the  building. 

Q.  You  point  out  just  what  the  trouble  is.  The  Labor  Depart- 
ment has  not  the  same  reoorde  that  you  huve.  We  are  not  able  to 
get  them,  because  we  have  no  means  of  tracing  tliem.  It  is  quite 
apparent  that  there  are  many  more  manufacturing  establishments 
than  the  Labor  Department  has  cognizance  of,  which  your  In- 
surance Exchange  has?  A.  Well,  of  course,  they  can  have  any- 
thing tiiat  we  have  in  that  way. 
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Q.  We  will  be  glad  to  have  you  do  that  A.  Surely,  I  have  al- 
ready tendered  them  to  one  member  of  the  Commission.  Anything 
we  can  furnish  towards  assisting  you  in  making  a  report^  we  will  be 
very  glad  to  furnish.  Unfonmately,  our  records  do  not  have,  per- 
haps, just  the  kind  of  facts  you  want.  They  are  made  for  our  own 
purposes,  for  the  conduct  of  our  business.  So  that  they  may  not 
cover  in  their  outline  the  field  covered  by  this  Committee,  but,  aside 
from  that,  the  defects  of  that  kind,  in  classification  and  arrangement; 
any  information  in  our  possession,  if  you  call  upon  us,  we  will  be 
very  glad  to  furnish,  c  allow  your  experts  access  to  the  record,  to 
furnissh  themselves  with  such  information. 

Mr.  Elkus:  We  are  very  much  obliged  to  you. 

Mr.  Elkub:  Mr.  Fitck 
Mr.  Fitch  takes  the  stand. 

Mr.  Elkus:  Mr.  Chairman,  before  we  take  up  Mr.  Fitch's 
examination,  I  want  t^  call  attention  of  the  Commission  to  two  let- 
ters. I  subpoenaed  a  number  of  eye-witnesses  to  the  Triangle 
Waist  (/ompany  fire,  in  order  to  complete  this  investigation.  T 
wrote  to  the  District  Attorney  if  that  would  interfere  with  the  trial 
of  the  proprietors  of  that  establishment. 

He  replied  (reading)  :  "  In  view  of  the  fact  that  Judge  Craih 
has  set  the  case  down  for  trial  on  Monday  next,  would  it  be  satis- 
factory for  you  to  postpone  the  examination  of  witnesses  as  to  the 
defendant's  case  for  a  short  time?" 

With  the  consent  of  the  Commissioners,  I  will  accede  to  that 
request. 

The  Chaibman:  That  ia  very  reasonable  in  view  of  the  cir- 
cumstances. 

Mr.  Elktjs:  I  regret  very  much  that  yesterday,  owing  to  the 
death  of  a  friend  of  mine,  I  was  unable  to.  be  present,  and  I  am 
very  glad  that  my  associate  conducted  the  examination  to  the  sati^ 
faction  of  the  Commission. 


600  MnruTES  Of  Pubuo  Heabings. 

The  Chaibman:  I  want  to  say  that  we  all  were  feeling  the 
same  way  about  it,  early  in  the  morning,  and  while  not  unapprecia- 
tive  of  your  services,  we  thought  in  the  morning  we  would  have  a 
terrible  time;  we  were  very  much  surprised,  therefore,  with  the  way 
Mr.  Shientag  conducted  the  examination,  and  the  Commission  be- 
gan to  realize  that,  really,  he  has  been  doing  a  great  deal  more  work 
than  we  had  credited  him  with,  and  we  want  to  congratulate  and 
compliment  him  for  his  good  services.  I  hope  he  will  stay  with 
iLs  as  long  as  we  are  in  existence. 

Mr.  Elkus  :  I  am  sure  he  will  after  that.  ! 


The  CHAiRAfAN:  I  want  to  explain  my  absence  this  morning. 
I  was  performing  a  public  duty.  I  was  assigned  by  the  court  to 
defend  a  man  charged  with  murder  in  the  first  degree.  I  had  to 
attend  court  in  that  case,  otherwise  I  would  have  been  here  to-day 
at  the  proper  time. 

John  A.  Fitoh^  called  as  a  witness,  being  duly  sworn,  testi- 
fied as  follows: 

Examination  bv  Mr.  Elkus: 

Q.  Mr.  Fitch,  what  is  your  profession?  A.  I  am  a  writer,  a 
magazine  writer. 

Q.  You  are  now  a  magazine  writer?     A.  Yes. 

Q.  Were  you  formerly  connected  with  the  Labor  Department  in 
this  city?    A.  I  was. 

Q.  In  what  capacity?    A.  My  official  position  was  inspecting. 

Q.  What  work  did  you  do  in  the  department?  A.  I  made  inves- 
tigations for  the  Burenu  of  Labor  Statistics. 

Q.  How  long  were  you  connected  with  the  Labor  Department? 
A.  A  little  over  a  year. 

Q.  Did  you  make  investigations  as  to  the  number  of  persons  wlio 
worked  seven  days  a  week  in  the  State  of  New  York?  A.  I  at- 
tempted to  bring  together  what  figures  there  were  in  the  Depart- 
ment.   I  made  no  field  investigation  as  to  that. 

Q.  Yes.  What  did  you  find?  A.  Well,  I  did  not  find  enough 
80  that  I  can  make  any  statement  which  will  really  (rive  you  the 
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facts  as  to  seven-day  labor  in  New  York.  I  was  able  to  form  an 
opinion  as  to  which  industries  are  seven-day  industries  and  was 
able  to  get  together  some  figures  which  tend  to  indicate  a  consider- 
able amount  of  seven-day  labor^  only  enough  to  convince  me  ihafc 
we  had  only  a  small  fraction  of  the  numbers  on  file  in  the  Dei)art- 
ment  of  the  amount  wbo  worked  seven  days  a  weeL  Now,  the  fac- 
tory inspection  bureau,  in  its  report  for  1909,  reported,  out  of  a 
total  of  one  million  one  hundred  and  thirty-eight  thousand  nine  hun- 
dred and  sixty-five  wage  earners,  thirty  thousand  four  hundred  and 
sixty-seven  working  in  excess  of  sixty-three  hours  a  week. 

Now,  that  does  not  mean,  necessarily,  seven-day  labor,  but  from 
personal  examination  t.^  the  records  I  know  that  a  large  majority 
of  those  men  are  working  seven  days  a  week;  in  some  cases  ten 
hours  a  day,  and  in  some  cases  twelve  h  ours  a  day. 

I  can  also  cite  you  information  which  was  sent  in  voluntarily  by 
the  secretaries  of  laboi  unions  to  the  Bureau  of  Labor  Statistics,  and 
those  figures  are  more  authentic,  I  should  suppose,  than  the  figures 
I  submit,  because  tho  Bureau  of  Factory  Inspection  has  made  no 
attempt  to  find  out  positively  that  particular  thing,  the  niunber  of 
men  working  seven  days  a  week. 

They  only  record  .:he  hours  per  week. 

Q.  Xow,  have  you  a  list  of  what  you  call  seven-day  industries? 
A.  I  have  a  list  that  I  have  every  reason  to  believe  are  seven-day 
industries. 

Q.  Will  you  state  that  list,  or  state  some  of  them?  A.  Under 
transportation,,  that  includes  steam  railroads,  trolley  lines.  I  would 
include  undieii  transporiation,  also,  railroad  repair  shops;  navigation, 
cabs  and  teaming,  ice  and  milk  delivery;  under  communication,  tele- 
graph, telephone  lincR  and  newspapers;  imder  manufacturing, 
cement  and  lime,  smelting  and  refining,  or  crushing,  glass  furnaces, 
mills  and  steel  works. 

The  manufacture  of  certain  drugs  and  chemicals,  wood  alcohol, 
mineral  oils^  paper,  pulp,  flour  rnd  cereals,  flour  products,  beverages, 
li(|Uor  and  malt;  caniiing  establishments,  bakeries,  artificial  ice  fac- 
tories, with  light  and  power  plants. 

Q.  I  think  you  have  given  us  a  very  general  idea  now.  May  I 
ask  you  what  your  views  are  with  reference  to  the  compulsory  day 
of  rest  for  the  workingman,  and  how  you  would  compel  such  a  day 
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of  rest,  if  you  believe  it  to  be  advisable  or  necessary?  A.  I  think 
it  is  both  advisable  and  necessary. 

Q.  Tell  us  why,  and  then  give  us  your  method  of  enforcing  it 
and  how  it  could  be  doiie?  A.  Do  you  wish  me  to  tell  why  I 
think  it  advisable  ? 

Q.  Yes^  first  A.  13ecause  periods  of  rest  are  necessary  for  any 
class  of  men  in  order  to  retain  their  physical  health,  —  not  only 
that,  but  in  order  to  retain  their  moral  health;  in  order  to  make 
them  good  citizens.  A  man  who  works  seven  days  a  week,  even 
though  his  labor  may  not  be  excessive,  is  imable  to  perform  the 
dnties  of  a  citizen.  Now,  as  to  the  advisability  of  requirirg  a 
rest  day,  one  day  of  rest  in  seven,  it  would  appear  at  first  that  that 
is  impossible,  owing  to  the  fact  that  there  are  many  industries  which 
must  have,  for  various  reasons,  which  I  need  not  mention,  I  think, 
seven  days  a  week.  In  order  to  allow  those  industries  to  operate 
seven  days  a  week,  the  working  force  will  have  to  be  increased  by 
one-sLxth.  Then  ons-f'eventh  of  the  laboring  force  will  be  released 
each  day  in  the  week.  That  is,  onenseventh  will  have  Sunday  off 
for  rest;  oneeeventh  will  have  Monday,  and  so  on  throughout  the 
week. 

That  plan  is  not  as  Utopian  as  it  soimds.  It  is  actually  in  opera- 
tion in  IVance,  in  certain  very  important  corporations.  The  United 
States  Steel  Corporation  is  adopting  that  plan  in  all  its  plants;  it  is 
experimenting  with  it,  I  had  better  say.  The  Lackawanna  Steel 
Oompany,  at  Buffalo,  with  about  four  thousand  employees,  is 
operating  with  a  plan  similar  to  that,  which  they  have  adopted 
tentatively. 

Q.  Do  you  know  what  is  done  in  foreign  countries  with  refer- 
ence to  it?  A.  Almo&t  all  of  the  important  industrial  countries  of 
Europe  have  adopted  a  law  requiring  one  day  of  rest  in  seven,  with 
a  system  of  rest  periods  during  the  week  that  I  have  mentioned,  or 
else  periodical  rest  peiiods  laws  have  been  passed  to  provide  for  full 
compensatory  rest  periods,  for  each  man  who  is  at  work  on  Sunday. 

Q.'  With  reference  to  that, —  what  l^silation  would  you  sug- 
gest? A.  I  would  reconmiend  a  law  requiring,  perhaps  I  had 
better  say  a  law  should  provide  some  means  of  determining  which 
are  the  industries  that  must,  for  reasons  of  public  necessity,  or 
for  technical  reasons,  and  so  on,  operate  seven  days  a  week.    Then 
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die  law  sbould  require  that  every  employee  of  any  industry  in  the 
state  should  neither  be  required  or  permitted  to  work  seven  days 
in  the  week  —  that  he  should  have  one  day  of  rest  in  seven. 

Then  I  would  require  the  Department  of  Labor  to  enforce  this 
law.  At  the  present  time  the  Simday  law  is  not  a  part  of  the 
Labor  Law,  and  is  not  enforced  by  the  Commissioner  of  Labor. 

Q.  Who  enforces  it?  A.  That  is  a  part  of  the  penal  law?  A. 
That  is  a  part  of  the  penal  law. 

Q.  Is  it  your  recommendation  that  the  Commissioner  of  Labor 
should  have  the  power  to  enforce  this  day  of  rest  as  far  as  manufac- 
turing establishments  are  concerned,  or  altogether?  A.  As  far  as 
manufacturing  establishments  are  concerned,  in  just  the  same  man- 
ner that  he  is  supposed  to  enforce  the  factory  laws. 

Q.  With  reference  to  industries  that  require  continuous  labor, 
what  have  you  to  suggest,  if  anything,  as  to  their  being  licensed  to 
woik  continuously?  A.  It  seems  to  me  that  that  is  about  the  only 
way  to  find  out  which  industries  are  necessarily  continued. 

I  would  make  a  provision  in  the  law,  rather  liberal,  so  that  some 
officer  exercises  the  pc^wer  of  judgment.  I  would  think  that  officer 
should  be  the  Commif.9ioner  of  Labor.  The  law  should  be  so  framed 
that  he  could  issue  a  license  to  those  industries  which  had  filed  with 
him  some  proof  that  they  ought  to  operate  seven  days  a  week,  for 
technical  reasons,  for  reasons  of  public  necessity,  on  account  of  tak- 
ing advantage  of  a  season,  or  for  other  good  and  sufficient  reason. 

Q.  Have  you  examined  as  to  the  constitutionality  of  the  law  re- 
quiring a  rest  day?  A.  I  made  a  study  of  the  laws.  I  made  a 
study  of  court  decisions  with  reference  to  constitutionality  of 
different  laws  in  the  United  States.  I  did  that  for  the  Labor  De- 
partment,  and  that  was  published  in  a  bulletin  in  the  Bureau  of 
Labor.  I  think  I  covered  all  the  decisions  of  all  the  States  afPectr 
ing  the  constitutionality  of  the  Sunday  law,  and  I  was  greatly  im- 
pressed with  the  fact  that  Sunday  laws  are  held  to  be  constitu- 
tional, not  upon  grounds  of  religious  observance  or  any  other  reli- 
gious thing,  but  upon  the  necessity  of  one  day  of  rest  in  seven ;  and 
many  of  the  courts  have  gone  so  far  as  to  say  that  that  law  would 
be  constitutional  upon  that  ground,  if  any  day  other  than  Sunday 
had  been  designated  as  a  day  of  rest 

Q.  Therefore  you  are  of  the  opinion,  from  your  experience  in 
research  work,  that  it  would  be  constitutional  to  pass  an  act  requir- 
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iug  employers  to  give  each  employee  one  day  of  rest  in  seven  and 
forbidding  an  employee  to  work  seven  days  in  a  factory?  A.  I 
am  not  a  lawyer^  but  that  is  my  opinion  as  a  layman,  after  examin- 
ing those  decisions. 

Q.  Have  you  examined  into  the  question  of  registering,  or  licens- 
ing factories?  What  is  your  opinion  about  it,  whether  they  should 
be  registered  or  licensed,  or  both?  A.  I  have  given  so  little  con- 
sideration to  that,  I  think  my  opinion  would  be  of  very  little  value. 
I  recognize  the  necessity  of  some  means  of  the  Bureau  of  Factory 
Inspection  finding  these  new  factories.  Off-hand,  the  system  of 
registration  appeals  to  me,  but  I  have  not  looked  into  the  matter 
very  much. 

Q.  Now,  you  have  presented  to  me  a  brief  to  show  the  necessity 
of  a  compulsory  day  of  rest,  and  I  would  like,  with  your  permission, 
to  file  that  with  the  records  of  the  Commission?  A.  I  would  be 
very  glad  to  have  you  do  so. 

Q.  Have  you  anything  further  that  you  would  like  to  say  to  the 
Commission?  A.  I  should  like  to  hand  you,  also,  this  compilation 
of  foreign  laws  on  the  subject. 

Q.  That  would  be  very  useful  to  us.  A.  It  is  a  summary  of  the 
laws  which  I  prepared  for  the  Bureau  of  Labor,  and,  with  their  per- 
mission, I  am  presenting  it. 

Mr.  Elkusj  Thank  you,  that  is  very  satisfactory. 

Examination  by  Miss  Dbeieb: 

Q.  These  industries  which  work  seven  days  a  week,  that  means 
the  nights  also?  Seven  days  and  seven  nights?  A.  Not  always, 
but  I  think  in  most  cases;  for  instance,  navigation  not  nearly  so 
much  at  night  as  in  the  daytime ;  teaming  not  nearly  so  much  at 
night  as  in  the  daytime,  but  most  manufacturing  industries,  both 
day  and  night. 

Q.  And  do  you  know  whether  it  is  a  twelve-hour  shift  or  eight 
hour  shift?  A.  That  varies;  I  can^t  say  positively  as  to  that; 
some  of  the  most  important  industries,  such  as  steel,  use  a  twelve- 
hour  shift. 

Q.  And  then,  in  the  change  from  day  to  night,  what  happens  to 
the  men  ?     A.  In  the  steel  industry,  it  is  necessary  to  differentiate 
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between  different  departments.  The  blast  furnace  department  is 
the  first  operation  in  the  steel  industry,  and  so  there  is  a  24-hour 
shift  in  changing  from  day  to  night,  coming  once  a  month  or  twice 
a  month,  so  that  the  men  who  are  working  on  the  day  shift  change 
over  on  the  night  shift,  they  do  that  by  working  through  Sunday, 
the  daytime,  through  Sunday  and  not  finishing  until  Monday 
night. 

Q.  In  the  blast  furnaces?  A.  In  the  blast  furnaces.  That  has 
bf-en  the  custom.  Now,  I  have  been  told  by  the  officers  of  the 
Lackawanna  Steel  Company  that  they  have  adopted  such  a  plan 
whereby  one  day  of  rest  is  given  in  the  manner  I  have  just 
mentioned. 

By  Mr.  Elktts  : 

Q.  In  Buffalo?    A.  Yes. 

The  Witness:  If  that  system  is  fully  in  operation,  it  means 
that  the  24-hour  shift  has  been  done  away  with;  it  can  be  done  abso- 
lutely where  that  plan  is  adopted. 

By  Miss  Dseieb: 

Q.  In  working  blast  furnaces,  is  it  not  hard  enough  to  warrant 
shorter  work  than  twelve  hours  a  day?  A.  Well,  I  think  that  any 
work  warrants  a  shorter  work  day  than  twelve  hours.  There  are 
periods  of  rest  in  blast  furnace  operations.  Men  are  not  constantly 
at  work.  At  times  they  are  working  desperately  hard  in  very  great 
heat,  but  those  occasions  come  only  one  in  about  every  four  hours, 
and  they  work  30  or  40  minutes,  perhaps,  in  that  heat.  I  think 
that  probably,  from  the  standpoint  of  physical  exertion,  they  can 
get  along  with  twelve  hours  very  well,  but  from  the  standpoint  of 
social  well-being,  that  ought  not  io  be,  and  they  ought  n^t  to  be  kept 
in  that  atmosphere  for  that  length  of  time.  And  I  may  also  state 
that  there  is  a  gas  about  blast  furnaces,  carbon  monoxide  gas,  which 
hfis  been  found  to  be  very  dangerous  and  which  cannot  be  entirely 
dene  away  with.     The  men  are  constantly  breathing  that  gas,  and 
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are,  witk  more  or  less  frequency,  overcome  by  it.  That  was  foand 
by  the  IHinois  Industrial  Commission. 

Q.  We  haven't  any  record  in  New  York  State  upon  the  effect 
upon  the  men  of  that  gas  t    A.  Kone  at  all. 

Q.  A  man  who  was  a  witness  yesterday  said  that  in  the  steel  in- 
dustry the  hours  were  comparatively  short,  from  nine  to  ten  hours. 
You  have  not  investigated  the  steel  industries  in  this  State? 
A*  X  es* 

Q.  Can  you  tell  me  anything  about  that  J  A.  It  varies  with  the 
different  companies  and  changes  from  season  to  season,  I  think, 
though  it  ia  difficult  to  make  a  general  statement.  However, 
throughout  the  United  States,  a  majority  of  the  workers  are  em- 
ployed twelve  hours  a  day,  in  twelve-hour  ehifts.  A  considerable 
number  of  common  laborers  work  ten  hours.  I  think,  very  recently, 
the  Lackawanna  Steel  Company  have  changed  from  employing  their 
common  laborers  twelve  hours  a  day  to,  in  the  last  three  months, 
perhaps,  I  am  informed  that  they  have  changed  it  from  twelve-hour 
shifts  to  ten-hour  shifts,  that  is,  the  common  laborers,  and  that 
released  perhaps  fifty  per  cent  of  the  men  from  the  twelve-hour  to 
the  ten-hour  shift  In  common  processes  the  men  work  twelve 
hours  a  day  almost  everywhere. 

Witness  excused. 

Mr.  Elkus  :  William  H.  Donahue. 


WrLLiAM  H.  Donahue  called,  being  duly  sworn,  testified 
as  follows: 

Examination  by  Mr.  Elkus  : 

Q.  What  is  your  name,  your  full  name?  A.  William  H. 
Donahue. 

Mr.  Donahue,  are  you  an  inspector  of  the  State  Labor  Depart- 
ment?   A.  I  am. 

Q.  How  long  have  you  been  with  that  Department?  A.  Be- 
tween five  and  six  years. 
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Q.  Now,  have  you  been  engaged  in  examining  factories,  that  is, 
buildings,  .for  violations  of  the  Labor  Law?  A.  For  the  Labor 
Law  violations,  that  has  been  my  duty. 

Q.  How  long?  A.  Well,  between  five  and  six  years,  I  have  been 
engaged  in  that. 

Q.  Have  you  inspected  for  practically  all  of  the  last  two  years  ? 
A.  Yes,  sir. 

Q.  With  reference  to  seeing  whether  doors  open  inwardly  or  out- 
wardly? A.  Within  the  last  three  months  I  have  examined  for 
those  conditions  specifically. 

Q.  Within  the  last  three  months?  A.  Yes,  sir,  within  the  lasL 
three  months  I  have  examined  for  those  conditions  specifically. 

Q.  Before  that  you  did  not?  A.  Before  that  I  examined  for  all 
violations  of  the  Labor  Law,  including  the  opening  oatwai'dly  of 
dcors. 

Q.  By  whose  instruction,  within  the  last  three  months,  have  you 
devoted  yourself  to  finding  out  if  doors  open  inwardly  or  out- 
wardly in  manufacturing  buildings?  A.  I  believe  it  was  on  com- 
plaint of  the  Fire  Department  that  I  examined  a  number  of  build- 
ings in  the  last  three  months. 

Q.  How  many  cases  have  you  examined  within  the  last  three 
months  where  you  found  the  doors  opened  inwardly  instead  of 
outwardly?  A.  I  think  in  almost  all  the  cases  that  the  doors 
open  inwardly. 

Q.  About  how  many  cases  were  there?  A.  I  should  judge 
about  35  buildings. 

Q.  How  many?     A.  Thirty-five  buildings. 

Q.  36  buildings  you  have  examined  —  that  is  approximately  ? 
A.  Yes. 

Q.  How  many  manufacturing  establishments  were  in  those 
buildings  ?  A.  Approximately  200,  There  would  be  an  average 
of  about  six  manufacturing  establishments  to  a  building. 

Q.  In  those  two  hundred  manufacturing  establishments,  you 
found  practically  every  one  had  doors  that  opened  inwardly  in- 
stead of  outwardly  ?  A.  Yes,  sir ;  that  was  the  complaint  by  the 
Fire  Department.  I  ordered,  where  practicable,  that  the  doors 
should  be  opened  outwardly. 

Q.  In  how  many  cases  did  you  find  it  practicable  to  have  the 
doors  opened  outwardly?     A.  At  a  rough  estimate  I  should  say 
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that  in  two-thirds  of  the  cases  I  ordered  them  to  be  open 
outwardly. 

Q.  In  the  balance  jou  didn't  order  it,  because  it  was  imprac- 
ticable? A.  For  the  reason  that  it  was  impracticable,  for  this 
reason,  that  it  would  create  more  dangerous  conditions  in  my 
opinion  to  open  the  doors  outwardly  than  it  would  be  to  leave 
them  in  their  present  condition. 

Q.  Was  it  because  they  opened  directly  on  the  staircases? 
A.  On  the  staircases  or  in  the  passage  way.  For  instance,  if  you 
will  let  me  state  one  instance  ? 

Q.  Go  ahead,  yes.  A.  I  had  a  complaint  a  short  time  ag^) 
in  a  building  at  48  Canal  street.  I  visited  that  building  and  took 
careful  measurements.  On  first  sight  it  looked  to  me  as  if  it  was 
practicable  to  open  those  doors  outwardly.  I  f(  und  in  thai 
building  a  hoist-way,  that  was  guarded  by  a  guard  rail,  and  in 
addition  thereto  by  doors  that  ran  the  whole  length  of  the  open- 
ing in  the  shaft  from  floor  to  ceiling.  The  first  floor  I  found  that 
the  doors  could  open  outwardly  in  my  opinion,  a  ad  when  I  got 
up  to  the  next  floor,  I  found  hoist  way  doors  were  open,  and  if 
the  doors  were  swung  one  side  the  frame  of  the  door  would  ob- 
struct the  stairway ;  and  if  swung  the  other  side,  the  frame  would 
strike  the  hoistrway  door  so  that  it  would  lock  the  people  in  the 
work  room.  I  felt  that  in  my  opinion  it  was  not  practicable  to 
open  the  door  outwardly  for  the  reason  that  it  would  make  the 
conditions  more  dangerous  than  as  they  at  present  exist. 

Q.  What  is  the  law  on  the  subject  ?  A.  The  law  says  that  all 
doors  leading  to  or  into  a  factory  shall  open  outwardly  where 
practicable. 

Q.  Is  it  not  possible  to  have  the  doors  that  can't  open  outwardly 
taken  out,  because  it  is  impracticable  to  have  them  do  so,  and  have 
them  made  into  sliding  doors??  A.  That  is  a  splendid  recommenda- 
tion and  it  is  a  fine  thing  and  it  should  be  done,  but  with  this  sug- 
gestion, in  my  humble  opinion,  I  think,  as  Commissioner  Sherman 
stated,  that  there  are  a  very  large  number  of  factory  workrooms 
that  have  one,  two  or  three  persons.  Now  the  door  to  open  in- 
wardly in  that  oase  or  those  cases,  I  think  is  satisfactory.  The 
law  might  be  mandatory  and  make  them  put  a  sliding  door  in 
every  case  where  the  doors  ooiild  not  be  opened  outwardly,  but 
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you  often  find  a  factory  workro(»n  about  50  by  100  with  only 
two  people  employed  in  that  room,  and  in  my  opinion,  where  a 
door  opened  inwardly  in  such  a  room  I  think  it  i9  all  right. 

Q.  Is  it  advisable  where  there  are  a  number  of  people  at  work 
to  have  the  doora  open  inwardly?  A.  Why  then  just  suoh  a 
condition  will  >be  caused  as  occurred  in  the  catastrope  which  hap- 
pened last  March. 

Q.  It  means  great  danger  where  a  nu'nber  of  people  are  em- 
ployed in  case  of  fire  if  the  doors  open  inwardly  ?  A.  It  means 
the  pressure  of  people  upon  that  door,  that  the  pressure  is  going  to 
prevent  them  opening  the  door  at  all ;  if  the  door  opens  outwardly 
the  people  would  strike  the  door  and  at  least  break  it  through 
from  it  fastenings,  if  in  no  other  way. 

Q.  To  make  the  doors  open  outwardly  is  one  of  the  most  im- 
portant things  that  the  Department  should  enforce?  A.  I  believe 
it  should  be  enforced,  that  all  doors  should  be  opened  outward,  and 
if  that  is  not  practicable,  they  should  have  sliding  doors,  with  the 
exception  which  I  have  mentioned,  that  is  to  be  taken  into  con- 
sideration, the  number  of  people  that  work  on  a  floor.  In  my  opin- 
ion, if  it  is  not  practicable  to  open  the  doors  outwardly  on  account 
of  the  construction  of  the  building,  on  account  of  the  newel  posts 
in  the  hall,  or  on  account  of  the  width  of  the  paaeageway,  I  think 
ihere  should  be  a  law  to  have  that  door  made  a  sliding  door. 

Q,  Now  in  the  Asch  building  how  many  bodies  were  found 
around  the  doors  which  opened  inwardly?  A.  I  only  know  from 
the  testimony  of  people. 

Q.  Of  course?    A.  And  newspaper  statements. 

Q.  How  many  were  there?    A.  There  were  a  great  many. 

Q.  A  great  many  bodies  around  the  doors?  A.  There  were 
a  great  many  bodies  around  the  doors  according  to  the  papers 
which  I  have  read. 

Q.  Were  there  fifty  or  more?    A.  Yes. 

Q.  Will  you  tell  me  why  your  Department  did  not  order  the 
opening  of  these  160  doors  outwardly  that  you  discovered  and 
which  you  ordered  opened  within  the  last  three  months?  A.  I  can- 
not say  as  to  that,  unless  the  inspector  that  examined  that  bailding 
thought  in  his  opinion  that  it  was  not  practicable  to  open  the  doors. 
Of  course  every  man  has  his  judgment  and  I  have  mine. 

20 
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Q.  You  said  jour  judgment  was  that  two-lhirds  should  be  opened; 
tiiere  were  two  hundred  were  there  i    A.  I  should  judge  so. 

Q.  That  would  be  160  or  130  or  140  odd?   A.  Yes. 

Q.  Which,  in  your  judgment,  if  they  remained  open  inwardly, 
would  cause  danger  in  case  of  a  fire  and  there  would  be  the  poe- 
8iii>ility  of  a  repetition  of  a  catastrophe  like  the  Triangle  Waist 
iire'<    A.  Well 

Q.  Which  would  cause  another  catastrophe.  That  leads  to  this 
question.  Should  such  a  matter  of  life  be  left  to  the  discretion  of 
an  inspector?     A.  I  think  it  ought  to  be. 

Q.  A'ow  you  say  these  buildings  had  all  been  inspected  by  other 
inspectors  before  you  —  every  one  of  them?  And  in  the  one  hun- 
dred and  odd  cases,  one  hundred  and  forty  cases  the  inspectors  of 
the  Department  found  that  these  doors  were  not  practicable  to 
cpen  outwardly,  that  is  right,  is  it  not?    A.  Yes,  sir. 

Q.  And  you  came  along  and  ordered  them  all  opened  outwardly 
ii  practicable.  Now  you  meaji  to  say  in  spite  of  that,  that  it  would 
be  the  proper  thing  to  do  regarding  the  safety  of  life  and  the 
people  working  in  those  factories,  to  leave  it  to  the  discretion  of 
ether  inspectors?  A.  I  believe  the  inspectors  before  the  fire  did 
not  appreciate  the  amount  of  harm  that  a  door  opening  inwardly 
would  do.  The  Fire  Department  has  no  doubt  inspected  those 
buildings  and  I  don't  know  of  any  complaint  that  they  have  made 
heretofore  about  the  same  condition. 

Q.  You  did  not  begin  your  work  until  about  three  months  ago? 
A.  On  those  complaints,  yes,  sir;  that  is  right. 

Q.  And  that  was  in  August?  A.  I  believe  in  August,  yes,  that 
was  the  time. 

Q.  The  Triangle  Waist  factory  fire  occurred  in  March — when 
their  attention  was  called  to  it?  A.  I  believe  diat  I  know  a 
number  of  orders  were  issued  to  open  doors  outwardly  subsequent 
to  the  fire. 

Q.  Can  you  tell  me  how  many  orders  were  issued  in  the  year 
1910  for  doors  opening  outwardly?  A.  I  have  no  facilities  for 
knowing  what  orders  were  issued. 

Q.  You  don't  know?    A.  No. 

Mr.  Elkus:  That  is  all,  unless  the  Commission  desire  to  ttk 
some  questions. 
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By  Miss  Dbeieb: 

Q.  Do  you  know  whether  your  orders  were  complied  with,  with- 
out any  protest  ?    A.  What  is  that  f 

Q.  Were  your  orders  to  open  the  doors  outwardly  complied 
with  f     A.  A  great  many  have  heen  complied  with. 

Q.  Did  you  find  any  locked  doors?  A.  I  have  men  in  two 
cases  in  court  to  prosecute  for  locked  doors. 

Q.  I  understand  the  courts  have  not  been  very  severe   

Mr.  Elktts:  Locked  doors  t 

The  Witness  :  Locked  doors ;  yes,  sir. 

Q.  The  courts  have  not  been  very  severe  in  punishing  the 
people?  A.  If  the  Commission  will  permit  me,  I  will  give  o 
little  experience  that  I  had.  On  the  10th  of  last  December  I  had 
a  manufacturer  at  the  comer  of  Spring  and  Orchard  streets 
arrested  for  locked  doors.  He  had  five  lofts  in  the  building.  On 
the  fifth  floor  there  were  fifty  people  at  work.  I  entered  it  by 
way  of  the  freight  elevator,  the  only  way  of  access  to  the  lofts. 

Mr.  Elktts  :  What  is  the  name  of  the  manufacturer  ? 

The  Witness:  Joseph  M.  Delany  &  Company.  I  found  the 
doors  on  this  floor  locked  and  the  key  in  the  possession  of  a  man 
who  was  off  the  premises.  I  had  the  manufacturer  arrested  and 
sentence  was  suspended  in  the  Court  of  Special  Sessions. 

Q.  Has  that  not  been  the  same  with  a  great  many  of  the  cases  ? 
A.  I  donH  know,  that  is  the  only  case  — I  would  have  to  look 
up  the  record  for  you  to  give  you  any  definite  information  . 

By  Mr.  Elkus: 

Q.  Did  you  submit  oral  reports  or  written  reports  to  these 
people  to  make  them  open  their  doors  outwardly,  on  these  orders  ? 
A.  What  is  that  ? 

Q.  Did  you  give  them  written  orders  or  oral  orders  ?  A.  They 
have  written  orders  from  the  Department. 
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Q.  Do  you  report  the  facts  back  to  the  Department  with  i 
recommendation?  A.  That  is  where  the  doors  are  ordered  to  bo 
opened  outwardly.     But  I  don't  do  that  on  locked  doors. 

Q.  Then  the  Department  makes  an  order?    A.  Yes,  sir. 

Q.  Now  prior  to  your  special  examination  on  the  complaints, 
beginning  last  August  or  September,  did  you  in  the  year  1911 
order  any  doors,  or  report  any  doors,  that  should  be  opened  out- 
wardly?   A.  I  have;  yes,  sir. 

Q.  In  how  many  cases  ?  A.  Well,  I  could  not  tell  you  in  how 
many ;  only  roughly  guessing. 

Q.  Welly  give  me  a  guess  ?     A.  I  should  say  ten. 

O.  That  is  in  ten  cases  your  inspections  prior  to  last  Septenj 
ber,    you    ordered    doors    to    be    opened    outwardly?      A.  T 
might  be  wrong.     My  province  is  not  inspecting,  my  province  is 
investigating. 

Q.  What?  A.  Investigating  orders  issued  by  other  inspectors 
and  where  I  find  the  conditions  warrant  it,  I  issue  orders. 

Q.  The  cases  of  locked  doors,  when  did  you  find  those  ?  A.  One 
a  week  ago  last  Monday,  and  I  found  the  other  one  about  four 
weeks  ago. 

Q.  Where  did  you  find  the  one  last  Monday?  A.  Canal  street, 
359. 

Q.  On  Canal  street?    A.  Yes,  on  Canal  street,  No.  359. 

Q.  What  is  the  name  of  the  proprietor  of  that  place  on  Canal 
street.  ?    A.  Ros^n  &  Ellis. 

Q.  How  many  doors  did  you  find  locked?  A.  One  door  was 
not  locked ;  it  was  nailed,  not  locked. 

One  door  in  the  partition  was  25  inches  wide,  and  that  was 
open,  and  that  opened  directly  at  the  foot  of  the  stairs.  The  other 
door  was  at  the  other  end  of  the  partition  and  nailed  up  with 
cleats.  I  visited  that  place  to  find  out  whether  the  outside  door 
opened  outwardly  or  not;  I  foimd  the  best  door  in  the  partition. 
It  was  part  of  the  construction  of  the  building.  It  was  nailed 
up  with  a  cleat,  and  I  laid  the  matter  before  counsel  and  swore 
out  a  warrant  for  Mr.  Ellis. 

Q.  When  did  you  take  out  the  warrant?  A.  The  papers  T 
believe  were  to  be  at  my  house  to-day.  I  have  not  received  the 
papers  as  yet. 
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Q.  How  many  people  were  employed  where  the  doors  were 
nailed  up  with  a  cleat?     A.  Seventeen  people. 

Q.  Seventeen  people  ?    A.  Yea. 

Q.  What  did  they  say  as  to  the  reason  why  they  had  it  nailed 
up  ?  A.  They  said  they  found  it  that  way  when  they  moved  in 
the  building.  I  said,  "When  did  you  move  herei'^  He  said, 
"  Six  months  ago."  I  said,  "  Do  you  mean  to  tell  me  that  you 
left  this  door  this  way  for  six  months."  He  said,  "  I  found  it 
this  way  when  we  got  here."    I  laid  the  facts  before  the  counsel. 

Q.  Where  was  that?  A.  That  was  at  359  Canal  street,  the 
fourth  floor,  manufacturer  of  clothes. 

Q.  In  the  meantime  was  the  door  closed  up?  A.  The  door 
was  opened  in  my  presence  and  it  took  eleven  minutes  to  do  it. 

Q.  It  took  eleven  minutes  to  get  out  the  cleats,  they  had  so 
many  of  them  ?  A.  Yes,  sir.  They  had  to  go  out  on  the  outside 
and  take,  a  hammer  and  drive  it  open  from  there.  They  could 
not  op:-n  it  from  the  inside. 

(}.  Will  you  tell  me  why  in  the  last  six  months  that  was  not 
discovered  by  some  inspector?  A.  You  know  with  our  limited 
force  of  inspectors  that  we  can  only  inspect  it  once  a  year.  It 
probably  was  not  inspected  from  the  time  a  year  before. that. 

Q.  AnH  do  you  believe  that  a  man  should  not  be  permitted  to 
begin  business  until  he  gets  a  license?  A.  I  certainly  believe 
that  there  should  be  some  surveillance. 

Q.  How  about  the  delay  in  prosecuting  people  for  violation  of 
the  Labor  Law?  A.  I  have  seen,  I  saw  in  the  Special  Sessions 
Court,  two  weeks  ago  I  was  there  and  I  saw  the  pleadings  in  82 
cases ;  and  with  one  counsel  and  an  assistant  I  think  that  they  do 
pretty  well  to  get  the  cases  out  for  the  inspectors  in  the  time  they 
do.  The  Legal  Department  of  the  Department  of  Labor  is  a 
very  hard-worked  Department. 

Q.  Are  you  familiar  with  the  cases  of  Eose  Clas  ?     A.  I  am. 

Q.  Do  you  remember  that  you  reported  a  violation  on  June 
17th,  to  remove  bars  from  windows  ?     A.  I  do. 

Q.  Did  you  make  that  report?  A.  The  inspection  was  made 
by  an  inspector  and  I  investigated  the  complaint,  with  his  orders, 
and  found  the  bars  had  not  been  removed. 

Q.  When  did  you  find  that  the  bars  had  not  been  removed? 
A.  I  believe  it  was  in  June. 
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Q.  On  June  17th?     A.  I  believe  that  ia  the  date. 

Q.  Why  was  it  that  the  order  was  not  complied  with  until 
October  23rd,  last?  A.  When  I  first  investigated  the  order 
nobody  was  at  work  in  that  shop. 

Q.  How  about  now,  have  the  bars  been  removed?  A.  They 
fire  out  of  there. 

Q.  When  were  they  removed?  A.  I  don't  know.  You  have 
the  record. 

Q.  My  record  shows  that  they  were  removed  October  23rd? 
A.  I  believe  that  is  right. 

Q.  That  is  three  or  four  months  or  five  months  after  they  were 
ordered  removed?  A.  In  the  meantime  this  place  had  been 
closed  down  in  the  summer  months.  There  were  two  people 
wi^rking  there  when  the  bars  were  removed. 

Q.  That  is  a  dressmaking  establishment?  A.  A  dressmaking 
establishment ;  corset-making  establishment. 

0.  Take  the  case  of  216  Bowery,  Charles  R  Furelli.  The 
eon.litions  were  reported  filthy?      A.  Yes. 

Q.  They  were  ordered  to  clean  up  the  water  closet  and  clean 
up  the  place,  and  is  it  the  fact  that  the  conditions  remained  as 
they  were  until  October  23rd.  A.  Until  October  23rd ;  well  I  don't 
believe  they  remained  there  that  long.  I  believe  that  the  day 
that  Furelli  was  taken  in  the  Magistrates'  Court  and  he  got 
released  that  it  was  fixed.  There  was  a  great  lapse  of  time  that 
we  were  unable  to  find  Mr.  Furelli,  and  to  take  a  defendant  in 
The  court  you  must  know  who  you  take.  He  was  as  elusive  as 
a  flea.  You  could  not  find  him.  You  could  not  get  him.  I 
visited  his  office  fifteen  times  and  finally  took  out  a  warrant  and 
I  never  saw  the  man  until  the  day  that  we  got  him  in  court.  The 
po]i(*eman  was  a  week  in  getting  the  warrant  served  and  landing 
him  in  the  Magistrates'  Court. 

Q.  Isn't  it  a  fact  that  it  took  six  months  to  bring  him  up  in 
Court  of  Special  Sessions  ?     A.  It  was  through  no  fault  of  our*^, 

Q.  But  is  it  not  so?     A.  Yes. 

Q.  And  in  the  meantime  conditions  remained  the  same?  A. 
Yes.     But  not  after  the  day  he  had  the  sentence  suspended. 

Q.  He  did  not  get  a  suspended  sentence  for  six  montiii.  Six 
months  after  the  Department  issued  an  order  the  conditions  wer« 
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allowed  to  remain  the  same  until  he  wad  brought  into  Special 
Sessions,  until  the  end  of  October,  I  believe  it  was  October  23rd, 
1911,  when  his  sentence  was  suspended,  <and  then  he  cleaned  up 
the  place.  I  am  not  finding  fault  with  anybody.  A.  I  never  re- 
turned to  the  premises  after  I  had  a  warrant  out  for  Mr.  Furelli. 

Q.  Did  anybody  else  go  there  to  see  whether  or  not  the  con- 
ditions had  been  improved  any?  A.  I  could  not  say,  I  do  not 
know.  .   ,        I 

Q.  How  many  people  were  in  that  place?  A.  It  was  filled 
with  four  factories,  1  believe  there  were  fifty  people  working  in 
the  building. 

Q.  Now,  of  course,  you  agree  that  that  state  of  affairs  should 
not  exist}     A.  What  state  of  affairs? 

Q.  Disclosed  by  these  facts.  If  you  issue  an  order  from  the 
Department  ordering  a  man  to  clean  up  the  closets,  and  remove 
the  filthy  condition  in  the  factory  where  there  were  fifty  people  at 
work,  which  order  was  issued  on  April  4th,  don't  you  agree  that 
it  should  not  take  until  October  23rd  to  improve  that  condition? 
A.  I  think  there  ought  to  be  sc»ne  summary  way  to  deal  with  a 
man  who  owns  a  building,  that  is  what  I  think.  I  think  that  it 
should  be  done.    That  is  the  only  way  that  we  can  reach  him. 

Q.  Couldn't  it  be  done  by  a  daily  inspection  of  a  building  as 
in  that  particular  case?  A.  You  would  have  to  have  a  large 
force  of  inspectors.  That  possibly  would  be  a  good  way  to  put 
an  end  to  those  conditions. 

Q.  Couldn't  you  dose  the  place  as  a  nuisance  if  you  found 
that  the  man  did  not  comply  with  your  orders  ?    A.  No,  sir. 

Q.  You  couldn't  get  the  Board  of  Health  to  close  it?  A.  I 
am  not  sure,  I  don't  know. 

Q.  You  see  the  trouble  is  that  there  is  a  duplication  of 
authority.  The  Board  of  Health  has  jurisdiction  as  a  matter  of 
law  over  all  water  closets  and  toilets,  and  if  not  cleaned  up,  they 
could  put  up  an  unsafe  notice  or  dangerous  .condition  notice  ?  A. 
I  have  never  seen  such  notices  upon  buildings. 

Q.  When  you  could  not  find  this  man  for  weeks  and  weeks, 
and  the  place  remained  the  same,  why  couldn't  your  Department; 
get  the  co-operation  of  the  Board  of  Health  and  simply  stop  the 
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business  from  being  carried  on  until  they  remedied  it?    A.  I 
don't  know,  I  am  sure. 

Mr.  Elkus  :  Have  you  any  questions  to  ask  ? 

By  the  Chaibman: 

Q.  I  just  want  to  ask  you,  you  related  that  you  had  a  man 
arrested  upon  a  warrant.  I  don't  know  whether  it  was  a  warrant  ? 
A.  It  was  a  warrant,  yes,  sir. 

Q.  Where  a  door  was  locked?    A.  Yes,  sir. 

Q.  And  fifty  people  were  working  there  ?    A.  Yes,  sir. 

Q.  After  the  case  had  been  disposed  of,  or  in  between  the  time 
that  the  case  was  first  brought  to  court  and  the  final  disposition 
of  it,  there  was  no  inspector  to  go  and  see  whether  the  d<)or3 
were  kept  open?  A.  I  went  there  myself  after  the  suspended 
sentence.  He  had  complied  with  the  law  even  before  the  action 
had  been  tried,  but  if  a  warrant  is  lodged  on  the  25th  of  October 
and  a  man  complies  with  it  on  the  30th  of  October,  why,  in 
those  few  days  a  good  many  people's  lives  could  be  lost  with 
locked  doors. 

Q.  What  reason  can  a  manufacturer  have  for  keeping  his  door 
locked?  A.  They  claim  that  goods  are  taken  away  and  stolen 
by  employees,  passed  out  of  the  door  to  a  confederate.  That  is 
one  of  the  reasons. 

The  Chaibman:  That  is  all,  I  guess. 

The  Witness:  Now,  Mr.  Elkus,  if  you  please,  that  case  at 
264  Division  street,  do  you  wish  to  hear  that? 

Mr.  Elkus:  Yes. 

The  Witness:  That  was  264  Division  street,  what  is  conmionly 
called  a  sweat-shop  building  or  a  building  on  the  East  side,  and 
I  took  careful  measurements  in  that  case  and  saw,  in  my  opinion, 
that  it  was  very  impracticaible  to  open  the  doors  outwardly, 

Q.  How  many  people  are  employed  there?  A.  At  the  time 
of  my  visit  there  were  521  people. 
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Q.  How  large  a  building  is  that  ?  A.  That  is  a  six-story  build- 
ing, 25  by  100. 

Q.  25  by  100  ?    A.  Yes. 

Q.  Do  people  live  there  also  ?    A.  What  ? 

Q.  Do  they  have  living  apartments  there  ?  A.  No  living  apart- 
ments. The  ground  floor  is  a  livery  stable  or  a  stable  of  some 
kind. 

The  second  floor,  one  flight  up  is  a  rag  shop;  and  above  that 
is  a  clothing  manufacturer.  Now,  my  measurements  taken  at 
the  time  show  that  the  landing  at  the  bead  of  the  stair  was 
five  feet  ten  inches  by  two  feet  five  inches  and  the  passageway 
in  the  hallway,  if  the  hall  door  was  open  directly  on  the  landing 
at  the  head  of  the  stairs,  the  passageway  in  the  hall  was  two 
feet  seven  inches  wide  and  the  door  to  the  workroom  was  two 
feet  nine  inches  wide.  To  open  that  outward  would  not  only 
congest  the  landing  or  passageway,  but  would  actually  make  very 
more  dangerous  conditions. 

Q.  Why  didn't  you  order  sliding  doors?  A.  I  have  no 
Authority  to  order  sliding  doors. 

Q.  You  have  full  discretion.  Can't  you  make  an  order  in  this 
form,  that  unless  they  make  a  sliding  door  that  they  must  open 
the  door  outwardly  ?  A.  I  have  never  thought  of  that,  but  there 
is  nothing  in  our  law  to  allow  us  to  order  a  sliding  door,  and  in 
some  cases  where  they  open  outwardly,  we  would  simply  make 
a  more  dangerous  condition  by  ordering  them  to  change,  I  mean 
where  they  open  inwardly. 

Q.  In  the  first  place,  you  realize  the  condition  in  a  building 
of  that  sort  with  the  number  of  employees  that  are  employed, 
that  it  would  be  far  better  and  far  more  justifiable  —  far  more 
conducive  to  the  safety  of  life  in  the  case  of  fire  to  have  a  door 
which  did  not  open  inwardly?    A.  I  believe  it  would  be  safer. 

Q.  Have  you  made  an  examination  to  see  whether  you  have 
got  the  power  under  some  other  provision  of  the  Labor  Law  to 
require  sliding  doors,  or  to  make  them  remove  the  door  altogether  ? 
A.  I  am  not  able  to  tell  you  that. 

Q.  Have  you  a&ked  the  counsel  of  the  Department  or  tiie 
Attorney  General  ?    A.  I  have  not. 

Q.  Will  you  do  so?    A.  I  will  do  so,  yes. 
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Q.  Of  course  a  sliding  door  would  obviate  your  objections  as 
to  impracticability?    A,    Yes,  sir. 

Q.  And  there  would  be  much  greater  safety?  A.  Yes,  there 
would  be.  In  the  case  of  a  certain  building,  I  saw  a  door  open 
outwardly  that  obstructed  the  building,  some  three  weeks  ago. 
I  met  the  agent  of  that  building  and  personally  called  his  atten- 
tion to  that  fact.  I  said,  if  you  have  a  sliding  door  here  you 
would  make  it  a  great  deal  safer.    And  he  voluntarily  put  that  in. 

Q.  Have  you  tried  that  in  Division  street  ?  A.  You  are  never 
able  to  find  the  owners  or  anybody  else  in  authority  in  those 
places. 

Q.  Why  didn't  you  write  them  a  letter?  A.  Any  letters  you 
write  them  are  never  read.     They  remain  unanswered. 

By  Miss  DsEiJCB: 

Q.  It  has  been  suggested  that  swinging  doors  would  answer 
the  purpose?  A.  Swinging  doors  would  be  very  much  better 
than  doors  opening  inwardly. 

By  Mr.  Elkus  : 

Q.  You  can  order  a  door  that  opens  outwardly  and  inwardly 
at  the  same  time  ?    A.  Yes,  sir. 

Q.  Why  didn't  you  do  that  in  Division  street?  A.  I  ap- 
pealed to  the  law.  The  law  says  that  it  should  open  outwardly, 
and  to  open  outwardly  would  be  impracticable. 

Q.  Then  you  would  be  in  favor  of  an  amendment  to  the  law 
which  would  permit  the  Department  to  order  a  sliding  door,  if 
necessary?    A.  Undoubtedly,  I  would  be. 

Q.  You  would  strongly  urge  that  ?  A.  When  we  go  into  court, 
we  arrest  the  defendant  and  it  has  been  my  experience  that  we 
have  been  held  literally  to  the  interpretation  of  the  law,  and  if 
there  is  any  favor  to  be  decided  it  always  goes  to  the  defendant. 
There  is  no  favoritism  shown  to  the  Department.  That  is  my 
experience.  I  don't  want  to  be  harsh  in  criticizing  anybody,  but 
that  is  my  experience.  We  have  to  follow  the  letter  of  the  law 
and  even  when  we  do  that  we  are  told  that  our  complaint  is 
technical.  Commissioner  Sherman  testified  to  the  very  same 
thing  yesterday. 
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By  Miss  Dseisb: 

Q.  In  the  matter  of  locked  doors,  do  you  have  to  go  to  court 
in  the  majority  of  cases  before  they  will  do  as  you  order  them'< 
A.  I  insist  upon  the  door  being  unlocked  in  my  presence.  When 
you  come  into  court,  the  Judge,  the  Magistrate  will  ask  you  the 
very  first  thing  —  how  long  did  it  take  to  get  the  door  open. 
That  is  one  of  the  things  they  want  to  know. 

Q.  What  guarantee  have  you  that  they  will  keep  it  unlocked 
when  you  go?  A.  We  invariably  go  back  to  find  out  whether 
they  do  or  not.  Where  we  have  a  case  of  that  kind  we  send  an 
inspector  to  see  if  they  keep  it  unlocked. 

Q.  If  you  do  find  it  locked,  what  do  you  have  to  do?  A.  I 
don't  quite  understand  you. 

Q.  If  you  find  the  door  locked,  after  you  have  ordered  it  un- 
locked, what  do  you  do!  A.  It  would  be  a  second  violation 
against  the  man.  I  have  never  found  such  a  case.  If  I  should 
find  it,  the  only  thing  I  could  do  would  be  to  start  another  case 
against  the  man,  that  is  alL 

Q.  Would  you  suggest  any  power  in  the  Department  to,  in- 
stead of  taking  the  case  to  court,  to  have  some  other  action  against 
him,  a  fine  or  anything  like  that?  A.  I  don't  know  any  other 
way  it  could  be  disposed  of  satisfactorily  without  going  to  court. 

By  Assemblyman  Smith: 

Q.  What  would  you  say  to  giving  the  Magistrate  summary 
jurisdiction  in  all  these  cases!  A.  I  am  not  prepared  to  answer 
that  question,  Mr.  Smith.  I  don't  know  just  exactly  what  I 
would  say  to  that  question. 

Q.  You  can  see  a  benefit  would  come  if  the  case  would  be 
disposed  of,  immediately,  and  not  be  held  up  and  the  Department 
would  not  be  obliged  to  wait  until  such  time  as  it  had  gone  through 
all  the  machinery  of  the  District  Attorney's  office  to  bring  it  be- 
fore the  Court  of  Special  Sessions !  A.  I  am  not  versed  in  that, 
I  could  not  answer  the  question  intelligently. 

Th«  Ofatbvan:  The  Commission  will  take  a  recess  until 
S  o'doek. 


\ 
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Whereupon  at  1:05  p.  m.  the  Commission  adjonmed  to  meet 
again  at  2  p.  m. 

Adjourned  to  2  p.  m. 


AFTER  RECESS. 

Jacob  Polonski,  called  as  a  witness^  being  duly  aworuy 
testified  as  follows: 

Examination  by  Mr.  Elkus: 

Q.  Where  do  you  live?    A.  602  West  157th  street. 

Q.  Where  is  your  place  of  business?    A.  31  West  21st  street. 

Q.  What  is  your  business?    A.  Cloaks  and  suits. 

Q.  Do  you  manufacture  cloaks  and  suits?    A.  Yes,  sir. 

Q.  How  many  people  do  you  employ?  A.  In  the  season  about 
si-xteen,  and  now  about  twenty-five. 

Q.  People  who  work  the  sewing  machines?    A.  Yes,  sir. 

Q.  Mr.  Polonski,  you  have  one  loft,  have  you,  in  this  building? 
A.  Yes,  sir. 

Q.  How  many  staircases  are  there  leading  to  the  door?    A.  Two. 

Q.  One  back,  and  one  front?  A.  One  on  one  side  and  one  on 
the  other. 

Q.  One  on  one  side  and  ono  on  the  other?    A.  YeS|,  sir. 

Q.  How  many  elevators?    A.  Two. 

Q.  Which  way  do  your  employees  go  up,  by  the  freight  elevator? 
A.  Freight. 

Q.  And  the  staircase  by  the  freight  elevator?  A.  Both  sides 
are  open. 

Q.  What?    A.  Both  siies  are  open. 

Q.  Both  sides  are  open.  On  November  15th,  you  had  a  padlock, 
didn't  you?    A.    Well,  the  Hi>lmes  put  it  up. 

Q.  Holmes  put  it  up?  A.  Here  is  the  contract  they  made. 
I'hey  refixed  those  doors,  and  they  made  a  contract  to  fix  those 
doors  up,  and  I  paid 

Q.  You  mean  the  Holmes  Electric  Protective  Company  put  a 
padlock  on  the  door?    A.  Yes,  sir. 
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Q.  Well,  did  you  have  to  let  them  do  it?  A.  Let  me  explain 
thnt  to  you. 

Q.  Well,  go  ahead.  A.  A  couple  days  ago,  I  think  the  owner 
made  an  alteration  on  those  doors,  I  do  not  know  how  Ions:  ago  it 
is.  last  week. 

Q,  Who  did  what?  A.  The  owner  of  the  building  made  an 
alteration  on  those  doors.  He  made  them  and  did  not  put  in  a  new 
lock.  I  do  not  know,  and  I  have  the  Holmes  protection,  and  when- 
ever they  take  these  doors  off  the  springs  of  the  door  was  on  the 
other  side,  and  you  could  not  close  the  door,  and  they  immediately 
came  up  and  made  a  contract  with  me  to  fix  those  doors  for  six 
dollars.  Here  is  the  contract,  and  they  contracted  to  fix  two,  and 
they  only  fixed  one  side,  and  that  door  is  open  all  the  time.  They 
were  supposed  to  fix  them  and  they  were  supposed  to  have  them 
fixed  the  next  day,  and  did  not  sliow  up.  Now,  I  have  telephoned 
to  them  every  day,  which  I  can  prove. 

Q.  When  was  it  they  started  to  fix  these,  when  was  it?  How 
long  ago?    A.  From  the  10th. 

Q.  The  10th  of  November?    A.  Here  is  the  contract. 

Q.  Now,  on  the  14th  of  November A.  Here  it  is. 

Q.  One  moment,  now?    A.  Here  it  is. 

Q.  Early  in  November  you  were  notified  that  you  had  a  pad- 
locked door,  and  that  it  was  kept  padlocked  during  working  hours? 
A.  No,  sir;  it  never  was  padlocked  all  the  time. 

Q.  What?  A.  Never  padlocked  until  about  the  10th  of 
November. 

Q.  Well,  from  the  10th  of  November  on  —  it  is  padlocked  to- 
day, isn't  it?    A.  No,  sir. 

Q.  When  did  you  open  it?  A.  It  was  open  to-day.  They  came 
up  again  and  fixed  it,  'becaude  they  had  not  completed;  that  one 
side  was  completed  last  week. 

Q.  When  that  is  completed,  you  don't  intend  to  have  a  padlock? 
A.  On  the  13th. 

Q.  What  ?    A.  On  the  13thj  they  completed  one  side. 

Q.  Well,  on  the  16th  of  November,  it  was  reported  to  us  it  was 
still  locked?  A.  Well,  that  was  the  other  side  they  locked  because 
when  it  was  opened  we  could  not  dose  it  the  springs  did  not  allow 
the  door  to  go  back. 
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Q.  When  the  Holmes  people  get  through,  do  you  intend  to  have 
any  padlock  there?    A.  Well,  it  was  never 

Q.  When  the  Holmes  people  get  through  are  you  going  to  have 
any  padlock  there?    A.  No,  sir;  never  had  them. 

Q.  The  doors  will  be  open?  A.  When  the  springs  are  every 
time  taken  off  at  eight  o'clock. 

Q.  So  that  is  only  temporary?  A.  That  is  only  for  two  days. 
Here  is  the  contract  from  the  Holmes 

Q.  That  is  all.    A.  I  am  telling  you  I  always  have  protection. 

(The  witness  was  excused). 

Hbnby  Mobgsnthau^  a  witness   called   and    duly    sworn, 
testified  as  follows: 

Examination  by  Mr.  Elkus: 

Q.  Mr.  Morgenthau,  what  is  your  business?    A.  Heal  estate. 

Q.  I  beg  pardon?    A.  And  attorney  at  law  retired. 

Q.  Attorney  at  law;  retired  attorney  at  law?    A.  Yes,  sir. 

Q.  And  you  had  considerable  to  do  with  real  property  in  the 
city  of  New  York  ?     A.  Yes,  sir. 

Q.  Mr.  Morgenthau,  what  is  your  position  with  the  Committee 
of  Safety?    A.  I  am  Chairman  of  the  Committee  of  Safety. 

Q.  Will  you  explain  to  the  Commission  very  briefly  what  the 
Committee  of  Safety  is,  so  we  may  have  it  on  the  record?  A. 
After  the  Harris  &  Blanck  fire,  there  was  a  mass  meeting  at  the 
Metropolitan  Opera  House,  and  as  the  result  of  the  mass  meeting, 
and  the  result  of  some  other  meetings,  a  committee  was  organized 
whose  functions  were  to  be  to  see  what  laws  could  be  passed  and 
what  steps  taken  to  prevent  similar  disasters  in  the  future.  We 
organized,  and  have  since  made  various  inspections,  and  have  made 
suggestions  to  improve  fire  protection. 

Q.  Mr.  Morgenthau,  did  your  committee  employ  a  force  of  in- 
spectors to  make  inspections  of  various  buildings?    A.    We  did. 

Q.  Factory  buildings?    A.  Yes. 

Q.  To  determine  just  what  the  conditions  were?    A.  Yes,  sir. 

Q.  Did  you  yourself  personally  make  any  investigations?  A.  I 
did. 
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Q.  Now,  will  you  tell  the  Commiasion  generally  in  your  own 
way  the  conditions  which  were  reported  to  you  as  eidsting,  and 
v/hich  you  yourself  found  in  factories  in  the  city  of  New  York! 
A.  We  investigated  four  hundred  and  thirty-three  buildings,  and 
we  found  in  those  four  hundred  and  thirty-three  buildings  that 
there  were  two  hundred  and  thirty-four  dangerous  stairways;  there 
were  seven  hundred  and  sixty-nine  doors  that  constituted  elements 
of  menace  to  life  through  opening  inward  or  through  being  locked, 
baired  or  otherwise  obstructed;  there  were  three  hundred  and  thirty- 
two  dangerous  cases  of  defects  in  fire-escapes,  of  which  sixty-three 
were  inadequate  or  dangerous  drop  ladders,  and  one  hundred  and 
one  dangerous  exits  from  fire-escapes.  To  elaborate  this  from  my 
personal  investigation,  I  find  a  great  many  of  the  fire-escapes  can- 
not be  used  because  they  are  blocked  by  iron  doors. 

Q.  Cannot  be  used?  A.  Cannot  be  used.  There  were  eight 
hundred  and  sixteen  cases  of  dangerous  obstructions  to  fire-escapes, 
and  five  hundred  and  seventeen  cases  of  blocked  approaches  to  fire- 
oscapes,  and  there  were  one  hundred  and  forty-nine  cases  of  crim- 
inally careless  handling  or  storing  of  infiammables,  and  one  hun- 
dred and  sixty  cases  of  unclean  accumulation  of  rubbish,  inviting 
easy  conflagration.    Now,  we  found 

Q.  Just  what  time  were  these  inspections  made?  A.  These  were 
made  during  July,  August  and  September. 

Q.  Three  months?    A.  Yes,  sir. 

The  Chaibman:  Of  this  year? 

The  Witness  :  Of  this  year.  And  I  have  made  some  personal 
investigations  this  week. 

Q.  Yee.  A.  And  I  perhaps  had  better  talk  of  those  cases  that 
came  under  my  personal  observation.  I  find  from  the  investiga- 
tions that  the  fire-«scapes  in  their  present  condition  are  almost  use- 
less in  the  case  of  a  large  number  of  people  being  employed  on  any 
floor,  and  a  great  many  of  the  fire-escapes  lead  into  cul-de-sacs.  I 
have  this  mapped  out,  and  would  like  to  show  this  to  the  Commis- 
sion. In  the  block  between  11th  and  12th  streets,  Broadway  and 
University  place,  most  of  the  buildings  have  their  fire-escapes  right 
into  a  yard,  into  a  little  bit  of  yard.    It  would  be  absolutely  im- 
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poesi'ble  for  any  one  to  eecape  from  thera  It  has  'been  suggested 
that  they  put  a  fire-proof  tunnel  in  that  block  so  as  to  allow  the 
people  to  escape  in  case  of  a  fire. 

Q.  You  mean  the  little  red  spots  on  that  diagram  mark  the 
end  of  the  fire-escapes,  is  that  right?    A.  Yes,  sir. 

Q.  And  that  after  they  get  in  that  little  yard,  sometimes,  I 
should  say  eight  by  ten  or  eight  by  twenty,  there  is  no  way  of 
getting  out?  A.  About  four  by  twenty;  they  are  not  wider  than 
four  feet. 

Q.  They  are  four  feet  wide  and  twenty  feet  deep?    A.  Yes. 

Q,  And  it  is  impossible  to  get  out  unless  you  were  a  mountain 
goat?  A.  It  would  be  worse  than  being  caught  in  the  fire.  As 
jou  see,  the  number  of  employees  in  that  block  is  something 
enormous. 

Q.  How  many  are  there?  A.  I  just  want  to  refresh  my  mem- 
ory. There  are  three  thousand  four  hundred  and  fifty-three,  ex- 
cluding the  school,  the  hospital,  and  one  office  building.  There 
are  seven  hundred  and  fifty  children  in  the  school,  but  the  school 
is  provided  with  unusually  satisfactory  fire-escapes;  they  have  two 
tire-escape  staircases. 

Q.  On  the  front  of  the  building?    A.  In  front  of  the  building. 

Q.  Now,  did  you  inspect  this  block  yourself  personally?  A. 
Ye?,  sir. 

Q.  Do  you  want  to  tell  us  anything  further  about  the  factories 
you  went  through,  call  attention  to  these  fire-escapes?  A.  Now, 
jou  take  that  comer  building  which  is  eleven  stories  on  the  comer 
of  University  place  and  Eleventh  street,  it  has  a  little  bit —  a  very 
small  fire  escape,  two  of  them,  and  if  more  than  three  people  would 
attempt  to  come  out  of  there,  they  would  be  blocked  because  the 
shutters  open  right  on  the  fire-escape.  And  this  is  only  typical 
of  a  number  of  blocks  that  are  in  the  same  condition.  Of 
course 

Q.  Well,  now I  beg  your  pardon.    A.  As  you  go  through 

these  various  buildings  and  see  there  are  a  number  of  them  where 
one  hundred  to  two  hundred  or  two  hundred  and  fifty  people  are 
employed  on  one  floor,  it  is  self  evident  that  at  any  time  a  fire 
breaks  out  you  would  have  a  recurrence  of  the  Washington  place 
firo  disaster. 
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Q.  Why  would  that  be,  Mr.  Morgenthau  ?  A.  Simply  because 
they  oauld  not  be  moved  out  of  any  one  floor ;  the  fire-escapes  are 
inadequate. 

Q.  How  about  stairs  and  elevators?  A.  Well,  of  course,  if  the 
elevators  were  unobstructed  they  would  take  down  a  great  many 
people  and  the  stairs  a  great  number. 

Q.  You  say  the  elevators  ought  to  be  reconstructed.  A.  No. 
If  they  could  continue  to  run,  if  the  fire  did  not  prevent  their  run- 
ning, unobstructed  I  said. 

Q.  Now,  did  you  examine  any  other  factories  so  as  to  describe 
to  the  Commission  the  factory  itself  and  point  out  the  faults 
ll.erein,  and  then  surest  or  make  recommendations  as  to  improve- 
ments ?  A.  We  examined  a  number  of  types  of  six  and  seven  story 
non-fireproof  buildings  in  the  southerly  part  of  the  city.  We  found 
most  of  them  where  the  first  floor  was  occupied  as  a  stable,  the  sec- 
ond floor  was  generally  occupied  as  a  synagogue  or  meeting  room, 
and  the  upper  four  or  five  floors  as  factories.  Most  of  these  build- 
ings, and  I  have  a  number  of  them  here  that  I  visited,  have  wooden 
f.tairs,  very  narrow — two  feet  six,  or  three  feet  wide,  and  very 
'insatisfactory  fire-escapes.  They  are  generally  the  vertical  fire- 
CBcape,  which  is  very  poor  for  women  to  use.  These  buildings  did 
not  have  adequate  fire  protection,  and  are  absolutely  fire  traps. 
Many  of  them  have  no  water  pails. 

Q,  Where  are  they  located?  A.  Well,  I  have  referred  to  some 
on  Ridge  street,  and  Madison  street,  on  Pitt  street,  Lewis  street, 
and  in  that  neighborhood,  Houston  street. 

Q.  What  businesses  are  carried  on  in  them?  A.  Most  of  them 
were  cloaks  and  suits  and  shirt  waists,  corset  covers  and  that  class 
of  business. 

Q.  At  employing  women  ?  A.  And  a  number  of  them  rags ;  in 
several  of  them  there  were  rag  pickers. 

Q.  Women  or  men!    A.  Both. 

Q.  Now,  can  you  take  any  one  particular  factory  and  describe 
it  to  the  Commission?  Did  I  interrupt  you  before  you  finished? 
A.  No,  sir.  Now,  you  take  153  Lewis  street.  There  were  thirty- 
Fix  people  in  one  room.  The  floor  was  packed  with  goods,  and 
there  was  not  a  fire  pail  in  the  place,  no  automatic  sprinkleis,  and 
no  means  at  all  of  extinguishing  a  fire  until  the  firemen  would 
eome,  the  fire  brigade. 
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Q.  You  say  at  least  thirty-five  people  were  in  one  room.  How 
large  was  the  room?  A.  I  should  say  about  three  thousand  square 
feet. 

Q.  That  is  about A.  About  fifty  by  sixty. 

Q.  In  tiiat  room  what  was  the  egress  from  it  and  ingress  to  it  ? 
A.  There  was  just  one  door. 

Q.  From  the  staircase?    A.  From  the  staircase. 

Q.  That  is  a  wooden  staircase?    A.  That  is  a  wooden  staircase. 

Q.  The  door  opened  in  or  out?  A.  That  opened  outward.  Now, 
in  many  of  these  factories  there  is  a  great  deal  of  gas  used.  They 
use  it  to  heat  their  irons  with,  and  there  is  a  lot  of  gae  escaping 
owing  to  the  tubes  being  flexible  and  the  tubes  of  those  gas  jets, 
none  in  fact  that  I  eaw,  had  wire  cagee,  which  ought  to  be 
introduced  compulsorily.  And  all  of  these  staircases  are  poorly 
lighted.  There  is  no  light  in  them  at  all,  no.gas  light,  and  no  other 
light,  and  it  seems  to  me  that  that  type  of  factory  building  is  the 
worst  thing  that  I  saw. 

Q.  In  what  way  —  that  is  a  six-story  building,  old  style?  A. 
Yes,  with  old  style  wooden  stairs;  the  stairs  would  bum,  too. 

Q.  And  the  staircases  are  very  poor?    A.  Veiy  poor,  very  steep, 

Q.  One  staircase  to  a  building?    A.  That  is  all. 

Q.  One  elevator,  as  a  rule?    A.  No,  sir. 

Q.  I  b^  pardon?  A.  There  is  not  In  some  of  them  they 
have  shafts  where  they  just  have  a  pulley  that  would  act  like  a 
(fhimney,  almost.    They  pull  up  these  rags  and  bundles. 

Q.  Now,  did  you  examine  any  of  the  buildings  yourself  in  the 
upper  part  of  the  city  around  the  twenties  ?    A.  1  did ;  yes,  sir. 

Q.  Tell  us  what  ones  you  examined,  and  give  us  a  typical  case  ? 
A.  Now,  we  examined  a  building  in  West  25th  street,  and  we 
found  it  was  a  building  about  100  feet  wide  by  about  100  feet 
deep. 

Q.  Wliat  number  on  25th  street?    A.  There  was  119  and  31. 

Q.  West  or  East?    A.  West  25th  street. 

Q.  That  is  a  new  building?    A.  That  is  a  new  building. 

Q.  Now,  tell  us  what  you  found  there?  A.  There  was  one  fire- 
escape  in  the  rear.  There  were  two  staircases.  There  were  one 
hundred  and  twenty-five  to  one  hundred  and  fifty  people  em- 


Hsmrr  Moboxkthau.  627 

played  on  the  floor  diat  I  examined^-r- it  was  blocked  with  a  lot 
of  merdbandise.  It  was  a  cap  manufacturing  floor  I  visited,  and 
it  would  have  been  absolutely  impoasible  for  the  people  to  get 
out  in  case  of  fire* 

Q.  Tell  us  why?  How  many  people  were  there  there?  A. 
About  125. 

Q.  And  how  about  the  floor?  A.  The  floor  was  one  hundred 
feet  wide,  but  they  only  used  it  to  the  depth  of  about  thirty  feet 
for  manufacturing,  and  the  other  sixty  or  seventy  feet  was  filled 
with  goods,  manufactured  goods. 

Q.  So  the  space  thirty  by  one  hundred  was  the  space  allowed 
for  one  hundred  and  fifty  employees?    A.  Yes,  sir. 

Q.  Were  there  machines  there?    A.  Yes,  sir. 

Q.  About  how  many?    A.  I  could  not  tell  you. 

Q.  Why  do  you  say  it  would  be  impossible  for  these  people  to 
get  out?  A.  Because  the  staircases  are  very  small;  few  of  them 
would  reach  the  staircases,  they  would  block  it.  They  are  dark; 
they  are  not  light,  natural  light,  and  it  would  be  impossible  for 
them  to  get  down,  especially  when  it  is  an  eleven-story  building, 
and  they  would  become  choked  before  the  people  could  all  begin 
to  get  away. 

Q.  What  floor  was  this  factory  on?  A.  That  was  on  the  third 
floor. 

Q.  How  wide  was  the  staircase  there  ?  A.  Well,  I  should  say 
about  four  feet 

Q.  Does  it  wind  aroimd  the  elevator?  A.  No,  sir;  but  it  was 
%  winding  staircase. 

Q.  Was  it  separated  from  the  elevator  by  a  fireproof  partition? 
A.  No,  sir;  no  fireproof  partition. 

Q.  It  was  not  enclosed  by  a  fireproof  partition  itself?  A.  No, 
sir. 

Q.  How  about  the  doors,  do  they  open  inward  or  outward?  A. 
They  opened  inward. 

Q.  Inward?    A.  Yes,  sir. 

Q,  When  did  you  make  this  examination?  A.  The  day  before 
yesterday. 

Q.  Was  thers  any  reason  why  they  should  not  open  outward? 
A.  None  whatertr. 
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Q.  Was  that  the  case  in  every  floor  of  that  building?  A.  I  did 
not  examine  but  the  two  floors,  and  I  do  not  know. 

Q.  In  those  two  floors  they  were?    A.  Yes,  sir. 

Q.  And  that  condition  of  the  doors  opening  inward  and  these 
people  being  employed  there,  had  existed  for  some  time,  had  it  not? 
A.  Yes,  sir. 

Q.  What  kind  of  fire-escapes  did  they  have  on  that  building? 
A.  They  had  a  good  broad  fire-escape  in  the  rear. 

Miss  Dbeieb:  One  fire-escape  for  this  eleven-story  building? 

The  Witness:  Yes. 

Miss  Deeiee:  The  people  could  not  have  gotten  out  of  there? 

The  Witness:  No. 

The  Chaieman  :  Did  you  say  wooden  stairs,  Mr.  Morgenthau  i 

The  Witness:  No,  sir;  not  in  that  building;  there  were  stone 
stairs. 

Q.  Going  back  to  that  block  that  you  examined,  Mr.  Morgen- 
rhau,  11th  and  12th  streets  and  University  place  and  Broadway, 
did  you  have  any  conversation  with  any  of  the  proprietors  of  the 
establishments  there  about  fire  drills?    A.  Yes. 

Q.  Well,  tell  U3  what  happened  with  reference  to  that?  A.  You 
mean  at  University  place?    A.  Yes,  sir. 

Q.  Yes,  sir.  A.  Well,  they  have  had  no  fire  drills  in  that 
building. 

Q.  Did  you  get  on  the  eleventh  floor  of  that  building,  did  you 
have  any  talk  with  the  proprietor  of  it  about  whether  he  would 
have  a  fire  drill?    A.  I  talked  to  the  foreman  about  that;  yes. 

Q.  Well,  what  did  he  say,  or  what  did  you  say  to  him,  and  what 
did  he  say  to  you?  A.  He  told  me  —  oh,  I  have  forgotten  exactly 
what  he  said;  I  would  not  want  to  swear  to  it. 

Q.  Did  he  say  it  would  take  too  much  time?  A.  I  think  he  said 
tliat  it  was  impossible,  that  he  had  a  lot  of  ignorant  men  there, 
lie  did  not  speak  of  it — lay  any  stress  on  it. 
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Q.  Did  you  examine  the  Venetian  building  on  West  Broadway? 
A.  Yes,  sir. 

Q.  Well,  tell  us  about  thaL  A.  We  went  up  to  that  building 
aiid  we  found  that  they  had  a  door  dividing  the  lofts  into  two,  and 
\h^,  fire-escape  was  only  on  the  rear,  and  this  door  was  bolted  on 
both  sides,  and  it  was  utterly  impossible  for  the  people  to  pass 
through,  but  while  we  were  there  the  owner  made  a  great  show 
of  insisting  that  this  must  be  kept  open  all  the  time.  Well,  it  was 
tjie  only  division  between  the  two  tenants,  and  it  would  have 
thrown  the  offices  of  the  two  tenants,  or  the  factories  of  the  two 
tenants  into  one,  and  they  never  will  leave  it  open.  I  suppose  at 
any  time  you  inspect  it  you  will  find  both  sides  closed,  bolted,  and 
it  was  there  also  the  fire-escape  was  a  little  bit  of  an  inadequate 
th?ng. 

Q.  Was  not  a  wooden  istaircase  in  the  building?  A.  It  has  an 
elevator,  and  has  a  staircase  winding  around  the  elevator. 

Q.  Not  separated  from  it  by  a  fireproof  or  any  partition?  A. 
No,  sir;  no  partition. 

Q.  Mr.  Morgenthau,  you  have  given  us  a  general  idea  now  of 
the  conditions  as  you  yourself  have  found  them. 
I  want  to  ask  you  for  your  opinion  as  to  certain  matters  which 
this  Commission  will  have  to  consider.  In  the  first  place,  would 
you  favor  the  registration  or  licensing  of  all  manufacturing  estab- 
jiiljments?    A.  I  certainly  would. 

Q.  Do  you  from  your  experience,  as  a  real  estate  owner  and 
operator,  believe  it  would  be  any  hardship  upon  the  manufacturer 
in  requiring  him  to  be  licensed?    A.  I  do  not  think  so. 

Q.  In  the  second  place,  you  are  familiar,  are  you  not,  Mr.  Mor- 
(penthan,  with  the  duplication  of  inspection?    A.  Yes,  sir. 

Q.  The  duplication  all  through  every  factory  building  that  now 
exists  in  the  city  and  State?  What  do  you  suggest  to  be  done  to 
remedy  thie  duplication  of  authority?  A.  I  should  think  that  there 
ought  to  be  some  central  bureau  of  inspection.  Now,  as  we  passed 
through  there  we  saw,  for  instance,  an  infraction  of  the  child  labor 
law.  There  was  a  young  child  dragging  heavy  coats  over  the  floor. 
They  said  she  was  helping  her  mother.  And  I  should  think  what 
would  become  one  of  the  dangers  of  these  buildings  is  the  im- 
proper electric  li^te,  electric  lighting,  and  if  some  one  inspector 
could  inspect  a  building  thoroughly,  and  watch  all  the  different 
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Bhoit-coiningB  and  report  them,  it  i¥0uld  be  much  more  satisfactory 
in  the  end.  Of  course,  he  would  have  to  make  his  report  to  the 
vai'ious  Departments.  The  only  difficulty  is  that  is  would  take 
people  of  unusual  intelligence  and  experience  to  do  the  work,  and 
whether  they  could  be  enlisted  in  this  kind  of  work  is  questionable, 
unless  they  receive  adequate  compensation. 

Q,  What  have  you  to  suggest  with  reference  to  theee  buildings 
that  you  have  described,  the  Kich  and  Lewis  streets  8ix-«tory  old 
type  of  wooden  staircase,  doors  opening  inward?  A.  The  first 
th;ug  that  I  would  suggest  is  that  you  reconunend  thero  be  a  law 
passed  to  stop  smoking  in  any  factory  building. 

Q.  During  working  hours?  A.  During  working  hours.  The 
second  thing  would  be  that  you  insist  upon  either — upon  water 
pails  or  on  automatic  sprinklers,  an  adequate  number  of  water  pails. 

Q.  lui  all  factories?  A.  In  all  factories.  I  believe  that  no  mat- 
ter what  fire-escapes  you  have  there,  the  more  important  thing  is 
to  enable  the  occupants  to  put  out  the  fire  when  it  first  occurs. 
And  then  the  other  buildings 

Q.  Well,  Mr.  Robb,  of  the  New  York  Insurance  Exchange, 
testified  this  morning  that  he  thought  that  on  these  factory  build- 
ing and  loft  buildings  exterior  fire-escapes  were  practically  useless, 
a  waste  of  money,  except,  peiharps,  for  the  firemen  to  come  up  with 
the  hose  and  the  water  in  some  cases.  Do  you  agree  with  him 
or  not,  Mr.  Morgenthau?  A.  I  would  &gree  as  to  any  vertical 
fire-escape;  if  you  can't  have  fire-escapes,  crtairs  like  in  fron}t  of 
the  12th  Street  sdhool,  or  balconies,  as  we  saw  them,  the  ordi- 
nary fire-escape  with  vertical  stairs  is  absolutely  useless.  It  gives 
the  tenants  a  fancied  security  which  is  bad,  because  they  do  not 
depend  upon  anything  else.    It  taikes  an  acrobat  to  save  Idmself. 

Q.  What  do  you  suggest,  Mr.  Morgenthau — perhaps  I  inter- 
rupted you  —  with  reference  to  prohibiting  the  use  of  these  old 
six-story  buildings  mth  wooden  stairs,  and  wooden  floors^  as 
factoiry  buildings?  A.  I  would'  not  go  so  far  as  that.  I  think 
they  can  be  used  for  certain  purposes,  but  I  wouM  suggest  that 
you  would  limit  the  number  of  people  that  can  be  employed 
on  any  one  fioor,  unless  there  were  adequate  provision  made  for 
their  escape.  You  could  semi-fireproof  ^he  staircases,  and  in  fact, 
the  sntire  halls.  I  think  I  would  rather  find  a  practical  solution 
than  a  drastic  one  which  could  not  be  carried  eut. 
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Q.  Do  jou  think  you  could  compel  tLem  to  fireproof  the  halls? 
A.  You  could. 

Q.  You  think  that  is  an  ezpensiYe  operation!  A.  I  said  semi- 
fireproof.  Fireproofing  would  be  very  expensive,  but  if  you  have 
a  sheet  iron  under  and  over  the  stairs  and  put  iron  treads  over  the 
stairs  it  would  be  a  sort  of  slow  combustion  method.  To  fireproof 
these  stairs  would  be  quite  expensive. 

Q.  Now^  how  about  allowing  new  buildings  to  be  built,  what 
would  you  say  in  reference  to  that?  A.  1  think  that  no  building 
should  be  licensed  or  registered  as  a  factory  building  unless  it  is 
fireproofed'. 

Q.  Do  you  favor  limiting  the  height  of  buildings  for  factory 
purposes?    A.  I  do. 

Q.  In  iwhat  way?  A.  Well,  I  srhould  say  thM  the  height  should 
be  limited*  lunlees  you  had*  in  these  very  hi^  buildings  fire  walls 
whidi  would  make  it  so  thiat  there  would  be  several  units  and 
people  could  have  lateral  fire-escapes  instead  of  vertical  by  being 
compelled  to  go  vertically  —  a  section  similar  to  what  we  have  in 
our  krge  steamships.  We  now  have  the  protection  against  sink- 
ing by  having  a  separate  water-proof  compartment,  so  that  people 
could  move  from  one  side  1x>  the  other.  Then  there  would  be  no 
objection  to  high  buildings*  But  if  they  are  going  to  depend  on 
vertical  fire-escapes,  it  would  ibe  dangerous  for  any  very  large 
number  of  people  employed  in  very  high  buildings  on  the  upper 
floors. 

Q-.  So  your  suggestion  would  be  not  to  prohibit  the  erection  of 
these  buildings,  but  permit  their  erection  provided  they  have  fire 
walls  and  certain  other  fire  ^fety  appliances?  A.  I  visited  the 
National  Biscuit  Company's  building,  and  they  have  three  towers. 
I  suppose  the  Commission  ki\ows  what  those  fire  towers  are. 

Q.  Yes,  sir;  we  are  familiar  with  them.  A.  Now,  I  think  that 
is  a  splendid  provision. 

Miss  Dbeikb:  That  would  not  prevent  overcrowding  them  in 
case  of  fire,  and  people  being  injured  by  overcrowding? 

The  Witness  :  That  might  happen. 

Q.  Mr.  Morgenthfiu,  would  the  erection  of  thise  fire  walls  inter- 
fere with  the  renting  of  the  lefts!    A.  They  would  not  interfere 
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with  theniy  but  it  might  interfere  in  a  few  cases  where  people  would 
liave  one  foreman  whom  they  wish  to  oversee  ten  thousand  or  twelve 
thousand  square  feet.  Well,  such  factories  I  tliink  that  the  law 
should  compel  to  be  put  into  a  threi  or  four-story  building,  if  they 
have  got  to  have  such  a  large  area,  and  they  wish  to  oversee  and 
economize  as  to  these  expenses)  they  ought  to  be  ^^ompell^'d  to  locate 
in  low  buildings. 

Q.  Well,  they  could  go  on  the  third  or  fourth  story  of  a  large 
(building  or  wouldn't  that  biing  about  the  same  result?  A.  It 
would  not  bring  about  the  same  result,  because  If  you  had  a  great 
many  on  the  third  or  fourth  floor,  it  would  prevent  people  on  the 
upper  floor  from  escaping. 

Q.  What  else  have  you  to  suggest,  Mr.  Morgenthau,  to  the  Com- 
(mission  with  reference  to  fire  prevention,  or  safety  of  people  in 
buildings?  A.  I  think  one  of  the  dangers — I  do  not  know  whether 
you  have  gone  into  it — are  these  revolving  doors. 

Q.  Yes,  we  will  take  that  up.  We  have  not  gone  into  that. 
A.  You  have  nor? 

Q.  "No.  You  mean  revolving  doors  at  the  entrances  to  build- 
ings?   A.  Where  a  large  number  of  people  are  employed. 

Q.  Yes.     A.  Are  very  dangerous. 

Q.  Why?    A.  Bound  to  be  blocked  in  case  of  accident. 

Q.  In  case  of  fire?    A.  In  case  of  fire,  bouud  to  be  dangerous. 

Q.  Now,  these  doors  have  been  found  very  useful  to  keep  out 
the  draught,  and  allow  people  to  come  in  and  out?  A.  They  are 
very  useful  for  that  purpose,  but  that  may  be  covered  by  vestibules. 
And  of  course,  they  will  claim  that  you  can  so  adjust  it  as  not  to 
have  it  blocked,  but  when  a  panic  comes,  a  fire  panic  comes,  there 
mil  be  nobody  there  that  will  be  ready  to  fix  these  revolving  doors, 
so  that  they  stand  straight,  and  you  can't  get  out  on  either  side  of 
them.  It  is  a  matter  that  I  do  not  recommend,  but  I  think  it 
ehould  be  looked  into. 

Q.  You  bring  that  to  the  attention  of  tiie  Commission  ? 
A.  Yes. 

The  Chairman:  I  understand  even  that  these  revolving:  door^ 
now,  that  where  a  sudden  push  is  given  in  case  of  a  panic,  the 
doors  fold  against  one  another  ? 

The  Witness:  Tes. 
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The  Chaibkak:  So  that  you  can  have  an  entrance  or  exit  on 
either  side  of  it. 

The  Witness  :  That  is  right.  Senator.  Those  are  all  right,  but 
some  of  the  others  are  not 

Q.  Well,  then,  practically,  it  would  be  this:  You  would  insist 
if  they  are  going  to  have  these  revolving  doors,  that  they  be  made 
with  a  mechanical  contrivance,  so  that  the  four  doors  become  just 
one  in  which  the  revolving  door  is  located?    A.  Yes. 

Q.  Mr.  Morgenthau,  you  said,  some  thing  about  prohibiting 
smoking  during  working  hours  in  factories.  Would  you  make  it  a 
penal  offense?  A.  I  would.  Now,  we  have  stopped  it  on  the  ele- 
vated roads.  It  has  been  successfully  stopped.  It  was  a  terrible 
nuisance,  and  I  spoke  to  a  number  of  employers,  and  they  are  all 
anxious  to  stop  It,  and  while  one  was  telling  me  he  did  not  permit 
any  smoking,  one  of  the  men  was  smoking  a  cigarette  right  under 
his  nose. 

Q.  One  of  his  employees  ?  A.  One  of  his  employees.  And  I 
think  that  nine-tenths  of  the  people  would  be  willing  to  have  it 
stopped  during  working  hours.  And  if  you  would  arrest  a  few 
and  punish  them,  at  times,  the  nuisance  would  be  stopped ;  it  did 
not  take  much  to  stop  this  smoking  on  the  elevated  roade,  and 
in  the  subways.  If  you  remember  a  few  years  ago  it  was  just 
a  habit  —  people  would  smoke.  It  has  been  stopped,  and  this 
can  be  stopped.  I  think  I  have  some  facts  here  as  to  the  number 
of  deaths.  Now,  a  large  nunJber  of  the  deaths  that  have  occurred 
in  New  York  are  due  to  —  well,  to  stoves,  coal,  gas  or  oil,  or  to 
playing  with  matches.  For  instance,  in  the  year  1908,  there 
were  twenty  oases  in  New  York  city  out  of  162 ;  in  1909,  there 
were  ten;  in  1910,  there  were  thirty-three;  and  in  1911,  so  far, 
there  were  twelve  cases.  There  have  been  more  fires  traceable  to 
matches  and  cigarettes,  and  they  would  not  have  the  matches 
there  if  it  was  not  for  the  cigarettes. 

Q.  What  do  you  think  of  employees  being  required  to  give  up 
their  pipes  and  cigarettes  and  tobacco  when  they  enter  the 
premises  in  the  morning?  Do  you  think  such  regulation  could 
be  enforced  ?  A.  I  do  not  think  it  would  be  necessary.  It  could 
be  enforced,  yes. 
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Q.  It  was  testified  here,  that  in  one  factory  in  Scotland,  for 
instance,  where  there  were  three  thousand  employees,  as  they 
entered  each  morning,  they  were  either  searched  or  required  to 
give  up  their  tobacco,  cigars  and  cigarettes.  I  also  understand  in 
department  stores  in  New  York  city  the  employees  are  all  com- 
pelled to  put  their  cigars  and  pipes  and  cigarettes  in  lockers 
before  they  go  to  work,  and  they  are  searched  from  time  to  time  t 
A«  And  any  one  found  with  it  is  discharged,  that  I  know  of. 

Q.  Do  you  think  yourself  some  regulation  could  be  made  i  A. 
It  could* 

Q.  And  carried  out  ?  A.  Yes.  I  found  a  very  wholesome  re- 
spect for  the  law  in  every  factory  we  visited.  They  treated  us  — 
I  bad  a  number  of  genil*eme(Q  with  me  and  they  treated  us  with  a 
great  deal  of  respect,  and  they  seemed  to  have  a  great  desire  to  con- 
form with  the  law  when  we  told  them  it  was  with  respect  to  fire 
prevention.  There  was  one  lady  in  one  of  the  factories.  She  was 
the  forelady.  She  told  us  —  I  think  it  was  a  very  effective 
answer  —  she  said.  ^'  Well,  my  own  life  is  at  stake."  She  thoughi 
that  was,  perhaps,  as  important  as  thirty  or  forty  workmen,  and 
she  felt  bad  that  there  was  no  sign  there  "  No  Smoking."  We 
f  oimd  men  smoking,  and  she  said  the  rule  was  they  did  not  permit 
smoking. 

Q.  Would  you  believe  it  would  be  necessary  to  pass  laws 
specifically  to  prevent  smoking  in  factories  during  working  hours  ? 
A.  You  would  have  to  have  a  law,  punishable  with  fine  or 
imprisonment 

Q.  Mr.  Morgenthau,  are  you  familiar  with  the  fire  towers  in 
the  Brunswick  building?    A.  Yes. 

Q.  Do  you  want  to  tell  the  Commission  anything  about  those 
towers,  and  whether  they  should  be  used  or  not?  A.  Well,  I 
think  as  Commissioner  Dreier  suggested,  the  danger  of  those  fire 
towers  of  that  kind,  would  be  that  they  would  be  congested. 
They  are  very  good  so  far  as  they  go,  but  they  are  not  adequate. 
You  see,  if  you  have  ten  or  twelve  people  between  one  floor  and 
the  other,  and  they  come  from  the  next  floor  and  crowd  into 
that  little  fire  tower,  take  that  Brunswick  fire  tower,  if  they 
crowd  in  there,  that  would  congest  it,  and  the  others  would  be 
standing  trying  to  get  in,  and  could  not  get  in.    A  building  like 


HXNBT  MoBQBNTHAtJ.  685 

the  Brunswick  building  ought  to  be  divided  with  a  fire  wall.  Of 
course,  the  great  question  in  some  of  these  buildings  is  that  it 
would  necessitate  the  ground  floor  being  divided,  and  that 
diminishes  the  value  of  the  ground  floor  as  a  retail  store  very 
much.    A  retailer  wants  an  open  space  for  the  entire  store. 

Miss  Dbeieb:  Well,  he  would  not  be  able  to  get  it,  perhaps, 
anyway  if  that  fire  law  goes  into  effect.  He  would  have  to  be 
content  with  smaller  space. 

The  Witness  :  He  would  have  to  be. 

Mr.  Elkus  :  Any  other  questions  ? 

Miss  Dbeieb  :  I  would  like  to  ask  some  questions.  Mr.  Morgen- 
thau,  do  you  think  there  is  any  way  by  which  we  can  make  these 
old-style  factory  buildings  really  safe  for  the  worker? 

The  Witness  :  Well  as  I  said.  Miss  Breier,  you  should  compel 
the  halls  to  be  semi-fire  proof,  and  the  sitaircasea,  and  if  neceseary, 
have  fire-escapes  both  front  and  rear.  Now,  we  have  found  that 
at  a  number  of  these  places  that  they  would  have  to  vault  over  a 
bench  or  over  a  machine  to  get  at  the  fire-escape.  You  could  have 
lateral  fire-escapes,  or  several  fire-escapes,  but  these  vertical  fire- 
escapes  —  I  do  not  see  how  you  could,  with  vertical  fire-escapes, 
make  a  building  safe,  absolutely  safe. 

Miss  Dbeieb  :  Would  it  be  possible  to  build  bridges  across  from 
one  building  to  another  ? 

The  Witness:  Yes,  you  could;  you  could  do  that.  I  suppose 
in  a  block  like  this,  if  you  had  the  power,  you  could  compel  a 
fireproof  tunnel  through,  so  that  if  they  got  in  it  would  be  like 
a  fire  tower  laid  on  the  ground,  so  they  could  escape. 

The  Chaibman:  Mr.  Morgenthau,  I  understood  you  to  say 
that  you  opposed  the  idea  of  licensing  factories? 

The  Witnbbs  :  I  oppose  it  ? 
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The  Chaibman  :  Yes. 

The  Witness:  I  favor  it. 

The  Chairman:  I  thought  you  favored  a  registration,  but 
opposed  the  license? 

The  Witness  :  No,  I  think  it  would  be  very'  wise  to  license 
them.  I  think  the  threat  of  revoking  a  license  will  bring  about 
better  behavior. 

Mr.  Elkus:  Anything  further  you  want  to  suggest? 

The  Witness:  No. 

(Witness  excused.) 


Db.  S.  Adolphus  Knopf,  called  as  a  witness  and  being  duly 
sworn,  testified  as  follows: 

Examined  by  Mr.  Elkus  : 

Q.  Doctor,  where  do  you  live?    A.  16  West  95th  street. 

Q.  Are  you  by  profession  a  doctor  of  medicine?  A.  Doctor 
of  medicine. 

Q.  Of  what  institution  are  you  a  graduate?  A.  I  graduated 
at  Bellevue  Hospital  Medical  College  in  1888,  and  the  University 
of  Paris,  France,  in  1895. 

Q.  Doctor,  have  you  made  a  special  study  of  tuberculosis 
among  working  people?  A.  I  have,  I  believe,  among  all  sorts 
of  people. 

Q.  Will  you  tell  the  Commission  just  what  your  experience 
has  been?  A.  I  became  interested  in  tuberculosis  some  twenty- 
five  years  ago,  when  I  was  interne  in  the  Los  Angeles  County 
Hospital  in  Southern  California,  where  they  had  more  tubercu- 
losis than  any  other  kind  of  disease.  That  was  the  beginning  of 
my  tuberculosis  career.     Then  I  continued  my  studies  at  Belle- 


Db.  S.  Adolphus  Knopf.  687 

viie  and  later  I  went  to  Paris,  took  my  degree,  paying  particular 
attention  to  the  study  of  tuberculosis.  I  became  interne  in  the 
sanitarium  at  Falkenstein,  under  Professor  Detweiller,  and  on 
my  return  to  the  United  States  I  did  some  special  tuberculosis 
work  again  in  Bellevue  hospital  under  Dr.  Biggs,  and  became 
attending  physician  to  a  number  of  institutions,  and  I  am  now 
Professor  of  Phthisiotherapy  at  the  New  York  Post  Graduate 
Medical  School  Hospital ;  senior  attending  physician  to  the  River- 
side Hospital  School,  associate  director  of  tuberculosis  clinics  of 
the  Health  Department,  and  a  number  of  other  institutions  where 
T  am  in  a  consulting  capacity. 

Q.  Have  you  made,  Doctor,  a  study  of  tuberculosis  among  em- 
ployees in  factories  and  manufacturing  establishments  ?  A.  It  is 
impossible  to  do  tuberculosis  work  without  looking  into  the  cause 
of  it,  and  statistics  have  shown  that  the  factory  workers  and  the 
workers  in  tenements  are  more  prone  to  contracting  tuberculosis 
than  any  other  class  of  workers.  And  what  is  still  more  inter- 
esting, a  majority  of  them  contract  tuberculosis  during  the  term 
when  they  should  be  most  useful  to  the  community ;  that  is  to  say, 
between  the  ages  of  eighteen  and  thirty-five. 

As  to  the  actual  causee  why  the  factory  workers  and  the  sweat- 
shop worker  and  the  worker  in  the  tenement  homes  contract  tuber- 
culosis more  frequently  than  anybody  else,  I  might  cite,  perhaps, 
four  cases: 

First  of  all,  malnutrition.  The  people  are  under-nourished, 
partly  because  they  have  not  enough  money  to  buy  food,  and 
partly  because  they  do  not  know  how  to  prepare  food. 

Second,  the  lack  of  air  and  light  in  the  factory  as  well  as  in  the 
home. 

Then  the  congestion  in  both  places.  Too  many  people  work 
in  the  factory  rooms,  too  many  people  work  in  the  sweatshop, 
and  the  homes  of  these  people  are  too  congested.  They  lack  light 
and  air,  the  great  factors  in  prevention  of  tuberculosis  in  both 
places. 

Then  the  most  important  cause  is  the  infection  from  one  to 
another.     It  is  well  known  that  there  is  no  tuberculosis  without 
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a  tuberculosis  germ.  Now,  we  have  in  the  f actories,  a  number 
of  tuberculosis  workers  who  carelessly  expectorate  on  the  floor, 
and  that  sputum  has  a  chance  to  dry  and  pulverize.  The  resc 
of  the  fellow  workers  are  very  likely  to  inhale  those  germs  with 
the  dust  which  is  constantly  floating  in  the  air,  and  that  bacilli- 
laden  dust  causes  tuberculosis  by  inhalation,  perhaps  the  most 
frequent  cause  of  all.     So  one  infects  the  other. 

Next,  of  course,  is  ignorance.  These  people  do  not  know  that 
it  is  dangerous  to  expectorate  on  the  floor.  Some  of  them  know 
and  some  of  them  do  not  know  that  they  have  tuberculosis,  and 
some  of  them  who  know  it  keep  it  quiet.  Now,  I  presume,  you 
wish  me  to  suggest  a  few  remedies. 

Q.  Yes ;  I  was  going  to  ask  you  to.    I  want  to  ask  you  a  ques- 
tion before  we  come  to  remedies.     Do  you  believe  that  there 
should  be   a  physical  examination   of   certain   industries?     A 
That  is  one  of  my  remedies. 

Q.  Then  I  will  let  you  go  ahead.  A.  My  remedies  are  not  only 
the  examination,  but  the  periodical  re-examination  in  all  indus* 
tries.  This  medical  examination  should  be  conducted  by  experts. 
It  is  not  easy  to  recognize  tuberculosis  except  by  careful  physical 
examination.  I  would  suggest  that  such  experts  be  vouched  for 
by  either  one  of  our  tuberculosis  committee  associations,  or  by 
the  board  of  unpaid  advisers,  which  I  believe  you  suggested,  which 
should  be  so  impartial  as  never  to  elect  anybody  except  a  man  fit 
to  be  an  expert  examiner  in  tuberculosis. 

And  then  all  those  actively  infected  with  pulmonary  tubercu* 
losis  should  be  excluded  from  factory  work,  because  there  is  the 
source  of  infecting  others.  And  I  will  go  further.  Our  law, 
I  believe,  does  not  permit  children  under  sixteen  years,  or  four- 
teen years,  of  age  to  work.  I  would  not  only  exclude  the  active 
tuberculous  among  adults,  but  I  would  exclude  the  strongly 
predisposed  among  the  young  people.  They  are  the  very  one  to 
contract  tuberculosis  when  they  begin  factory  work. 

Q.  What  would  you  do  with  all  these  people  ?  A.  I  would  tell 
them  very  plainly,  you  better  go  the  country  and  become  a  farmer, 
if  you  want  to  live.  We  need  farmers  fully  as  much  as  factory 
workers. 

Q.  What  would  you  do  with  the  children  t  A.  Our  farms  are 
deserted.     The  children  should  be  put  in  open-air  sehoola.     We 
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are  trying  in  our  Health  Department  clinics^  as  much  as  posBible, 
to  yiait  the  families  of  the  adults  who  come  to  our  dispensaries^ 
and  then  guide  them  in  the  best  care  of  their  children.  We  have 
a  number  of  open-air  schools^  but  not,  by  any  means,  enough. 

Q.  Where  are  they  located?  A«  Well,  we  have  some  on  our 
boats,  on  discarded  ferryboats.  Now,  of  course,  I  do  not  wish 
to  touch  on  any  social  question,  but  all  these  people  must  have 
sufficient  pay  in  order  to  have  sufficient  food. 

Q.  May  I  interrupt  you.  Doctor,  a  moment  i  You  spoke  of  an 
upaid  advisory  board  of  medical  experts.    A.  Yes. 

Q.  Do  you  mean  first  that  there  should  be  a  medical  depart- 
ment in  the  Department  of  Labor?     A.  Yes. 

Q.  Then  as  a  part  of  that,  or  attached  to  that,  there  should  be 
an  unpaid  board  of  medical  advisers?  A.  Yes.  That  is  what 
I  refer  to.  To  secure  more  light  and  air,  we  should  have  in  our 
factories  more  dust  collectors;  and  one  essential  thing  which  I 
have  seen  in  the  few  times  I  visited  factories  is  the  condition  of 
the  floors.  The  floors  should  be  scrubbed;  they  should  be  kept 
dean. 

Q.  Have  you  yourself  made  an  inspection  of  factories?  A. 
Occasionally;  not  in  any  official  capacity,  but  for  my  own 
information. 

Q.  What  did  you  find  when  you  inspected  the  floors?  A.  T 
had  found  most  of  all,  a  great  many  had  spit  upon  them,  which 
is  always  a  source  of  danger.  Not  only  tuberculosis,  but  pneu- 
monia and  grip  is  thus  propagated. 

Now,  as  to  remedies :  I  would  make  a  law  to  have  a  sufficient 
number  of  spittoons  in  every  factory  and  workshop,  and  these 
spittoons  should  have  covers,  so  that  the  flies  could  not  become 
carriers  of  disease,  which  we  all  know  they  are.  There  is  a  very 
good  system  of  keeping  a  sufficient  number  of  spittoons  in  good 
condition  in  the  United  States  Printing  Office,  which  might  serve 
as  a  model  to  any  factory. 

One  of  the  most  important  things  which  I  found  in  some  of 
the  factories  very  much  neglected  is  the  towel  and  lavatory 
facilities.  The  laboring  men  and  women  have  not  any  chance  to 
wash  their  hands  thoroughly  before  taking  their  lunch,  and  thus 
they  infect  their  food  and  become  themselves  infected.     Next, 
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thej  have  not  time  enough  for  their  lunch.  They  should  have 
sufficient  time  for  luncheon  and  have  a  few  minutes  to  take  a 
breath  of  fresh  air. 

Q.  How  much  time  should  they  have  for  lunch?  A.  Well, 
besides  their  luncheon,  they  should  at  least  have  ten  or  fifteen 
minutes  of  actual  recreation. 

And  then  I  believe  strongly  in  a  vacation.  It  is  a  very  easy 
thing,  and  not  at  all  expensive,  to  have  a  man,  who  cau  be  a 
young  man,  young  medical  man,  come  once  a  week  to  the  factory, 
and  talk  to  the  factory  hands  on  some  subject  of  hygiene,  and  not 
torgetting  tuberculosis.  It  is  a  very  easy  thing  to  instruct  these 
people,  and  they  are  always  willing  to  listen  and  to  learn. 

Q.  Why  would  it  be  necessary  to  go  to  the  factory  for  that 
purpose;  why  should  not  these  lectures  be  held  in  night  schools? 
A.  Well,  I  hardly  need  to  tell  you  that  the  factory  man  who  has 
worked  ten  or  twelve  hours  a  day,  is  very  likely  to  be  glad  to  be 
home  and  rest  a  little  bit. 

Q.  When  would  you  have  those  lectures?  Just  before  going 
home  or  in  the  morning  ?  A.  In  the  lunch  hour.  While  he  sits 
easily  digesting  his  lunch,  he  is  very  willing  to  listen  to  the  talk. 
I  have  done  that  myself,  so  that  I  know  they  are  willing  to  listen 
to  it. 

Q.  Doctor,  have  you  anything  further  to  suggest  ?  A.  No,  Mr. 
Elkus;  I  believe  those  are  the  essentials.  There  is  a  great  deal 
can  be  said  on  tuberculosis.  I  do  wish  to  say  something,  yes. 
We  have  not  enough  hospital  facilities  in  the  city  to  take  caro 
of  the  advanced  cases. 

Q.  Of  tuberculosis?  A.  Of  tuberculosis.  A  very  advanced 
case  in  a  tenement  house  constitutes  a  constant  center  of  infection, 
and  as  long  as  we  allow  these  people  to  remain  in  the  tenement 
houses,  living  and  infecting  their  fellow  men,  so  long  we  will 
not  be  able  to  cope  with  tuberculosis  problems.  We  need  more 
hospital  facilities. 

Q.  I  want  to  ask  you  a  word  about  the  extent  of  tuberculosis. 
WiU  you  tell  us  something  about  that ;  how  widespread  it  is,  how 
dangerous  it  is?  A.  T  believe  it  is  the  most  widespread  of 
all  diseases.  It  is  the  most  prevalent  of  all  the  chronic  infectious 
diseases.  The  estimate  in  the  United  States,  I  think,  is  that 
200,000  a  year  die  of  tuberculosis. 
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Q.  How  many  cases  are  there  supposed  to  be  in  the  XTnited 
States!  A.  Well,  that  is  very  hard  to  telL  We  cannot  tell  by 
the  mortality  statistics,  because  a  great  many  cities  do  not  report 
their  cases.  We  have  here  in  New  York  a  law  w'liich  empowers 
the  Health  Department  to  remove  every  case  which  is  considered 
a  center  of  infection,  but  we  have  not  hospital  facilities  enough 
to  give  these  patients  accommodations.  I  have  here  a  little  report 
which  one  of  my  young  assistants  made  on  the  conditions  of 
tuberculosis. 

By  Miss  Dbeibb: 

Q.  Doctor,  did  you  make  an  investigation  of  any  bakers,  the 
physical  condition  of  bakers  t  A.  Ko,  except  such  of  the  bakers 
who  come  to  our  dispensaries.  I  have  not  examined  them  at 
larga 

Q.  Oan  you  give  us  any  idea A*  I  know  that  a  great 

many  bakers,  and  a  great  many  waiters  are  tuberculouj,  because 
I  see  a  good  many  of  them  in  the  hospital  and  dispensary  service, 
but  I  could  not  give  the  number;  and  I  know  that  they  have 
worked  up  to  the  last  day,  imtil  they  were  sometimes  taken  away 
from  their  ehcp. 

Q.  That  would  be  dangerous  to  the  health  of  those  who  eat  the 
food?  A.  Well,  I  want  to  be  perfectly  frank.  It  is  not  very 
dangerous,  but  it  is  very  unappetizing,  because  the  heat  in  the 
oven  is  sufficiently  high  to  kill  the  bacilli.  But  the  handling 
afterwards  of  the  bread  is  always  dangerous,  if  they  should 
handle  it  with  hands  which  have  been  used  for  handling  sputum. 
Of  course,  I  believe  there  is  some  danger. 

Q.  What  do  you  think  of  the  hours  of  work  as  affecting  tuber- 
culosis in  both  men  and  women  ?  A.  Overwork  and  malnutrition 
are  the  main  causes  of  tuberculosis. 

Q.  What  do  you  call  overwork  ?  A.  A  man  works  so  hard  that 
he  is  very  tired.  Some  men  can  work  ten  or  twelve  hours  with- 
out being  very  tired,  and  others  can  only  work  eight  hours.  It  is 
very  hard  to  say  every  man  ought  only  to  work  so  many  hours.  It 
depends  upon  the  individual  constitution. 

Q.  Would  you  suggest  any  limitation  of  hours  at  all  in  any 
of  the  industries?     A.  Of  course,  we  all  like  eight  hours  work, 
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eight  hours  sleep  and  eight  hours  recreation,  but  that  is  a  matter 
of  individuality.     If  I  could  generalize  that,  I  would  do  that. 

John  B.  Andrews,  called  as  a  witness  and  being  duly  sworn, 
testified  as  follows: 

By  Mr.  Elkub: 

Q.  What  is  your  full  name.  Doctor?    A.  John  B.  Andrews. 

Q.  Where  do  you  live?    A.  143  East  21st  street. 

Q.  What  is  your  profession,  Doctor?  A.  I  am  the  secretary 
of  the  American  Association  for  Labor  Legislation. 

Q.  How  long  have  you  been  the  secretary  of  the  American 
Association  for  Labor  Legislation?     A.  About  three  years. 

Q.  Have  yoii  made  an  investigation  of  the  prevalence  and  ex< 
tent  of  occupational  diseases,  occupational  poisoning?  A.  Yes; 
with  special  reference  with  two  of  the  occupational  poisonings. 

Q.  Tell  us  just  what  you  did  with  reference  to  that;  what  in- 
vestigations you  made  and  what  your  experience  has  been.  A. 
One  is  the  investigation  of  phosphorous  poisoning,  which  is  par- 
ticularly in  the  match  industry.  We  find  there,  that  there  is  the 
most  loathsome  occupational  disease,  which  the  workers  call 
"  fossy-jaw  " —  phosphorous  jaw. 

Q.  Where  are  the  match  factories  located?  A.  You  mean 
particularly  in  this  State? 

Q.  Yes,  in  this  State.  A.  In  this  State  the  match  factories 
which  I  know  of  are  located  in  Osw^o,  New  York,  and  Ever- 
green, Long  Island. 

Q.  Now  go  on  and  tell  us.  Doctor,  about  this  phosphorous  jaw. 
A.  In  the  making  of  matches,  the  paste  into  which  the  splint  is 
dipped,  contains  a  dozen  different  ingredients  —  the  dangerous 
one  being  poisonous  phosphorous.  The  work  people  mix  up  the 
paste,  and  the  splints  are  dipped  into  the  paste,  and  as  the  still 
wet  matches  are  packed  in  boxes,  they  breathe  the  fumes  of  the 
phosphorous,  and  they  are  continually  getting  particles  of  phos 
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phorons  on  their  fingers  where  it  is  transferred  to  their  mouths, 
often  accidentally,  and  this  sets  up  a  decay  of  the  teeth  and  the 
jawbone  until  the  teeth  drop  out,  the  jawbone  decays  and  they 
have  to  have,  frequently,  an  operation  which  cuts  out  their  jaws. 

Q.  Are  there  men  and  women  employed  in  this  work?  A. 
Yes,  sir. 

Q.  And  children !    A.  Men,  women  and  children. 

Q.  Have  you  seen  many  cases  yourself  of  this  phosphorous 
J4w  t    A.    Tes. 

Q.  Now,  what  other  occupational  diseases  have  you  investi- 
gated? A.  In  the  State  of  "New  York  I  have  investigated  sixtv 
fatal  cases  of  lead  poisoning  covering  the  years  1909  and  1910. 

Q.  Where  were  these  cases,  where  were  they  located?  A. 
About  one-half  of  them  were  located  in  the  city  of  New  York  and 
another  half  in  other  parts  of  the  State. 

Q.  Were  they  men  or  women?    A.  Only  one  woman. 

Q.  And  the  others  men?    A.  Yes. 

Q.  What  was  the  average  age  —  give  us  some  particulars  about 
these  sixty  cases  of  lead  poisoning,  what  kind  of  business  or  manu- 
factures they  were  employed  in,  what  was  the  cause  of  the  poison- 
ing? A.  Thirty-seven  of  the  sixty  were  registered  as  painters; 
eight  were  r^stered  as  laborers,  four  were  printers  and  two 
were  merchants,  which  meant  that  they  were  really  mixing  the 
white  lead  and  selling  it,  and  there  was  one  each  from  the 
machinists  and  moulders,  smelters,  tinsmiths,  salesmen,  brush 
drawers,  glaziers,  porters  and  coopers.  That  is  the  record  made 
by  the  attending  physicians.  It  happened,  however,  that  in 
exactly  three-fourths  of  the  sixty  cases,  the  workmen  were  either 
engaged  in  the  manufacture  of  lead  paint,  or  else  in  the  use  of 
white  lead  in  some  form.  Three  of  these  workers  were  traced 
to  one  small  smelting  and  refining  establishment.  However,  the 
physicians  had  reported  only  one  of  them  as  a  smelter ;  the  other 
two  were  pretty  effectually  disguised  as  laborers  on  the  death 
certificate. 

Q.  Now,  describe  what  lead  poisoning  is,  and  the  effect  of  it  — 
what  is  lead  poisoning  ?    A.  Lead  poisoning  is  caused  particularly 
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by  the  breathing  of  dusts  of  lead.  The  most  dangerous  opera- 
tions  are  those,  for  instance,  of  painting  the  interior  of  railway 
coaches,  where  in  order  to  get  a  good  polish  they  sandpaper  the 
first  coat  of  paint  before  putting  on  the  second.  That  fills  the 
confined  space  with  particles  of  white  lead  which  are  breathed  by 
the  workers.  The  most  apparent  evidences  of  lead  poisoning  to 
the  layman  are  a  blue  line  on  the  gums,  and  frequently  a 
paralysis  of  the  wrists,  which  tihey  call  wrist  drop.  Sixty  of  these 
men  were  reported  as  halving  died  from  lead  poisoning  in  two 
years.  That,  of  course,  does  not  mean  that  there  are  only  sixty 
deaths  necessarily,  because  our  system  of  reporting  is  still  far 
from  perfect. 

Q.  Now,  Dr.  Andrews,  you  have  given  us  two  kinds  of  occupa- 
tional poisonings  —  lead  poisoning  and  phosphorous  poisoning. 
Are  there  many  others  f    A.  Yes,  sir. 

Q.  Will  you  name  just  a  few  of  them  —  in  New  York  State, 
we  must  limit  ourselves  to  that.  A.  Yes.  There  is  some  mer- 
cury poisoning,  and  some  arsenic  poisoning;  and  then  there  are  a 
great  many  occupational  poisonings  from  various  alloys.  For 
instance,  in  the  manufacture  of  certain  brass  fixtures  there 
is  poisoning,  some  of  which  may  be  due  to  lead  and  some  of  it 
to  other  things  in  the  work.  There  is  a  list  of  occupational  poison- 
ings prepared  by  a  committee  of  experts,  and  they  are  thirty-three 
in  number,  with  a  description  of  the  industries  where  these  poisons 
are  used,  the  method  of  the  entrance  of  the  poison  into  the  human 
body  and  the  effect  upon  the  system  and  the  various  preventive 
measures  that  should  be  used. 

Q.  Now,  Mr.  Andrews,  you  have  told  us  about  these  conditions 
which  you  have  discovered  and  inspected.  What  do  you  think 
can  be  done  to  prevent  or  check  them?  A.  There  is  only  one 
thing  that  will  prevent  the  "fossy-jaw"  in  the  manufacture  of 
matches,  and  that  is  the  absolute  prohibition  of  the  use  of  that 
poison.  Practically  all  of  the  civilized  countries  of  the  world 
have  absolutely  prohibited  the  use  of  that  poison. 

Q.  Except  the  United  States?    A.  Except  the  United  States, 

Q.  What  do  they  use  instead  of  phosphorous?  A.  There  are 
several  substitutes.  Probably  the  most  available  is  sulphide  of 
phosphorous,  which  is  one  of  the  salts  of  phosphorous,  but  is  not 
poisonous. 
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Q.  Does  that  add  to  the  cost  of  manufacturing  matches?  A. 
Very  little.  The  match  manufacturer  from  time  to  time  has 
stated  that  it  might  increase  the  expense  from  three  to  five  per 
cent. 

Q.  Then  you  would  be  in  favor  of  legislation  which  would 
absolutely  prohibit  the  use  of  phosphorous  in  making  matches  or 
any  other  work  ?    A.  In  the  manufacture  of  matches ;  yes. 

Q*  Only  in  the  manufacture  of  matches?  Would  that  be 
sufficient?  Would  you  describe  it  sufficiently  by  just  that  pro- 
hibition? Would  that  be  a  sufficient  prohibition,  to  say  that  no 
phosphorous  should  be  used  in  the  manufacture  of  matches  ?  A. 
That  depends  upon  whether  we  are  to  approach  this  problem 
from  the  standpoint  of  State  legislation  or  National  legislation. 

Q.  Well,  State  legislation  we  are  talking  about  now.  A.  That 
is  clearly,  I  think,  within  the  power  of  the  State  government  to 
issue  such  a  sweeping  prohibition. 

Q.  Take  up  the  case  of  lead  poisoning,  and  some  of  this  other 
poisoning  which  vou  have  told  us  about,  occupational  diseases;  what 
would  you  recommi-nd  in  reference  to  that?  A.  There  are  certain 
industries  where  load  is  used  that  it  would  be  possible  to  use  harm- 
less substitutes.  There  are  ethers  where,  so  far  as  I  know,  it  is  not 
possible,  now.  Wherever  possible  to  use  harmless  substitutes,  and 
they  are  readily  available,  I  think  it  is  perfectly  clear  that  we 
should  do  that,  and  where  it  is  not  possible,  we  should  use  all  of  the 
modem  sanitarv  precautions 

Q.  Such  as  blovers  A.  Exhaust  pipes  and  that  sort  of 

thing. 

Q.  Doctor,  are  you  in  favor  of  the  establishment  of  a  medical 
bureau  as  a  part  of  the  Labor  Department  of  New  York  State?  A. 
Yes,  certainly. 

Q.  Are  you  in  favor,  as  a  part  of  that  bureau,  of  an  unpaid  med- 
ical advisory  board?    A.  Yes. 

Q.  You  think  both  of  these  are  desirable?    A.  Yes,  sir. 

Q.  What  shouli  be  done,  in  your  opinion,  to  call  attention  of 
both  employer  and  employee  to  dangerous  trades  and  occupations? 
A.  I  think  the  operation  of  the  bill  which  was  passed  by  the  last 
Legislature  in  this  State  will  serve  to  call  the  attention  of  the 
physicians  to  some  of  them  which  are  now  reported  under  the  new 
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law.  That  is,  phosphorous  poisoning,  lead  poisoning,  arsenic  poi- 
soning, mercury  poisoning,  compressed  air  illness,  and  anthrax,  will 
be  called  to  the  attention  of  physicians  throughout  the  whole  State. 
Then  I  think  we  should  have  a  special  clinic  or  hospital  for  the 
study  and  prevention  of  occupational  diseases. 

By  Miss  Dbeieb: 

Q.  Are  there  any  data  now  available  to  prohibit  the  use  of  phos- 
phorous?   A.  Oh,  yes,  certainly. 

Q.  You  have  enough?    A.  Yes. 

Q.  To  make  some  kind  of  laws  regarding  lead  poisoning?  A. 
Yes;  there  we  could  fortunately  follow  some  of  the  European  coun- 
tries, where  they  have  had  the  best  scientists  in  the  countries  of  the 
old  world  working  out  these  various  problems,  and  in  this  country 
we  have  had  some  very  fine  investigations  by  Dr.  Alice  Hamilton,  to 
make  it  possible  to  prohibit  the  use  of  lead  in  interior  decorations. 

By  Senator  Hamilton: 

Q.  How  important  is  the  match  industry  in  this  State  —  about 
how  many  workmen  are  employed?  A.  There  are  two  factories  in 
this  State.  One  employs  probably  1'25  to  160  employes,  and  the 
other  I  think  about  400. 

Q.  These  substitutes  for  phosphorous  will  contain  pho^horous  in 
some  other  form,  will  they  not?  In  other  words,  isn't  it  almost 
necessary  to  use  phosphorous  to  get  a  good  match?  A.  No.  Sev- 
eral of  the  match  companies  have  recently  been  making  matches 
without  the  poisonous  phosphorous,  matches  which  strike  on  any 
ordinary  surface,  and  they  are  apparently  satisfactory.  They  are 
selling  them.  But  the  difficulty  is  it  costs  just  a  little  more  to 
make  them  in  that  way,  and  until  we  have  a  uniform  prohibition 
of  the  use  of  that  poison,  no  manufacturer  will  put  his  business 
on  a  non-poisonous  basis. 

Q.  It  would  hardly  be  fair  to  prohibit  it  in  the  State  of  New 
York  alone  ?  A.  It  would  be  much  better  if  it  could  be  made  a 
national  prohibition.  If  that  cannot  be  done  without  loss  of  time, 
then  it  will  be  necessary  to  do  it  through  State  action,  I  think. 
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Mr.  Elkus  :  You  could  prohibit  not  only  the  manufacture  but 
the  sale  of  such  matches? 

The  Witness:  There  is  now  a  bill  before  Congress  which 
would  put  a  prohibitive  tax  upon  poisonous  phosphorous  matches 
through  the  internal  revenue. 

Mr.  Elkus:  That  is  the  way  Congress  would  reach  it. 

Senator  Hamilton:  I  doubt  if  you  could  prohibit  the  sale  of 
matches  made  in  other  States. 

Mr.  Euius :  You  could  on  the  ground  they  are  poisonous. 

By  Mr.  Elxus: 

Q.  Is  the  match  itself  poisonous  i  A.  They  are  very  poisonous. 
Little  children  who  pick  up  matches  and  suck  otf  the  heads  of  a 
few  of  them  die.  There  is  enough  poison  in  a  iive-cent  box  of 
matches  to  kill  twenty-five  men. 

Q.  What  is  that  —  enough  poison  in  a  five-cent  box  of  matches 
to  kill  twenty-five  men  i     A.  Yes. 

Q.  By  sucking  it  off?     A.  Yes. 

Miss  Diu!:ii!:b:  Have  you  got  any  facts  as  to  children  eating 
these  matches  ? 

The  Witness:  I  have  a  long  exhaustive  record  of  that  sort. 

Q.  What  do  you  mean  by  long,  exhaustive  list?  Have  you 
got  concrete  cases  ?  A.  I  have  many  I  would  be  glad  to  submit 
to  the  Commission. 

Q.  You  mean  children  of  the  city  of  New  York  or  the  State 
of  New  York  who  had  eaten  the  matches  and  died  as  the  result  ? 
A.  Yee. 

Q.  About  how  many  cases  were  there  in  the  last  year  ?  A.  I 
could  not  say  without  looking  it  up. 

Q.  I  thought  you  might  tell  me  from  recollection  about  how 
many  ?    A.  It  would  be  easy  to  furnish  several  concrete  cases. 
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Q.  I  wifih  70U  would  send  them  to  me  before  the  end  of  next 
week.  A.  The  match  also  has  another  danger  not  so  commonly 
known,  and  that  is  that  it  is  used  also  in  a  criminal  way;  tha:; 
it  is  used  for  suicidal  purposes,  and  unfortunately  there  is  a 
belief  that  it  aids  criminal  abortion,  so  that  many  of  the  notices 
we  see  in  the  newspapers  under  the  head  of  suicides  may  have 
been  caused  in  another  way.  It  is  a  very  cheap  poison  which  can  be 
bought  at  any  grocery  store,  and  it  is  in  practically  every  Ameri- 
can home  without  the  label  ''  poison." 

Fbank  S.  Chambebs,  called  as  a  witness  and  being  duly 
sworn,  testifies  as  follows: 

Examination  by  Mr.  Elkus: 

Q.  With  what  firm  or  corporation  are  you  connected}  A. 
Bogsrs,  Peet  &  Company. 

Q.  What  office  do  you  hold  with  them  ?  A.  I  am  a  partner  in 
the  firm. 

Q.  You  are  one  of  the  partners?     A.  Yes,  sir. 

Q.  Are  you  connected  with  the  Merchants'  Association  of  the 
City  of  New  York?  A.  Yes;  as  Chairman  of  their  insurance 
committee,  fire  insurance. 

Q.  Mr.  Chambers,  as  Chairman  of  that  conmiittee,  fire  insur- 
ance committee,  you  have  been  interested,  of  course,  in  the  study 
of  fire  prevention  and  saving  loss  from  fire?    A.  Yes,  sir. 

Q.  And  you  also  are  familiar  with  the  manufacturing  conditions 
in  the  city  of  New  York  and  in  the  State,  are  you  not?  A.  In  a 
general  way. 

Q.  The  question  has  come  up  here  as  to  whether  or  not  manu- 
facturers should  be  registered  or  licensed;  what  is  your  opinion  with 
reference  to  that?  A.  I  should  regard  it  as  unnecessary  and  as 
imposing  a  most  useless  burden  upon  the  municipality  in  keeping  a 
record  of  all  the  petty  manufacturing,  because  when  you  undertake 
to  define  manufacturing,  it  is  every  operation  involving  more  than 
one  person. 

Q.  Suppose  we  define  manufacturing  for  the  purpose  of  licensing, 
as  those  who  employ  say  more  than  twenty  or  twenty-five  persons; 
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would  you  be  in  favor  of  some  system  by  whicli  the  State  or  some 
authority  would  know  when  a  place  was  being  occupied  for  manu- 
facturing purposes?  A.  I  do  not  think  it  is  necessary;  I  would 
not  be  in  favor  of  it  because  I  think  it  is  unnecessary. 

Q.  At  the  present  time  the  State  officials  have  told  us  that  they 
do  not  know  where  a  factory  of  any  kind  or  size  is  located  until 
they  stumble  on  it  by  accident,  and  that  is  often  the  reason  why  no 
inspection  is  made  of  the  factory.  What  would  you  suggest  to 
remedy  that  condition?  A.  For  fire  protection,  the  Sullivan-Hoey 
bill  provides  the  means  of  constant  and  regular  inspection  of  all 
manufacturing  plaoea. 

Q.  Yes,  it  requires  that,  but  how  are  they  goiog  to  inspect  if 
they  don't  know  where  they  are?  A.  They  intend  to  inspect  every 
building  in  the  city,  practically. 

Q.  In  time,  yes,  if  they  ever  get  to  it.  A.  I  do  not  thiak  there 
is  any  difficulty  about  that. 

Q.  You  do  not?  A.  No.  The  Fire  Department  of  New  York 
City  knows  what  practically  is  the  occupation  of  every  building  in 
the  city. 

Q.  It  has  been  testified  to  here  by  both  Fire  Department  people 
and  by  the  Labor  Department  people  that  frequently  they  do  not 
find  out  the  existence  of  manufacturing  establishments  for  years, 
although  they  are  both  supposed  to  inspect  every  building  in  the 
dty;  that  by  the  time  they  get  through  inspecting  the  buildings,  so 
much  time  elapses  before  they  get  around  to  it  again  that  the  occu- 
pation of  the  people  who  occupy  it  change.  A.  Well,  this  new 
lure  Prevention  Bureau  in  the  city  is  supposed  to  take  care  of  that. 

Q.  How  about  the  rest  of  the  State?  A.  I  do  not  know  that 
registration  would  make  any  difference  as  a  practical  matter. 

Q.  You  are  familiar  with  the  provisions  of  the  Hoey  fire  bill,  are 
you?    A.  Yes,  sir. 

Q.  Are  they  satisfactory  to  the  merchants?  A.  With  one  excep- 
tion, as  to  the  composition  of  the  Board  of  Survey.  We  think  that 
the  proper^  owners  should  have  the  nomination  of  one  member  of 
the  Board  of  Survey,  whereas  practically  all  members  of  that  board 
are  now  designated  by  the  municipal  authority.  In  the  final  draft 
of  the  charter,  which  was  offered  at  the  last  Legislature  but  not 
passed,  that  was  corrected,  and  we  think  that  in  that  regard  the  bill 
should  be  amended. 
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Q.  Mr.  Chambers,  you  are  aware,  are  you  not,  of  the  duplication 
of  inspection  which  takes  place  in  this  city  and  elsewhere  of  fac- 
tories by  the  different  departments,  the  Labor  Department,  the 
Health  Department,  the  Building  Department,  the  Tenement  House 
Department  and  the  Fire. Department?    A.  Yes. 

Q.  I  take  it,  of  course,  that  you  agree  that  ought  to  be  remedied, 
if  it  can  be  remedied?  Have  you  anything  to  suggest  to  the  Com- 
mission as  to  remedying  that?  A.  Except  this,  that  an  ideal  sys- 
tem would  be  one  Department  of  Inspection,  but  that  I  do  not  con- 
sidei  practical. 

Q.  You  do  not  consider  a  Bureau  of  Inspection  practicable?  A. 
A  Bureau  of  Inspection  to  take  the  place  of  all  the  present  inspec- 
tions, I  do  not.  Under  a  corporation  or  a  firm  management,  you 
could  concentrate  that,  but  under  a  mimicipality  I  do  not  think  it  is 
practical. 

Q.  But  you  think  that  any  business  corporation  would,  of  course, 
do  it  that  way?    A.  Yes. 

Q.  That  would  work  out  practically?    A.  Undoubtedly. 

Q.  But  the  trouble  is  with  the  municipality  or  the  State  there 
would  be  too  much  interference  in  politics,  or  what?  A.  Not  poli- 
tics; no;  but  it  is  too  much  division  of  authority.  You  are  admin- 
istering a  department  and  you  want  your  information  to  come  to 
you  first  hand;  you  don't  want  it  filtered  through  somebody  else. 

Q.  But  a  corporation  or  a  business  firm  it  would  not  work  the 
same  way?     A.  No. 

Q.  It  is  the  ideal  method?    A.  Yes. 

Q.  Is  there  anything  further  you  would  like  to  advise  the  Com- 
mission with  reference  to?  A.  I  may  say,  in  regard  to  what  I 
heard  Dr.  Andrews  say,  this  matter  of  the  manufacture  of  matches. 

Q.  Yes,  sir.  A.  The  sale  of  phosphorous  matches,  or  matches 
tnat  will  ignite  other  than  on  the  box,  is  a  very  important  one  in 
connection  with  this  whole  question  of  fire  prevention. 

Q.  Yes.  A.  And  my  understanding  is  that  some  of  the  States, 
notably  Pennsylvania,  have  forbidden  the  sale  of  any  matches  that 
could  be  ignited  other  than  by  contact  with  the  material  of  the 
box.  If  there  is  a  way  to  put  that  into  our  State  law,  it  would 
be  a  tremendous  step  towards  safety,  and  assistance  in  fire 
prevention.  .,         ' 
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Q.  In  other  words,  yo^i  would  recommend  that  no  matches  be 
sold  except  what  are  called  safety  matches?    A.  Yes. 

By  Senator  Hamii^ton: 

Q.  Do  you  know  that  that  is  the  law  in  Pennsylvania?  A.  I  do 
not  know;  no.  I  have  seen  somebody's  statement  that  such  a  law 
was  passed  and  about  to  go  into  operation. 


•.^'*>«»-i 


Mr.  EiiKUS:  It  is  the  law  in  European  states. 

Senator  Hamilton  :  Yes>  I  think  that  is  true,  and  the  matchea 
are  the  worst  I  ever  saw. 

The  Witness  :  We  have  plenty  of  matches  that  will  strike  on 
the  box. 

By  Mr.  Elkus  : 

Q.  Would  you  be  in  favor  of  prohibiting  smoking  in  manufac- 
turing places  during  working  hours?  A.  No,  because  it  would 
not  be  obeyed. 

Q.  If  it  was  made  a  statutory  offense  to  smoke?  A.  I  do  not 
believe  you  can  correct  habits  of  that  kind.  The  fire  insurance 
people  have  that  somewhat  in  hand;  they  penalize  with  the  high 
insurance  premium,  or  a  higher  insurance  premium,  places  where 
smoking  is  allowed.  There  are  other  ways  to  accomplish  protection 
other  than  to  change  men's  habits. 

Miss  Dbsesb:  I  would  like  to  know  what  your  opinion  is  about 
the  fire  wall  which  has  been  advocated  as  a  method  of  fire-escape ; 
the  best  plan  of  fire-escape? 

The  Witness:  I  think  it  is  very  admirable.  Far  better  than 
outside  fire-escapes. 

Witness  excused. 
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John  W.  Soott,  a  witness  being  first  duly  sworn,  testified 
as  follows: 

Examination  bj  Mr.  Elkus: 

Q.  What  is  jour  business  <    A.  Sugar  refining. 
Q.  And  what  company  are  you  connected  with  i     A.  Arbuckle 
Bros. 

Q.  Where  is  that  locatedi     A.  Brooklyn. 

Q.  And  what  is  your  position  with  them  i     A.  Superintendent 

Q.  How  long  have  you  been  superintendent  of  the  Arbuckle 
Sugar  Works  i     A.  Two  years. 

Q.  How  many  men  are  there  under  you  in  the  employ  of  the 
Arbuokles  i     A.  About  one  thousand 

Q.  Where  is  your  factory  located  in  Brooklyn  i  A.  Between 
Pearl  and  Jay  streets  on  the  river  front, — I  b^  pardon  — 
between  Adams  and  Jay  street  on  the  river  front. 

Q.  And  the  business  is  the  refining  of  sugar!  A.  Befining 
sugar. 

Q.  Any  particular  kind  of  sugar?    A.  Any  kind  of  raw  sugar. 

Q.  How  many  of  the  one  thousand  people  employed  in  your 
Qoncern  are  men,  and  how  many  women,  and  how  many  children  i 
A.  No  women  and  no  children.  We  have  possibly  a  half  a  dozen 
boys  about  18  years  of  age. 

Q.  Will  you  describe  to  the  Commission  the  process  of  refining 
sugar  generally!  A.  The  sugar  is  received  in  various  kinds  of 
packages,  mostly  in  bags,  and  it  is  first  put  through  a  preliminary 
process  called  a  washing,  which  is  simply  mixing  the  sugar  up 
with  water  and  putting  it  through  what  in  the  laundry  business 
is  known  as  a  hydro^xtractor. 

Q.  Before  you  go  any  further;  let  us  take  up  first,  the  sugar 
comes  in  bags !    A.  Yes. 

Q.  That  is  raw  sugar!     A.  Baw  sugar. 

Q.  Either  from  some  foreign  country  or A.  Most  of  it 

from  Cuba,  about  80  per  cent  of  it  comes  from  Cuba. 

Q.  When  it  comes  it  is  in  a  dirty  condition,  is  it !  A.  More 
or  less. 

Q.  That  is  taken  to  a  room  called  the  wash  room !  A.  It  is  a 
separate  department,  it  is  several  rooms. 
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Q.  Now,  how  is  the  sugar  cleansed,  bj  extreme  heat,  by  water, 
hj  steam  or  what?  A.  Now  we  come  into  another  part  of  the 
process.  We  separate  it  and  heat  it  and  filter  it,  and  the  filter- 
ing is  done  first  through  a  mechanical  filter  and  later  on  through 
a  char  filter,  which  is  partly  a  chemical  filter. 

Q.  Now  in  the  first  process  of  cleaning  it,  what  is  donet  A. 
Simply  the  separaUon  of  the  material  that  happens  to  strike  the 
crystal  that  surrounds  the  crystaL 

Q.  How  is  that  done  ?  A.  That  is  done  by  putting  it  into  the 
hydro-extractor  and  washing  with  water. 

Q.  And  is  that  done  in  a  room  that  has  a  very  high  degree  of 
temperature?  A.  No,  the  water  is  at  normal  temperature  and 
the  sugar  at  the  temperature  that  it  is  received. 

Q.  That  is  the  first  process?    A.  That  is  the  fibrst  process. 

Q.  Is  that  done  by  hand  ?  A.  The  dumping  is  done  by  hand. 
The  mixing  is  done  by  machinery.  The  discharging  of  the  hydro- 
extractor  is  also  done  by  hand. 

Q.  What  is  the  next  step  ?     A.  Separate  it 

Q.  That  is  done  by  extreme  heat  ?     A.  That  is  a  wrong  term. 

Dissolving  it. 

Q.  That  is  done  by  extreme  heat  ?     A.  Not  extreme. 

Q.  What  heat?    A.  Heated  np  so  it  would  kill  any  germs. 

Q.  In  the  room?     A.  About  200  degrees. 

Q.  Is  that  called  the  refining  room  where  that  is  done?  A.  It  is 
usually  spoken  of  as  the  separating  room  or  the  separating  pan 

house. 

Q.  What    is  the  d^ree  of  the  temperature  in  that  room? 

A.  The  air? 

Q.  Yes.     A.  NormaL 

Q.  72  or  73  degrees?  A.  Depending  on  the  outside  atmos- 
phere. Sometimes  they  have  to  shut  all  the  doors  and  windows 
to  prevent  the  men  from  getting  cold. 

Q.  Now,  what  is  done  next  ?  A.  The  next  step  is  heating  up 
and  adding  of  the  dessicating  material  and  putting  through  the 
mechanical  apparatus,  something  on  the  principle  of  the  maid 
in  the  morning  throwing  the  egg  into  the  coffee,  to  clear  up  the  cof- 
fee.    Our  solution  is  somewhat  in  the  same  way,  only  of  a  different 

nature. 
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Q.  And  it  is  done  in  a  room  where  the  temperature  is  normal  ? 
A*  The  room  is  always  open  to  the  atmosphere,  so  far  as  the  win- 
dows being  opened  is  concerned,  but  the  temperature  in  that  room 
rises  high,  because  the  vats  in  which  it  is  treated  give  off  heaU 

Q.  What  is  the  temperature  of  that  room  2  A.  I  have  knowa 
it  to  rise  there  as  high  as  110,  but  that  would  be  a  very  excep- 
tional case.    Normally  it  is  about  80. 

Q.  \Vliat  is  the  next  process^  A.  The  next  process  is  running 
it  through  the  mechanical  hlters. 

Q.  Just  tell  us  about  that,  what  is  done  therein  A.  Simply 
the  liquor  percolates  through  the  iilter. 

Q.  What  do  the  men  have  to  do  with  that  i  A.  The  men  have 
to  prepare  those  iilters.  In  our  place  it  is  a  case  of  taking  those 
bags  and  washing  them,  through  which  we  filter. 

Q.  And  that  is  done  at  a  high  temperature?  A.  Oh,  no; 
that  is  the  water.  That  is  at  a  temperature  sufficiently  cool  to 
allow  the  man  to  plunge  his  arm  in  to  the  elbow. 

Q.  How  hot  are  these  rooms?    A.  1  should  say  70  or  80. 

Q.  How  about  steam?  A.  There  is  no  steam  in  that  room, 
except  the  vapor  giving  off  from  the  moving  liquor. 

Q.  And  what  is  the  next  process?  A.  The  next  process  is 
running  through  the  char  filters  in  which  it  descends  through  a 
volume  of  char.  i  v  1 

Q.  How  are  your  men  in  this  filtration  process  room  dressed  i 
A.  It  is  a  very  sloppy  job;  on  that  account  they  are  usually 
dressed  simply  in  overalls. 

Q.  Is  it  not  a  fact  that  most  of  them  go  around  barefoot,  with- 
out any  clothes  on  ?  A.  Sometimes  they  go  around  barefoot  Wo 
Jo  not  allow  them  off  the  floor  for  fear  they  might  get  injured; 
we  would  not  allow  them  to  walk  around  through  the  other  floors. 

Q.  Is  it  not  a  fact  that  the  men  work  absolutely  nude?  A.  No, 
sir.  I  would  be  glad  to  take  you  over  and  you  could  see  that  that 
is  not  so.    You  would  hardly  have  to  take  your  coat  off. 

Q.  Is  it  not  a  fact  that  in  this  room  where  the  filtration  process 
goes  on  that  the  heat  is  so  intense  that  the  men  work  not  only 
barefooted,  but  absolutely  without  any  clothes?     A.  No,  sir. 

Q.  And  they  are  carried  out  from  time  to  time  ?  A.  No^  sir. 
I  believe  we  had  some  female  factory  inspectors  over  there  who 
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came  in  without  any  preliminary  notice.  I  remember  one  par- 
ticular case  when  I  was  afraid  that  the  conditions  might  bo 
unpleasant,  ixiid  I  asked  to  be  allowed  to  send  word  to  the  depart- 
menty  but  they  would  not  allow  it;  they  insisted  on  going  up  righi 
then. 

Q.  What  condition  would  be  unpleasant  ?  A.  For  the  sake  of 
comfort,  men  will  only  have  on  overalls.  Some  would  not  wear 
shirts. 

Q.  That  is  what  I  was  telling  you.  A.  But  not  all  of  them. 
Fnderstand,  that  is,  the  man  simply  does  that  for  his  own  comfort, 
because  the  business  is  so  sloppy;  not  on  account  of  the 
temperature.  %  ^    i 

Q,  He  does  it  because  of  the  conditions  that  exist?  A.  Not 
from  the  temperature. 

Q.  Have  you  not  ever  seen  them  without  any  clothes  ?  A.  Yes, 
frequently.  Almost  every  time  they  are  through  with  the  oper- 
ation of  filtering,  they  take  all  their  clothes  off  and  ]ump  into  a 
bath  tub,  take  a  bath  and  dress  again. 

Q.  They  do  not  jump  into  that  water  ?  A.  No,  they  Have  a 
separate  bath  tub  for  the  purpose.  We  provide  them  with  a  bath 
tub. 

Q.  Tou  mean  that  they  perspire  so  freely,  they  get  so  heated 
up  that  they  take  a  bath?  A.  No.  In  every  filter  there  must 
be  something  like  3,000  poimds  of  actual  muddy  material  that 
has  to  be  gotten  rid  of.  And  in  dinnping  this  muddy  material 
out  of  the  bags  they  get  slopped  up  with  it.     It  is  sloppy. 

Q.  What  is  the  ventilation  of  this  filtration  part  ?  A.  Not  any- 
thing  more  than  the  windows  being  opened;  some  of  the  places 
have  fans. 

Q.  What?  A.  In  some  factories  they  require  fans;  in  our 
factory  they  do  not. 

Q.  Tou  do  not  have  any  artificial  ventilation?      A.  It  is  not 

necessary  in  our  case. 

Q.  So  on  a  winter's  day  the  cold  air  blows  in  from  the  open 
windows  on  these  men  ?  A.  In  weather  like  this,  they  only  have 
the  windows  open  on  the  lee  side  of  the  house. 

Q.  And  wherever  they  have  them  open  the  cold  air  comes  in 
on  the  men  who  are  working  in  the  heat  ?     A.  No,  as  I  say  they 


866  MlHUTES  OF  PUBLIO   TTlBATITTfeB, 

alwajB  open  them  on  the  lee  aide ;  that  is  left  entirely  to  the  men 
themadyes. 

Q.  I  understand  that.  You  do  not  interfere  with  the  men 
whether  they  take  their  clothes  oflF  or  not.  We  want  you  to  point 
out  what  are  the  exact  conditions  and  if  there  is  any  remedy? 
A.  The  trouble  is  not  with  the  temperature;  the  trouble  is  due 
to  the  sloppiness  of  the  job. 

Q.  The  occupation?    A,  Yes. 

Q.  You  mean  to  say  it  is  such  a  sloppy  job  that  it  cannot  be 
improyed  ?  A.  No.  You  would  not  expect  a  woman  at  the  wash 
tub  to  wear  a  silk  dress,  would  you,  hardly.  We  haye  the  same 
condition  exactly. 

Q.  And  you  would  not  expect  a  woman  at  the  wash  tub  to  be 
naked,  would  you?  A.  No,  but  at  times  she  might  find  it  very 
comfortable  indeed  to  be  naked.  They  do  not  always  go  so.  Our 
men  are  yery  seldom  naked. 

Q.  In  this  room  which  is  110  degrees?  A.  I  did  not  say  it 
was  110  degrees  in  that  room. 

Q.  In  some  room?  A.  I  said  sometimes  it  goes  up  to  110 
degrees  in  another  room. 

Q.  What  is  the  name  of  the  other  room  ?  A.  The  other  room 
is  a  blow  house. 

Q.  Any  yentilation  in  that  room  ?     A.  A  beautiful  yentilator. 

Q.  They  haye  plenty  of  fresh  air?     A.  Yes. 

Q.  The  windows  are  open  there?  A.  The  windows  on  both 
sides ;  they  can  open  them  on  either  side  or  both. 

Q.  Now  come  back  to  this  filtration  room.  Are  the  men  eyer 
naked  in  that  room?    A.  No. 

Q.  Do  you  know  of  a  case  of  fainting  in  that  room?  A.  I 
think  that  in  my  experience  there  I  haye  neyer  —  in  fact,  I  haye 
not  had  a  man  oyerheated,  but  one  man  fatally  in  the  last  fiy3 
years. 

Q.  One  man  fatally  ?  A.  Yes.  I  think  I  had  one  case  of  fatal 
oyerheating,  not  in  that  room ;  it  was  another  room  entirely.  Not 
that  room ;  it  was  the  boiler  room. 

Q.  What  room  ?     A.  The  boiler  room. 

Q.  The  fire  room,  the  boiler  room  ?     A.  Yes. 
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Q.  I  am  not  referring  alone  to  the  men  who  die  because  they 
faint  with  the  heat;  I  am  referring  to  men  who  are  carried  out 
alive?  A.  We  do  not  have  any  of  those  cases.  We  never  have 
those  cases;  they  never  have  those  cases  in  factories  where  they 
do  not  allow  men  to  drink  beer. 

Q.  Do  you  mean  to  say  that  comes  from  beer  drinking?  A. 
Undoubtedly.  I  am  a  beer  drinker  myself,  but  I  must  say  that 
undoubtedly  all  the  cases  of  overheating  that  we  have  had  in  the 
sugar  refining  business,  I  have  been  able  to  trace  right  down  to  beer. 

Q.  That  is  to  say,  the  men  drink  beer  and  work  in  this  room,  and 
if  they  did,  they  would  be  overcome  and  have  to  be  carried  out? 
A.  Yes. 

Q.  And  in  those  factories  where  they  do  not  prohibit  the  drink- 
ing of  beer,  they  have  frequent  cases  of  fainting?  A.  Ko,  the  men 
you  will  always  find  know  if  they  are  going  to  be  troubled  with 
heat  and  they  report  in  time  so  as  to  allow  them  to  go  out  into  the 
air.     They  are  never  taken  off  quickly. 

Q.  Now,  in  this  charcoal  room,  is  there  a  great  deal  of  dust 
there?  A.  No,  not  such  a  tremendous  lot  We  have  fans  that 
pick  up  the  dust  there. 

Q.  Where  are  the  fans  located?  A.  Bight  in  connection  with 
our  elevators,  where  they  elevate  the  char.  That  is  too  valuable  to 
let  it  blow  around. 

Q.  There  is  some  dust?    A.  Yes. 

Q.  Charcoal  dust?    A.  Yes. 

Q.  What  wages  do  you  pay  your  men?  A.  I  should  say  from 
an  average  of  $12  a  week  up.  That  is,  $13  would  be  about  the 
lowest,  and  that  possibly  will  average  about  $14  to  $15. 

Q.  When  the  factory  inspectors  came  there  that  was  on  an  ordi- 
nary working  day?  A.  They  always  come  on  ordinary  working 
days. 

Q.  And  they  wanted  to  inspect  the  building  and  the  men  just  as 
they  were  working  there,  as  they  do  ordinarily?  A.  Yes.  Men  I 
have  never  thrown  anything  in  the  way  of.     Women  I  have. 

Q.  You  were  rather  afraid  that  the  women  might  see  something 
to  shock  them  if  they  went  in  unannounced?  A.  Yes,  because  I 
know  of  such  instances  happening. 

Q.  For  instance,  where  the  men  were  without  clothes?  A.  No, 
where  they  were  taking  a  bath  at  th#  time. 
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Q.  Did  they  take  it  right  out  in  the  open?  A.  The  bath  in  this 
Case  happens  to  be  about  the  center  of  the  room,  near  the  head  of 
the  stairway.  It  is  not  the  bath  room  in  connection  with  the  dress- 
ing room,  it  is  a  bath  especially  for  these  men. 

Q»  A  bath  room  right  in  the  room  where  the  manufacturing  or 
^•efining  of  the  sugar  is  going  on?  A.  Right  where  the  washing 
of  these  bags  is  going  on;  not  where  the  refining  of  the  sugar  is 
going  on. 

Q.  The  washing  of  the  bags  is  part  of  the  process?    A.  No,  sir. 

Q.  Is  it  not?  A.  Oh,  no,  that  is  not  part  of  the  process  of 
refining  sugar.  What  has  washing  bags  got  to  do  with  refining 
sugar? 

Q.  You  get  the  sugar  out  of  the  bag?     A.  That  is  not  part  of 
the  refining  process.     The  refining  process  is  entirely  separate.     I 
suppose  we  could  throw  the  bags  away  and  get  new  bags,  if  it  wri 
toot  too  expensive. 

Q.  This  sugar  that  is  taken  out  of  these  bags  is  the  sugar  that  is 
afterwards  refined?  A.  The  sugar  that  goes  through  those  bags  is 
the  sugar.  Bnt  that  is  in  a  closed  tank,  that  is  a  tank  that  is 
closed  in. 

By  Miss  Dbeieb: 

Q.  I  happened  to  be  in  your  factory,  and  no  bath  was  pointed  out 
to  us  at  all.     A .  No,  you  did  not  see  the  bath. 

Q.  We  asked  for  them,  and  I  think  the  physician  who  was  with 
me  said  he  wanted  to  get  the  general  condition,  and  they  did  not 
gay  anything  about  a  bath.  A.  I  should  have  shown  you  seven  or 
leight  if  I  had  been  along.  If  you  had  asked  me  I  certainly  would 
have  shown  them  to  you.     I  have  several  shower  baths. 

Q.  They  were  not  pointed  out  to  us.  A.  That  is  unfortunate, 
but  if  you  had  inquired  they  would  have  been  shown  to  you. 

By  Mr.  Elktts  : 

Q.  How  about  the  toilets?  A.  The  toilets  are  in  the  cellar,  on 
the  second,  third,  fifth,  seventh  and  ninth  floors. 

Q.  ITot  on  every  floor?     A.  'No,  about  every  alternate  floor. 
Q.  Are  they  clean  or  not?    A.  Cleaned  daily. 


John  W.  Scott.  659 

By  Mifls  Dsexsb: 

Q.  Do  you  consider  your  toilet  facilities  adequate  or  sanitary? 
A.  YeSy  sir,  both. 

Q.  Whenj  we  were  in  that  room  where  they  were  washing  these 
bags  it  was  92  degrees.  A.  Yes.  Where  did  you  find  it  92  degrees, 
may  I  ask?     We  have  no  thermometer  in  there. 

Q.  We  had  a  thermometer,  which  we  carried  with  us,  a  bulb  ther- 
mometer, and  the  temperature  of  the  water  by  test  was  180  degrees. 
A.  The  water  where? 

Q.  Where  the  men  were  washing  the  bags.  A.  Yes,  I  would 
rather  have  had  it  about  180. 

Q.  It  is  a  matter  of  the  point  of  view,  I  suppose?  A.  No,  it  is 
a  matter  of  sanitation. 

Q.  What  I  would  like  to  know  is  whether  this  cleaning  of  the 
bags  has  to  be  done  by  men  or  cannot  that  be  done  by  machinery? 
Why  could  not  you  do  that  by  machinery  ?  A.  I  would  be  glad  to 
do  it  by  machinery  if  you  would  point  out  a  method. 

Q.  Is  not  there  any  method  that  could  be  arranged  or  invented? 
A.  No,  if  we  could  find  a  method  we  would  be  very  glad  to  dis- 
pense with  so  much  labor. 

Q.  How  long  do  you  work  your  men?  A.  Twelve  hours  daily, 
with  an  hour  for  dinner. 

Q.  And  at  night?  A.  Twelve  and  twelve  is  twenty-four.  We 
work  all  the  time. 

Q.  Work  all  the  time?    A.  We  work  all  the  time. 

By  Mr.  Elkus: 

Q.  Do  you  have  men  working  seven  days  in  the  week?  A.  No, 
very  few.  There  may  be  a  ferw  engineers  and  some  firemen.  Fire- 
men, by  the  way,  have  only  eight  hour  shifts,  and  some  of  those 
work  seven  days  in  the  week,  and  the  engineers,  some  of  them  work 
—  well,  not  seven  days,  but  six  and  one-half  days.  That  is  one 
week  they  will  work  seven  days  and  one  week  six  days. 

Q.  The  ordinaiy  workmen  work  how  long?  A.  The  ordinary 
workman  works  about  six  and  one-fourth  davs,  —  six  and  one-half 
days.  One  week  he  works  six  days  and  the  other  week  he  works 
seven  days. 
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Q.  How  do  jou  £Q1  out  the  remaining  days?  A.  We  are  not 
working  the  other  part  of  the  time.  In  other  words,  we  do  not 
do  any  work  from  Sunday  morning  untU  Sunday  at  midnight 

Q.  You  stop  Sunday  morning  except  the  engines,  I  suppose?  A. 
The  engines  also  stop,  but  some  men  come  in  to  make  the  necessary 
repairs. 

Mr.  Ei^us :  Anything  further  ( 

By  Miss  Dbeieb: 

Q.  Are  all  your  workers  foreigners  or  Americans?  A.  My  work- 
men are  nearly  all  foreigners. 

Q.  Can  you  tell  the  length  of  time  you  keep  them  in  your  em- 
ploy? A.  Some  of  them  have  been  in  our  employ  since  the  factory 
was  built.  Some  of  them  change  possibly —  I  suppose  in  some  de- 
partments they  will  only  stay  two  or  three  days,  two  or  three  hours, 
sometimes,  and  they  have  to  be  replaced  by  others. 

By  Mr.  Elkus: 

Q.  Why  is  that?    A.  They  do  not  like  the  work. 

Q.  Too  hard?    A.  It  is  pretty  hard  work. 

Q.  And  are  they  exhausted?  A.  Oh,  no.  I  am  speaking  in 
general  when  I  say  we  do  not  have  any  cases  of  exhaustion  at  all. 
They  never  do  in  a  sugar  factory  where  they  do  not  allow  beer.  If 
you  do  allow  beer  you  will  have  cases  of  exhaustion  continually. 

Witness  excused. 

Mrs.  Ibens  Osgood  Andrews^  a  witness  being  duly  sworn, 
testified  as  follows: 

Examination  by  Mr.  Elkus  : 

Q.  Mrs.  Andrews,  what  is  your  occupation?  A.  I  am 
Assistant  Secretary  of  the  American  Association  for  Labor  Legis* 
lation. 

Q.  And,  Mrs.  Andrews,  are  you  also  engaged  in  editorial  work 

A.  Largely  that 
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Q.  Of  what  kind?  A.  The  Labor  Legislation  of  the  different 
States  of  the  United  States  and  factory  inspection, —  general 
labor  laws. 

Q.  Have  jou  made  a  study  of  factory  inspection  i  A.  To  a 
certain  extent^  yes. 

Q.  And  are  you  familiar  with  the  methods  used  by  the  Labor 
Department  of  this  State  ?   A.  Fairly  so,  yee. 

Q.  Li  your  opinion  should  the  method  of  inspection  be  changed 
or  altered  so  as  to  improve  it,  and  if  so,  how?  A.  The  method 
of  inspection? 

Q.  Yes,  the  manner  of  inspection?  A.  Under  the  existing 
labor  laws  it  does  not  seem  to  me  that  the  manner  of  inspection 
can  be  changed  to  any  extent.  As  the  laws  are  drafted,  it  leaves 
a  very  indefinite  field  for  an  inspector.  The  entire  discretion  as 
to  what  actually  shall  be  done  is  left  to  him  and  it  places  upon 
a  man  who  has  no  training  for  that  work  a  task  which  he  is 
really  not  fit  to  do. 

Q.  What  would  you  suggest  could  be  done  to  improve  the 
inspection?  A.  I  should  suggest  remodeling,  so  to  speak  of  the 
Labor  Law,  so  that  the  law  should  conform  more  closely  with  the 
industries  which  it  would  be  supposed  to  regulate. 

Q.  La  what  way?  A.  1  should  think  that  would  be  done  by 
the  employment  of  experts  by  the  Bureau  of  Labor, —  experts 
who  are  familiar  with  conditions  to  be  regulated, —  either  official 
experts  or  volunteer  work.  I  think  the  point  there  is  that  the 
law  should  conform  to  the  industry  which  it  is  supposed  to 
govern. 

Q.  You  would  not  favor,  Mrs.  Andrews,  the  licensing  of  manu- 
facturing establishments?  A.  I  think  the  licensing  is  rather  a 
difficult  problem.    I  am  in  favor  of  the  registering  of  all  factories. 

Q.  What  do  you  suggest  should  be  done  to  avoid  the  duplica- 
tion of  inspection  and  the  duplication  of  authority  over  manu- 
facturing establishments,  as  it  now  exists  ?  A.  I  have  not  thought 
much  along  that  line.  That  could  be  done  by  a  division  of  the 
authorities  assigning  to  each  department  part  of  the  work.  I 
have  not  studied  this  subject  on  the  question  of  duplication. 

Q.  Are  you  in  favor  of  the  establishment  of  a  Medical  Bureau 
attached  to  the  Labor  Department?  A.  I  think  that  would  be  very 
advisable,  as  well  as  a  Bureau  of  Safety,  two  departments. 
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Q.  Do  you  think  it  would  be  advisable  to  have  an  unpaid  medi- 
cal advisory  board?     A.  Yea. 

Q.  Have  you  anything  else  to  suggest  to  the  Commission,  Mrs. 
Andrews,  that  you  desire  to  speak  about?  A.  Nothing  that  I  can 
think  of. 

Mr.  Elkus  :  We  are  very  much  obliged  to  you. 

Witness  excused. 


OwsN  B.  LovBjOT,  a  witness  being  first  duly  Bwom,  testifies 
as  follows: 

Examination  by  Mr.  Elkus: 

Q.  And  what  is  your  profession  and  occupation?  A.  I  am  Gen- 
eral Secretary  of  the  National  Child  Labor  Conmaittee. 

Q.  And  what  is  the  fimction  of  the  National  Child  Labor  Com- 
mittee? A.  The  purpose  of  the  conmiittee  is  to  investigate  condi- 
tions of  working  shildren  throughout  the  coimtry;  to  propose  re- 
jmedial  legislation  where  needed,  and  to  assist  in  developing  public 
interest,  and  to  aid  in  the  better  enforcement  of  such  laws. 

Q.  Your  work  extends  over  all  the  States  of  the  Union?  A. 
Yes,  sir,  it  does. 

Q.  And  you  are  familiar,  or  course,  with  the  laws  of  this  State 
with  reference  to  the  employment  of  child  labor  in  a  general  way? 
A.  Generally  so,  yes^  sir. 

Q.  What  have  you  to  suggest,  if  anything,  with  reference  to  the 
employment  of  child  labor  in  this  State;  any  change  or  modification 
of  the  law?  A.  There  are  two  or  three  points  that  seem  to  me  are 
of  particular  importance  on  that  point.  The  general  diild  labor 
law  of  this  State  is  considered  one  of  the  best  in  this  country,  as  to 
the  regulation  of  hours  and  the  prohibition  from  dangerous  occu- 
pation and  the  prohibition  of  night  work  and  Sunday  work,  but 
there  are  two  or  three  points  of  extreme  weakness  in  the  law 
which  need  to  be  remedied.  One  ie  the  necessity  for  bringing  into 
more  close  conformity  the  condition©  applying  to  mercantile  estab- 
lishments and  to  manufacturing  establishments.    For  example,  the 
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hours  of  labor  for  children  under  sixteen  jeans  in  factories,  are 
limited  to  eight  houirs  per  day,  and  thus  defined,  between  eight 
in  the  morning  and  five  in  the  evening,  —  the  houre  in  mercantile 
eBtablishments  are  nine,  with  no  limitation  as  to  the  time  of  be- 
ginning and  closing,  except  a  very  loose  one,  which  makes  it  im- 
possible for  rigid  enforcement. 

If  it  is  important  for  a  child  to  work  no  more  than  eight  hours 
a  day  in  a  factory,  it  is  equally  important,  in  many  instances  more 
important,  that  the  hours  should  have  some  limit  in  mercantile  es- 
tablishments, where  the  work  is  harder  and  the  pay  is  less  and  the 
conditions  are  frequently  more  objectionable. 

In  the  second  place,  the  law  of  this  State,  in  my  judgment,  should 
be  amended  so  as  to  more  carefully  regulate  the  employment  of 
women  and  children,  —  especially  of  children  in  cannery  sheds  — 
the  sheds  that  are  attached  to  fruit  and  vegetable  canning  establish- 
ments. That  is  a  very  important  industry  in  this  State,  and  it  is 
rapidly  increasing  here  and  elsewhere.  There  has  been  a  general 
exemption  of  this  industry  in  most  of  the  States  where  it  is  import- 
ant, on  the  ground  that  fruit  and  vegetable  canneries  (Constitute  a 
case  of  agricultural  employment,  where,  as  a  matter  of  fact,  they 
are  manufacturing.  The  canneiy  shed  was  exempted  by  the  judg- 
ment of  Attorney-General  Julius  Mayer  about  five  or  six  years  ago, 
as  not  being  a  manufacturing  establishment,  but  being  in  its  nature 
agricultural.  Therefore,  it  is  not  at  present  under  the  jurisdiction 
of  the  State  Department  of  Labor,  and  there  is  no  law,  aside  from 
the  Compulsory  School  Law,  when  the  schools  are  in  session,  to  for- 
bid the  employment  of  children  of  any  age  and  for  any  number  of 
hours  in  cannery  sheds.  Investigations  have  been  conducted  in  this 
State  by  the  New  York  Child  Labor  Committee,  and  there  have 
been  investigations  by  the  Russell  Sage  Foundation,  revealing  great 
abuse  in  the  canneries,  and  the  reports  of  this  investigation  by  the 
Hussell  Sage  Foundation  were  printed  but  never  published.  Per- 
haps the  Commission  could  get  a  copy  by  applying  to  the  Sage 
Foundation. 

Q.  We  are  very  glad  to  have  you  tell  us  about  it.  A.  In  these 
cannery  sheds,  and  also  in  the  canneries,  we  have  records  of  the  em- 
ployment of  women  for  from  70  to  90  hours  a  week,  during  rush 
seasons,  and  children  are  also  employed  excessive  hours, 
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The  next  point  of  weakness  in  the  New  York  law  is  that  relating 
to  the  street  trades.  Our  street  trade  law  in  this  State  is  defective, 
both  as  to  its  contents  and  as  to  the  methods  of  enforcement.  The 
age  limit  for  boys  in  street  trades  should  be  raised  from  10  to  12 
years,  in  my  judgment,  to  14  years,  if  possible,  and  the  age  for  girls 
in  street  trades  should  be  raised  from  16  to  IS,  and  those  who  are 
employed  should  be  employed  under  a  strict  license  system.  In 
Boston  there  is  a  supervisor  of  licensed  minors,  who  has  charge  of 
the  issuing  of  these  certificates,  and  he  has  supervision  over  them 
under  the  license  system.  Here  we  have  no  one  in  charge  of  the 
street  trades;  they  have  been  generally  neglected  in  this  country. 

Q.  What  do  they  do  with  them  ?  A.  The  law  has  recently  been 
passed  in  London  —  by  the  London  Common  Council,  following 
closely  the  recommendations  of  the  State  Conunission  on  Poor  Laws. 
This  Commission  advised  that  the  age  limit  for  all  street  trades 
should  be  fixed  at  18  years  for  females  and  17  years  for  males,  on 
the  ground  that  the  street  trades  offer  the  greatest  menace  to  health 
and  morals  and  education,  and  afford  the  greatest  opportunity  for 
the  development  of  disease  and  for  future  industrial  uselessness. 

Q.  That  would  cut  out  the  newsboy,  would  it  not?  A.  It  would 
cut  out  the  young  newsboys,  and  it  would  regulate  the  employment 
of  the  older  newsboys  within  reasonable  hours.  The  investigations 
that  this  committee  has  conducted  in  this  and  other  States  show 
that  the  newsboy  is  really  not  the  support  of  his  widowed  mother, 
as  is  popularly  supposed  to  be,  but  that  he  and  other  street  tradeis 
are,  a  very  great  percentage  of  them,  gamblers  and  participants 
in  other  vices  that  boys  ought  to  be  shielded  from. 

Q.  What  you  mean  is  that  they  spend  their  money  in  gambling? 
A.  In  gambling,  cigarette  smoking,  liquor  drinking  and  other  vices. 

Q.  These  boys  are  young  boys?  A.  Many  of  them  are  young 
boys. 

Q.  And  after  school  is  out  they  use  this  as  a  means  of  earning 
money  for  themselves?  A.  The  greater  percentage  of  them  do. 
And  the  report  published  by  the  Federal  government  recently  on 
the  relation  between  the  employment  of  children  and  delinquency 
shows  that  the  newsboy  head's  the  list  of  nineteen  occupations  as 
furnishing  the  lai^st  number  of  delinquents  among  those 
investigated. 
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Q.  What  else  have  you?  A.  The  general  suggestion  on  that  one 
point  would  be  onlj  this:  That  there  should  be  no  exemption  in  the 
Labor  Law  of  New  York  State  for  fruit  and  vegetable  canneries. 
It  is  becoming  an  industry  of  tremendous  importance  throughout 
the  country,  and  so  far  practically  everywhere  it  has  been  able  to 
secure  exemption,  but  recent  laws  have  been  passed  in  Oregon  and 
Illinois.  There  has  been  a  ruling,  a  decision  of  the  Supreme  Court, 
that  a  ten-hour  day  for  sl\  manufacturing  is  constitutional.  That 
is  the  case  of  Kirknell  vs.  Oregon,  that  is  the  former  case  and 
the  so-called  Ten  Hour  Law  case  in  Illinoia. 

Q.  Is  there  anything  further  that  you  would  like  to  advise  the 
Commission  with  reference  to?  A.  There  are  two  or  three  other 
questions,  Mr.  Elkus. 

Q.  Go  on.  A.  You  asked,  should  there  be  a  periodical  examina- 
tion of  children  up  to  18  years  of  age. 

Q.  Yes.  A.  I  should  say  yes.  A  vexy  different  kind  of  exami- 
nation from  that  which  has  been  supplied  thus  far  in  the  State.  I 
should  submit  for  consideration  the  recommendation  that  every  child 
in  every  school,  either  public  or  private,  should  be  subject  to  a 
physical  examination,  a  thorough  examination;  that  the  results  of 
that  examination  should  be  tabulated;  that  the  child  should  be  re- 
examined every  year,  at  least  once  a  year,  during  his  school  period, 
for  the  purpose  of  recording  any  absences  from  school,  any  treat- 
ment of  the  teeth,  ears,  or  other  organs,  or  any  surgical  operations, 
recording  also  the  development]  of  the  child,  his  weight  and  height, 
and  that  should  be  done  every  year  during  the  child's  school  period, 
so  that  when  the  child  comes  to  sixteen  years  of  age,  fourteen,  or  at 
whatever  time  he  leaves  school  to  go  to  work,  the  Board  of  Educa- 
tion, by  means  of  this  system,  can  follow  the  child  from  the  school, 
and  the  Board  of  Education  can  be  able  to  hand  to  the  Board  of 
Health  the  child's  physical  history  for  four,  six  or  eight  years.  That 
would  be  immensely  superior  to  the  present  superficial  examination 
which  the  Board  of  Health  now  necessarily  gives  when  the  Board 
issues  a  work  certificate.  It  would  be  rather  more  expensive,  but  I 
think  the  results  would  amply  justify  the  expense.  And  after  the 
child  goes  to  work  after  fourteen  or  fifteen  years,  it  seems  to  me  it 
would  be  extremely  important  that  the  same  system  should  be  fol- 
lowed until  the  child  reaches  the  age  of  eighteen,  to  find  what  the 
effects  have  been  during  the  first  one,  two,  three  or  four  years. 
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Your  third  question  refers  to  the  law  of  the  State  relating  to  the 
employmeoit  of  young  chilcben  in  manufacturing  conducted  in  tene- 
ment houses.  This  is  an  extremely  difficult  question^  on  which  I 
find  very  little  agree?nent,  partly,  I  believe,  because  there  is  so 
little  known  as  to  the  subject  in  general.  Various  agencies  have 
collected  items  of  information,  but  they  are  fragmentary,  they  are 
disconnected,  and  there  has  been  no  co-ordination  of  information 
thus  far  to  teach  the  people  of  this  city  and  other  !N'ew  York  cities 
the  extent  of  child  labor  in  home  industry  and  in  the  distribution 
of  material  from  the  home.  Of  course,  a  great  deal  of  information 
has  been  gathered.  I  would  suggest,  if  you  have  not  already  done 
so,  calling  Miss  Mary  Van  Kleek  and  Miss  Pauline  Qoldmark  on 
this  subject. 

It  would  seem  to  me,  without  attempting  to  reoonmiend  what 
change  should  be  made  in  the  law,  that  the  general  position  should 
be  taken  precisely  the  opposite  to  the  position  we  are  now  taking. 
Our  present  assumption  is  that  the  work  in  tenement  homes  is 
necessaryi  and  right,  but  that  it  should  be  subject  to  certain  restric- 
tions. My  idea  would  be  that  we  should  assume  that  it  was 
unnecessary  and  injurious,  and  at  the  same  time  favor  the  licensing 
and  exemption  of  certain  kinds  o>f  it  which  might  be  found  not  to  be 
so.  The  argument  in  favor  of  the  position  I  take  that  it  is  injurious 
and  tmnecessary,  is  based  on  the  following  facts,  which  can  be  sub- 
stantiated, I  believe.     I  will  not  attempt  to  go  into  the  details. 

First,  if  the  work  is  being  carried  home,  ordinarily  it  means  poor 
light  and  poor  ventilation.  It  is  favorable  to  overwork  and  to  the 
spreading  of  contagjion  and  disease.  It  increases  the  employment 
of  child  labor,  because  there  is  no  way  of  inspecting  it,  as  in  fac- 
tories and  mercantile  establishments.  We  have  13,000  tenements 
in  which  manufacturing  may  be  carried  on,  and  there  are  about 
sixty  kinds  of  manufacture  that  are  practically  produced  in  homes 
that  require  no  license,  because  they  do  not  come  within  the  scope 
of  the  law.  Then  you  could  come  back  from  the  ideal  of  no  tene- 
ment manufacturing  as  far  as  might  be  necessary  to  meet  any 
exigencies  of  the  situation  or  to  meet  any  special  case  of  manufac- 
turing, like  dressmaking,  for  instance.  A  further  recommendation 
might  be  for  a  further  restriction  of  the  application  of  this  law 
within  the  congested  sections  of  the  city,  so  that  the  home  manu- 
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facturing  would  be  spread  out,  would  be  scattered  out  into  the  out- 
lying sections,  thus  relieving  the  evils. 

Q.  Would  not  that  create  a  great  hardship  on  a  number  of  peo- 
ple? A.  Temporarily  I  believe  it  would  create  a  great  hardship. 
I  believe  ultimately  the  result  would  be  good,  and  as  I  have  just 
pointed  ooit,  the  tendency  of  home  mAnufacture  is  to  foster 
congestion. 

Q.  Do  you  believe  that  they  would  find  work  elsewhere  ?  A.  T 
believe  so.  I  believe  they  would  be  scattered  many  of  them  to 
other  cities,  and  if  it  were  forbidden  I  believe  better  and  larger 
factories  would  be  established  and  they  would  employ  many  of 
them  in  the  factories.  The  wages  of  the  industries  affected  would 
necessarily  be  improved.  Your  fourth  question  I  can  answer  in 
just  a  word. 

Mr.  Elkus  :  Take  your  time. 

The  Witness  :  I  feel  that  I  have  already  taken  more  time  than 
I  should.  The  question,  what  changes  in  the  existing  laws, 
relating  to  the  number  of  hours  per  day  or  week  that  women  and 
children  are  permitted  to  work;  should  female  minors  or  male 
minors  between  the  ages  of  sixteen  and  eighteen  be  under  any 
circumstance  permitted  to  work  more  than  ten  hours  a  day  ?  No, 
Male  minors  under  sixteen  and  and  female  minors  under  eighteen 
should  not  be  permitted  to  work  more  than  ten  hours  a  day,  nor 
after  nine  o'clock  at  night.  In  Ohio  males  under  sixteen  and 
females  under  eighteen  may  be  employed  but  eight  hours  a  day. 

Mr.  Elkus  :  Ton  don't  believe  in  overtime  under  any  circum- 
stances t 

The  Witness  :  There  are  industries  in  which  overtime  becomes 
necessary,  but  I  doubt  whether  it  is  necessary  for  a  child  of  six- 
teen or  a  girl  of  eighteen  years  of  age.  In  Ohio,  where  the  eight- 
hour  day  prevails  for  boys  of  sixteen  and  girls  of  eighteen,  tSie 
law  has  worked  very  satisfactorily,  and  leading  employers  of  the 
State,  so  far  as  I  know,  although  opposed  to  the  enactment  of  the 
law  at  first,  are  now  very  heartily  its  advocates,  and  are  urging 
similar  legislation  in  other  States. 
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The  second  part  of  that  qtiestion,  the  employm^iit  of  finales 
minors,  should  be  forbidden.  Yoa  ask  in  -wbat  occupations  the 
employment  of  female  minors  should  be  forbidden,  female  or 
male  minors.  Briefly  I  should  say  the  employment  of  female 
minors  should  be  forbidden  in  any  establishment  where  intoxi- 
*cating  liquors  are  sold,  at  least  in  any  part  of  the  establishment 
where  they  are  sold.  I  think  I  should  not  apply  that  strictly  in 
lar^  hotels,  where  the  bar  may  be  in  one  part  of  the  establish- 
ment, but  only  to  establishments  where  they  are  employed  in  con- 
nection with  the  sale  of  intoxicating  liquors. 

The  employment  of  female  minors  under  the  age  of  eighteen 
should  be  forbidden  after  nine  o'clock  at  night  in  telephone  ex- 
changes, even  if  it  were  not  made  general.  This,  however,  would 
conform  with  the  rest  of  the  law  which  I  have  recommended. 
The  employment  of  male  minors  has  already  been  forbidden  in 
cities  of  the  first  and  second  class  in  this  State  in  night  messenger 
service  after  ten  o'clock  at  night  This  law,  I  believe,  is  working 
very  satisfactorily,  and  we  would  not  recommend  any  change  on 
that  point 

I  should  be  glad  to  place  in  the  hands  of  the  Commission  a 
copy  of  the  proposed  uniform  labor  laws  which  have  been  ap- 
proved by  the  United  States  Commissioners  on  uniform  laws  of 
the  American  Bar  Association. 

In  sections  4  and  18  will  be  found  a  list  of  dangerous  occupa- 
tions. In  section  4  they  apply  to  children  under  sixteen  and 
in  section  18  they  apply  to  children  under  the  age  of  18,  v/hich 
are  recommended  by  this  Coonmittee. 

Mr.  Elkus:  Have  you  any  specific  questions  or  suggestion's 
which  you  want  to  refer  the  Commission  to  or  speak  about? 

The  Witness  :  I  have  not,  at  present.  I  have  done  no  exten- 
sive investigating  of  child  labor  in  this  State.  My  wort  for  three 
years  wias  in  investigating  the  conditions  in  the  coal  mining  and 
glase  manufacturing  sections  of  the  country^ 

Q.  If  you  have  any  before  the  first  of  January  we  would  be 
glad  to  have  you  submit  them,  by  letter  to  the  Commission,  send 
them  to  me.     A.  I  would  be  pleased  to  suggest  any. 
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If  you  have  not  already  done  so,  and  if  it  is  in  order^  I  would 
suggest  that  you  call  on  Mr.  George  A.  Hall,  Secretary  of  the 
"New  York  Child  Labor  Committee,  affiliated  with  the  organiza- 
tion I  represent.    He  is  very  familiar  with  cases  in  this  State. 

Mr.  Elkus:  We  will  call  on  him.  But  if  you  find  that  you 
have  in  the  future  any  specific  instances  where  children  have  been 
employed,  and  you  wish  to  refer  to  them,  we  will  be  glad  to  hear 
from  you  in  regard  to  the  same  before  the  first  of  January. 

The  Witness:  I  will  do  so. 

Mr.  Elkus:  Does  the  Commission  wish  to  ask  any  questions? 

By  Miss  Dbeieb: 

Q.  Both  Oregon  and  Illinois  are  large  canning  States,  aren't 
they?    A.  They  are. 

Q.  What  law  have  they  for  children,  did  you  say?  A.  They 
have  an  eight-hour  day. 

Q.  Even  in  the  canning  industry?  A.  I  shall  have  to  look 
that  up.    I  don't  recall  just  at  the  moment. 

Q.  I  was  wondering  if  there  was  an  exemption  for  the  canners  ? 
A«  I  think  in  Oregon  State  that  there  is  an  exemption.  In 
Illinois  I  know  there  is  an  exemption  for  a  brief  period. 

Q.  You  don't  know  how  long  an  exemption  ?  A.  It  is  very 
difficult  to  answer  that  now,  but  I  will  be  very  glad  to  answer 
that  by  letter, 

Q.  Then  I  want  to  ask  you  about  the  provision  of  tenement 
house  work.  Is  your  idea  to  license  the  individual  who  applies 
for  the  right  to  work  there,  and  not  the  tenement?  A.  I  think 
the  licensing  of  tenement  houfies  has  caused  some  improvement 
Formerly,  the  individual  was  licensed. 

Q.  But  your  idea  I  understood  was  to  eliminate  tenement 
house  work  altogether?  A.  That  I  said  would  be  the  ideal.  I 
don't  recommend  it  in  whole. 

Q.  That  would  be  the  ideal  ?  A.  Yes,  that  would  be  the  ideal ; 
yes,  in  my  opinion. 
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Q.  Then  the  license A.  Then  the  license  would  be  in 

the  case  of   specific   articles   of  manufacture,    and  under   very 
special  conditions,  the  licensing 

Q.  I  see A.  Both  the  manufacturer  and  the  home 

workers  and  the  place. 

Q.  And  the  place,  or  field,  I  see.  Thank  you.  When  Doctor 
Wood  Hutchinson  testified  yesterday,  he  spoke  about  an  eight- 
hour  law  for  children.  He  said  that  even  a  four-hour  law  wouH 
be  too  long.  What  is  your  opinion  of  the  hours  of  labor  for 
children?  A.  I  have  attempted  to  speak  with  extreme  conser- 
vatism in  reply  to  these  queslians.  I  think  the  ideal  of  employ- 
ment for  all  minors  who  are  technically  wards  of  the  State,  should 
be  of  a  nature  to  conserve  their  physical  and  educational  interests, 
and  to  fit  them  to  be  successful  wage  earners  after  they  r<^ch 
their  majority.  I  think  that  can  be  reached,  and  will  be  ultimately 
reached,  by  some  graded  system  which  will  combine  their  school 
period  with  labor  during  Ihe  yeans  from  sixteen  to  twenty-one,  or 
up  to  eighteen. 

Q.  That  would  mean  an  improvement  in  the  school  system? 
A.  It  means  a  radical  revolution  in  our  school  curriculum  an! 
school  methods,  which  is  very  much  desirable. 

Q.  I  want  to  ask  you  about  prohibiting  children  in  work  which 
has  special  dust,  for  instance,  like  the  pearl  button  industrv.  I 
can  only  think  of  that  one  just  now,  but  there  are  others  ?  A  Wc 
recommend  in  this  uniform  child  labor  law  the  elimination  of 
children  under  sixteen  in  a  large  group  of  industries,  ani  of 
children  under  eighteen  in  this  list,  the  prohibiting  of  children 
under  eighteen  in  a  large  number  of  manufacturing  and  heavy 
industries,  like  certain  branches  of  coal  mining,  blasting  and  so 
forth;  and  even  in  or  about  establishments  wherein  nitro- 
glycerine, dynamite,  dualin,  gun  cotton,  gunpowder  or  other  high 
or  dangerous  explosives  are  manufactured. 

Q.  You  have  that  all?  A.  That  is  all  here,  in  section  18  of 
this  law.     We  recommend  that. 

Senator  HAMrLTON:  The  Commission  will  adjourn  until  ten 
o'clock  to-morrow  morning  to  meet  here  in  this  chamber. 


MINUTES  OF  THE  HEARING  OF  THE  NEW  YORK 
STATE  FACTORY  INVESTIGATING  COMMIS- 
SION, HELD  IN  THE  CITY  HALL 

AT  10  A.  M. 


New  Yobk,  November  18th,  1911. 

Present  —  Senatob  Kobebt  F.  Wagner,  Chairman, 
Senator  C.  M.  Hamilton^ 
Assemblyman  Axfbed  £.  Smith, 
Assemblyman  C.  W.  Phillips, 
Miss  Mart  E.  Dbeieb^ 

Commission. 

Appearances: 

Abram  I.  Elkus,  Esq.,  and 
Bernard  L.  Shientag,  Esq., 

Of  Counsel. 


Mr.  Elkus  :     We  are  ready  to  proceed. 

The  Chairman:     The  Commission  is  in  session. 

Mr.  Elkus:     Mr.  Charles  W.  Barth. 

Charles  W.  Barth,  called  as  a  witness,  being  duly  sworn, 
testified  as  follows: 

Examination  by  Mr.  Elkus: 

Q.  What  is  your  business,  Mr.  Barth?    A.  I  am  a  baker. 
Q.  A  baker!     A.  At  the  present  time,  I  am  secretary  and 
business  agent  of  one  of  the  baker's  unions  in  "New  York. 
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Q.  Which  one?    A.  Bakers'  Union  No.  1. 

Q  And  how  many  members  has  that  union!  A.  Composed  of 
about  six  himdred  members. 

Q.  And  they  are  what,  working  bakers  i  A.  Working  bakers, 
yes,  sir. 

Q.  Kow,  have  you  made  an  investigation  of  bake  shops  in  ISew 
York  city  ?    A.  Yes,  air ;  I  have. 

Q.  Are  you  familiar  with  the  conditions?    A.  I  am. 

Q.  Now,  will  you  tell  the  Commission  just  what  you  found 
out,  and  after  you  state  thait,  I  wish  you  to  make  such  suggestions 
as  you  desire  to  make,  with  reference  to  this  matter.  A.  Well, 
I  am  aibout  five  years  in  New  York  city,  I  came  over  from  the 
West.  I  have  been  working  in  the  trade  about  fifteen  years.  I 
found  the  condition  of  the  New  York  bakeries  the  worst  I  have 
ever  seen. 

Q.  The  New  York  bakeries?    A.  The  New  York  bakeries. 

Q.  Where  did  you  work  before?  A.  In  St.  Louis,  Chicago, 
Indianapolis,  Cincinnati,  and  some  other  cities  in  the  middde 
and  far  West,  and  even  South. 

Q.  Why  were  they  worst?  A.  Why,  most  of  the  bake  shops 
in  New  York  city  are  located  in  basements. 

Q.  Cellar  bakeries?  A.  Cellar  bakeries.  Not  ventilated  at 
all ;  very  few  have  ventilation.  They  are  dark,  no  sunshine  com- 
ing in  whatever.  The  heat  is  terrible  in  th  3  summer  and  in  the 
winter  they  have  to  keep  everything  closed.  All  the  windows  and 
doors,  that  there  is  in  there^  are  closed,  and  the  smell  of  the 
grease,  hot  fat,  and  so  on,  is  terrible.  It  is  just  as  bad  in  the 
wholesale  bakeries  I  have  been  working  for  over  two  years,  in 
the  wholesale  bakeries,  one  of  the  biggest  bakeries  here  in  this  city. 

Q.  Where  is  that?  A.  Eighty-first  street,  Fleisdmian's 
Vienna  Model  Bakery. 

Q.  Ei^ty-first  street?  A.  Eighty-first  street  and  East  End 
avenue. 

Q.  What  are  the  condiitions  in  the  larger  wholesale  bakeries? 
A.  I  found  the  conditions  in  the  larger  wholesale  bakeries  to  be 
just  as  bad  as  in  the  small  bakeries. 

Q.  Are  the  ovens  underground?  A.  The  ovens  are  under- 
ground, especially  in  Fleiscfaman's,  most  of  the  ovens  are  located 
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under  the  eidewalk^  and  die  oonditioufi  are  just  as  filthy ,  per- 
haps not  as  bad  as  in  the  small  bakeries. 

Q.  Now,  you  say  the  conditions  are  filthy  in  the  small  bakeries. 
Will  you  describe  just  what  you  mean?  A.  Well,  I  have  seen 
bakeries,  especially  in  the  lower  East  Side,  and  the  Hebrew  and 
Italian  quarters,  the  whole  family  is  located  in  the  bake  shop. 

Q.  They  live  in  the  bake  shop?  A.  They  live  in  tbe  bake 
shop. 

Q.  How  long  ago  did  you  see  that  9  A.  I  have  visited  almoat 
every  bakery  in  the  Borough  of  Manhattan  throu^out  our  strike 
last  year,  in  my  capacity  aa  business  agent,  and  as  special  or- 
ganizer, seeing  almost  every  bake  shop  from  Fort  George  down 
to  the  Bowery,  but  the  worst  cond-ition  I  found  was  in  the  lower 
East  Side,  or  the  old  part  of  the  city  of  New  York,  where  I  have 
told  you  I  have  seen  wliole  families  in  bake  Aops,  where  they 
raise  chickens  in  the  bake  shop,  rabbits;  where  they  keep  dogs 
and  all  kinds  of  animals. 

Q.  Why  do  they  keep  diickens,  dogs  and  cats?  A.  I  could 
not  tell  you  the  reason  why.     I  seen  it  thougjh. 

Q.  Can  you  give  us  any  specific  instances  of  any  place  where 
you  eaw  those  conditions  ?  A.  I  have  not  got  those  numbers  in 
mind,  but  I  could  get  them,  I  think,  very  easily  if  I  go  around. 
I  have  seen  eome  on  Cherry  gitreet. 

Q.  Did  you  ever  work  in  bakeries  in  Europe?    A.  No,  sir. 

Q.  Now,  have  you  described  all  you  want  to  about  the  con- 
ditions as  you  found  them,  Mr.  Barth  ?     A.  What  is  that  ? 

Q.  Now,  have  you  described  all  the  conditions  of  the  bakeries 
in  New  York  city  as  you  found  them?     A.  Well 

Q.  Or  is  there  anytihing  more  you  would  like  to  tell  us  about 
them?  A.  Well,  I  just  wanted  to  say  that  I  have  seen  bakeries 
where  the  water  in  the  case  of  a  rainy  day  like  to-day,  where 
they  have  water  in  there  sometimes  three  and  four  inches  hi^. 

Q.  You  mean  on  the  floor  ?    A.  I  mean  on  the  floor. 

Q.  They  were  not  water  tight?  A.  I  have  seen  one  bakery 
down  town,  between  103rd  and  104th  street,  it  was  about  last 
year  this  time,  they  didnt  have  any  floor  in  there  whatsoever, 
just  a  cinder  floor.  I  came  in  there  a  day  after  we  had  a  heavy 
down  pour  of  rain,  and  the  men  had  to  stand  in  the  water  ankle 
deep. 

22 
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Q.  They  were  standing  in  the  water  ankle  deep  ?  A.  Yes^  sir; 
they  were. 

Q*  And  that  is  where  the  bread  was  made?  A.  The  bread 
was  made  right  in  this  place. 

Q.  And  the  water  came  in  from  above  on  that  floor  ?    A.  Yes. 

Q.  Welly  about  the  door,  was  water  coming  in  the  door, 
too  ?  A.  No,  it  could  not  come  in  the  door.  It  came  in  the  stair- 
way leading  down  to  the  basement,  and  there  was  a  small  window 
located  right  above  that. 

Q.  Did  they  wear  much  clothes,  and  were  they  dirty  or  clean  I 
A.  I  have  seen  bakeries  where  they  didn't  wear  any,  and  I  have 
seen  at  Fleischman's,  especially  at  Fleischman's  Vienna  Model 
Bakery,  in  the  sunmier  time,  where  the  men  only  wear  a  pair  of 
overalls,  and  a  pair  of  shoes,  and  the  sweat  is  running  down  their 
bodies. 

Q.  The  sweat  running  down  their  bodies?  A.  Yes,  sir;  and 
they  have  to  put  the  dou^  in  the  machine,  and  the  dough  came  in 
contact  with  the  body,  the  sweat  was  going  on  tho.  dough. 

Q.  Were  these  men  clean  or  dirty  ?  A.  Well,  it  is  very  hard 
to  keep  dean  in  any  bakery,  especially  in  a  small  one. 

Q.  You  say  you  saw  bakeries  in  St.  Louis  and  Chicago?  A. 
Yes,  sir. 

Q.  How  do  they  compare  with  the  ones  here?  A.  The 
bakeries,  especially  in  the  city  of  Chicago,  are  much  better. 

Q.  Are  they  in  cellars?  Some  of  them  are  in  cellars,  but  they 
put  up  a  good  fight  against  the  cellar  bakeries  about  two  years 
ago,  especially  our  International  Union,  and  the  bakeries  located 
in  the  basement  at  the  present  time,  we  can  call  them  sanitary. 
They  are  clean. 

Q.  What  would  you  suggest  or  recommend  to  be  done  about 
the  bakeries  in  New  York  city  ?  A.  Well,  the  first  thing  would 
be  thorou^  inspection. 

Q.  By  whom  ?  A.  Either  by  the  Board  of  Health,  or  a  special 
board  for  this  purpose.  A  bake  shop  should  be  inspected  at  least 
once  a  week,  and  inspection  should  be  done  by  experienced  men. 
For  instance,  a  baker  should  be  the  one  to  inspect,  an  experienced 
baker;  a  baker  that  knows  exactly  where  the  stuff  is  kept  If 
we  have  a  man  who  is  a  bricklayer,  or  a  plumber  or  something 
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like  that,  to  go  around  and  inspect  the  bake  shops,  he  will  never 
find  the  spot  where  the  eggs  are  kept,  or  the  pie  crust,  or  the 
jelly ;  he  would  never  look  underneath  the  troughs,  and  find  dirt 
accumulated  down  there. 

Q.  Have  you  ever  known  of  bakeries  in  New  York  city  buying 
bad  eggs  and  butter  and  things  like  that?    A.  Yes,  sir. 

Q.  What  haVe  you  known  about  that?  A.  We  sent  several 
complaints  to  the  Board  of  Health  last  year,  and  to  the  Women's 
Trade  League.  The  Women's  Trade  League  at  tiiat  time,  as 
I  understand  it,  inspected  it;  and  we  reported  everything,  the 
conditions  in  the  bake  shop,  what  products  and  everything. 

Q.  Go  on  with  your  suggestions.  You  said  there  ou^t  to  be 
an  inspection  once  a  week  by  a  competent  man  ?    A.  Yes,  sir. 

Q.  Now,  what  else  would  you  suggest,  would  you  suggest  that 
all  bakeries  be  licensed,  all  bake  shops?  A.  Yes,  that  would  be 
a  very  good  thing. 

Q.  How  about  allowing  no  new  bakeries  to  be  built  in  cellars? 
A.  That  should  not  be  allowed.  As  I  understand,  there  is  a  law 
at  the  present  time  which  is  against  building  bakeries  in  cellars 
or  basements,  but  I  am  not  positively  sure  that  this  law  is  in 
exiotence  or  not.  If  it  is  in  existence,  it  is  violated  against 
almost  every  day. 

Q.  Well,  I  don't  think  there  is  any  law  in  existence  now.  A. 
I  heard  it.    I  heard  there  was  a  law  in  existence. 

Q.  Well,  have  you  anything  further  to  suggest,  Mr.  Barth, 
with  reference  to  improving  the  conditions  in  the  bakeries  in  the 
cities?  A.  Well,  I  have  no  further  recommendations,  only  that 
there  should  be  an  inspection,  and  this  would  help  a  great  deal ; 
and  I  am  fully  in  favor  of  licensing. 

Q.  You  are  fully  in  favor  of  licensing?    A.  Yes,  sir. 

Q.  Do  you  know  anything  about  the  condition  of  the  bakeries 
in  Brooklyn?     A.  No,  sir;  I  am  not  familiar  with  them. 

Q.  Or  in  the  other  cities  of  the  State?    A.  Na 

Mr.  Elkus:     Any  questions,  Mr.  Chairman? 

By  Assemblyman  Smith: 

Q.  Are  you  able  to  recall  just  how  long  ago  you  saw  the 
bakery  with  chickens  in  it  in  New  York  city  ?    A.  Well,  this  was 
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through  our  strike  last  year.  The  strike  broke  out  in  the  first  of 
May,  and  was  up  to  about  the  first  of  September. 

Q.  Do  you  remember  where  that  bakery  was?  A.  I  seen  it 
right  in  the  lower  down-town  district.  If  I  go  down  there  I  will 
find  it  very  easily. 

Q.  Do  you  know  whether  the  man  had  a  license  from  the  Board 
of  Health  to  keep  chickens,  which  he  has  to  have?  A.  I  suppose 
not. 


I  "^  t 


• 

Assemblyman  Smith:     That  is  all. 

David  Cummings,  called  as  a  witness,  and  duly  sworn,  tes- 
tified as  follows: 

(Note.  — All  of  the  photographs  referred  to  in  the  following 
teertimony  are  set  forth  in  Appendix  III  to  Volume  I  of  the 
Report) 

Examination  by  Mr.  Shientag: 

Q.  What  is  your  full  name  ?    A.  David  Cummings. 

Q.  Where  do  you  live,  Mr.  Cummings?  A.  68  South  Fourth 
street,  Brooklyn. 

Q.  Did  you  inspect  a  number  of  bakeries  in  New  York  city 
for  the  Commission?     A.  I  did. 

Q.  When  did  you  inspect  the  bakeries?  A.  During  the  last 
three  weeks. 

Q.  Where  were  these  bakeries  located?  A.  Most  of  the  bakeries 
I  inspected  were  located  in  cellars. 

Q.  In  what  part  of  the  city?    A.  On  the  lower  East  Side. 

Q.  How  many  bakeries  did  you  visit  ?  A.  I  believe  I  visited 
78  bakeries. 

Q.  Did  you  visit  a  bakery  on  Mott  street?    A.  I  did. 

Q.  What  number?    A.  125  Mott  street. 

Q.  Will  you  tell  the  Commission  the  conditions  you  found  in 
that  bakery  when  you  were  there?  A.  Well,  I  came  down  there 
about  half  past  two  in  the  afternoon.     The  bakers  were  just 
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preparing  to  go  to  work,  most  of  them  were  smoking  and  chew- 
ing tobacco. 

Q.  Were  they  in  the  bakery  ?  A.  In  the  bake  room ;  two  of 
them  were  sitting  on  the  bench,  on  the  dough-mixing  bench.  One 
of  them,  who  said  he  was  a  helper,  was  drinking  whiskey.  He 
said  he  felt  bad,  and  he  needed  to  have  some  whiskey. 

Q.  He  said  he  felt  bad?    A.  Yes,  he  did. 

Q.  Did  he  say  he  was  sick?    A.  He  said  he  was  sickly. 

Q.  Did  you  ask  him  what  was  the  matter  with  him?  A.  I 
did. 

Q.  What  did  he  say?  A.  He  said  "  I  have  an  awful  headache; 
I  can't  stay  here.'* 

Q.  Was  a  picture  taken  of  that?     A.  Yes. 

Q.  Of  that  establishment^  is  this  it?  (Handing  photograph  to 
witness.)    Is  this  the  photograjA.  that  was  taken  ?    A.  It  is. 

Q.  At  the  time  you  were  there  ?    A.  Yes,  sir :  that  is  the  one. 

Mr.  Shientag:  I  would  like  to  have  this  marked,  Mr. 
Chairman.     (Marked  Exhibit  1  for  identification.) 

The  Witness:  By  the  way,  I  found  a  cat  and  two  little 
kittens  in  a  corner  there^  and  one  of  the  kittens  was  on  a  bench, 
the  baker  called  her  over. 

Q.  On  what  bench?    A.  On  the  dough-mixing  bench. 

Q.  Did  you  visit  any  other  bakeries?    A.  Yes,  sir;  I  did. 

Q.  Will  you  describe  the  conditions  in  the  bakery  at  37 
Market  street?  A.  Why  the  bakery  is  located  in  the  cellar, 
about  half  a  foot  below  the  level ;  about  a  foot  and  a  half. 

Q.  Yes.  A.  There  is  a  door  opening  in  the  bakery.  There 
is  a  little  grating  across  the  street  there,  and  there  is  a  door 
opening  below.  There  is  a  stairway  opening  to  the  street  and 
the  dough  is  exposed  to  the  dust  and  refuse  that  comes  in  from 
the  sidewalk. 

Q.  Isn^t  there  any  protection  of  any  kind?  A.  There  is  no 
protection  whatsoever. 

Q.  And  is  this  (handing  photograph  to  witness)  a  picture  that 
w^s  taken  of  the  place  when  you  were  there?  A.  Yes,  this  is 
the  one.     There  is  some  refuse  on  the  stairs  there  (indicating). 
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(The  photo^aph  was  received  in  evidence  and  marked  as 
Exhibit  2  of  this  date  for  identification.) 

Q.  Did  70U  visit  the  bakery  at  126  Market  street!    A.  I  did. 

Q.  Tell  the  Commission  what  you  found  there.  A.  I  found 
there  two  windows  in  the  bakery  and  both  of  them  open  to  the 
dirt  from  the  area  way,  and  the  dough  and  bread  was  exposed  to 
this  dust  that  came  in  from  those  windows.  There  was  also  a  cat 
sleeping  on  the  bread,  on  the  bread  tray,  and  another  one  was  on 
the  bench,  feeding.  While  I  inspected  the  bakery  I  found  that  the 
men  were  having  lunch,  and  sitting  on  the  dough-mixing  bench, 
having  their  lunch,  and  one  of  them  was  at  the  same  time  feeding  a 
cat  there. 

Q.  On  the  board  on  which'  the  dough  was  mixed?  A.  Yes,  sir; 
and  he  was  also  smoking  a  pipe  while  we  were  in  there. 

Q.  Is  this  a  picture  of  that  establishment  (handing  photograph  to 
witness).  A.  This  is  the  one,  yes.  This  is  his  pipe,  here 
(indicating).  I  '^'^'^^H 

(Photc^raph  was  received  in  evidence  and  marked  Exhibit  3 
for  identification  of  this  date.) 

Q.  What  was  the  next  bakery  you  visited,  Mr.  Cummingsf  A. 
27  Henry  street 

Q.  Was  that  a  cellar  bakery?  A.  Yes,  it  is  about  three  feet 
below  the  level. 

Q.  How  many  men  are  employed  there?  A.  Two  employees, 
and  the  employer  also  works  in  the  bakery. 

Q.  What  time  were  you  there?  A.  We  were  there  about  eleven 
o'clock,  eleven  p.  m. 

Q.  Will  you  tell  the  Commission  the  conditions  you  found  in  that 
place?  A.  Well,  in  practically  all  the  bakeries  I  visited  they  had 
no  lockers  or  room  to  keep  their  clothes.  In  this  bakery  I  found 
•the  clothes  hanging  on  the  wall,  and  I  found  a  dirty  pair  of  pants 
placed  on  the  bench. 

Q.  The  clothes  were  hanging  right  over  where  the  loaves  of  bread 
were?     A.  Yes,  right  over  the  bread. 
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Bj  Miss  Dbeieb: 

Q.  Right  over  the  bread,  so  the  bread  could  touch  it?  A.  Yes, 
Madam. 

By  Mr.  Shientag  : 

Q.  Is  this  a  picture  of  the  place  you  visited?  A.  Yes,  this  is  the 
one.  Also,  the  bread  was  in  the  sink,  part  of  a  loaf  of  bread  was  on 
the  sink.     The  sink  was  level  with  the  loaf  of  bread. 

Q.  Was  it  freshly  baked  bread?    A.  Freshly  baked  bread. 

(Photograph  was  received  in  evidence  and  marked  Exhibit 
4  for  identification  of  this  date.) 

Q.  What  waa  the  next  bakery  you  visited?  A.  268  Cherry 
street. 

Q.  What  time  were  you  there?    A.  I  was  there  about  midnight 

Q.  How  many  people  did  you  find  in  the  place  ?  A.  Well,  there 
were  four  employees  and  the  employer  was  also  working,  five  of 
them. 

Q.  What  time  were  you  there?    A.  About  midnight. 

Q.  When,  on  what  day?  A.  On  Thursday  —  Wednesday  night, 
November  8th. 

Q.  November  8th?    A.  Yes. 

Q.  Will  you  tell  the  Commission  what  you  found  there?  A. 
Well,  I  found  they  did  not  have  any  ventilation  or  window  . 
They  had  one  little  window  that  was  open  to  the  yard  and  the 
bread,  the  dough,  was  placed  on  the  floor,  which  is  an  earthen 
floor,  exposed  to  the  dust  and  refuse  that  came  in  through  that 
little  window  that  opened  to  the  court 

Q.  And  is  this  picture  (handing  photograph  to  witness),  that 
I  show  you,  a  photograph  of  the  place  you  visited?  A.  Yes,  it  is, 
it's  the  one.  There  was  also  a  barrel  of  coal  there  on  the  floor, 
very  near  the  bread. 

Q.  Was  a  cat  also  running  around  in  this  place?  A.  Yes,  there 
was.  We  tried  to  get  the  cat  on  the  picture,  but  the  boss  called 
it  out    He  said,  "Come  on,  kitten." 

(Photograph  received  in  evidence  and  marked  Exhibit  6 
for  identification  of  this  date.) 
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Q.  Did  you  visit  the  bakery  at  27  Henry  street?  A.  Yes,  sir; 
I  did. 

Q.  When?    A.  On  November  8th. 

Q.  What  time?    A.  About  ten  thirty. 

Q.  Was  this  a  cellar  bakery?    A.  It  was. 

Q.  How  many  people  were  employed  there?    A.  Three. 

Q.  Will  you  tell  us  just  what  you  found  there?  A.  Well,  I 
found  the  place,  the  walls  and  ceilings  were  dirty.  I  found  ants 
and  roaches  going  all  over  the  walls,  and  all  over  the  bread,  the 
bread  tray. 

Q.  In  the  bakery,  where  the  bread  was  baked?  A.  Where  the 
bread  was  baked. 

Q.  And  was  there  a  drain  pipe  running  down  that  room?  A. 
Yes,  there  was. 

Q.  Unprotected  in  any  way?    A.  Yes,  unprotected. 

Q.  Is  this  a  picture  (handing  photograph  to  witness)  of  the 
bakeshiop  at  27  Henry  street  ?    A.  Yes. 

Q.  Showing  the  ants  on  the  walls?  A.  Yes,  sir.  And  I  asked 
the  employer  how  often  he  whitewashed  the  walls.  He  said  about 
once  a  year,  around  the  Jewish  holiday  he  said  he  whitewashed  the 
wall. 

Q.  Did  you  ask  in  this  bakery  whether  their  place  had  been  in- 
spected by  the  State  Department  of  Labor  or  the  Health  Depart- 
ment? A.  Yes,  I  asked  them  and  they  said,  yes,  they  were,  but 
in  most  bakeries  they  had  cards  from  the  Department  of  Labor. 
When  an  inspector  goes  there  he  puts  a  stamp  on  the  card,  most 
of  the  places  I  found  have  not  been  inspected  since  the  early  part 
of  1910.  I  found  one  bakery  the  other  day  where  the  stamp  was 
December  1,  1909. 

Q.  Where  was  that  bakery?  A.  On  Cherry  street,  I  believe. 
I  can't  remember  the  number  now. 

Q.  Can  you  get  the  number  of  that  place  for  the  Commission 
and  send  it  to  us?    A.  I  believe  I  can. 

(Photograph  received  in  evidence  and  marked  Exhibit  No. 
6  for  identification  of  this  date.) 
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By  Miss  Dseieb: 

Q.  Did  you  find  any  evidence  of  people  sleeping  there?  A.  Yes, 
I  did. 

Q.  Did  you  find  any  one. asleep  in  any  of  the  bakeries?  A.  Yes, 
I  did  in  125  Mott  street,  we  found  a  man  asleep.  The  employer 
came  around  and  woke  him  up;  he  said,  "Get  up,  John." 

Q.  Where  was  he  sleeping?    A.  On  the  dough  mixing  bench. 

Q.  On  the  mixing  bench?    A.  Yes. 

By  Mr.  Shientag: 

Q.  Did  he  have  street  clothes  on?    A.  Yes,  he  did. 

Q.  Did  the  bakers  have  street  clothes  on  in  any  of  the  places 
you  visited?    A.  In  most  of  the  places. 

Q.  Or  were  they  furnished  with  other  clothes?  A.  Some  of 
them  had  special  overalls,  but  you  see  some  as  they  are  when  they 
are  in  the  street. 

Q.  Was  their  appearance  cleanly?    A.  Why,  very  dirty. 

Q.  Did  you  visit  the  bakeshop  at  30  Henry  street?  A  Yes,  I 
did. 

Q.  W^hen?    A.  November  8th. 

Q.  At  what  time?    A.  About  ten  p.  m. 

Q.  How  many  people  did  you  find  there?    A.  I  found  five. 

Q.  Did  anybody  sleep  in  this  bakery?  A.  No,  all  were  busy 
working.  It  is  a  very  small  place,  and  they  could  not  fall  asleep 
there. 

Q.  How  small  is  it?  A.  It  is  about  thirty  feet  by  twenty-five 
feet,  very  small. 

Q.  How  many  people  were  working  there?    A.  Five. 

Q.  Will  you  describe  the  conditions  in  that  place  to  the  Com- 
mission?   A.  Why,  I  found  the  coal  was  stored  in  the  shop. 

Q.  How  near  to  the  oven?  A.  Well,  about  five  feet  —  three 
feet  away  from  the  oven. 

Q.  Uncovered  t  A.  Uncovered.  I  also  found  some  loose  wood 
on  the  fioor,  and  there  was  a  tray  with  partially  baked  cakes  placed 
on  it  right  near  the  coal.  I  found  a  barrel  of  sugar  used  for 
baking  cakes,  uncovered,  and  covered  with  thick  dust. 
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Q.  Is  this  a  picture  (handing  photograph  to  witness)  of  the  place 
in  Henry  street?    A.  Yes,  that  is  the  picture. 

(Photograph  received  in  evidence  and  marked  Exhibit  7 
for  identification  of  this  date.) 

Q.  Will  you  describe  to  the  Commission  in  a  general  way  the 
sanitary  conditions  in  the  78  bakeries  that  you  visited,  Mr.  Gum- 
mings?  A.  Well,  the  sanitary  conditions  were  very  poor.  There 
was  no  ventilation. 

Q.  In  what  way?  A.  There  was  no  ventilation  in  any  of  them. 
Out  of  the  78  bakeries  I  visited  I  found  an  exhaust  fan  in  one 
bakery;  one  bakery  had  an  exhaust  fan. 

Q.  That  is,  there  was  artificial  ventilation  in  only  one  bakery? 
A.  Yes.     That  was  out  of  use,  the  belt  was  cracked. 

Q.  In  all  these  bakeries  artificial  light  is  used  all  the  time?  A. 
All  day  long,  day  and  night. 

Q.  Did  you  find  evidence  of  smoking  in  many  of  these  places? 
A.  I  found  evidence  of  smoking  in  about  twenty  bakeries. 

Q.  And  in  how  many  bakeries  did  you  find  people  actually  asleep 
when  you  were  there?    A.  About  eight  or  nine. 

Q.  Was  there  a  cot  there?    A.  There  was  a  cot  in  one  bakery. 

Q.  What  bakery  was  that?    A.  It  was  one  on  Stanton  street. 

Q.  Do  you  know  the  number?  A.  I  can  get  it.  I  don't  remem- 
ber the  number  now. 

Q.  Did  the  bakers  chew  in  any  of  the  places  you  visited?  A. 
No,  Jewish  bakers,  as  a  rule,  don't  chew. 

Q.  Do  they  smoke?  A.  Yes,  and  in  many  of  the  places  I  found 
cigarette  and  cigar  ashes  on  the  bench. 

Q.  What  bench?    A.  The  mixing  bench. 

Q.  You  found  cigarette  dust,  I  suppose?  A.  Yes,  1  did.  In 
the  union  bakeries  I  visited  the  conditions  were  not  as  bad  as  the 
others,  because  they  said  they  would  see  that  the  bread  was  clean, 
and  that  the  consumers  would  get  good  things  there. 
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By  Miss  Dbxixb: 

Q.  I  would  like  to  ask  you  what  you  think  id  the  proper  remedy 
for  these  conditions?  A.  Well,  remove  the  bakeshops  from  the 
cellars,  because  I  inspected  eight  bakeries  in  Yonkers,  and  out  of 
six  or  eight,  they  had  about  three  of  them  on  the  level  with  the 
sidewalk,  and  in  those  bakeries  the  men  were  all  healthy  looking. 

By  Assemblyman  Phillips  : 

Q.  What  kind  of  stuff  was  baked  in  these  places?  A.  In  these 
places  bread  was  baked,  and  what  they  call  Jewish  bread,  that  is 
over  on  the  East  Side. 

Q.  Do  you  know  what  price  it  sells  for?  A.  Six  and  seven  cents 
a  loaf. 

Q.  Does  it  sell  cheaper  than  the  other  bread?  A.  No,  it  does 
not.  I  asked  one  employer,  how  is  it  that  your  place  is  so  dirty, 
and  he  said,  why  the  people  around  here,  for  the  money  they  pay, 
they  must  take  whatever  we  hand  to  them. 

Q.  Is  the  bread  sold  right  in  that  immediate  neighborhood? 
A.  Yes,  it  is  sold,  and  in  many  bakeries  they  also  have  stands  on 
the  stairs,  going  down  to  the  bakery,  for  instance,  pelling  bread, 
and  the  bread  there  is  uncovered  and  exposed  to  the  dust  and  refuse 
from  the  street. 

Q.  Do  the  people  buying  that  bread  know  of  the  conditions  of 
the  bakery?    A.  I  don't  believe  they  do. 

Q.  The  bread  is  sold,  is  that  sold  in  the  basement?  A.  Why, 
yes,  on  the  stairs  leading  to  the  basement. 

Q.  How  is  the  condition  of  the  place  where  the  bread  is  sold, 
how  does  that  look?    A.  Why,  very  dirty. 
Q.  Very  dirty?    A.  Yes,  sir. 

Q.  The  people  buying  the  bread  see  that  condition,  don't  they? 
A.  They  do. 

Q.  Yet  they  buy  it?    A.  Yes,  sir. 

Q.  There  is  no  deception  in  that  regard?    A.  No. 

Q.  If  a  clean  bakery  started  in  that  neighborhood,  would  it  be 
able  to  sell  its  bread  to  better  advantage  than  the  other  bakeries? 
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A.  I  believe  it  would,  if  the  conditions  were  remedied.  In  the 
bakeries  in  question,  if  the  conditions  were  improved  they  would 
get  more  patronage. 

Q.  Would  that  increase  the  cost  of  the  bread?  A.  I  don't  be- 
lieve it  would. 

Q.  Would  an  increased  cost  in  the  bread  in  that  neighborhood 
prevent  the  people  from  buying  it?    A.  No,  it  would  not. 

Q.  Are  there  any  union  shops  in  the  neighborhood  that  you 
found  these  bakeries  in?    A.  Yes,  quite  a  number  of  them. 

Q.  And  they  are  competing  with  these  "bakeries,  or  are  they  in 
a  separate  neighborhood?    A.  They  are  in  the  same  neighborhood. 

Q.  Is  the  place  where  the  bread  is  sold  in  the  union  bakeries, 
clean?    A.  Why,  some  of  them  are  clean,  not  all  of  them. 

Q.  Bett-er  than  the  others?  A.  Better  than  the  non-union 
bakeries. 

Q.  The  people  who  come  to  buy  bread  in  the  bakeries  you  have 
described,  do  they  know  of  the  existence  of  these  clean  bakeries? 
A.  About  two  years  ago  we  had  a  general  strike  of  the  bakers. 
There  were  several  magazines  and  newspapers  which  had  a  series 
of  articles  describing  the  conditions  in  the  bakeshops.  I  believe 
that  is  all  they  know  about  it. 

Q.  I  mean  do  the  people  who  buy  from  these  unclean  bakers 
know  of  the  existence  in  the  same  neighborhood  of  the  bakeries 
which  you  say  are  cleaner?    A.  They  do. 

Q.  And  yet  they  do  go  to  these  bakeries  in  preference  to  the 
others  which  you  have  described,  which  you  say  are  cleaner?  A. 
Yes. 

Q.  They  are  unable  to  tell  the  difference,  are  tihey  ?  A.  They 
are  unable  to  tell  the  difference. 

Q.  In  the  bakeries  where  the  bread  is  sold,  is  it  sold  on  the 
street?    A.  On  the  stairs,  on  the  stairs  going  down  to  the  basement. 

Q.  In  the  union  bakeries  is  the  bread  sold  on  the  stairs?  A.  No; 
in  very  few. 

Q.  It  is  a  clean  place?    A.  A  clean  place. 

Q.  They  don't  sell  bread  to  the  people  in  the  neighborhood?  A. 
They  have  stores  on  the  ground  floor. 
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Q.  Are  there  shops  in  the  neighborhood  of  these  bakeries  whei-e 
the  consumer  can  buy  his  bread,  and  buy  it  cleaner  than  he  does 
on  the  stairs?  A.  There  are  some  bakeries,  and  they  get  more 
patronage  than  the  others. 

Q.  Why  do  they  go  to  these  bakeries?  A.  I  believe  they  sell 
it  a  cent  cheaper. 

Q.  It  is  cheaper?    A.  Yes,  in  some  places. 

Q.  That  is  the  question  I  asked  you  some  time  ago?  A.  The 
price  is  cheaper  in  some,  but  not  in  all. 

Q.  Where  they  sell  it  on  the  stairs,  it  is  cheaper  than  in  the 
cleaner  places?    A.  Yes? 

Q.  That  is  the  reason  you  believe  they  go  there  and  purchase  it? 
A.  Yes,  it  is.  I  believe  if  the  Department  of  Health,  or  any  De- 
partment prohibited  the  sale  of  bread  on  the  stairs  leading  to  the 
bakeries,  or  would  establish  a  law  calling  for  better  handling  and 
better  care  of  the  bread  that  we  would  have  abolished  the  sale  of 
bread  on  the  stairs  leading  to  the  bakeries. 

Q.  In  that  case,  the  fault  is  really  with  the  consumer  who  pur- 
chases the  bread?    A.  It  is  both  with  the  consumer  and  the  baker. 

By  Miss  Dbeieb: 

Q.  Is  it  not  largely  a  matter  of  the  convenience  of  the  house- 
wife who  runs  out  and  buys  bread  wherever  it  is  convenient? 
A.  Yes.    At  No.  17  Essex  street,  a  non-union  bakery 

By  Mr.  Phillips: 

Q.  Do  they  give  you  a  larger  loaf  of  bread  than  the  others?  A. 
No,  the  same  loaf  of  bread. 

Q.  But  they  sell  it  cheaper?  A.  Yes.  At  17  Essex  street,  a 
non-union  bakery,  I  found  the  door  locked  when  I  came  down  to 
inspect  it. 

By  Miss  Dbeieb: 

Q.  Do  you  think  that  these  are  fire  traps,  could  people  get  out? 
A.  Well,  most  of  them  are.     They  have  only  one  door  and  one 
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fire-escape,  and  the  most  of  the  doora  blocked  with  boxes,  bread 
trays,  bags  of  flour,  and  other  things  which  are  very  inflammable. 

Michael  H.  Babsky,  called  as  a  witness,  being  duly  sworn, 
t-estified  as  follows: 

Examination  by  Mr.  Elkub  : 

Q.  Doctor  Barsky,  are  you  a  physician?    A.  I  am. 

Q.  How  long  have  you  been  one?    A.  For  the  last  five  years. 

Q.  Are  you  a  practicing  physician  in  this  city?    A.  I  am. 

Q.  And  of  what  institution  are  you  a  graduate}  A.  I  am  a 
^,raduate  of  Cornell  University,  Medical  College. 

Q.  Any  other  institution  of  learning?  A.  I  have  been  on  the 
House  staff  of  Mt.  Sinai  Hospital;  Beth  Israel  Hospital;  Lying-In. 

Q.  And  you  are  a  general  practitioner?    A.  Yes,  sir. 

Q.  Where  is  your  office.  Dr.  Barsky?  A.  My  office  is  on 
Seventh  avenue,  2313. 

Q.  What  is  your  full  name.  Doctor?    A.  Michael  H.  Barsky. 

Q.  Doctor,  you  have  made  certain  investigations  for  this  Com- 
mission?    A.  I  have. 

Q.  And  will  you  tell  us,  did  you  examine — your  examinations 
have  all  related  to  bakeshops?    A.  They  have. 

Q.  What  has  been  the  purpose  of  your  investigation  and  exam- 
ination? A.  Why,  to  ascertain  the  physical  condition  of  the  baker 
as  much  as  possible,  both  by  examination  and  his  answer  to  all 
questions  put  to  him,  and  in  a  way,  his  personal  cleanliness. 

Q.  How  many  examinations  have  you  made  for  the  Commission? 
A.  I  think  198. 

Q.  And  during  what  time  have  you  made  them,  I  mean  since 
when  and  up  to  when?    A.  I  don't  recall. 

Q.  The  last  one  was  when?  A.  The  last  examination  was  made 
last  week  at  Yonkers. 

Q.  Now,  I  am  going  to  ask  you  to  give  certain  specific  cases 
and  ask  you  whether  these  are  types  of  cases  that  you  examined. 
Have  you  got  your  blank?  A.  I  can  only  tell  by  referring  to  the 
blanks. 


Michael  H.  Babsky.  687 

Q.  Can  jo\x  get  them  and  give  me  the  result  of  joxxr  examina- 
tion ;  give  names,  details  and  looalitdes,  and  the  exact  facts  and^  if 
you  will,  give  it  to  us  in  plain  English.  A.  In  a  way,  these  carde 
are  somewhat  unsatisfactory^  Half  the  data  is  obtained  by  the  re- 
sponee  of  the  baker  to  the  questions  and  how  accurate  his  response 
is,  of  course,  is  questionable.  He  may  or  may  not  tell  the  truth.  In 
a  majority  of  the  cases,  in  the  first  instance  there  was  a  general 
denial,  and  it  was  only  upon  trying  to  obtain  specific  instances  and 
asking  about  particular  things  would  he  admit  anything,  but  in 
the  majority  of  cases,  in  an  off-hand  manner,  there  was  a  general 
denial  made  to  all  questions. 

Q.  May  I  interrupt  you  a  moment?  Instead  of  giving  the  name 
of  each  one,  give  his  initials,  and  give  the  exact  location.  I  don't 
want  to  hurt  any  man's  feelings  by  having  his  diseases  published. 
A.  The  first  one  on  hand  is  that  of  G.  E.  He  is  an  Italian  who 
bakes  mostly  bread.  He  is  24  years  of  age.  He  has  spent  six 
years  in  the  trade,  and  he  is  married,  and  his  general  condition  is 
good.     His  personal  cleanliness  is  poor. 

Q.  Well,  now,  describe  what  you  mean  by  poor  personal  cleanli- 
ness. A.  In  poor  personal  cleanliness  two  things  were  taken  into 
consideration  in  making  this  statement,  both  the  condition  of  his 
clothes,  and  the  man's  appearance,  that  is,  whether  his  hands  were 
clean,  whether  his  finger  nails  were  clean,  whether  sweat  was  per- 
mitted to  accumulate  on  his  face,  and  his  arms,  and  roll  down  into 
the  bread  which  he  was  handling,  and  whether  he  smoked  and  spat 
out  on  the  floor;  his  personal  cleanliness  was  poor.  I  don't  know 
whether  you  want  the  kind  of  labor? 

Q.  Yes.  A.  This  man  was  a  union  man  and  he  worked  eleven 
houra  a  day,  and  he  was  employed  six  days  a  week,  his  usual  time 
before  bep^nning  work  was  six  o'clock,  and  he  completed  his  labors 
at  five.     He  said  he  had  no  vacation. 

Assemblyman  Smith:  Will  Doctor  Lederle  and  Commissioner 
Walsh  be  kind  enough  to  come  up  and  sit  where  they  can  hear 
this? 

Proceed,  Doctor.  i 
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The  Witness:  Well,  he  denied  any  previous  illness,  and  on 
examining  him  I  found  he  had  some  anemia  in  a  marked  degree. 

Q.  What?  A.  Anemia,  that  is,  his  blood  was  poorer  than  it 
should  be  for  a  healthy  person.  His  color  was  bad,  and  his  eye  lids 
were  also  poor.  We  found  from  his  body  he  had  a  rash,  mostly 
due  to  scratching,  and  on  careful  examination,  we  found  that  the 
rash  was  diie  to  body  lice.  Outside  of  that  he  had  a  slight 
brondiitis. 

Q.  When  you  examined  this  man  was  he  engaged  in  his  work? 
A.  He  was  actively  engaged.  All  these  examinations  were  made 
during  the  hours  in  which  they  were  engaged  in  labor,  and  so  all 
of  them  were  actively  engaged  in  their  work. 

Q.  Go  ahead  with  the  next  one.  A.  The  next  case  is  A.  D., 
also  an  Italian  on  Second  Avenue,  2034. 

Q.  That  is  between  what  streets?  A.  That  is,  I  think  between 
98th  and  99th  streets,  around  that  vicinity.  He  also  was  employed 
in  the  same  shop  where  the  previous  man  was  engaged;  and  he 
suffered  from  the  same  condition.    He  also  had  body  lice. 

His  hours  were  the  same.  He  worked  eleven  hours  a  day,  six 
days  a  week,  usually  beginning  at  six  o'clock  and  finishing  at  five. 
His  condition  was  poor,  if  I  recall  this  particular  instance,  and  his 
clothes  were  saturated  with  filth,  and  when  he  was  engaged  in  his 
work  wearing  the  same  clothes  all  the  time,  it  was  only  a  question 
of  time  when  the  whole  thing  was  a  matter  of  body  fat  and  body 
sweat. 

Q.  In  baking  the  bread,  do  they  touch  the  dough  to  their  clothes? 
A.  Very  little. 

Q.  Anything  more  about  that  case.  Doctor?  A.  Nothing  except 
tbout  the  person  were  all  body  lice. 

Q.  Take  the  next  one.  A.  The  next  case,  that  of  W.  Z.,  a 
Eussian,  baking  also  on  Second  avenue. 

Q.  What  number?    A.  1919. 

Q.  That  is  a  different  store?    A.  Yes,  sir. 

Q.  What  about  him?  A.  He  was  46  years  of  age.  He  entered 
the  trade  at  the  age  of  seventeen,  and  he  has  been  engaged  as  a 
baker  for  thirty-three  years.  He  has  been  at  labor  in  this  particular 
shop  for  six  months. 

On  inquiring  into  his  family  history,  he  denied  any  previous  ill- 
ness, but  on  questioning  as  to  his  own  condition,  he  said  that  at  one 
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time  he  had  suffered  from  what  was  thought  to  be  at  that  time  tuber- 
culosis^ consumption.  He  was  married  and  had  two  children.  He 
was  a  member  of  the  union.  He  worked  nine  hours  a  day,  six  days 
a  week.     His  hours  were  from  six  to  three.     He  had  no  vacation. 

His  personal  cleanliness  was  bad.  Then  he  must  have  been  — 
I  don't  recall  this  particular  instance — but  it  must  have  been  a 
degree  worse  than  the  conditions  I  stated  before.  He  complained 
of  suffering  from  habitual  headache  and  cough.  His  blood  was  in 
poor  condition.  He  had  some  anemia.  He  al^o  had  a  double  rup- 
ture on  both  sides. 

Q.  Anything  else  about  him?  A.  On  examination  of  his  lungs, 
I  found  signs  of  tuberculosis. 

Q.  You  thought  he  was  suffering  from  that?     A.  Yes.     The 
sputum  in  this  case  was  taken.    I  don't  know  what  the  report  wae 
or  whether  the  sputum  was  satisfactory,  because  you  cannot  always 
tell  by  the  reports. 

The  part  affected  was  the  right  side,  the  right  lung. 

Q.  These  examinations.  Doctor,  were  they  made  at  random 
throughout  the  city?  A.  We  examined  the  lower  East  Side,  the 
Upper  East  Side,  the  West  Side,  the  lower  part  of  the  Bronx, 
the  upper  part  of  the  Bronx  and  Yonkers,  so  they  were  pretty 
well  scattered  throughout  the  city.  We  examined  any  bakery  we 
came  to,  and  examined  most  in  that  vicinity. 

Q.  Take  the  next  one.  A.  This  case  in  that  of  J.  G.,  a  Rus- 
sian, and  the  place  employed  is  355  East  101st  street.  He  is  32 
years  of  age.  He  has  been  a  baker  sixteen  years  and  entered  the 
trade  at  the  age  of  sixteen.  He  has  been  employed  in  this  particular 
shop  for  six  months.  He  denied  any  previous  illness.  Married, 
father  of  five  children.  His  weight  is  110  and  his  height  is  approxi- 
mately 5  feet  4  inches.  A  great  many  of  these  bakers  did  not 
know  their  height  and  made  a  fair  guess  at  it.  His  general  appear- 
ance was  poor  and  cleanliness  was  bad.  He  worked  nine  hours  a 
day  and  six  days  a  week.  He  claimed  he  had  no  vacation  at  all. 
He  had  a  moderate  amount  or  degree  of  anemia,  and  his  lungs  on 
one  side  showed  the  signs  of  infection,  tubercular  infection. 

Q.  The  next  one  —  how  many  more  have  you  there?  A.  I  have 
just  two  here.    W.,  he  was  a  Swiss,  and  this  is  2845  Eighth  avenue. 
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He  was  46  years  of  age,  a  baker  19  years,  and  been  employed  in 
this  particular  shop  for  three  years.  Questioning  him  as  to  whether 
he  had  ever  been  sick,  he  said  that  he  had  suffered  repeated  attacks 
of  acute  rheumatism.  Married,  seven  children,  weighed  137  pounds; 
height  5  feet,  9  inches.  His  personal  cleanliness  was  fair.  He 
worked  ten  hours  a  day,  sue  days  a  week;  was  employed  from  three 
in  the  afternoon  until  one  at  night  or  thereabouts.  BUs  joints,  par- 
ticularly the  knees,  were  stiff.  He  was  coughing,  and  an  examina- 
tion revealed  he  had  bronchitis.  He  had  an  advanced  degree  of 
arteriosclerosis — hardening  of  the  arteries,  and  he  was  rheumatic. 

Q.  What  was  the  next  one?  A.  The  next  one  is  J.  P.,  an 
Italian,  employed  on  Second  avenue,  1974;  28  years  of  age,  had 
been  seven  years  a  baker  and  employed  in  this  particular  shop  for 
one  week.  He  was  not  a  member  of  the  union.  He  was  married. 
His  weight  was  165  pounds;  height  six  feet.  General  appearance 
fair,  while  his  personal  cleanliness  was  poor.  Hi  was  employed 
about  eight  hours  a  day  and  he  worked  seven  days  a  week.  He 
had  no  vacation  at  all. 

Q.  Did  he  work  in  the  night-time  or  the  day-time?  A.  Most 
of  these  worked  nights.  The  examinations  occurred  at  twelve  p.  m. 
He  was  working  nights.  His  skin  showed  what  is  commonly  known 
as  pimples  and  technically  known  as  acne.  He  had  a  condition 
known  as  acne  extending  all  over  the  body  and  even  on  to  his 
arms,  so  that  the  part  that  necessarily  mixed  the  dough  was  also 
affected. 

Q.  Did  these  pimples  discharge  matter?  A.  Some  of  them  that 
became  infected  do;  quite  a  number  can. 

Q.  Is  it  poisonous  at  all,  imhealthy?  A.  It  is  unhealthy,  yes, 
sir.  An  examination  of  this  man's  lungs  revealed  that  he  had  a 
bronchitis  which  looked  very  much  to  be  tubercular.  A  positive 
diagnosis  could  not  be  made. 

Q.  Are  these  cases  fair  examples  of  the  198  that  you  examined? 
A.  Well,  they  are  in  a  way. 

Q.  I  mean  generally  speaking?    A.  Yes. 

By  Assemblyman  Phelups  : 

Q.  Were  there  other  men  employed  in  the  bakeries  besides  the 
men  that  you  referred  to?    A.  In  these  particular  bakeries? 
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Q.  Yes.    A.  Yes,  air. 

Q.  Very  many?  A.  Why,  the  average  bakery  runs  from  two 
to  five  men. 

Q.  What  was  the  condition  of  the  other  workmen  there?  A. 
Some  of  them  were  in  fair  health;  others  were  in  good  health,  and 
some  of  them  suffered  from  slight  ailments  that  were  not  of  suf- 
ficient importance  or  marked  enough  to 

Q.  What  was  the  general  condition  of  the  bakeries  in  which 
they  were  working;  was  that  in  keeping  with  their  condition  — 
was  that  unsanitary  and  bad?  A.  In  quite  a  number  of  instances, 
yes. 

By  Miss  Dbsixs: 

Q.  Did  you  go  into  any  of  the  large  bakeries  and  examine  the 
men  in  the  large  bakeries^  A.  I  think  the  largest  bakery  that  we 
examined  had  six  employees. 

Q.  Were  they  all  cellar  bakeries?  A.  With  the  exception  of 
those  in  Yonkers,  they  were  all  cellar  bakeries. 

Q.  You  cannot  give  us  an  idea  what  the  effect  on  the  men  would 
be  of  the  better  ventilated  and  sanitary  bakeries — from  your  ex- 
amination? A.  Well,  I  can  only  make  one  or  two  general 
statements. 

Q.  What  is  it  {    A.  It  would  be  possible  to  give  an  idea. 

Q.  What  is  your  opinion?  A.  In  the  majority  of  places,  there 
was  no  effort  made  at  all  bo  permit  the  men,  had  thej  been  so  in- 
clined, to  change  their  clothes  frequently.  An  arduous  occupation 
like  the  baker's,  with  a  temperature,  average  temperature  of  any- 
where from  70  to  85,  a  man  sweats  a  great  deal,  and  it  is  only  a 
question  of  an  hour  or  two  before  his  clothes  and  entire  person 
become  saturated  with  perspiration,  and  at  no  place  at  all  in  exam- 
ining 198  bakeries,  have  I  seen  an  effort  made  either  by  the  men 
themselves  or  by  the  owner,  to  prevent  the  perspiration  from  reach- 
ing and  touching  and  coming  in  contact  with  both  the  bread  and 
the  utensils.  In  the  majority  of  the  places  there  were  no  towels 
and  where  there  was  a  sirk  it  was  in  an  out  of  the  way  place,  and 
there  was  no  soap.  The  men,  most  of  them,  wore  the  same  clothes 
they  must  have  worn  for  months  and  months  previously,  because 
it  would  be  impossible  for  their  attire  to  reach  that  state  unless  it 
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bad  been  collecting  for  tbat  great  lengtb  of  time.  In  some  of  tbe 
bakeries  it  was  impossible  for  tbe  inspector  and  myself  to  stay  but 
a  very  sbort  tiaie,  the  air  was  so  foul,  tbe  accumulation  of  coal  gas 
was  tremendous,  we  could  not  catcb  our  breatb,  and  we  were  cough- 
ing while  we  were  there.  In  a  great  many  cases  they  had  marked 
bronchitis,  and  may  be  other  conditions.  Of  cours*;,  the  condition 
of  the  atmosphere  is  caused  by  the  smoke  and  by  the  dust,  and  it 
was  sufficient  to  give  anybody  acute  congestion  of  the  lungs,  and 
a  susceptibility  to  a  great  many  other  conditions. 

Q.  What,  is  your  remedy  for  improving  these  conditions,  both 
as  to  the  personal  habits  of  the  bakers,  as  well  as  the  general  con- 
dition of  the  bakeshops?  A.  The  only  thing  I  can  suggest  would 
be  some  body  to  look  after  it,  both  from  a  hygienic  and  a  sanitary 
standpoint,  and  take  any  precautions  that  are  necessary,  such  as  the 
installation  of  pixxper  cleansing  apparatus  for  the  bakers,  such  as 
baths,  towels,  soap  and  all  that,  clothes,  and  regulating  the  venti- 
lation of  the  place  as  well  as  the  handling  of  the  dough.  In  all 
of  these  places  the  dough  is  thrown  aroimd  promiscuously.  The 
common  way  of  drying  one's  hands  would  be  to  take  the  flour  and 
nib  it  on  one's  hands  until  the  perspiration  came  off,  and  then 
throw  it  right  in  and  go  right  ahead  with  the  bread.  That  is  a 
very  common  way.  When  they  mix  the  dough  and  their  hands  be- 
come moist  or  perspire,  they  take  additional  flour,  rub  it  on  until 
dTy,  and  throw  it  righit  into  the  rolls,  bread,  cake,  or  whatever  else 
it  would  be.  In  most  of  the  places  all  the  baking  is  done  by  hand, 
and  when  the  dough  is  mixed,  as  it  is  in  a  great  many  places  by 
the  men,  they  bare  their  arms  way  up  to  the  arm  pits,  and  natur- 
ally his  chest,  whether  it  be  closed  or  not  closed,  comes  in  contact 
with  all  the  bread.  The  majority  of  bakers  drink,  drink  large 
quantities  of  water  and  beer,  and  are  constantly  expectorating,  and 
in  some  cases  they  are  careful  not  to  spit  on  any  particular  point 
and  other  places  that  is  immaterial,  as  long  as  it  leaves  the  mouth, 
just  where  it  goes.  In  all  these  places  the  majority  of  the  bakers 
were  also  smoking,  and  they  were  working  at  a  stretch  of  about 
nine  hours,  and  each  hour  and  each  particular  minute  has  its  work 
to  do.  They  have  to  get  everything  done  on  a  certain  time,  so  they 
really  are  not  in  a  position  to  take  any  care  at  all,  such  as  wiping 
off  perspiration  or  going  aside  to  spit,  or  any  other  necessities,  as 
far  as  personal  cleanlinesg  is  concerned. 
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Q.  Do  thej  have  to  get  out  a  certain  amount  of  bread  in  that 
time?  I  mean  are  they  paid  according  to  how  much  they  do,  or 
what?  A.  Well,  you  see  there  are  so  many  loaves  of  bread  that 
have  to  go  in  the  oven,  and  takes  so  long  to  bake  each  loaf,  Hiid 
they  have  to  get  it  in  at  a  certain  time  and  take  it  out  at  a  certain 
time.  They  first  make  bread,  then  rolls,  then  other  kinds  of  bread. 
For  each  particular  hour  there  is  a  certain  amount  of  labor  to  be 
done.  Most  bakers,  instead  of  having  a  pulse  of  eighty  or  ninety, 
as  normal,  in  a  great  many  in;stances,  both  on  account  of  the  heat 
aihl  rapidity  with  which  they  are  compelled  to  work  to  get  out 
the  requisite  amount  of  work,  the  pulse  was  20  and  30  beats 
higher  than  normal,  without  finding  any  other  reason  than  the. 
heat  and  the  rapidity  with  which  they  were  compelled  to  work. 

(}.  Do  you  think  most  of  the  bakers  are  working  under  too  great 
prcs:5iire,  is  that  your  opinion?    A.  I  do  think  so. 

Q.  What  would  be  your  remedy  for  that?  Would  another  baker 
in  tlie  shop  remedy  that?  A.  Yes,  I  think  it  would.  It  is  very 
hard  to  say.  They  certainly  work  much  harder  than  they  should. 
That  condition  is  true  both  of  union  and  non-union  bakeries. 

By  Mr.  Elkus: 

Q.  Did  you  notice  anybody  sleeping  in  any  of  the  places?  A. 
Only  in  one  place. 

Q.  Was  this  a  man  or  a  woman?    A.  This  was  a  proprietor. 

Q.  In  bed  or  just  on  the  floor?  A.  He  was  sleeping  on  the 
mixing  board. 

Miss  DsEiEB :  What  do  you  think  of  nine  hours ;  is  that  a  good 
time  to  work  i 

The  Witness:  It  seems  quite  fair,  but  my  opinion  would  not 
be  of  value  on  that  particular  topic 

By  Assemblyman  Phixi^ips  : 

Q.  These  men  you  have  described  are  naturally  and  inherently 
unclean;  aren't  they?  And  they  donH  know  how  to  be  anything 
else?    A.  Why,  I  guess  that  is  true. 


...    r.    • 
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Q.  No  amount  of  inspection  will  improve  them  very  much? 
A.  I  don't  think  so,  no ;  I  tbink  it  would. 

Q.  You  think  it  would?     A.  I  certainly  do. 

Q.  That  they  could  counteract  their  natural  and  inherent  tend- 
encies?   A.  I  certainly  do. 

Q.  It  would  have  to  be  a  constant  inspection,  would  it  not?  A. 
That  I  cannot  say 

Q.  (Interrupting)  To  find  out  how  a  man  is  handling  the  dough 
and  the  conditiom  of  his  arms  and  hands.  A.  Well,  for  things  like 
that,  if  it  was  an  understood  affair^  and  a  part  of  their  duty  to 
remain  clean,  I  think  they  would  do  it. 

Q.  Are  there  good  bakeries  in  the  immediate  neighborhood  of 
the  bakeries  you  have  described,  where  the  men  are  clean  and  the 
bakeries  clean  ?  A.  There  are  some  bakeries  that  are  much  cleaner 
than  others. 

Q.  I  mean  now  in  the  immediate  vicinity  of  these  bakeries? 
A.  Yes. 

Q.  And  do  the  workmen  in  these  bakeries  live  in  the  immediate 
neighborhood?  A.  It  is  pretty  hard  to  say.  Most  of  the  ad- 
dresses we  did  not  take. 

Q.  Are  they  typical  of  the  njei^borhood  which  they  are  serv- 
ing!   A.  Yefi ;  lihey  <ara 

Q.  Is  bread  made  under  any  worse  conditions  there  than  it  would 
be  likely  to  be  made  if  it  were  made  in  the  homes  of  the  people 
living  around  the  vicinity?    A.  Much  worse. 

Q.  Much  worse?    A.  Yes,  sir;  much  worse. 

Q.  Do  they  sell  their  bread  any  cheaper  than  other  bakeries? 
A.  I  am  not  in  a  position  to  say. 

Q.  Or  larger  loaves?    A.  I  could  not  tell  you. 

Q.  But  in  other  neighborhoods  you  find  better  bakeries  thao 
you  find  in  the  neighborhoods  where  you  have  described?  A.  Why, 
you  know,  the  kind  of  neighborhood  has  very  little  to  do  with  the 
bakeriea  Some  of  the  nicest  bakeries  we  struck  were  in  a  poor 
neighborhood. 

Q.  What  I  want  to  know,  find  out,  is  whether  or  not  the  bak- 
eries reflected  the  conditions  of  the  surrounding  neighborhood? 
A.  Not  always;  no. 

Q.  And  their  wishes?    A.  Net  always;  no. 
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Q.  You  found  good  bakeries  in  what  might  be  termed  unclean 
neighborhoods?    A.  Poor  neighborhoods,  yes. 

(.^.  Are  other  bakeries  able  to  do  business  along  side  of  them  — 
the  unclean  ones  along  side  of  the  good  bakeries?  A.  Well,  I 
guess  they  are,  because  they  are  doing  it;  you  see  most  of  these 
places  — ^ — 

Q.  The  point  I  want  to  get  at  that  is  at  all  material  h^re  is 
this  —  is  a  bakery  of  the  kind  you  have  described,  able  to  do  busi- 
ness and  sell  ita  bread  in  a  neighborhood  in  which  there  is  a  good 
bakery?  A.  Most  of  these  bakeries  have  a  sign  right  in  the  work- 
shop, "Admittance  Absolutely  Prohibited,''  and  they  enforce  that 
rule.  In  quite  a  number  of  places  we  went  into,  at  first  they  re- 
fused to  let  us  in  h1  together,  and  in  another  one^  we  even  presented 
our  credentials  and  we  had  quite  a  time  to  inspect  the  place.  All 
this  baking  is  done  under  ground,  at  a  very  late  hour,  and  n<i  '^ne 
knows  what  is  going  on. 

Q.  So  the  people  in  that  neighborhood  are  not  able  to  tell  which 
is  a  good  bakery  and  which  is  a  bad  one?   A«  No;  not  at  all. 

By  Mr.  Elkus  : 

Q.  The  baking  is  most  all  done  at  night?  A.  Of  bread  and 
rolls;  yes. 

By  Assemblyman  Phillips  : 

Q.  How  are  the  large  bakeries  of  the  city  as  regards  cleanliness* 
and  sanitary  conditions?  A.  Well,  the  only  thing  I  can  say  in 
answer  to  that  is  that  we  inspected  one  large  bakery  of  our  own 
volition.  We  dropped  into  Ward's  Bakery,  while  we  were  in  the 
neighborhood,  and  we  just  looked  through  tlwit  as  a  matter  of  inteiv 
est,  but  we  made  no  examination,  no  inspection. 

Q.  Where  is  that?  A.  That  is  on  Southern  boulevard  and  147th 
street,  I  think. 

Q.  Ward's  bakery?     A.  Yes. 

Q.  Is  that  a  good  one?  A.  A  very  elaborate  place,  and  most  of 
the  work  is  done  by  machinery,  but  we  did  not  look  at  it  elsewhere, 
and  we  were  not  supposed  to  look  at  it,  to  inspect  it  We  just  did 
it  as  a  matter  of  interest 
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Q.  A  bakery  that  is  operated  by  machinery,  will  you  tell  us  in 
what  way  the  machinery  is  used  —  is  the  bread  kneaded  by  ma- 
chinery?   A.  Yes^  it  is. 

Q.  So  it  m^ikes  it  unnecessary  for  the  worker  to  touch  it  with 
his  hands?  A.  After  that  is  done,  after  the  bread  is  kneaded  or 
mixed,  they  have  to  knead  it  once  more,  so  as  to  give  it  a  uniform 
consistency,  and  then  they  have  to  cut  it  up,  and  then  they  weigh 
it,  each  loaf  is  weighed  before  it  is  baked.  So  in  spite  of  that,  it 
receives  a  certain  amount  of  handling. 

'  Q.  Is  the  discipline  any  better  in  the  larger  shops  as  regards 
cleanliness  of  the  workers  and  their  habits?  A.  Why,  No.  I  think 
in  some  of  the  smaller  shops,  where  the  employer  works  himself, 
we  have  the  best  conditions. 

Q.  Did  you  ever  see  them  knead  the  bread  with  their  feet?  A. 
No  I  did  not  see  that 

By  Miss  Deeibb: 

Q.  Do  y  m  favor  the  examination  of  bakers  before  they  are  per- 
mitted to  be  bakers?  A.  I  very  strongly  do.  It  has  been  our 
experience  ?n  examining  quite  a  number  of  the  German  bakeries 
in  which  this  has  been  done,  that  not  only  did  they  personally  ap- 
prove of  i^  —  that  is,  they  from  their  own  standpoint  liked  it, 
but  expected  it,  it  having  been  done  on  the  other  side. 

Q.  In  Germany?  A.  Yes;  and  the  majority  of  the  bakers  under 
examination  we  had  no  trouble  at  all;  in  the  majority  of  instance^ 
we  had  co-operation,  and  they  really  wanted  to  know  what  was 
right  physically,  whether  there  was  any  reason  why  they  should  dis- 
continue their  employment  as  a  baker. 

Q.  Their  feelings  were  not  hurt  by  being  examined?  A.  I 
recall  only  one  instance,  and  this  was  a  very  old  man  who  was 
somewhat  unbalanced,  but  he  was  the  only  refusal  I  had  out  of 
about  300  Oi  400  cases  which  I  looked,  and  of  whom  I  examined 
approximately  200. 

By  Assemblyman  Phillips  : 

Q.  What  do  you  think  of  requiring  licenses  before  a  man  can 
become  a  baker,  and  an  examination  as  to  the  personal  conditions 
and  possibly  a  probative  period  during  which  his  general  cleanli- 
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neas  and  haoits  could  be  tested?  A.  I  think  that  would  be  a  very 
good  idea. 

Q.  Would  it  be  asking  too  much?    A.  No;  I  do  not  think  so. 

Q.  It  wo::ld  be  better  than  allowing  almost  any  one  to  become 
a  baker  and  tryinjj  by  inspection  to  compel  them  to  do  something 
that  is  inherently  impoesible,  assuming  that  they  are  inherently 
indifferent  as  to  bow  they  handle  tht  bread  —  it  would  be  better 
if  that  fellow  was  not  allowed  to  act  as  a  baker,  would  it  not  ?  A. 
Yes;  and  a  great  many  of  these  people  simply  do  as  they  do,  be- 
cause it  is  the  easiest  thing  and  nothing  else  is  expected  of  them 
or  anything  else  required.  Were  they  given  the  least  idea  that 
it  is  not  the  proper  thing  to  do,  a  great  many  of  the  things  they 
do  I  am  sure  would  cease,  but  no  distinction  is  made,  no  one 
corrects  them.  Whatever  they  do  is  good  enough,  and  it  becomes 
a  question  of  habit  with  them.  They  do  not  know  they  are 
committing  any  wrong 

Q.  Perhaps,  then,  the  employer  ought  to  be  licensed,  for  he  is 
the  man  that  keeps  up  the  discipline  among  his  employees.  A. 
Possibly  that  would  help  too. 

Ebnst  J.  Lederle,  called  as  a  witness  and  being  daily  sworn, 
testified  as  follows : 

Examination  by  Mr.  Elkus  : 

Q.  Will  you  state  your  connection  with  the  Department  of 
Health  of  the  city  of  New  York?  A.  I  am  Commissioner  and 
President  o^  the  Boaid  of  Health. 

Q.  How  long  have  you  held  that  position?  A.  Held  the  same 
position  in  .902  and  1903,  and  this  term  since  the  beginning  of 
1910. 

Q    You  are  a  practicing  physician?    A.  Xo,  sir;  I  am  a  chemist. 

Q.  Generally  speaking,  what  is  the  jurisdiction  of  the  Health 
Department  over  manufacturing  establishments  in  this  city,  and 
over  bakeries?  A.  The  provisions  of  the  Oharter  in  relation  to- 
the  Health  Department  gives  the  Health  Department  broad  powers 
in  all  matters  connected  with  nuisances  and  the  protection  of  the 
public  health  in  cveiy  way.  The  feeling  in  the  Department  has 
been  that  as  the  powers  of  the  Board  of  Health  are  derived  from 
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the  Legislature,  that  wherever  the  Legislatiire  has  enacted  special 
laws  in  regard  to  specific  industries,  that  the  Health  Department 
will  not  en.i''t  special  rules  and  regulations. 

Q.  Even  though  it  has  the  power  to  do  so  t  A.  Even  thougili  it 
has  the  power,  although  if  conditions  should  make  }i  necessary,  the 
Department  would  act. 

Q.  What  do  you  mean  by  saying  if  conditions  should  make  it 
necessaiy,  Ooctor?  A.  If  it  were  shown  that  the  public  health 
were  menaced,  senously  menaced,  and  if  the  inspections  that  would 
be  necessary  cannot  be  brought  about  through  the  regular  channels, 
then  I  think  the  Department  would  feel  that  they  should  take  some 
action. 

Q  If  I  may  interrupt  you  a  moment,  I  understand  that  your 
Department  will  not  take  any  action  with  reference  to  bakeries 
because  of  the  statute  which  empowers  the  State  Labor  Department 
with  jurisdiction  in  regard  to  them.  A.  No;  that  is  not  entirely 
so,  because  we  have  taken  action. 

Q.  I  undtirstood  that  unless  a  certain  emergency  arose  where 

you  tlunk  public  health  is  in  danger A.  We  would  not  take 

charge  of  Ihe  whole  situation. 

Q.  Eeccjiily  ha^e  you  had  to  take  charge  of  the  bakery  situation 
to  a  certain  extent?  A.  We  have  made  quite  a  number  of  inspec- 
tions, and  I  have  a  record  here  if  you  care  to  have  that. 

Q.  When  did  you  have  those  inspections  made?  A.  During 
1910  and  1911. 

Q.  Why  did  you  have  them  made?  A.  Some  of  them  were 
made  as  the  routine  duty  of  the  Division  of  Food  Inspection,  ex- 
amining into  the  condition  of  foods  and  food  products  throughout 
the  city.  It  is  a  rule  in  the  Department  that  where  foods  are  ex- 
amined and  unsatisfactory  factory  conditions  are  found  in  con- 
nection with  the  establififtiment  where  such  food  is  handled  or  pre- 
pared, tjhat  the  food  inspeetoits  shall  report  those  conditions  to  the 
Department,  and  the  Department  refers  them  to  the  respective 
authorities.  Sometimes  it  is  a  local  authority,  as  the  Tenement 
House  Department  or  Building  Department;  sometimes  it  is  a 
division  in  our  own  Department,  as  the  Division  of  Inspection; 
sometimes  it  is  the  State  authoritiee,  as  in  the  case  of  bakeries. 

Q.  Was  there  any  co-operation  between  your  Department  and 
the  Department  of  Labor  on  this  bakery  inspection  investiga* 
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tion  —  did  you  consult  with  the  CommiBsioner  of  Labor  about  it  ? 
A.  I  did  not  personally.  I  think  some  of  my  people  did.  I  have 
been  trying  to  get  in  touch  with  the  Commissioner  of  Labor  for 
some  time,  but  I  do  not  think  it  was  his  fault  I  did  not ;.  I  do  not 
know  that  it  was  my  fault  particularly,  but  I  have  been  very 
much  engaged  in  other  matters,  and  that  conference  has  not  taken 
place. 

Q.  The  trouble  is,  Doctor,  about  this  bakery  situation  as  I  un- 
derstand it,  there  is  a  duplication  of  authority  there  which  may 
or  may  not  b^  exercised  by  both  Departments  if  desired?  A. 
There  is,  primarily,  it  is  under  the  jurisdiction  of  the  State  Labor 
Department. 

Q.  How  often  have  you  made  these  inspections  of  bakeries,  or 
was  it  just  one  spasmodic  inspection?  A.  No;  I  would  have  to 
read  you  the  memorandum.    I  cannot  remember  it. 

Q.  Surely  A.  (Reading  memorandum:)  "  In  the  spring  and 
early  summer  of  1910,  inspectors  of  the  Food  Inspection  Divi- 
sion of  the  Department  of  Health  examined  444  bakeries.  In  the 
case  of  unsanitary  conditions,  reference  was  made  to  the  Division 
of  Sanitary  Inspection,  and  as  a  result  of  their  inspections, 
eighty-five  notices  were  issued  —  that  is,  notices  for  the  Board  of 
Health ;  seventy  references  were  sent  to  the  State  Department  of 
Labor,  and  86  notices  and  references  —  that  is 

Q.  (Interrupting.)  What  do  you  mean  by  references?  A. 
That  is,  in  a  particular  establishment,  the  Health  Department 
may  have  issued  a  notice  to  correct  certain  unsanitary  conditions, 
and  at  the  same  time  reference  was  made  to  the  Department  of 
Labor  in  respect  to  the  same  establishments.  Eighty-three  in  other 
Boroughs,  of  which  I  did  not  have  any  record  last  night;  and  120 
were  found  in  good  condition,  but  minor  nuisances  found  there, 
were  abated  by  personal  efforts. 

Q.  In  these  120?  A.  In  these  120.  That  was  in  the  early 
spring  of  1910.  That  description  does  not  take  into  account  the 
food  conditions  that  were  found  there.  That  is,  the  inspectors 
were  particularly  instructed  to  take  up  the  question  of  the  ex- 
posure of  the  foods,  especially  during  the  summertime,  to  the 
influence  of  flies  or  vermin,  and  to  the  dust  and  dirt,  where  the 
counters  were  near  open  windows  and  near  open  doors.  Now,  in 
Nov^nber,   1910,  twenty-nine  inspectors  were  drawn  from  all 
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divisions  of  the  Department,  and  were  assigned  to  the  Division  of 
Inspection  in  the  Borough  of  Manhattan.  They  were  supposed 
to  examine  all  places  where  food  is  prepared  for  sale  in  the  city 
of  New  York  —  that  is,  in  that  Borough.  Up  to  November  30, 
1910,  1,395  bakeries  were  inspected.  In  311  cases,  unsanitary 
conditions  were  remedied  by  the  Department  of  Health,  and  729 
references  were  made  to  the  Department  of  Labor  from  June  22 
to  October  19,  1911. 

Q.  That  means.  Doctor,  that  out  of  1,396  cases,  about  one 
thousand  were  found  requiring  some  remedy?  A.  Apparently 
so ;  yes. 

Q.  From  June  22  to  October  19,  1911,  sanitary  inspections  of 
bakeries  were  made  in  all  boroughs,  with  a  total  number  of  in- 
spections of  1,169.  Found  in  good  sanitary  conditions,  or  minor 
nuisances  abated  at  the  time  by  personal  effort,  723 ;  referred  to 
the  State  Labor  Department,  69.  Notices  or  orders  issued  by  the 
Department,  148.  Since  November  1,  1911,  fifty  bakeries  had 
been  declared  to  be  public  nuisances  and  ordered  vacated  by  the 
Board  of  Health. 

In  respect  to  the  special  work  of  the  Food  Division  in  the  fall 
of  1911,  1,138  inspections  of  the  raw  materials,  eggs,  flour,  etc., 
in  bakeries  were  examined,  and  83  court  actions  were  brought  on 
account  of  unsatisfactory  conditions  found  there.  That  briefly 
describes  the  work  of  the  Department,  and  I  would  like  to  say 
this,  that  in  working  out  some  of  these  details,  where  a  compara- 
tively large  number  of  inspections  appear  to  be  satisfactory,  I 
think  it  is  quite  possible  that  the  inspectors  were  not  as  thorough 
as  they  might  have  been,  because  their  training  in  respect  to  the 
inspection  of  bakeries  and  tihe  details  was  not  ffufiicient  to  bring 
them  in  touch  with  the  minor  conditions.  In  other  words,  they 
were  looking  for  gross  sanitary  violations  and  not 

Q.  (Interrupting.)  You  mean  the  violations  which  they  re- 
ported were  usually  very  bad?  A.  They  were,  except,  perhaps, 
in  the  case  of  the  food,  where  they  may  have  reported  exposures. 

Q.  Dr.  Lederle,  you  have  heard  the  testimony  of  the  last 
witness.  Dr.  Barsky?     A.  I  have. 

Q.  Is  any  such  inspectioni  made  of  the  bakers  by  your  De- 
partment or  anyone  else  ?    A.  No,  sir. 
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Q.  Have  you  no  means  at  your  command  for  such  an  examina- 
tion?   A.  No,  sir. 

Q.  Have  you  no  inspectors  who  could  make  such  examination  ? 
A.  We  have  inspectors  who  are  competent  to  do  it. 

Q.  Is  there  any  reason  why  it  should  not  be  made  by  your 
Department?  A.  Why,  of  course,  the  Department  could  do  a 
great  many  things.  I  do  not  see  any  more  reason  why  the  inspec- 
tors of  the  Department  should  examine  the  people  who  work  in 
bakeshops  than  they  should  examine  people  who  work  in  other 
shops  where  foods  are  prepared,  or  where  foods  are  prepared  in 
restaurants.    It  may  be  a  good  thing  to  do  it. 

Q.  I  do  not  say  there  is  any  more  reason  why  they  should  be 
examined;  I  think  the  Commission  will  agree  with  you,  A. 
Apparently  we  have  not  quite  advanced  to  that  point. 

Q.  Perhaps  I  might  ask  you  here,  whether  you  believe  it  is 
advisable  to  come  to  that?  A.  I  think  we  will  come  to  that, 
and  I  think  it  may  be  interesting  to  say  that  the  first  step  in  that 
direction  has  already  been  taken. 

Q.  What  is  that?  A.  In  respect  to  the  examination  of  those 
who  are  engaged  in  the  milk  industry ;  that  is,  those  who  come  in 
direct  contact  with  the  milk. 

Q.  What  has  been  done  about  that?  A.  That  is  particularly 
true  since  we  have  found  that  there  are  typhoid  carriers.  That  is, 
there  are  people  who  years  ago  have  had  typhoid  fever,  and  who 
are  still  carrying  the  germs  of  tyiphoid  fever,  andi  who  are,  of 
course,  dangerous  to  those  surrounding  them,  and  who  may  in- 
fect the  food  they  come  in  contact  with.  We  have  made  a  start 
in  the  examination  of  those  who  are  producing  high  grades  of 
milk,  and  who  come  in  direct  contact  with  the  milk  in  the  bottling. 

Q.  Tell  the  Commission  just  what  you  are  doing  in  the  examin- 
ation of  these  people  who  handle  milk  ?  A.  Well,  it  is  not  done 
universally.  It  is  being  started  on  a  small  scale.  Of  course,  in 
the  case  of  milk,  we  have  the  other  remedy  where  we  cannot 
directly  supervise  the  production  of  the  milk;  we  can  compel 
pasteurization. 

Q.  Are  you  familiar  with  the  report  of  the  Commissioner  of 
Accounts  about  bakeries  which  was  published  in  April,  1911? 
A.  I  have  seen  it. 
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Q.  What  did  your  Department  do  with  reference  to  that  re- 
port? A.  On  June  16,  1911,  I  issued  the  following  order  to 
the  sanitary  superintendent  in  respect  to  bakeries :  '^  I  herewith 
forward  two  copies  of  the  report  of  the  Commissioner  of  Accounts 
on  the  unsanitary  condition  of  bakeries.  Please  have  an  inspec- 
tion made  about  bakeries  in  the  city,  and  if  any  imsanitary  condi- 
tions are  found,  have  them  corrected  forthwith." 

Q.  May  I  ask  you.  Doctor,  why  you  did  not  communicate 
with  the  Department  of  Labor  with  reference  to  that,  and  ask 
them  what  they  had  done,  or  did  you  do  so?  A.  Why,  I  think 
some  of  my  people  did.     I  cannot  state  that  I  did  personally. 

Q.  Would  not  that  be  an  official  communication  —  is  not  it  a 
subject  of  importance  enough  to  be  an  official  communication? 
A.  It  would  have  been  if  I  had  communicated  directly  with  them ; 
yes. 

Q.  What  I  mean  is  this:  The  Commission  in  its  examination 
into  these  conditions,  discovered  all  along  the  line  duplicate  in- 
spections. You  ordered  the  inspection  of  every  bakery  in  the 
city,  I  take  it  ?    A.  Yes ;  in  order  to  determine  the  conditions. 

Q.  And  that,  I  understood  you  to  say,  was  imposed  upon  the 
Labor  Department  by  statute,  and  I  understand  you  also  to  say 
that  you  did  not  have  sufficient  inspectors  or  sufficient  means  to 
do  all  the  work  you  wanted  to.  Why,  in  that  case,  did  you  not 
commimicate  the  matter  to  the  Department  of  Labor  and  see  that 
they  made  the  necessary  inspection  ?  A.  We  did.  We  sent  them 
references  constantly.  I  told  you  of  a  thousand  references  sent 
as  a  result  of  those  inspections. 

Q.  Was  the  inspection  made  by  your  inspectors  of  every  bakery 
in  the  city  after  that  ?  I  understand  you  to  have  read  the  order. 
A.  I  am  not  sure  of  that  I  gave  you  the  details.  I  have  not 
followed  it  up  to  see  whether  every  bakery  was  inspected.  1 
suppose  some  action  was  taken  —  some  inspection  of  every 
bakery. 

Q.  Have  you  ever  heard  from  the  Department  of  Labor  with 
reference  to  this  inspection  of  bakeries,  since  the  report  of  the 
Commissioner  of  Accounts  ?    A.  Hftve  I  ? 

Q.  Yes.    A.  I  have  not  personally;  no. 

Q.  Has  anyone,  to  your  knowledge,  in  your  Department?  A. 
Not  to  my  knowledge. 
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Q.  Did  you  yourself  make  any  personal  inspections  of  bak- 
eries ?    A.  Very  few ;  I  did  some,  yes. 

Q.  When  was  that,  Doctor  ?  A.  Some  time,  I  think  it  was  this 
week;  the  early  part  of  this  week. 

Q.  Have  you  a  record  of  that  inspection  ?  A.  I  have  not  with 
me. 

Q.  Do  you  remember  them?  A.  Not  by  address,  no.  I  can 
give  you,  in  general,  the  location. 

Q.  Tell  me  what  you  found?  A.  The  inspection  was  made  — 
I  think  it  was  last  Tuesday  night  —  in  Brooklyn,  particularly 
on  and  in  the  vicinity  of  Fulton  etreet  and  Myrtle  avenue.  I 
think  I  had  a  list  of  about  72  bakeries.  Of  those  72,  if  I  remem- 
ber correctly,  perhape  we  found  36  open- 

Q.  What  time  of  night  was  this?  A.  We  started  at  eleven 
o'clock  at  night  and  got  through  at  five  in  the  morning. 

Q.  Now  tell  us  what  you  found.  A.  I  think  probably  35  or 
36  bakeries  were  inspected. 

Q.  Tell  the  Cammission  just  what  you  found.  A.  Well,  I  found 
the  sanitary  conditions,  as  a  rule,  very  unsatisfactory.  In  many 
places  floors  were  in  bad  condition  —  broken,  out-worn;  walls 
and  ceilings  in  some  places  were  in  bad  condition. 

Q.  Dirty  ?  A.  Dirty,  although  some  of  them  showed  evidences 
of  having,  comparatively  recently  been  washed.  Some  of  the 
sinks  were  in  bad  condition,  the  plumbing  of  the  sinks;  in  some 
cases  the  toilets  were  adjoining  the  bakeshops  and  were  in  bad 
condition.  The  ventilation  of  the  places,  of  course,  almost  in 
every  case  was  bad.  These  were  cellar  bakeries.  In  some  in- 
stances these  could  have  been  very  much  improved  if  the  means 
at  hand  had  been  made  use  of,  that  is,  if  the  windows  had  been 
opened ;  but  those  working  in  these  establishments  seemed  to  keep 
the  windows  tightly  closed.  They  seemed  to  be  very  much  afraid 
of  drafts,  and  in  case  a  window  pane  is  broken,  they  will  even 
stop  it  up,  so  that  they  cannot  get  any  air  from  that  source. 
Some  of  the  places  were  overrun  with  vermin. 

Q.  What  kind  of  vermin  there?    A.  Cock-roaches,  water-bugs. 

Q.  What  else  did  you  find  on  your  inspection?  A.  In  a  fevr 
of  the  places  the  eggs  were  not  in  as  good  condition  as  they  might 
have  been,  although  they  were  in  fair  condition  in  most  of  the 
places.    I  think  that  is,  as  I  recall  it,  I  have  given  you 
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Q.  Where  did  you  get  this  list  of  places  from,  that  you  exam- 
inedy  and  how  was  it  made  up?  A.  I  do  not  really  know.  It 
was  made  up  in  the  office. 

Q.  Did  you  find  any  people  sleeping  in  the  bakeshops?  A. 
No;  they  were  all  at  work  during  those  hours. 

Q.  What  was  the  condition  of  the  men,  the  bakers  themselves  ? 
A.  You  mean  the  physical  condition  ? 

Q.  Physical  condition,  and  as  to  cleanliness,  their  appearance, 
their  clothes  ?  A.  Why,  they  were  not  particularly  clean.  Some 
of  them  were  anything  but  clean. 

Q.  Some  very  dirty?  A.  Well,  I  cannot  say  that  they  were 
\'ery  dirty,  of  course,  unless  you  consider  flour  on  the  clothes 
dirty. 

Q.  Did  any  of  them  have  any  diseases  ?  A.  I  am  not  a  physi- 
cian and  would  hesitate  to  say 

Q.  I  mean  did  they  appear  to  be  ?    A.  No. 

Q.  How  about  their  sweating;  did  they  all  sweat  a  great  deal  ? 
A.  The  place  was  hot,  badly  ventilated,  and,  of  course,  they  did 
sweat. 

Q.  Then,  Doctor,  as  I  understand,  you  found  in  a  majority 
of  those  cases  the  sanitary  conditions  were  very  bad.  Did  you 
examine  the  toilets  also?    A.  Yee. 

Q.  How  did  you  find  those?  A.  Well,  many  of  them  were  in 
bad  condition. 

Q.  Filthy?    A.  Poor  condition. 

Q.  I  say,  filthy?  A.  I  do  not  know  as  I  saw  any  of  them, 
very  filthy.  I  did  not  examine  all  of  the  toilets.  I  had  an  in- 
spector with  me  and  he  made  a  detailed  examination.  I  made 
a  general  survey  of  the  conditions. 

Q.  Dr.  Lederle,  can  you  tell  the  Commission  how  near  the 
toilets  were  to  the  place  where  the  bread  was  baked,  in  many 
of  the  cases  you  examined  ?  A.  They  all  were  located  differently 
wth  respect  to  the  bakeroom.  Of  course,  some  of  them  are  out 
in  the  yard,  some  of  them  are  upstairs  in  the  bakery  proper  — 
that  is,  where  they  sell  the  bread ;  some  right  next  to  the  bake- 
shop  and  some  of  them  were  adjoining  the  bakeshop. 

Q.  Generally  speaking,  were  the  conditions  such  that  they 
would  stand  a  great  deal  of  improvement?  A.  Oh,  unques- 
tionably. 
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Q.  They  would  have  to  be  very  much  improved  t  A.  No  ques- 
tion about  it  in  my  mind* 

By  MisB  Dbbisb: 

Q.  Have  you  authority  to  doee  any  bakeshop  you  find?  A. 
Have  we  authority  I 

Q.  Yes.    A.  I  think  we  have,  yes;  we  are  closing  some. 

Q.  Did  you  close  some  of  these  t  A.  I  don't  know  whether  the 
notices  have  been  actually  issued,  because  I  do  not  think  there  has 
been  a  meeting  of  the  Board.  It  is  only  through  the  action  of 
the  Board,  as  the  result  of  a  report  made  by  the  sanitary  superin- 
tendent, that  we  can  take  that  action,  and  I  cannot  say  positively 
whether  that  has  been  done.  I  am  not  sure  whether  they  have 
had  a  meeting  of  the  Board  since  then,  but  I  do  not  think  there 
is  any  question  but  that  quite  a  number  of  them — I  won't  say 
all  of  them,  but  quite  a  number  of  them  will  get  a  notice  — 
probably  a  five-days'  notice. 

By  Mr.  Eucus: 

Q.  Doctor,  may  I  ask  you  why  you  made  these  iuBpections  in 
the  last  w^ek?    A.  Why? 

Q.  Yes,  A.  Simply  to  inform  myself,  personally,  of  the 
conditions. 

Q.  You  had  heard?  A.  (Interrupting.)  I  have  been  intend- 
ing for  a  long  time  to  give  it  some  personal  attention,  as  I  do 
to  every  branch  of  the  Department,  and  I  had  not  been  able  to 
do  it  in  the  case  of  bakeries.  I  examined  the  reports  of  inspec- 
tors, the  reports  that  had  been  made  during  the  last  year,  and  I 
wanted  to  satisfy  myself  whether  any  more  drastic  action  should 
be  taken,  properly  taken,  by  the  Department,  in  respect  to  some 
of  the  conditions  that  were  found. 

Q.  What  conclusion  did  you  reach?  A.  I  simply  did  as  I 
always  do  in  different  branches  of  the  Department;  I  went  out 
and  made  a  personal  inspection. 

Q.  What  conclusion  did  you  come  to  after  your  personal  in- 
spection ?  A.  I  came  to  the  conclusion  that,  at  any  rate,  of  those 
hakeries  that  I  saw,  quitt;  a  number  of  them  should  get  a  verv 

28 
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stringent  order  in  respect  to  sanitary  conditions,  and  that  should 
be  later  followed  up  in  some  way  by  orders  relating  to  structural 
defects.  Of  course,  our  orders  would  be  more  in  respect  to  gen- 
eral sanitary  conditions,  and  perhaps  specifically  as  to  some  of  the 
plumbing  features.  But  there  are  other  structural  defects  that 
should  be  corrected,  eventually. 

Q.  Did  you  find  sewage  pipes  leaking  in  these  bakeries, 
moisture  from  them  coming  down  into  the  dough  or  bread?  A. 
No;  I  saw  nothing  going  into  the  dough  or  bread.  Of  course, 
there  was  condensation  on  some  of  the  pipes,  but  there  was  not 
any  definite  evidence  that  it  came  from  a  leak.  I  should  like 
to  qualify  that  by  saying  that  is  from  my  memory.  The  sanitary 
inspector  who  accompanied  me  will  probably  have  specific  data 
in  every  one  of  these  cases. 

Q.  Doctor,  after  your  own  inspection,  were  you  satisfied  with 
the  condition  of  the  bakeries  in  the  city?    A.  Oh  no,  not  at  all. 

Q.  What  would  you  say  with  reference  to  their  condition,  as  to 
their  requiring  remedying?  A.  I  think  they  require  pretty  drastic 
methods. 

Q.  What  do  you  mean  by  that  —  closing  up  a  great  many  of 
them?  A.  When  we  close  an  establishment,  of  course  we  give 
notice,  and  that  notice  may  run  from  twenty-four  hours  to  five 
days,  the  most  effective  step  that  the  Department  can  take,  and 
usually  brings  about  a  result  —  that  is,  there  is  an  immediate 
cleaning  up. 

By  Miss  Dbbisb: 

Q.  Does  the  notice  affect  sanitation,  or  just  cleanliness?  A. 
Like  scouring,  for  instance? 

Q.  Yes,  or  whitewash?  A.  These  first  inspections  we 
have  been  making,  have  been  simply  as  to  what  you  may  say 
were  gross  sanitary  violations,  and  the  cleanliness,  the  condition 
of  the  food  products  themselves,  without  trying  to  go  into  every 
step  of  the  details. 

Q.  Should  there  be  a  specific  standard  ?    A.  I  think  so ;  yes. 

Q.  Would  that  be  under  the  sanitary  code,  or  how  could  that 
be  done?  A.  There  again  I  would  say  that  I  think  those  regula- 
tions should  not  only  apply  to  bakeries,  but  they  should  apply  to 
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other  places  where  foods  are  sold,  and  that  is  what  we  are  trying 
to  bring  about.  In  our  request  for  our  budget  for  next  year»  I 
think  we  made  that  very  plain,  that  there  were  23,000  places 
in  the  city  where  foods  are  sold,  and  we  have  thirty  paid  in- 
spectors which  is  a  drop  in  the  bucket.     They  cannot  do  it. 

By  Mr.  Elkits  : 

Q.  Are  these  the  inspectors  that  made  the  inspections  of  the 
bakeries,  the  thirty  food  inspectors?  A.  They  made  the  inspec- 
tion so  far  as  food  materials  are  concerned,  but  where  unsanitary 
conditions  were  found  outside  of  the  actual  foods,,  references 
were  made  to  the  Inspection  Bureau,  and  these  inspections  were 
made  by  sanitary  inspectors. 

By  Miss  Dbeieb: 

Q.  Can  you  transfer  your  sanitary  inspectors  to  the  Food 
Division  ?  A.  We  can  in  emergencies.  Of  course  it  takes  them 
away  from  their  work.  There  are  72  sanitary  inspectors  in  the 
whole  city,  and  they  have  a  great  many  duties  to  perform.  The 
city  is  divided  into  districts;  each  man  has  a  district;  we  get 
thousands  of  complaints  of  unsanitary  conditions,  complaints  of 
odors  from  manufacturing  establishments,  sewer  gas,  conditions 
of  streets,  and  conditions  of  slaughter  houses  and  manufacturing 
establishments  of  all  kinds,  and  all  kinds  of  nuisances,  and  it 
is  the  duty  of  those  inspectors  to  examine  the  citizens'  complaints. 
That  is  their  first  duty,  because  a  citizen  expects  that  he  shall 
have  prompt  attention  to  a  complaint  that  he  sends  to  the  Depart- 
ment. Now,  the  theory  is,  that  when  an  inspector  has  taken  care 
of  all  the  specific  complaints  that  have  been  sent  to  him  respecting 
his  own  district,  he  is  supposed  to  make  some  original  inspections 
of  the  general  sanitary  conditions  of  his  district.  But  the  force 
has  been  so  small  that  it  has  practically  been  impossible  to  carry 
that  out,  so  that  these  you  might  say  are  emergencies;  that  ia, 
we  draw  people  from  other  parts  of  the  Department,  the  same 
as  we  do  in  the  case  of  outbreaks  of  infectious  diseases  in  the 
city;  we  are  very  often  compelled  to  draw  upon  the  inspectors 
who  are  working  in  the  schools  and  take  them  away  from  that 
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work.  Of  course  that  is  not  right,  and  disorganizes  the  system. 
So  it  is  with  this  work,  that  we  should  have  a  sufficient  corps 
of  sanitary  inspectors  to  do  that  work,  and  a  corps  of  food  in- 
spectors sufficiently  large  to  take  care  of  the  food  situation,  and 
we  have  not  got  either. 

Q.  How  many  would  you  need  for  both  food  inspectors  and 
fianitary  inspectors?  A.  If  I  remember,  I  think  we  asked  for 
sixteen  more  sanitary  inspectors.  Our  reports  showed  that  to 
tihoroughly  inspect  all  the  places  where  foods  are  sold  in  the 
city,  22,000  places,  would  require  182  inspectors,  but  at  the 
meeting  of  the  Budget  Committee  of  the  Board  of  Estimate  we 
went  over  this  matter  very  thoroughly,  and  the  Committee  tenta- 
tively allowed  twenty-five  more  food  inspectors,  and  I  think  it  was 
six  or  seven  sanitary  inspectors,  and  a  number  of  sanitary  patrol- 
men, who  also  do  the  minor  inspections.  The  question  of  bak- 
eries came  up  at  that  time,  and  we  felt  that  if  we  had  that 
increase  —  while,  of  course,  it  was  not  ideal,  and  would  not  take 
the  place  of  the  182  —  we  could  do  a  lot  of  new  work. 

Q.  Would  you  control  the  bakeries,  for  instance?  A.  Could 
we? 

Q.  Yes.  A.  I  do  not  think  we  should.  If  I  may  be  permitted 
to  give  an  expression  of  opinion,  I  think  that  the  la^bor  law  with 
reference  to  the  inspection  of  bakeries  should  be  amended  by  ex- 
cluding New  York  city.  Then  the  Health  Department  Aould  db- 
tain  sufficient  help  to  handle  this  situation  properly.  Then  we  will 
make  r^ulations  for  bakeries  and  other  places  where  foods  are 
sold,  and  there  cannot  be  any  question  of  authority.  I  think 
that  is  the  only  ranedy. 

Q.  You  think  the  Health  Department  should  have  exclusive 
jurisdiction  of  bakeries  in  the  city  of  New  York?  A.  I  do  not 
think  there  is  any  question  about  it. 

Q.  Let  me  ask  you  ^ome  other  questions  about  your  suggestions 
or  recommendations.  Would  you  prohibit  cellar  bakeries  or  not  ? 
A.  Well,  until  it  comes  actually  before  me,  I  do  not  know  as  I 
should  express  a  defiuite  opinion,  but  in  a  general  way,  from 
what  I  have  seen  of  cellar  bakeries,  I  question  very  much  whether 
they  have  been  kept  in  sanitary  condition. 

Q.  You  think  that  is  impossible?  A.  I  should  say  there  are 
certain  recommendations. 
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Q.  Should  there  be  a  standard  of  light  and  air  and  ventilation 
in  bakeries?  A.  I  think  as  much  as  should  be  for  any  manu- 
facturing establishment,  not  particularly  bakeries. 

Q.  How  about  the  licensing  of  bakeries^  would  you  be  favorable 
to  that?  A.  I  think  that  where  you  have  a  sufficient  corps  of 
inspectors  it  may  be  proper  to  license  them,  but  I  do  not  believe 
in  issuing  a  lot  of  licenses  and  then  being  unable  to  determine 
whether  they  carry  out  the  provisions  of  the  license.  Although 
the  moral  effect  of  a  license  is  good,  I  rather  hesitate  about  rec<xn- 
mending  licensing  of  industries  unless  the  proper  provisions  have 
been  made  for  inspection,  to  see  that  they  live  up,  in  general,  to 
the  license. 

Q.  Would  you  recommend  registration?  A.  Well,  I  am  work- 
ing on  a  plan  now  for  something  of  that  kind  for  all  food  places. 
That  would  include  bakeries,  butcher  shops  and  confectionery 
establishments. 

Q.  Of  course,  you  realize  that  a  baker  iv.txy  open  a  shop  and 
your  inspectors  may  not  know  of  it  for  months  after  he  has  been 
doing  business?  A.  T  think  that  is  perfectly  true  under  our 
present  system,  but  if  we  had  a  sufficient  number  of  men  it  would 
be  the  duty  of  every  district  man  to  know  of  the  location  of 
every  place  in  his  district  where  foods  are  prepared.  I  would 
not  limit  it  to  bakeries,  I  would  include  restaurants  too,  because 
these  conditions  that  you  have  heard  described  by  some  of  the 
previous  witnesses  may  obtain  in  other  places  or  industries. 

Q.  Would  your  health  inspectors  be  able  to  investigate  the 
safety  of  manufactories  as  to  fire-escape  exits  at  the  same  time? 
A.  I  do  not  think  that  work  should  be  put  on  them. 

Q.  If  you  had  enough  of  them,  in  other  words,  it  would  avoid 
duplication  of  inspection  ?  A.  Ko,  it  would  be  an  utter  impossi- 
bility. You  could  not  expect  one  inspector  to  do  all  those  things^ 
to  be  familiar  with  all  the  conditions  arising. 

Q.  Well,  the  Department  of  Labor  people  do  it  with  one  in- 
spector; the  Tenement  House  Department  people  do  it;  that  is 
a  fact,  is  it  not  ?    A.  I  do  not  know  whether  they  do,  or  not. 

Q.  How  often  would  you  say  that  a  bakery  should  be  inspected  ? 
A.  I  should  think  that  after  they  had  them  in  good  condition, 
good  sanitary  condition  and  thoroughly  understood  the  rules  and 
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regulations,   I   should   think   a  good  careful  inspection  once  a 
month  would  be  sufficient. 

Q.  You  spoke  of  the  food  establishments.  I  want  to  take  up 
with  you  the  jurisdiction  of  the  Department  over  other  manu- 
facturing establishments.  You  have  jurisdiction  of  some  sort, 
do  you  not?  Do  you  exercise  that,  or  do  you  leave  it  to  the 
Labor  Department  ?  A.  That  is,  I  think  left  principally  to  the 
Labor  Department.  There  are  some  cases  of  nuisances  for  in- 
stance, that  would  be  investigated  in  manufacturing  es- 
tablishments. 

Q.  Is  it  fair  to  say,  with  reference  to  all  other  manufacturing 
establishments,  other  than  food  product  establishments,  that  you 
do  not  do  anything  with  regard  to  them  unless  a  specific  com- 
plaint is  made  ?  A.  No,  we  do  not  make  a  systematic  inspection. 
Some  of  them,  of  course,  are  included  under  the  term  "  offensive 
trades,"  like  slaughter  houses,  and  they  would  be  inspected. 

Q.  Are  you  in  favor  of  leaving  to  the  State  Department  of 
Labor,  the  investigation  of  manufacturing  establishments  in  the 
city,  or  do  you  think  your  Department  should  have  any  jurisdic- 
tion over  them?  A.  At  the  present  time,  I  do  not  think  any 
change  should  be  made,  except  in  the  cases  of  places  where  food 
is  especially  prepared. 

Q.  Now,  with  reference  to  where  food  is  prepared,  or  food  pro- 
ducts are  marketed,  what  does  your  Department  do?  What 
inspections  do  you  make  of  them  ?  A.  In  the  first  place,  the  foods 
themselves  are  inspected,  and  the  general  sanitary  condition, 
though  not  as  thoroughly  as  we  should  like  to  do  it. 

Q.  You  mean  you  have  not  got  the  force  of  men?  A.  We 
have  not  got  the  force  to  do  it. 

Q.  How  many  more  inspectors  would  you  need  to  inspect  both 
bakeries  and  food  shops  adequately?  A.  Well,  by  estimating 
for  the  22,000  places  my  estimate  was  182  inspectors.  Of  course, 
that  is  on  a  somewhat  ideal  basis,  and  I  would  like  to  mention 
here  an  instance  that  I  came  on,  which  is  of  great  importance 
in  this  connection  —  a  new  infiuence,  two  new  influences.  One 
is  public  sentiment  and  the  other  is  that  public  sentiment  as 
reflected  by  the  Magistrates.  The  co-operation  that  we  are  get- 
ting, especially  in  the  Borough  of  Manhattan,  from  the  Magis- 
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trates  Courts  has  made  a  great  difference  in  the  work  of  the 
Department.  We  are  able  to  get  convictions  where  it  was  im- 
possible to  get  them  before.  The  courts  have  taken  a  great  in- 
terest in  the  question  of  poor  food  and  that  makes  it  possible 
to  do  more  work  with  the  ten  inspectors  than,  with  a  lack  of 
interest,  we  could  do  with  possibly  thirty  or  forty.  I  think  that 
is  a  great  factor  in  our  work. 

Q«  How  many  inspectors  would  you  need  to  make  what  you 
think  would  be  a  fair  investigation  of  the  bakeries  and  food 
shops}  A.  Investigation  is  one  thing,  and  constant  inspection 
is  another. 

Q.  I  am  referring  to  a  constant  inspection.  A.  I  said  to  the 
Committee  of  the  Board  of  Estimate,  that  if  they  would  allow 
those  twenty-five  inspectors  that  they  agreed  upon,  we  thought 
we  could,  with  the  thirty  that  we  had,  make  a  very  excellent 
showing. 

Q.  With  the  thirty  that  you  had  ?  A.  With  the  thirty  that  we 
had  and  twenty-five  more,  that  would  make  fifty-five  inspectors 
of  food. 

Q.  Twenty-five  more  men,  that  would  be  at  the  cost  of  about 
$30,000  a  year !  A.  They  get  $1,200  a  year,  and  that  would  be 
$28,000  a  year. 

Of  course,  with  the  authority  of  the  Department  that  work 
would  go  on  pretty  rapidly.  That  is,  if  the  Department  decided 
that  after  notice  they  would  vacate  places,  great  improvement 
would  follow  very  quickly. 

Q.  Your  Department  also  has  jurisdiction  of  the  question  of 
granting  certificates  to  children,  allowing  them  to  work?  A. 
It  has,  yea. 

Q.  Is  there  any  examination  made  of  those  children  to  deter- 
mine whether  or  not  they  are  physically  fit  to  work  ?  A.  There 
is  an  examination  made  by  a  physician,  but  I  think  a  very  super- 
ficial one. 

Q.  That  is  what  I  was  coming  to;  do  you  favor  a  more  rigid 
examination  for  children  between  the  prescribed  ages,  of  working  ? 
Are  yon  in  favor  of  changing  the  present  arrangement?  A.  I 
have  not  given  any  serious  consideration  to  the  question  of  chang- 
ing it.  As  to  the  question  of  whether  there  should  be  a  physical 
examination,  of  course  I  am  in  favor  of  all  those  improvements. 
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Q.  What  reason  is  there  why  a  physical  examination .  is  nDt 
made  now  ?    A,  I  suppose  they  follow  the  statute  pretty  carefully. 

Q.  What  is  the  statute;  does  the  statute  prohibit  it?  A.  No, 
I  do  not  think  it  prohibits  it. 

Q.  Does  not  the  statute  read  that  if  in  the  opinion  of  the 
physician  the  child  is  competent  to  work,  a  certificate  shall  be 
granted  t  Does  not  that  expressly  permit  or  authorize  a  physical 
examination?  A.  I  do  not  claim  we  have  not  the  authority  lo 
do  it. 

Q.  What  is  the  reason  why  it  is  not  done  —  that  is  what  I 
asked  ?  A.  I  do  not  believe  there  is  any  specific  direction  in  the 
statute. 

Q.  Except  that  the  doctor  must  certify  that  in  his  opinion  the 
child  is  able  to  do  work  ?  A.  There  are  a  great  many  things  that 
we  would  like  to  do  in  the  Department.  We  have  asked  for  over 
a  million  dollars  over  for  next  year  for  new  activities. 

Q.  How  much  is  your  appropriation  now  ?  A.  About  two  and 
three^uarter  millions. 

Q.  And  you  asked  for  three  and  three-quarter  millions?  A. 
More  than  that,  we  asked  for  one  million  four  hundred  thousand 
dollars  more. 

Q.  Did  you  get  it  ?  A.  No,  we  did  not  get  it.  Of  course,  the 
question  of  the  budget  has  not  been  definitely  settled. 

Q.  Would  you  recommend  that  the  child  be  examined  phys 
ically,  before  it  be  granted  a  certificate  to  work?  Further  than 
that,  are  you  in  favor  of  periodical  examination  of  children,  dur- 
ing the  prescribed  ages?  A.  I  have  not  any  definite  opinion  to 
give  on  that. 

Q.  Have  you  any  opinion,  Doctor,  on  the  question  of  restrict- 
ing the  employment  of  children  in  certain  occupations?  Of 
course,  now  they  can  go  to  work  in  any  place  as  long  as  they  get 
the  Health  Department  certificate.  A.  I  think  there  is  room  for 
great  improvement  there. 

Q.  Do  you  think  something  should  be  done  along  that  line? 
A.  I  do,  yes. 

Q.  It  has  been  suggested  here,  that  examinations  of  the  child- 
ren in  public  schools  should  be  made  at  the  time  of  their  entry 
and  once  a  year  thereafter,  charts  should  be  kept  of  these  exam- 
inations, and  that  thereafter,  if  one  of  these  children  applied  for 
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a  certificate  to  be  permitted  to  work,  the  chart  could  be  used 
and  these  records  kept  in  each  case.  Now^  take  it  up  on  the 
first  part  Would  you  favor  the  examination  of  each  child  as  it 
entered  a  public  school !    A.  I  certainly  would. 

Q.  In  private  schools  as  well,  for  that  matter!  A.  I  cer* 
tainly  would.  You  must  remember  that  the  Health  Department 
is  making  a  physical  examination  of  school  children  at  the 
present  time  and  has  been  for  some  years. 

Q.  And  are  these  records  kept?    A.  Oh,  yes. 

Q.  Do  they  make  these  examinations  monthly?  A.  No,  not 
of  every  child.  It  is  in  connection  with  the  medical  inspection 
as  to  contagious  diseases. 

Q.  That  is  an  examination  to  discover  diseased  children?  A., 
No,  an  examination  for  physical  deformities. 

Q.  You  do  not  examine  every  child  ?    A.  We  try  to. 

Q.  That  is  a  superficial  examination  at  best?  A.  We  try  U 
examine  every  child. 

Q.  To  determine  as  to  the  condition  of  the  teeth  and  eyes  and 
hearing?    A.  The  teeth  and  eyes. 

Q.  Suppose  you  find  they  are  below  the  standard,  their  eyes 
are  defective^  you  tell  them  they  ought  to  wear  glasses  ?  A.  Wa 
notify  their  parents  to  that  effect 

Q.  In  writing  ?    A.  They  get  a  card,  yes. 

Q.  And  how  about  the  teeth?  A.  The  teeth  we  have  in  co- 
operation with  one  of  the  private  philanthrophies,  a  dental  clinic 
that  was  established  last  year  and  was  very  successful.  If  the 
budget  remains  as  it  left  the  Committee  of  the  Board  of  Esti- 
mate and  passes  the  Board  of  Aldermen,  we  will  establish,  I 
think  it  is  seven  dental  clinics  for  the  coming  year,  and  three 
medical  clinics,  so  that  it  appears  that  it  will  be  possible  for  the 
Department  to  devdop  along  those  lines  in  the  coming  year, 
further  than  tiiey  have  done.     Those  reforms  have  been  started. 

Q.  We  are  very  glad  to  know  it.  You  recognize  that  the  mor- 
talily  among  working  people  is  larger  than  it  ought  to  be,  or  that 
it  would  be  under  proper  working  conditions?  A.  I  think  the 
mortality  among  all  people  is  larger  than  it  ought  to  be. 

Q.  Have  you  any  suggestions  to  make  as  to  what  conditions 
can  be  remedied  so  as  to  lessen  the  mortality  among  working 
people?    A.  That  is  rather  a  broad  question. 
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Q.  Yes,  it  is  a  broad  question,  but  we  want  to  get  your  general 
views  on  the  whole  subject.  A.  Well,  we  are  trying  to,  by  im- 
proving the  milk  supply,  and  the  city  is  improving  the  water 
supply. 

Q.  Is  there  anything  else  you  would  suggest  about  that? 
A.  Of  course,  the  sanitary  conditions,  the  surroundings  in  a  par- 
ticular work  —  that  should  be  maintained;  that  I  understand  is 
done  through  the  work  of  the  State  Inspectors.  The  general  im- 
provement of  the  food  supplies  will  improve  the  condition  of  the 
workmen. 

Bv  Miss  Dreieb: 

Q.  We  asked  you  before,  I  think,  about  a  physical  examination 
for  bakers  and  I  think  you  stated  that  there  was  no  more  neces- 
sity of  examining  bakers  than  men  who  were  engaged  in  the 
manufacture  of  other  food  products?  A.  I  think  I  would  begin 
with  the  cooks  first,  both  private  and  public. 

Q.  You  do  think  it  would  be  advisable  to  make  a  physical 
examination  of  the  workers  employed  in  the  manufacture  of  food 
btuffs  ?  A.  Yes,  but  the  question  is  what  is  going  to  be  done  with 
them;  evidently  it  would  exclude  a  lot  of  people. 

Q.  How  many  extra  inspectors  would  that  take,  have  you  any 
idea  ?  A.  That  would  take  a  very  large  force.  We  do  not  think 
we  have  a  large  enough  force  now  to  look  after  infectious 
diseases.  i 

By  Mr.  Elkus  : 

Q.  It  has  been  shown  by  witnesses  here,  that  there  is  duplica- 
tion of  inspection  as  well  as  duplication  of  authority  over  manu- 
facturing establishments,  and  you  evidenced  one  case  yourself 
in  the  matter  of  a  bakery.  That  has  extended  in  a  great  many 
ways,  and  sometimes  duplication  exists  not  only  twice  but  by 
three  or  four  different  Departments.  Have  you  any  suggestion 
to  make  as  to  how  that  duplication  of  inspection  could  be  avoided 
cr  lessened?  A.  I  have  not  give  that  matter  any  thought,  Mr. 
Elkus. 


Ebnst  J.  Lede&lb.  715 

Q.  I  understand  your  Department,  as  you  pointed  out,  is  very 
much  in  need  of  more  money.  We  are  informed  that  the  Depart- 
ment maintains  a  laboratory  where  the  tests  of  sputum  are  made 
for  all  physicians  without  charge.  Is  that  an  expensive  estab- 
lishment} A.  I  have  not  the  data  here.  We  do  that.  I  think 
it  is  one  of  the  best  things  we  have  ever  established. 

Q.  Everybody  agrees  on  that.  But  could  they  be  made  self-suj)- 
porting  in  some  way,  by  making  those  who  could  afford  it  agree  to 
pay  for  the  examination  i  A.  I  do  not  know  whether  that  could 
be  made  self-supporting.  I  suppose  some  income  would  be  de- 
rived, but,  of  course,  the  feeling  of  the  Department  is  that  we 
want  to  encourage  those  examinations.  It  is  extremely  valuable 
information  that  the  Department  gets,  when  they  send  in,  for  in- 
stance, infected  sputum.  It  is  practically  like  a  case  of  tubercu- 
losis that  we  have  a  record  of,  and  I  think  probably,  that  was  one 
of  the  greatest  factors  in  making  the  work  of  the  department  in 
respect  to  luberc^ilosid  successful.  I  do  not  know  how  many  we 
oould  get  if  we  tried  to  compete  with  outside  private  laboratories 
and  chaiged  for  it.  We  get  a  very,  very  large  number  now,  and 
the  city  is  doing  it  free,  and  we  think  that  is  a  function  that  the 
city  should  exercise,  in  cases  of  typhoid,  diphteria,  malaria  and 
tuberculosis. 

Q.  Cac  ^ou  K-ve  the  Commission  any  idea,  approximately,  of 
what  this  laborafrv  costs?  A.  !No,  I  have  not  that  data  here.  I 
will  be  very  glad  to  send  it  to  you. 

Q.  Will  you  do  that,  Doctor?    A.  Yes,  I  will. 

Q.  Who  makes  the  inspections  in  this  laboratory,  physicians  or 
young  men,  or  who?    A.  In  what  laboratory? 

Q.  This  laboratory,  to  determine  about  contagious  diseases?  A. 
You  mean  the  diagnosis  laboratoiy? 

Q.  Yes.  A.  The  final  examinations  are  made  by  a  physician. 
The  preliminary  work  is  done  by  laborers,  and  some  of  the  laymen 
become  very  expert  in  this  work. 

Q.  How  many  people  are  employed  there — you  will  send  me 
that  information?    A.  Yes,  it  is  quite  a  large  laboratory. 

Q.  Doctor,  is  there  anything  further  you  would  like  to  speak  of 
to  the  Commission,  or  recommend  or  suggest  to  them?  A.  No,  I 
think  I  have  covered  the  ground  pretty  well.  I  feel  pretty  strongly 
on  that  bakery  situation. 
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Q.  You  feel  pretty  certain  that  tliat  should  be  remedied!  A.  I 
feel  strongly  that  something  should  be  done  in  order  to  bring  about 
a  remedy. 

By  Miss  Dkbieb: 

Q.  In  Chicago,  I  believe,  they  have  abolished  cellar  bakeries! 
A.  1  believe  they  have,  yes. 

Q.  And  does  not  that  work  well?  A.  As  far  as  I  know  it  works 
very  well.  I  think  it  has  given  great  satisfaction.  To  me,  that  is 
a  matter  of  detail.  I  think  we  ought  to  work  out  some  general  plan 
of  solution,  a  system  of  inspection.  There  will  not  be  any  trouble 
about  working  out  the  details,  and  the  department  will  help  as  well 
as  they  can  under  present  conditions,  but  I  do  not  think  that  con- 
ditions are  at  all  satisfactory.  For  instance,  as  I  said  before,  I  do 
not  think  the  department  should  be  called  upon  to  make  specific 
regulations  regarding  bakeries  while  the  State  regulations  exist. 
As  far  as  sanitary  conditions  are  concerned  we  will  help  out  as  far 
as  it  is  within  our  power  to  do  so,  but  I  do  not  think  the  conditions 
are  satisfactory  as  far  as  the  carrying  out  of  the  work  is  concerned. 

Q.  Would  you  advise  putting  the  examination  of  all  workers 
where  food  products  are  manufactured,  not  only  in  New  York  city, 
but  New  York  State,  in  charge  of  a  Board  of  Health?  A.  I  have 
not  gone  into  the  matter  in  respect  to  other  cities. 

By  Assemblyman  Smith: 

Q.  Is  there  any  ordinance  or  health  regulation  against  exposing 
the  bread  stuff  for  sale?    A.  There  is. 

Q.  It  was  brought  out  in  the  testimony  here  that  in  a  great  many 
cellar  bakeries,  particularly  on  the  East  Side,  that  the  bread  was 
baked  in  the  cellar  and  exposed  for  sale  on  the  cellar  steps?  A.  I 
think  that  is  quite  possible.  I  took  personally  a  great  interest  in  the 
exposure  of  food  products,  and  we  sent  out  notices  to  the  push-cart 
people  and  the  retail  grocers,  and  our  inspectors  have  made  arrests 
for  exposures.  That  was  one  feature  of  the  work.  On  that  fea- 
ture of  the  work  we  do  not  get  the  necessary  assistance  from  the 
courts,  especially  outside  of  Manhattan.  There  is  a  great  deal  of 
exposure  of  food  stuffs,  especially  candies,  in  the  downtown  districts, 
and  where  the  candies  were  found  covered  with  dirt  and  dust  we 
confiscated  them,  and  that  broke  up  that  practice.     That  was  around 
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Wall  street  and  Broad  street,  in  the  financial  section.  In  the  early 
summer  we  called  upon  the  Police  Department  to  aid  us  in  sup- 
pressing this  practice,  and  for  some  time  that  was  done.  Of  course, 
it  would  be  easy  for  them  to  do  it,  because  the  patrolmen  have  a  par- 
ticular district,  and,  walking  back  and  forth,  they  can  see  immedi- 
ately where  there  are  any  violations,  and  also  a  great  many  arrests 
were  made  through  the  inspectors.  We  propose  to  keep  up  that 
work  until  there  shall  be  no  exposure  of  food  products  of  that  class 
in  the  city.' 

By  Assemblyman  Smith: 

Q.  According  to  the  testimony  this  morning,  a  great  many  of 
the  East  Side  bakeries  that  are  in  cellars  have  no  salesroom,  and 
the  selling  is  done  entirely  on  the  street,  and  the  bakery  consists,  in 
some  instances,  of  one  room  only,  in  which  the  bread  is  baked,  and 
it  is  sold  right  there.  If  there  were  a  law  against  exposing  bread 
on  the  sidewalks  and  it  was  vigorously  enforced,  that  sort  of  a  bak- 
ery could  not  last.     A.  Unless  they  sold  their  products  elsewhere. 

Q.  These  bakeries  sell  at  retail;  that  would  compel  them  to  admit 
the  purchaser  into  the  room  where  the  bread  is  baked?  A.  It  is  a 
roaming  population,  stands,  push  carts,  small  stores,  and  it  takes  a 
large  force  to  really  carry  out  successfully  the  regulations. 

Q.  Why  could  not  that  be  made  the  duty  of  the  patrolman,  in 
the  case  of  candy?  A.  It  is  his  duty  now.  You  will  find  there  is 
a  gei^ral  order  of  the  Police  Commissioner  requiring  them  to  carry 
out  that  section  of  the  sanitary  code. 

By  Miss  Dbxieb: 

Q.  Do  you  get  as  active  co-operation  as  you  should  get?  A. 
Of  course,  lately,  the  police  have  been  very  busy  at  other  things, 
and  those  violations  will  crop  up  very  quickly.  I  noticed,  myself, 
in  my  tour  through  the  East  Side,  that  just  a  week  makes  a  great 
difference. 

Mr.  Elkus:  Could  you  not  caU  the  attention  of  the  Police 
Department  to  the  abuses  that  have  been  testified  to  here  and 
ask  for  a  very  careful  enforcement  of  the  law  with  reference  to 
them? 

The  Witness:  Yes. 


718  Minutes  of  PusLto  Heabinos. 

Bj  ABsemblymaii  Skith  : 

Q,  Did  you  make  any  request  in  1910  for  additional  inspectors 
to  the  Board  of  Estimate?    A.  Yes. 

Q.  Was  it  denied?  A.  I  cannot  say  off  hand^  because  there 
are  so  many  activities  in  the  department  They  were  not  all 
denied.  We  did  get  more  money  and  we  started  new  activ- 
ities, but  I  am  quite  sure  thut  I  got  no  additLon  to  the  sanitary 
inspectors  and  food  inspectors. 

Q.  Has  it  been  your  experience  that  it  has  been  rather  difficult 
to  impress  upon  the  Board  of  Estimate  in  the  time  you  have  to 
do  it  the  necessity  for  more  help?  A.  There  is  always  the  cry 
of  economy,  you  know,  and  all  the  departments  need  more  money 
to  extend  their  activities,  and  it  is  a  question  of  judgment  as  to 
how  that  money  should  be  distributed. 

Q.  If  we  should  by  legislative  enactment  give  you  absolute 
jurisdiction  over  the  bakeries  in  New  York,  would  you  consider  it 
to  be  a  violation  of  the  home  rule  principle,  if  we  named  in  the 
act  the  number  of  inspectors  you  should  have?  A.  I  think  it 
would  be  unnecessary. 

Q.  Unnecessary?  A.  Yes.  To  name  it  in  the  act.  I  think 
if  you  will  repeal  that  law  and  the  Board  of  Estimate  will  give 
us  money,  and  if  that  should  be  done  this  year,  or  the  early  part 
of  next  year,  and  we  could  go  and  ask  for  a  bond  issue  for  this 
particular  purpose,  and  show  the  necessity  for  it,  perhaps  we  can 
get  it.  People  who  are  interested  in  special  things,  you  know, 
very  often  get  them. 

Q.  When  the  Fire  Commissioner  attempted  to  get  an  appro- 
priation for  the  Bureau  of  Fire  Prevention,  the  Board  of  Estimate 
offered  him  only  eight  inspectors  to  organize  the  Bureau  of  Fire 
Prevention.  A  great  deal  of  public  criticism  was  made  because 
the  appropriation  was  to  take  effect  on  the  first  of  January,  and 
so  allow  the  best  part  of  this  year  to  go  by  without  making  an^ 
appropriation.  In  view  of  that,  do  you  not  think  that  if  this  grave 
duty  was  imposed  on  the  Commissioner  of  Health  that  the  law 
ought  to  take  care  in  some  way  that  he  gets  the  necessary 
funds  to  carry  it  out?  A.  It  would  be  the  same  as  it  is  now,  I 
believe  that,  but  you  know,  after  all,  the  trials  and  tribulations 
in  making  up  the  budget.     Of  course,  there  are  thousands  of 
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items  in  every  department.  Where  one  is  interested  in  a  specific 
thing,  and  puts  the  case  strongly,  you  may  be  able  to  gain  your 
point  I  suppose,  after  all,  that  would  be  a  question  of  public 
sentiment.  It  is  a  large  problem,  and  would  depend  on  public 
sentiment. 

By  Miss  Dbeieb: 

Q.  How  many  inspectors  for  bakeries  would  you  need?  A.  I  do 
not  think  we  would  divide  the  inspectors  up  into  different  industries 
We  could  not  do  that  in  our  work,  that  would  be  duplication^ 
because  in  any  one  block  a  man  would  have  bakeries  and  grocery 
stores  and  butcher  shops  and  ice  cream  places  and  candy  factories, 
and  we  would  not  want  a  separate  inspector  for  the  candy  industry 
and  another  for  the  butcher  shop.  A  man  would  have  to  inspect 
all  those  places  on  every  block,  but  of  course  in  some  industries 
the  inspection  would  not  be  necessary  perhaps  as  often  as  in  the 
case  of  bakeries. 

Q.  In  prosecuting  push  cart  men  who  are  not  carrying  out  the 
orders,  have  you  been  able  to  reach  any  wholesale  push  cart  men, 
or  only  the  small  ones?  A.  We  notify  them.  They  generally 
have  a  leader  who  keeps  them  informed  in  respect  to  ordinances 
of  the  city,  and  sanitary  ordinances,  and  we  usually  notify  them 
as  to  the  action  we  are  going  to  take,  and  he  spreads  the  information 
among  them.  When  it  comes  to  arrest,  why,  of  course,  they  pick 
up  those  who  are  committing  the  violation. 

Q.  You  cannot  go  behind  the  man  who  has  the  push  cart? 
A.  We  have  got  to  take  the  man  who  is  actually  in  charge  of  the 
push  cart,  but  as  in  the  case  of  the  milk  dealers,  they  may  have  a 
hundred  drivers,  and  if  we  find  bad  milk  on  a  wagon,  we  have  to 
arrest  the  driver,  we  cannot  arrest  the  owner,  because  we  cannot 
successfully  bring  a  case  against  him. 

Q.  Is  there  any  remedy  for  that?  A.  That  is  the  proof  the 
courts  require  of  us. 

By  Assemblyman  Smith: 

Q.  In  the  case  of  the  peddler  with  the  exposed  candy,  have  the 
magistrates  summary  jurisdiction,   or  are  they  held  for  Special 
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Session  ?  A.  In  the  case  of  the  candy  men  they  are  either  fined 
or  discharged,  summary  jurisdiction. 

Q.  In  the  event  of  the  arrest  of  a  baker  for  a  violation  of  the 
sanitary  code,  that  is  a  misdemeanor  and  they  are  held  for  Special 
Sessions  ?    A.  They  are  held  for  Special  Sessions. 

Q.  Would  you  be  in  favor  of  giving  the  magistrate  summary- 
jurisdiction  in  order  that  the  case  may  be  disposed  of  immediately? 
A.  "We  have  made  such  recommendations.  We  have  a  working 
agreement  with  the  magistrates  as  to  which  cases  are  to  be  dis- 
posed of  and  which  are  to  be  sent  to  Special  Sessions.  I  could 
toot  tell  you  just  what  that  embraces,  that  is  within  the  law,  but 
there  are  cases  where  the  department  has  agreed  to  have  the  magis- 
trate settle  the  cases. 

Q.  Not  if  it  is  a  misdemeanor?   A.  That  is  my  impression. 

Q.  In  a  case  here  yesterday  it  was  testified  before  the  Com- 
mission that  an  order  was  issued  by  lie  Factory  Commissioner 
some  time  in  April.  By  the  time  the  man  came  up  in  Special 
Sessions  it  was  October,  and  the  court  suspended  sentence  on  his 
promise  to  remedy  conditions  under  direction  of  the  court  four 
months  later?    A.  That  was  a  bail  case,  I  suppose. 

Q.  The  man  was  undoubtedly  bailed  out. 

Mr.  Ei^KTTS :  And  the  bail  would  have  been  $100,  probably. 

By  Asfiemblyman  Smith: 

Q.  Probably,  if  he  had  an  establishment  of  his  own,  they  may 
have  accepted  his  own  bail?  A.  Of  course,  in  our  department, 
if  a  notice  is  not  complied  with  within  a  reasonable  time  we  then 
issue  a  public  nuisance  order  and  give  the  man  from  24  hours  to 
five  days.  If  it  is  not  then  complied  with  we  can  order  the 
premises  vacated. 

Q.  That  would  be  more  effective  than  arresting  him  ?  A.  That 
is  very  effective  and  the  result  is  that  the  thousands  of  cases  that 
the  department  used  to  have  pending  have  dropped  down,  because 
these  notices  are  now  complied  with. 

Q.  Have  you  any  recollection  of  the  Health  Department  hav- 
ing ever  exercised  that  authority  with  r^i^rd  to  manufacturing 
establishments  where  there  was  discovered  an  unsanitary  condi- 
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tioiiy  other  than  a  place  for  the  manufacture  of  food  products? 
A.  Some  years  ago  we  issued  a  public  nuisance  order  on  one  of 
the  gas  companies  in  110th  street. 

Q.  That  was  for  burning  soft  coal?  A.  No,  for  creating  a 
nuisance,  on  account  of  the  escape  of  gas  through  the  manufac^ 
turing  process. 

By  Mr.  Eunrs : 

Q.  That  was  because  of  annoyance  to  the  neighbors  around  ?  A. 
That  was  a  public  nuisance,  and  orders  have  been  issued  against 
a  great  many  manufacturing  establishments,  —  slaughter  houses 
and  other  establishments.  We  issue  public  nuisance  orders  of 
every  kind. 

Q.  You  mean  you  issue  them  where  it  is  not  altogether  a  pub- 
lic nuisance,  but  it  is  a  nuisance  to  probably  one  hundred  people 
in  fhe  place  itself  ?  A.  No,  I  do  not  think  so.  I  do  not  remem- 
ber any  such.  Of  course  our  complaints  usually  come  from  the 
'^utside,  where  there  are  odors  caused  in  the  process  of  manu- 
facturing, and  where  it  is  a  question  of  cinders  and  dust  or  smoke. 

Q.  Would  you  be  able  to  say,  off-hand,  as  to  whether  or  not,  in 
the  last  year  or  two  back,  the  Commissioner  of  Labor  has  ac- 
quainted your  department  at  any  time  with  the  state  of  facts  that 
constituted  a  menace  to  the  health  of  the  people  working  in  any 
given  factory?     A.  I  cannot  say.     I  will  look  that  up. 

Mr.  Elktts:  Will  you  investigate  it  and  let  us  have  the  com- 
plaints made  to  you  by  the  Department  of  Labor  in  the  last  three 
vears. 

The  Witness  :  The  last  three  years. 

Assemblyman  Smith  :  It  might  be  as  well  to  know,  also,  what 
action  was  taken. 

Mr.  Elkus:  And  also  what  action  was  taken  upon  them.  We 
are  very  much  obliged  to  you. 

Witness  excused. 


722  MiinjTES  of  Pttblio  HsABiiros. 

Marie  Kasten,  a  witness,  being  first  duly  sworn,  testified 
as  follows : 

By  Mr.  Shientag  : 

Q.  Where  do  you  live  ?    A.  Milwaukee,  Wisconsin. 

Q.  And  you  are  temporarily  here  in  New  York?    A.  Yes. 

Q.  Have  you  been  working  for  this  Commission  ?  A.  Yes,  1 
have. 

Q.  As  an  inspector?    A.  I  have. 

Q.  For  how  long?    A.  Two  weeks. 

Q.  During  the  past  two  weAs?  A.  Not  this  last  week,  but 
the  two  weeks  before. 

Q.  Have  you  made  inspections  of  certain  manufacturing  es- 
tablishments under  the  direction  of  this  Commission?  A.  I 
made  an  investigation  of  candy  manufacturing  and  human  hair. 

Q.  Candy  manufacturies  and  human  hair  in  New  York  city, 
in  the  Borough  of  Manhattan?    A.  Yes. 

Q.  How  many  candy  factories  and  human  hair  factories  have 
you  investigated?  A.  I  investigated  fourteen  candy  factories 
and  64  human  hair  factories. 

Q.  And  where  were  the  fourteen  candy  factories  located  gen- 
erally, in  stores  or  cellars  or  lofts  or  what?  A.  I  found  three 
large  factories  —  and  the  others 

Q.  In  basements  underneath  the  ground?    A.  Yes. 

Q.  Now,  will  you  take  up  some  of  the  cases  that  you  examined 
and  take  up  one  of  the  large  ones  and  one  of  the  cellars,  we  will 
say,  and  tell  the  Commissioners,  in  your  own  way,  what  you 
found  on  your  examination  ?  A.  Of  the  large  factories  I  found 
one  that  was  very  bad. 

Q.  Which  was  that  ?  A.  The  Manhattan  Chocolate  Company, 
602  Fifty-fifth  street 

Q.  That  is  a  large  one?    A.  Yes. 

Q.  How  many  people  were  employed  there?  A.  There  were 
70  in  all. 

Q.  Men  and  women?    A.  Forty  women. 

Q,  How  many  men  ?     A.  Thirty  men. 

Q.  Any  children?     A.  No. 

Q.  Now,  tell  us  just  what  you  found  there.  A.  Tt  is  a  very 
old  building,  it  is  in  very  bad  repair,  and  is  very  dirty,  and  the 


toilets  are  in  very  bad  condition.  The  waste  barrels  in  the  room 
were  in  bad  condition^  and  there  were  ilies  around  them  and 
around  the  sinks  where  the  workers  washed  their  hands.  There 
was  one  towel  for  every  fifteen  workmen,  and  it  was  changed 
only  three  times  a  week.  The  toilets  were  unventilated  and  very 
dirty  in  the  shops^  just  divided  ofiF  by  a  partition.  The  clothes 
of  the  workmen  were  very  dirty,  and  their  hands,  also.  The  pro- 
prietor said  that  a  factory  inspector  had  been  around  a  few 
months  before  and  had  made  many  criticisms;  said  he  had  been 
there  before  and  had  made  many  criticisms  of  general  sanitary 
conditions,  but  that  he  had  not  made  any  changes. 

Q.  What  conditions  did  you  find  there  ?  A.  It  was  very  dirty. 
It  was  an  old  place.  He  made  that  an  excuse,  because  he  said  it 
was  impossible  to  keep  the  place  clean. 

Q.  When  you  say  it  was  very  dirty,  you  will  have  to  go  into 
details  ?    A.  The  floor  was  dirty. 

Q.  What  was  it  dirty  with  ?  A.  It  was  dirty  with  refuse  and 
rags.  It  had  not  -been  cleaned'  for  a  long  time,  and  had  an  ac- 
cumulation of  dirt 

Q.  It  had  not  been  cleaned  for  how  long^  did  he  tell  you  ?  A. 
He  said  it  was  cleaned  once  a  week,  but  I  do  not  think  it  was 
scrubbed.     It  was  probably  just  swept  out  dry. 

Q.  What  kind  of  candy  did  they  make  there  ?  A.  They  made 
different  kinds,  the  cheaper  grade  of  candies,  candy  of  the  cheapest 
kinde. 

Q.  And  did  the  women  and  the  children  use  their  hands  ?     A. 

Tee. 

Q.  Dip  them  into  the  chocolate?    A.  Yes. 

Q.  Did  you  notice  whether  they  were  clean  or  not?  A.  They 
were  not,  and  their  clothes  were  very  dirty. 

Q.  Did  they  wear  their  street  clothes?     A.  Yes,  they  did. 

Q.  Tell  us  how  dirty  they  were?  A.  There  was  not  any  at- 
tempt at  washing  their  hands ;  that  is,  there  was  no  suitable  pro- 
vision. There  was  only  one  towel  for  every  fifteen,  and  it  was 
changed  only  three  times  a  week. 

Q.  Only  one  towel  for  every  fifteen  persons,  and  it  was  changed 
three  times  a  week?  A.  In  the  packing  room  the  candy  was 
lying  around  uncovered,  and  the  waste  barrels  in  this  room  were 
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in  extremely  bad  condition.  There  were  flies  around  them  and 
around  the  sink^  where  the  workers  were  supposed  to  wash,  and 
the  toilet  in  this  room  was  also  in  bad  condition. 

Q.  It  opened  in  the  room?  A.  No,  it  was  divided  off  by  a 
partition* 

Q.  Were  there  odors  ?     A.  Yes,  odors,  and  it  was  unventilated. 

Q.  What  was  the  condition  of  the  toilet,  clean  or  not?  A. 
Fairly  clean.     But  it  was  a  very  dark  place ;  no  light. 

Q.  What  else  did  you  find  out  in  that  room  in  this  factory? 
A.  Well,  it  was  in  generally  unsanitary  condition,  generally  very 
dirty* 

Q.  How  about  eating  their  lunches?  Did  they  eat  their 
lunches  in  the  same  place?  A.  They  ate  their  lunch  in  the 
same  room;  there  was  no  provision  made  for  a  separate  lunch 
room ;  I  suppose  some  of  them  went  out. 

Q.  They  ate  their  lunch  where  the  candy  was  made  ?     A.  Yes, 

Q.  On  the  same  tables  ?    A.  On  the  same  tables. 

Q.  Sow  about  the  utensils,  were  they  clean  or  not?  A.  No, 
they  were  not.  The  pans  were  not  clean  and  the  tables  were  not 
dean. 

Q.  They  were  dirty?     A.  They  were  dirty. 

Q.  Had  not  been  cleaned  for  a  long  time?  •  A.  Had  not  been 
washed  off  for  a  long  time. 

Q.  And  was  the  ventilation  good  or  bad?  A.  They  had  no 
special  devices  for  ventilating,  they  had  windows. 

Q.  Were  they  opened  or  closed  ?  A.  They  were  open.  I  was 
there  on  a  warm  day  and  they  were  open.  I  do  not  know  what 
they  would  do  in  the  winter. 

Q.  Did  the  owner  tell  you  what  directions  the  factory  inspec- 
tor had  spoken  to  him  about,  what  the  factory  inspector  had  told 
him  to  do  ?     A.  No,  he  did  not. 

Q.  He  said  he  had  not  done  those  things  and  did  not  intend 
to  do  them  ?    A.  He  was  not  at  all  aggressive  about  it. 

Q.  He  simply  said  that  he  could  not  or  would  not  do  it?     A. 

Yes. 

Q.  Take  one  of  the  cellar  places  that  you  examined,  where 
they  make  candy  in  the  cellar,  and  tell  us  about  that.  Give  us 
th«  plac«.     A.  I  took  20  blocks  on  Third  avenue  and  I  took 
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all  the  small  retail  confectioners,  and  all  of  them  made  their 
candy  in  one  room  —  in  a  room  under  the  shop,  three  of  them 
had  no  windows  at  all.  All  of  them  were  insuihcientlj  lighted. 
One,  by  the  name  of  Hahn,  266  Third  avenue,  is  probably  typi- 
cal. The.  proprietor  was  the  only  worker.  It  was  unventilated 
and  damp  and  the  dishes  and  pans  were  standing  around  uncov- 
ered, not  clean.  The  table  was  not  clean,  and  the  floor  was  very 
dirty  and  the  sugar  was  standing  in  an  uncovered  barrel,  and  the 
conditions  were  generally  very  dirty  and  unsanitary. 

Q.  Was  the  man  dirty  himself}    A.  Yes. 

Q.  Was  there  a  toilet  down  there?  A.  No,  the  toilet  was  on 
the  floor  above. 

Q.  You  say  the  conditions  were  very,  very  bad?     A.  Yes. 

Q.  And  is  that  typical  of  the  other  places  on  Third  avenue,  or 
are  some  of  them  better  and  some  of  them  worse  ?  A.  Some  are 
better  and  some  worse,  but  most  of  them  are  unventilated  and  not 
clean, 

Q.  They  all  needed  a  cleaning  out?     A.  Yes. 

Q.  Now,  Miss  Kasten,  you  took  the  places  at  random?  A. 
Yes, 

Q.  You  took  these  places  on  Third  avenue  and  you  walked 
into  any  one  of  them  at  random  ?     A.  Yes. 

Q.  And  those  were  the  conditions  that  you  found  ?     A.  Yes. 

Q.  Now,  as  to  the  human  hair  industry,  you  examined  how 
many  places?    A.  Sixty-four. 

Q.  And  where  did  you  get  those  sixty-four  places  from?  A. 
That  was  a  list  that  had  been  used  by  the  Bureau  of  Labor  in 
previous  inspections,  and  some  of  these  places  I  just  happened  to 
see  and  went  into, 

Q.  Were  these  separate  places,  or  were  they  located  in  tene- 
ment houses?  A.  The  human  hair  factories  are  divided  into 
three  divisions,  some  right  in  the  tenements,  and  the  workers  work 
right  in  the  family  living  rooms. 

Q.  They  work  right  in  the  living  room  ?  A.  Yes,  and  if  they 
have  any  disease  that  is  likely  to  get  into  the  hair.  Then  there 
•Bie  the  converted  tenements,  where  they  do  the  preparing  and 
dyeing,  and  go  through  the  preparation  of  the  cheapest  hair ;  then 
there  are  the  loft  buildings,  where  they  make  the  better  hair. 
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These  are  better  laid  out  Of  course,  the  conditions  are  much 
better  in  the  places  where  they  do  the  manufacturing  in  lof ts, 
there  is  no  dyeing  and  no  bleaching;  they  have  none  of  that  dirty 
work,  and  the  conditions  are  very  good. 

Q.  I  would  like  you  to  take  one  of  those  human  hair  works, 
where  they  manufacture  it  right  in  the  house,  and  tell  us  about 
that  ?  A.  At  276  Madison  street,  the  man  is  named  Blaustein. 

Q.  How  many  were  there  in  the  factory?  A.  Just  three,  I 
think.  The  mother  and  the  baby  and  father,  and  the  mother 
was  the  only  one  who  was  working.  Business  is  bad  now,  ^ 
they  do  not  press  in  all  members  of  the  family.  I  saw  no  little 
children  working  at  all.  Just  this  woman  working  there.  She 
was  only  preparing  the  hair,  did  not  do  any  of  the  dirty  work. 

Q.  What  is  the  process  of  preparing  the  hair  ?  A.  Making  it 
up  into  switches. 

Q.  Did  they  do  that  in  the  kitchen?  A.  No,  they  did  it  in 
the  front  living  room,  and  she  had  the  baby  carriage  standing  in 
the  front  room,  and  the  next  room  was  the  kitchen. 

Q.  Were  there  places  where  the  workroom  was  divided  off  ?  A. 
There  were  —  the  converted  tenements. 

Q.  Tell  us  about  them?  A.  On  the  lower  East  Side  they  are 
uniformly  bad. 

Q,  Uniformly  what?    A.  Uniformly  bad. 

Q.  What  do  you  mean  by  that  ?  A.  Very  bad  condition.  They 
rre  very  dirty,  and  no  attempt  has  been  made  to  keep  them  dean. 
They  say  it  is  impossible  to  do  it.  They  work  in  these  great 
quantities  of  hair,  and  the  combings  gather  on  the  floor  and  there 
are  great  heaps  of  dvsL  You  can  always  tell  when  you  get  into 
a  place  where  they  are  in  this  hair  business  by  the  hair  on  the 
stairs  all  the  way  down  to  the  street 

Q.  You  can  always  tell  it  by  the  trail  of  hair  down  to  the  street  ? 
A.,  jl  es* 

Q.  Is  it  your  opinion  that  they  are  cleaned  up  every  night  or 
not  ?    A.  No,  sir,  I  do  not  think  they  are. 

Q.  At  how  long  intervals  do  you  think  they  are  cleaned  ?  A. 
It  varies  in  different  places.  In  the  worst  places,  they  put  the 
refuse  into  boxes  and  wh^i  it  gets  so  that  they  cannot  stand  it 
any  longer,  they  put  them  out  into  the  street  to  be  collected.  Of 
ooune,  there  is  a  great  deal  of  refuse  in  the  business. 
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Q.  In  this  place  you  were  telling  me  about  in  the  converted 
tenement  house,  where  thej  were  doing  the  dyeing,  how  many 
people  were  working,  men  or  women,  or  both?  A.  There  were 
six  in  this  place  on  Third  avenue,  men« 

Q.  Tell  us  about  the  sanitary  conditions  in  the  place  where 
the  six  men  were  ?  A.  The  conditions  vary,  of  course^  according 
to  the  process.  In  the  preparing  room  they  are  better  than  in  the 
drying  and  bleaching  rooms. 

Q.  Will  you  describe  the  conditiouB  in  that  particular  estab- 
lishment, where  the  six  men  were  employed?  A.  That  is  the 
preparing  room  and  the  walls  and  ceiling  were  in  bad  repair. 
All  of  those  houses  were  in  bad  repair,  and  the  floors  were  very 
dirty.  There  they  had  no  receptacle  for  the  rubbish,  and  it  was 
lying  around  in  great  quantities.  They  had  two  windows  which 
were  sufficient  for  the  size  of  the  shop,  and  the  only  light  they 
had  was  gas. 

Q.  Are  there  many  women  employed  in  the  converted  tene- 
ments ?  A.  They  use  women  generally  in  making  up  the  switches, 
not  for  the  dyeing  and  bleaching. 

Q.  The  dyeing  and  bleaching  is  sometimes  done  in  the  same 
room?  A.  In  general  it  is  a  different  room,  because  that  re- 
quires a  concrete  floor. 

Q.  But  in  the  lofts  the  dyeing  and  bleaching  is  all  done  in  the 
same  room  ?     A.  Yes. 

Q.  And  the  cleaning  and  preparation?     A.  Yes. 

Q.  Have  you  noticed  any  odors?  A.  The  odors  are  very 
strong.  They  use  ammonia  for  cleaning  the  hair,  and  the  odor 
of  that  is  extremely  strong,  and  they  use  muriatic  acid  and  per- 
oxide, and  the  odor  from  the  wet  hair  is  very  disagreeable. 

Q.  Those  odors  and  fumes  diffuse  throughout  the  entire  room  ? 
A.  Yes,  it  was  so  strong  it  was  almost  impossible  to  stand  it. 

Q.  There  was  no  attempt  made  to  correct  those  odors  or  fumes 
by  any  forced  system  of  ventilation  ?  A.  No  especial  system  in 
the  converted  tenements. 

Q.  How  about  water  closets?  A.  Some  had  water  closets  in 
the  rear  and  the  rest  of  them  generally  on  the  first  floor. 

Q.  What  was  the  condition  of  them  as  to  cleanliness?  A. 
Threp  of  them  were  very  bad,  but  the  worst  conditions  were  the 
shops  themselves. 
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Q.  In  tke  lofts?  A.  No,  in  the  rooms  where  the  work  was 
done,  the  converted  t^iements. 

By  Miss  Dbxieb  : 

Q.  Did  you  find  any  children  around  the  tenements  ?  A.  No. 
There  probably  would  be  at  another  season,  but  business  had  been 
very  bad. 

Q.  How  did  the  workers  look,  from  the  point  of  view  of  both 
health  and  cleanliness ;  did  they  look  as  though  they  were  strong  ? 
A.  They  did  not  look  sick  at  alL 

Witness  excused. 

Elizabeth  W.  Wbttinofbld,  a  witness,  being  first  duly 
sworn,  testified  as  follows : 

Examination  by  Mr.  Elkus: 

Q.  Are  you  a  graduate  of  any  university!  A.  Yes.  A 
graduate  of  Syracuse  University. 

Q.  Have  you  a  d^reet  A.  Yes,  the  degree  of  Bachelor  of 
Philosophy. 

Q.  Bachelor  of  Philosophy  ?    A.  Yes. 

Q.  Have  you  made  some  investigations  for  this  Commission! 
A.  Yes,  I  have. 

Q.  How  long  have  you  been  making  such  investigations,  dur- 
ing what  period!     A.  From  October  9th  to  November  9th,  1911. 

Q.  One  month !    A.  Yes. 

Q.  And  what  industries  or  trades  did  you  examine!  A.  I  ex- 
amined the  paper  box  industry,  and  the  flower  and  feather  industry. 

Q.  And  how  many  establishments  did  you  examine!  A.  Of  the 
paper  box  industry  I  examined  64  and  of  the  flower  and  feather 
industry,  I  examiaed  79. 

Q.  I  do  not  want  to  go  into  specific  instances  as  to  the  paper 
box  industry,  because  we  have  some  proof  before  us  about  that; 
just  state  generally  what  you  discovered  in  the  paper  box  industry. 
A.  Geneirally  in  the  paper  box  industry  —  you  do  not  want  me 
to  describe  the  indu0tryf 
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Q.  We  know  wkat  it  is.  A.  The  main  trouble  seema  to  be 
confusion  in  piling  up  the  finished  product.  When  the  boxes  come 
from  the  stripping  machine  and  the  stamping  machines,  they  are 
piled  up  in  heaps  haphazard,  and  they  shut  out  the  light,  and  they 
are  put  in  the  passageways  or  in  the  way  of  the  exits  to  the  fire 
escapes,  but  as  a  rule  I  found  the  sanitary  conditions  were  good, 
because  it  usually  takes  a  large  loft  or  a  building  of  two  or  three 
stories  to  carry  on  the  paper  box  industry,  and  that  means  a  large 
space.    They  cannot  do  it  in  a  small  room. 

Q.  Now  take  the  millinery  industry  and  tell  us  about  that  We 
want  you  to  go  into  that  more  particularly.  Have  you  any  record  of 
its  being  done  in  tenement  houses?    A.  Yes. 

Q.  Did  you  find  any  cases  of  its  being  done  in  tenement  houses? 
A.  Yes,  I  have. 

Q.  Tell  us  what  cases  you  have  found.  A.  Here  is  one  place 
at  304  East  107th  street,  where  they  make  willow  plumes.  It  is 
on  the  third  fioor  of  a  five-stoiy  tenement  house,  and  there  are 
eight  women  working  there.  He  uses  a  stove  for  heating  purposes 
end  gas  for  lighting.  It  is  a  double  tenement,  and  what  we  would 
call  the  parlor  of  the  tenement  is  used  for  making  the  willow 
plumes. 

Q.  Does  the  prt'prietor  live  in  this  apartment  himself  ?  A.  I  saw 
a  bed  there,  one  of  these  cheap  folding  beds  with  a  mattress,  and 
there  was  a  door  leading  from  this  room  to  where  there  were  living 
apartments.  This  room  in  which  they  were  working  was  about 
12  by  16  by  12  feet  high. 

Q.  How  many  people  were  in  it  ?  A.  Eight  women  and  they  were 
making  willow  plumes,  knotting  in  the  barbs  on  the  willows  —  I  do 
not  know  just  how  to  explain  that  to  make  it  clear.  They  get  these 
feathers  already  dried  from  some  dealer  or  importer  and  they  split 
them  so  as  to  make  them  more  flexible.  Then  they  hold  it  over  the 
steam  cooker  so  as  to  make  it  more  pliable,  then  the  girls  sit  around 
with  the  barbs — you  might  call  them  flues  or  barbs  —  the  fuzzy 
part  of  the  feather.     They  get  12  cents  for  knotting  on  this  flue. 

Q.  How  much  do  they  earn  in  a  day?  A.  It  takes  them  a  day 
sometimes  to  make  one  feather.  They  probably  earn  about  $1; 
they  can  earn  about  $7  a  week  by  working  veiy  fast. 

Q.  How  many  hours?  A.  From  8  in  the  morning  until  6  at 
night. 
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Q.  At  $7  a  woek  ?  A.  Yes.  Thej  usoally  have  the  windows 
closed;  they  usually  sit  huddled  up  close  together,  very  close.  I 
think  if  I  made  o  test  by  carbon  dioxide,  I  would  not  be  sur- 
prised if  there  were  25  or  30  parts  for  10,000  in  volume. 

Q.  Are  there  any  toilets  connected  with  this  room?  A.  Yea^ 
there  was  a  toilet  there,  right  off  of  this  room. 

Q.  Was  it  clean  or  not^  A.  Yes  it  was  clean,  had  a  window 
in  it;  a  modem    toilet 

Q.  Do  you  know  whether  or  not  it  is  a  violation  of  the  law 
to  permit  that  work  to  be  done  in  a  tenement  house?  A.  Yes, 
I  think  I  do.  I  think  section  100  says  that  no  outside  worker  can 
(be  permitted  above  the  first  floor  of  tenement  houses  except  in 
dressmaking  establiahments.  For  flowers  and  feathers  they  are 
not  allowed  to  work  above  the  second  floor. 

Q.  How  long  has  this  business  been  carried  on  there  ?  A.  I  did 
not  ask  that,  I  do  not  know. 

Q.  Apparently  it  had  been  there  for  some  time?  A.  Yes,  I 
think  so. 

Q.  Did  you  find  any  other  establishments  like  that  ?  A.  Yes,  on 
the  same  block  down  further,  the  same  style  of  building,  314 
East  107th  street  There  were  twelve  women  and  two  men  working 
there. 

Q.  On  what  fioor?  A.  That  was  on  the  fourth  floor  of  a  five- 
bt^ry  tenement  house. 

Q.  How  many  families  were  there  living  in  this  tenement  house, 
this  last  one  you  are  speaking  about  —  four  families  on  a  floor,  or 
eight?  A.  It  is  a  double  tenement  with  two  fanulies  on  a  floor, 
about  ten  families. 

Q.  Children?    A.  There  were  no  children  under  fourteen. 

Q.  You  mean  working?     A.  Yes. 

Q.  But  there  were  plenty  of  children  in  the  house?    A.  Yes- 

Q.  Were  there  children  over  fourteen  working  there?  A.  There 
were  fourteen  women. 

Q.  How  large  was  the  room  in  which  they  were  working?  A. 
Just  like  the  other  — 12  by  15  by  12. 

Q.  Did  they  all  sit  huddled  up  together?  A.  They  had  to  sit 
up  near  the  window  to  get  all  the  light  possible. 

Q.  What  were  they  doing  there?  A.  They  were  working  on 
the  willow  plumes. 
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Q.  What  were  the  conditions  there?  A.  The  ceiling  and  walls 
were  papered  with  colored  wall  paper  and  the  floor  was  full  of 
loose  dust  that  comes  off  from  the  handling  of  th^se  feathers. 

Q.  When  had  it  been  cleaned  last?  A.  It  probably  had  been 
swept  that    week;  it  was  not  a  dirty  place.     The  toilet  was  clean. 

Q.  Was  it  unsanitary?  A.  No,  it  was  a  modem  toilet,  a  good 
flush  in  it,  had  a  window  in  it. 

Q.  The  trouble  is  the  business  was  carried  on  in  a  tenement 
house?  A.  That  is  one  thing.  And  then  the  overcrowding. 
There  ought  to  be  500  cubic  feet  of  air  space  per  person,  and 
there  was  not  enough  air  space  there  for  fourteen  people. 

Q.  How  did  you  find  out  these  people  were  working  there? 
A.  I  went  along  and  saw  a  sign;  out  on  a  big  sign  it  said  "Willow 
Plumes,"  and  I  went  in  and  found  what  the  conditions  were. 

Q.  You  had  not  any  trouble  in  finding  these  places  when  you 
walked  aloiig^  A.  Xo,  I  had  no  trouble.  There  are  lots  of  them, 
and  that  was  only  one  block. 

Q.  I  mean  on  your  inspections  you  did  not  have  any  difficulty 
in  finding  these  places?    A.  You  could  see  they  were  there. 

Q.  You  live  in  New  York?  A.  I  live  in  the  suburbs,  I  live 
at  Corona,  Long  Island. 

Q.  I  thought  you  lived  in  Syracuse  ?  A.  I  only  went  to  Syracuse 
to  college.     I  do  not  live  there.     I  lived  here  before. 

Q.  What  I  was  trying  to  bring  out  is,  that  it  is  perfectly  easy 
to  find  these  places.  All  you  have  to  do  is  to  use  your  eyes? 
A.  That  is  all. 

Q.  Did  you  see  any  more?  A.  I  saw  plenty  of  them,  in  stores 
and  on  the  first  floors. 

Q.  In  stores  and  on  the  first  floors  —  what  were  the  con- 
ditioaiB  there  ?  A.  In  one  store  I  came  upon,  I  do  not  remember 
the  name,  there  were  eight  girls  huddled  up  together,  near  a 
window.  They  had  a  show  window  in  the  front,  a  window  in  the 
back,  and  there  was  a  toilet  and  a  sink  there  and  it  was  dusty, 
looked  like  a  month's  accumulation  of  dirt.     Had  a  gas  light. 

Q.  What  was  the  trouble  with  that?  A.  There  was  no  air, 
because  they  had  the  window  tightly  closed  and  they  had  the  front 
door  closed  and  it  was  just  stagnant  air,  and  the  smell  was  bad. 
The  smell  of  the  hair  helped  to  vitiate  the  air. 
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Q.  Those  are  cases  that  you  tell  us  are  typical  of  the  others 
that  you  examined.     A.  Yes. 

Q.  And  they  all  need  remedying,  need  a  cleaning  up?  A.  Yes, 
in  my  opinion  they  do. 

Witness  excused. 


Abraham  Kieoeb^  a  witness,  being  duly  sworn,  testified  as 
follows : 

Examination  by  Mr.  Elkus: 

Q.  Doctor,  where  do  you  live  and  where  is  your  oflSce?  A.  My 
office  is  at  30-8  East  Broadway. 

Q.  That  is  where  you  live?    A.  That  is  where  I  live. 

Q.  Are  you  a  physician.     A.  I  am  a  physicion,  yes  sir. 

Q.  How  long  have  you  been  ?     A.  Seven  years. 

Q.  And  from  what  college  were  you  graduated?  A.  The  New 
York  Homeopathic  Medical  College  and  Hospital. 

Q.  Did  you  make  an  investigation  of  people  employed  in  bakeries 
for  this  Commission?     A.  Yes,  sir,  I  did. 

Q.  How  many  inspections  did  you  make?  A.  I  have  inspected 
probably  over  100  .^hops. 

Q.  How  many  men?  A.  About  200,  an  average  of  two  people 
in  each  shop. 

Q.  An  average  of  how  many?  A.  About  two  people  in  each 
shop. 

Q.  Now,  Doctor,  you  have  prepared  written  histories  which  you 
have  filed  with  the  Commission  of  your  investigations?  A.  Yes, 
sir. 

Q.  I  want  you  to  take  up  a  few  cases  and  describe  what  you 
found  as  to  skin  diseases.  A.  This  man,  the  name  is  M.  S., 
nationality  Austrian,  occupation  helper,  I  found  that  his  general 
appearance  was  ri'.ther  anemic  He  was  pale,  sallow,  and  mem- 
branec  of  his  eyes  were  affected.  He  complained  of  pus  oozin^^^ 
from  them  in  the  morning;  his  eyes  were  congested,  and  on  looking 
over  his  body,  I  found  a  number  of  ^pots  caused  by  injury,  prob- 
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ably  contusions,  from  moving  around  in  an  irregular  position  and 
so  on. 

Q.  Did  he  have  any  skin  disease?  A.  This  man  did  not  have 
any  skin  disease,  besides  those. 

Q.  What  is  the  next  one?  A.  The  next  man  is  D.  G.  He  was 
a  bench  man.  I  found  him  likewise  anemic,  in  fact,  a  great 
majority  of  them  were  sallow  and  pale.  As  to  personal  cleanliness, 
he  was  fair.  He  had  an  eruption  of  what  is  called  acne  pustules 
on  the  face  and  chest  and  back  of  the  thorax.  And  from  some  of 
these  pimples  there  was  pus  oozing  out. 

Q.  And  he  was  working  in  the  dough  ?  A.  All  these  I  examined 
were  actually  engaged  in  the  work.  He  told  me  that  he  gets  a 
fresh  crop  of  these  pustules  every  time  that  he  goes  out  into  the 
open  after  working  at  the  oven.  He  was  not  only  a  bench  man, 
but  he  also  had  to  do  with  the  putting  in  and  taking  out  of  loaves. 
After  working  there,  at  the  oven,  and  when  he  came  out  into  the 
cold,  he  would  be  apt  to  get  a  fresh  crop  of  these  pustules. 

The  next  case  here  is  F.  W.,  an  Austrian.  He  was  a  foreman ;  his 
family  history  shows  that  his  father  died  of  pneumonia.  His  pre- 
vious history  shows  that  he  suffered  from  indigestion.  In  general 
his  appearance  was  anemic.  He  told  me  that  he  suffered  from 
chronic  indigestion,  and  an  examination  of  his  skin  showed  that 
he  had  eczema  in  patches  on  his  face,  and  patches  on  his  arms  and 
various  parts  of  the  body. 

Q.  This  man  with  the  eczema  worked  with  his  hands  and  arms? 
A.  Yes,  and  the  distribution  of  the  eczema  would  be  universal. 

Q.  Where  did  he  work?  A.  He  was  the  foreman.  He  worked 
at  Avenue  D,  No.  24.  He  was  working  at  night.  This  was  a 
night  examination. 

Q.  What  is  the  next  one  ?  A.  He  showed  that  his  veins  were 
markedly  dilated,  varicose  veins  of  the  legs;  his  eyes  were  also 
congested.  His  eczema  is  probably  secondary  to  a  chronic  urti 
caria,  which  is  aggravated  by  working  near  the  oven. 

Q.  And  what  is  the  next  one?  A.  The  next  one  is  S.  P.,  an 
Italian,  special  work,  henchman.  That  is  a  man  who  works  at 
the  bench. 

Q.  What  was  the  matter  with  him?  A.  I  found  that  he  was 
suffering  f iH>m  a  disease  which  we  call  cicosis  barbae,  ring  worm 
of  the  beard. 
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Q.  Is  that  contagious?  A.  Yes.  He  told  me  that  he  had  this 
for  one  week^  and  it  was  the  result  of  getting  shaved. 

Q.  The  result  of  shaving,  and  that  is  contagious?  A.  It  is  a 
contagious  disease,  yes.     He  was  also  suffering  from  eye  strain. 

Q.  Xow  take  up  the  next  one.  A.  6.  R.,  an  Italian,  a  helper. 
His  appearance  was  very  pale,  almost  sallow,  personal  cleanliness, 
poor.  He  also  had  patches  on  the  face,  and  he  had  a  disease  which 
affects  the  chest  and  causes  difficulty  in  breathing.  He  was  forty- 
three  years  of  age.  He  was  also  very  deaf,  had  been  for  the  past 
five  years. 

Q.  That  would  not  interfere  with  his  being  a  good  baker? 
A.  Xo. 

Q.  What  is  the  next  one.  A.  The  next  card  I  have  here  is 
6.  S.,  an  Italian.  He  was  the  owner  of  the  shop,  but  was  working. 
He  cheerfully  submitted  to  an  examination.  He  suffered  from 
acne  pustules. 

Q.  What  about  his  body?  A.  That  is  a  condition  that  does  not 
affect  the  body,  it  only  affects  the  face  and  the  chest,  front  and 
back.  In  ordinary  cases  these  do  not  go  to  pustules,  but  where 
they  are  working  under  unsanitary  conditions  they  become  pustules. 
In  this  case  the  matter  was  oozing  out  very  freely. 

Q.  Now,  these  cases  that  you  examined  were  taken  at  random 
in  this  city,  and  there  was  no  selection  of  any  particular  cases? 
A.  No  selection. 

Q.  And  these  are  the  general  conditions  that  you  observed? 
A.  These  are  all  the  conditions  that  I  found. 

Mr.  Elktts  :  Any  questions  by  the  Commission  ? 

By  Miss  Dbeiee: 

Q.  What  are  the  hours  of  labor  ?  A.  The  hours  of  labor  vary 
even  in  union  shops,  where  they  are  supposed  to  work  ten  hours. 
Some  work  twelve  and  thirteen,  and  in  non-union  shops  they  work 
as  many  as  fourteen  hours.  A  number  of  the  non-union  shops  I 
have  visited  work  seven  days  a  week,  and  they  never  have  any 
vacation. 

Q.  Did  you  notice  any  difference  in  the  physical  cleanliness  of 
the  bakeries  where  the  bakers  worked  longer  hours  compared  with 
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those  where  they  worked  shorter  hours?  A.  I  do  not  know. 
That  point  I  did  not  make  any  note  of.  On  the  question  of  clean- 
lineae,  generally,  they  were  poor.  I  found  that  particularly  so  in 
non-union  shops^  because  in  union  shops  they  seemed  to  be  ac- 
customed to  a  certain  sort  of  supervision,  and  that  has  a  good 
moral  effect,  if  nothing  more. 

Q.  Do  you  think,  if  proper  lavatories  were  placed  in  the  bak- 
eries, that  that  would  induce  to  cleanliness?  A.  I  found  the 
men  were  very  docile,  they  seemed  to  be  willing  to  submit  to  an 
examination.  If  any  system  of  supervision  were  instituted,  I 
think  that  would  help.  Of  course,  we  might  not  obtain  ideal  con- 
ditions, but  we  certainly  would  obtain  very  improved  conditions 
in  certain  things,  —  of  course,  not  immediately.  If  it  is  simply 
suggested  to  them,  I  think  they  will  be  ready  enough  to  under- 
stand  it  and  change  their  habits.  My  impression  was  that  if 
there  was  proper  supervision  that  would  be  effective  to  a  large 
degree. 

Q.  You  mean  instructing  the  men  ?  A.  Yes.  I  think  it  was 
a  good  example  to  these  people,  being  interested  in  unionism. 
They  knew  that  they  would  have  to  submit  to  certain  regulations 
and  they  would  see  just  as  readily  that  they  would  have  to  sub- 
mit to  certain  sanitary  regulations  as  well  as  to  the  others. 

By  Assemblyman  Smith  : 

Q.  From  your  recollection.  Doctor,  can  you  tell  just  how  many 
places  there  were  where  the  product  of  the  small  bakeries  was  sold 
on  the  street  ?  A.  I  cannot  say  I  made  any  note  of  that.  I  knew 
there  were  inspectors  to  pay  particular  attention  to  that  phase  of 
the  thing,  and  I  was  intent  upon  examining  as  many  cases  as  I 
could,  while  the  inspector  was  doing  his  particular  work. 

Q.  In  the  case  of  cellar  bakeries  you  could  not  go  into  the 
cellar  without  seeing  the  bread  exposed  on  the  steps  ?  A.  Yes,  in 
some  places. 

Q.  In  all  places  ?    A.  Ko,  I  would  not  say  that. 

Q.  In  a  quarter  of  those  that  you  called  upon  ?  A.  Not  as  far 
as  I  remember,  not  a  quarter  of  them. 

Q.  Well,  some  places?  A.  Besides,  the  time  that  we  made  our 
investigation  was  not  the  selling  or  the  buying  time.     I  came  into 
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places  at  12  o^clock  and  1  o'clock  —  12  o'clock  p,  m.  and  1  o'clock 
a.  m.  and  11  o'clock  p.  m. 

Miss  Dbbibb:  What  is  your  opinion  as  to  abolishing  cellar 
bakeries  ? 

The  Witness:  My  opinion  is  very  decidedly  that  that  would 
be  a  splendid  thing  to  abolish  them,  because  they  are  universally 
unsanitary;  it  is  simply  impossible  to  make  them  otherwise,  I 
think. 

Assemblyman  Phillips:  If  a  man  was  willing  to  start  a  bak- 
ery in  a  cellar,  it  is  likely  that  he  would  be  careless  in  other 
matters,  sanitary  matters  ? 

The  Witness:  I  think  these  people  look  at  this  as  a  business 
enterprise;  they  look  at  the  money  part  of  it,  and  unless  influenced 
to  do  otherwise,  are  apt  to  become  lax  about  sanitary  conditions. 

Assemblyman  Smith  :  Can  you  suggest  any  way  of  improving 
sanitary  conditions  that  would  not  entail  an  increase  in  the  cost 
of  production  ? 

The  Witness:  I  suppose  it  would  increase  the  cost  of  the 
production. 

Assemblyman  Phillips:  Do  you  know  whether  they  give  a 
larger  loaf  than  the  other  bakeries  ? 

The  Witness  :  I  do  not  know  much  about  the  buying  and  sell- 
ing end  of  it. 

Leslie  A.  Waee^  a  witness,  first  duly  sworn,  testified  as 
follows : 

Examination  by  Mr.  Elkus  : 

Q.  Where  do  you  live  and  what  is  your  business?  A.  I  live 
No.  600  West  107th  street. 
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Q.  East  107th  street?     A.  West  107th  street. 

Q.  And  where  is  your  bakery  ?  A.  885  Columbus  avenue,  at 
104th  street,  and  2373  Seveinth  avenue. 

Q.  You  have  attended  here  of  your  own  volition  to  present  to 
the  Commission  certain  facts  with  regard  to  the  bakery  business  ? 
A.  Mr.  Hill  and  myself,  yes. 

Q.  Tell  the  C<»nmission  what  you  want  to  say  to  them.  A.  I 
want  to  say  that  the  kind  of  bakeries  that  I  have  heard  described 
here  to-day  are  a  kind  that  I  know  nothing  about.  Yet,  perhaps, 
my  bakery  might  be  termed  a  cellar  bakery.  I  do  not  exactly 
understand  what  you  mean  by  a  cellar  bakery. 

Q«  Where  is  your  bakery  located ;  how  is  it  located  2  A.  It  is 
located  in  what  I  call  the  basement. 

Q.  How  many  feet  is  it  below  the  level  of  the  sidewalk  2  A. 
Welly  the  ceiling  comes  above  the  level  of  the  sidewalk,  that  is,  the 
curb,  but  it  is  below  the  sidewalk,  as  you  might  say. 

Q.  And  is  there  any  ventilation  in  it  t    A.  Oh,  yes,  sir. 

Q.  And  any  windows?  A.  Windows  in  the  rear,  and  two 
doors  in  the  front. 

Q.  And  to  get  into  the  bakery  you  go  down  steps  from  the 
outside?  A.  You  go  down  steps  from  the  outside,  but  there  is 
an  areaway  before  you  enter  the  bakery  under  the  walk. 

Q.  Tell  us  how  many  men  you  employ  ?  A.  Five  in  the  day 
and  four  man  at  night, 

Q.  Well,  you  have  heard  these  conditions  described  here.  Is 
your  bakery  not  like  that?    A.  Nothing  like  that;  no,  sir. 

Q.  How  much  do  you  pay  your  men?  A.  From  $22  to  $25, 
a  foreman. 

Q.  How  much  an  ordinary  workman?  A.  Well,  for  my  sec- 
ond, third  and  fourth  hands,  they  all  vary. 

Q.  What  is  the  lowest?  A.  The  lowest  that  I  pay  is  $12  a 
week. 

Q.  That  is  for  the  ordinary  workman?  A.  That  is  the  last 
hand. 

Q.  How  many  hours  do  they  work?  A.  Ten  hours,  some- 
times ;  in  the  summer  time  much  less  than  that. 

Q.  Seven  days  in  the  week,  or  six  ?     A.  Six. 

24 


738  MmuTBs  of  Public  Hsabings. 

Q.  Now^  Mr.  Ware,  do  you  provide  clothes  for  your  men  to 
wear?     A.  They  provide  their  own  clothes. 

Q.  They  wear  different  clothes  in  the  shop  than  they  do  out- 
side? A.  They  have  their  lockers  to  put  their  clothes  in  when 
they  are  through  work,  and  when  they  come  in  they  change  their 
clothes  from  the  street. 

Q.  How  often  do  they  get  other  clothes }  A.  That  I  could  not 
tell  you.  I  know  they  have  new  clothes  two  or  three  times  a 
week. 

Q.  Do  you  know  that,  or  is  that  a  guess  ?  A.  I  know  thai.  I 
don't  say  coat  and  whole  suit,  but  I  know  that  they  have  different 
clothes,  part  of  them. 

Q.  Have  you  any  washing  facilities  for  them  there?     A.  Yes. 

Q.  What  have  you  got  ?     A.  A  sink. 

Q.  One  sink?     A.  One  sink. 

Q.  Is  that  in  the  bake  shop  ?    A.  In  the  bake  shop. 

Q.  Kight  in  the  shop  where  the  dough  is  made,  where  the  bread 
is  made  ?     A.  Well,  it  is  in  the  back  part  of  the  shop. 

Q.  Do  you  provide  towels  ?     A.  They  provide  their  own  towels. 

Q.  They  have  to  provide  their  own  towels?  A.  And  take 
them  with  them ;  each  one  has  his  own  towel. 

Q.  Each  man  has  to  have  his  own  towel?  A.  Which  is  sup- 
posed to  be,  as  I  understand  it,  more  sanitary  than  to  have  a  towel 
for  all,  for  every  one. 

Q.  You  don't  supply  them,  that  is  what  I  was  trying  to  get  at 
A.  I  do  not. 

Q.  Where  are  the  toilets  ?     A.  Outside,  open  from  the  outside. 

Q.  Are  they  connected  with  the  room  ?     A.  No,  sir. 

Q.  Where  the  bread  is  baked  ?     A.  No,  sir. 

Q.  Where  are  they,  in  the  yard?  A.  No,  they  are  in  an 
alleyway,  underneath  the  sidewalk. 

Q.  They  are  in  front  of  the  bake  shop?  A.  In  front  of  the 
bake  shop.     The  entrance  is  not  from  the  bake  shop. 

Q.  Where  is  the  entrance  from?     A.  From  the  outside,  by  a 

door. 

Q.  The  men  have  to  go  out  in  an  alleyway  that  leads  up  to 
the  street  to  go  into  the  toilet?    A.  Yes. 

Q.  That  is  where  they  have  to  go  ?    A.  Yes. 


Leslie  A.  Wabe.  739 

Q.  Do  you  provide  soap,  or  does  each  man  supply  his  own 
soap  ?     A.  I  provide  soap,  certainly. 

Q.  You  do?     A.  Yes. 

Q,  Is  there  anything  else  you  want  to  say,  Mr.  Ware?  A  T 
want  to  say  that  a  bakery  that  conducts  their  busines<s  in  what  you 
terra  a  cellar  can  keep  it  just  as  clean  as  though  they  were  in 
any  other  part  of  a  building.  I  believe  it  depends  entirely  upon 
the  person  who  is  running  the  place. 

Q.  You  heard  Commissioner  Lederle's  testimony?     A.  I  did. 

Q.  You  don't  agree  with  him?  A.  In  some  cases  I  do.  He 
did  not  say  a  place  could  not  be  kept  clean  in  a  basement. 

Q.  Has  your  place  been  inspected  by  the  Board  of  Health? 
A.  It  has.  '    ^ 

Q.  When  was  it  inspected  ?     A.  This  month. 

Q.  Did  they  make  any  recommendations  to  you  or  suggestions? 
A.  No,  the  inspector  looked  the  ])ilace  over  and  found  no  fault 
with  it. 

Q.  When  was  it  inspected  before  this  month,  never  ?  A.  Many 
times  the  inspectors  have  come  in  when  I  don't  know  anything 
about  it. 

Q.  When  was  there  an  inspection  before  this  month?  A.  I 
had  three  inspectors  coming  from  the  Board  of  Health,  the  D.> 
partment  of  Lal>or  and  the  Tenement  House  Department. 

Q.  When  was  it  inspected  by  the  Board  of  Health  before  th'p 
month?     A.  I  could  not  tell  you  the  date. 

Q.  When  was  it  inspected  by  the  Labor  Department  last?  \. 
It  is  inspected  every  month  or  so,  to  my  knowledge,  by  some  in- 
spector.    T  don't  always  know  what  department  they  come  from. 

Q.  Your  building  has  been  inspected  once  a  month?  A.  Once 
a  month  on  an  average,  from  the  different  departments, 

Q.  By  some  department  ?     A.  I  should  say  that  was  so,  yes. 

Q.  Do  you  know  of  any  other  bakery  that  is  inspected  once  a 
month  ?     A.I  don't  say  once  a  month  every  month  in  the  year. 

Q.  No,  of  course  not,  but  on  the  average?  A.  Yes,  once  a 
month  on  the  average. 

Q.  Do  you  know  of  any  other  bakery  that  is  inspected  once  a 
month  on  the  average  ?     A.  I  don't  know. 

Q.  Have  you  ever  known  of  any  that  has  been  inspected  once  a 
month  on  an  average?    A.  Oh,  I  have  heard  them  say,  some- 
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timee^  that  two  or  three  inspectors  come  in  in  one  day,  just  as  it 
happens,  from  the  different  departments. 

Q.  Yon  heard  that  ?    A.  Yes, 

Q.  Anything  else?  A.  I  want  to  say  one  more  thing.  I 
would  like  to  just  state  a  question:  Which  would  you  people 
like  to  buy,  a  loaf  of  bread  that  was  baked  in  what  you  term  a 
basement  bakery,  under  proper  conditions,  clean,  and  brought  up 
and  sold  off  our  counter;  or  a  loaf  of  bread  delivered  from  a 
wholesale  place  and  left  in  a  bag  or  box  outside  a  delicatessen  or 
grocery  store,  or  other  place,  before  the  places  are  opened,  and 
the  grocery  man,  or  the  man  in  charge  of  the  store,  comes  and 
takes  that  bread  in  and  puts  it  on  his  counter. 

I  would  like  to  ask  you  which  would  be  the  more  sanitaiy 
bread,  a  loaf  like  that,  you  know,  left  in  a  bag  standing  by  the 
door,  and  plenty  of  ways  for  it  to  get  all  kinds  of  dirt,  and 
become  unclean. 

Q.  What  I  would  say  in  answer  to  that  is,  that  I  would  rather 
have  one  baked  in  my  own  home,  from  what  we  have  heard  here. 
A.  But  which  would  you  want  to  have  ? 

Q.  Have  you  ever  had  your  men  inspected  by  a  doctor,  to  find 
out  whether  they  have  sickness  of  some  kind,  consumption,  or 
anything  of  that  port,  or  skin  diseases  f    A   I  hava 

Q.  When?  A.  I  could  not  tell  you  when;  quite  some  time 
back,  to  my  knowledge. 

Q.  Were  they  sick  then?    A.  Not  to  my  knowledge. 

Q.  How  long  ago  was  it  ?     A.  I  should  say  it  was  a  year  or  so. 

(Witness  excused.) 

Mr.  Prank  P.  Hill  :  I  would  only  like  to  say,  Mr.  Chairman 
that  I  think  the  impression  that  has  been  made  before  the  Com- 
mittee does  an  injustice  to,  I  think  I  may  safely  say,  a  majority  of 
the  retail  bakers  in  the  city  of  New  York.  I  believe  that  the 
most  of  them  keep  good  shops.  In  fact,  I  gather  from  Commis- 
sioner Lederle's  testimony  that  conditions  were  fair  in  many  of 
the  shops  and  were  poor  in  many  of  the  shops,  but  I  believe  that 
in  the  majority  of  cases  the  conditions  are  fair,  and  proprietors 
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desire  to  keep  them  fair  or  improve  them.  I  know,  for  my  owa 
part,  if  there  is  anything  wrong  in  my  shop,  that  I  would  be 
perfectly  delighted  to  have  the  Commissioner  of  Health  inform 
me  as  to  what  is  wrong,  and  I  will  do  everything  to  correct  it.  I 
want  the  public  to  come  into  my  shop  and  know  just  what  the 
conditions  are  and  to  be  perfectly  satisfied. 

Mr.  Elkus:  Where  is  your  shop? 

Mr.  Hill:  On  Lenox  avenue,  between  125th  and  126th  street. 
Now,  it  seems  to  be  the  purpose  of  counsel  to  be  sure  that 
nothing  good  gets  on  the  record  in  favor  of  the  baker. 

Mr.  Elkus  :  Oh,  no. 

Mr.  Hill:  That  is  the  way  it  seems  to  me.  That  is  my  im- 
pression.    I  may  be  wrong. 

Mr.  Elkus  :  You  are  entirely  wrong. 

Mr.  Hill  :  Thank  you,  sir.     I  hope  I  am. 

Now,  personally,  speaking  for  myself,  there  has  been  a  great 
deal  in  the  papers  about  dirty  bake  shops,  and  I  believe  deserv- 
edly so,  in  many  cases,  but  the  trouble  is  it  is  so  presented  before 
the  Commission,  and  in  the  papers,  as  to  appear  that  there  are 
no  clean  shops.     That  is  wrong. 

Assemblyman  Phillips:  I  take  it  that  tHeee  investigations  of 
conditions  have  been  limited  to  certain  kinds  of  ahops^  where  the 
conditions  are  bad. 

Mr.  Elkus  :  Is  your  bake  shop  underneath  a  store  ? 

Mr.  Hill:  Yes,  and  necessarily  most  of  them  in  New  York 
city  must  be  underneath  the  store.  The  rent  is  very  high,  and 
you  can't  rent  a  place  above  ground  in  New  York  city  to  estab- 
lish a  bakery.  If  you  can't  have  a  bake  shop  in  a  basement  in 
New  York  city,  you  can't  have  a  bake  shop  here,  that  is  all,  unless 
people  will  pay  prohibitive  prices  for  bread ;  and  we  hear  a  great 
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deal  now  about  the  high  cost  of  living.     People  want  everything 
as  cheap  as  they  can  get  them,  but  they  want  good  things. 

Assemblyman  Smith:  What  rent  do  you  pay  in  your  store,  if 
I  am  not  asking  a  leading  question? 

Mr.  Hill:  I  don't  mind  saying  that  I  pay  $100  per  month 

for  the  whole  thing. 

Assemblyman  Smith  :  You  have  a  big  store. 

Mr.  Hill  :  It  is  one  himdred  by  eighty  feet. 

Assemblyman  Smith:  Suppose  you  were  forced  to  take  the 
second  floor  for  a  bakery. 

Mr.  Hill  :  You  could  not  get  it  in  nine-tenths  of  the  stores  in 
the  city.  You  could  get  in  a  tenement  house  if  you  wanted  an 
upper  floor. 

Mr.  Elkus:  They  could  not  get  in  any  tenement  house,  any- 
how.    Are  you  in  a  tenement  house  ? 

Mr.  Hill:  I  am  not  in  a  tenement  house.  I  am  in  a  build- 
ing at  the  corner  of  126th  street  and  Lenox  avenue. 

Mr.  Elkus:  You  have  a  good  location? 

Mr.  Hill :  Yes,  sir;  but  I  believe  there  are  others  just  as  good, 
and  better.  The  impression  has  been  made  here  that  all  of  them 
are  bad.     Now,  that  is  wrong,  and  a  great  injustice  to  the  baker. 

Mr.  Elkus:  Now,  have  you  ever  seen  any  of  the  bakeries 
described  here  ? 

Mr.  Hill:  No,  I  have  never  seen  any  bakery  as  bad  as  the 
most  of  those  described. 

Mr.  Elkus:  Is  there  any  association  of  baker  owners  or 
proprietors  ? 

Mr.  Hill:  Several  of  them. 
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Mr.  Elkus  :  They  are  for  what  purpose  ? 


Mr,  Hill:  Why,  to 


Mr.  Elkus:  For  the  purpose  of  mutual  improvement  of  their 
establishments  ? 

Mr.  Hill:  For  the  purpose  of  mutual  improv^nent,  mutual 
advantage,  not  at  all  for  the  purpose  of  controlling  prices. 

Mr.  Elkus  :  No,  I  don't  mean  that.  What  I  was  leading  up  to 
was,  why  couldn't  the  owners,  the  bakery  proprietors,  do  a  good 
deal  of  work  themselves  to  improve  the  conditions  which  have 
been  described  here,  and  which  must,  as  you  say,  exist.  Nobody 
claims  that  they  exist  in  every  shop. 

Mr.  Hill:  What  I  will  say  is,  the  organization  which  I  be- 
long to  is  an  organization  of  retail  bakers.  I  am  not  speaking 
for  them  here  at  all.  I  appear  in  my  individual  capacity.  I 
want  to  say  in  our  organization  there  are  probably  fifty  members, 
those  are  but  a  drop  in  the  bucket. 

Mr.  Elkus  :  I  understood  you  had  a  larger  organization. 

Mr.  Hill:  There  are  others  which  number  two  or  three  hun- 
dred, perhaps. 

Mr.  Elkus:  Why  couldn't  there  be  an  organization  of  the 
Master  Bakers,  as  there  is  of  Master  Plumbers,  an  association 
which  could  itself  bring  about  a  good  many  reforms  which  are 
needed.  I  suppose  you  suffer  from  imf air  competition,  -r—  you 
find  it  difficult  to  compete  with  the  men  who  do  not  make  the 
things  as  clean  as  you  do. 

Mr,  Hill  :  Of  course  you  can't  make  clean  things  for  the  same 
price  that  you  make  unclean  things.  That  question  was  brought 
out  by  the  answers  given  here.  I  employ  myself  an  extra  man  all 
the  time  for  the  purpose  of  keeping  things  clean,  that  is  all  he 
does,  and  I  pay  him  for  it. 
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Furthermore,  it  was  said  that  most  of  the  bakery  products  are 
mixed  by  hand.  I  think  that  the  shop  where  goods  are  mixed  by 
hand  are  in  a  very  large  minority.  I  think  that  many  bakeries 
use  appliances.  I  myself  have  several.  I  think  that  many  of  the 
bakers  use  a  divider  to  cut  the  rolls  into  pieces.  The  only  hand- 
ling that  is  done  is  simply  in  distributing  them.  They,  of  course, 
must  be  distributed. 

Now,  it  has  been  said  here,  that  the  bakeshops  are  warm.  I 
would  like  to  have  the  Committee  understand  that  a  bakeshop  has 
to  be  warm.  If  you  have  a  draft  through  a  bakeshop,  and  tho 
air  is  cold,  and  your  bread  is  raising,  why,  the  air  will  immedi- 
ately form  a  crust  over  that  soft  dough,  and  the  bread  cannot 
raise.     It  must  ba  kept  warm  or  else  it  can't  raise. 

But  at  the  same  time,  that  doesn't  say  that  the  air  has  to  be 
impure.  The  air  may  be  warm  and  stiU  be  pure.  I  think  you 
will  agree  that  we  have  to  keep  our  shops  warm.  In  some  places 
we  have  to  resort  to  ventilation  by  artificial  means.  Some  have 
fans.    I  know  several  shops  ventilated  by  an  exhaust  fan. 

It  is  necessary,  of  course,  in  a  shop  located  in  a  basement,  to 
burn  gas  the  greater  part  of  the  time,  but  I  don't  know  that  that 
is  particularly  unsanitary.  Some  have  electric  lights.  I  have 
electric  lights  in  my  bakeshop. 

Mr.  Elkus  :  You  have  a  model  shop,  I  understand  ? 

Mr.  Hill  :  Well,  I  don't  have  a  better  shop  than  many  others 
in  my  line.  I  will  say  very  frankly  that  there  are  shops  better 
than  mine,  but  I  am  making  an  honest  effort  to  have  a  dean 
shop,  and  I  think  it  is  wrong  that  the  sessions  of  this  Commission 
close  without  any  mention  of  the  shops  which  are  clean,  but 
simply  mentioning  those  which  are  filthy,  and  where  no  effort  is 
made  to  keep  them  clean.  That  is  one  of  the  questions  we  talk 
about,  and  how  we  can  improve  the  conditions  in  our  trade,  how 
we  can  improve  the  machinery,  how  we  can  improve  the  methods, 
and  everything  about  the  shop.    I  thank  you. 

Miss  Dbeieb:  You  spoke  of  your  bakery  being  underneath  the 
shop.  That  does  not  necessarily  mean  a  cellar,  you  know.  What 
we  call  a  cellar  bakery  is  below  the  level  of  the  street. 


Leslie  A.  Wabb.  745 

Mr.  Hill  :  Now,  I  think  with  that  definition  of  a  cellar  bakery, 
you  will  find  there  are  very  few  cellar  bakeries.  Now,  my 
shop — the  ceiling  of  my  bakeshop  might  not  be  more  than 
eighteen  inches  above  the  curb  level  of  the  street.  It  is  slightly 
above  the  curb  level,  but  it  is  ventilated  by  electric  fans,  and  it  is 
also  lighted  by  electricity,  and  the  ceiling  is  eleven  feet  high. 

Assemblyman  Smith:  I  think  you  will  find,  Mr.  Hill,  from 
the  testimony  taken  here,  that  it  is  quite  likely  that  our  inspectors 
were  looking  for  some  of  the  worst  samples,  and  if  we  can  succeed 
in  improving  the  worst  samples,  if  we  can  bring  them  all  up  to 
the  standard  that  you  have,  it  is  right  that  we  should  look  at  the 
worst  of  them. 

Mr.  Hill:  Personally,  as  a  baker,  I  should  be  very  glad  to 
see  every  bakery  inspected  and  a  permit  issued  in  the  aame  fashion 
as  that  pursued  with  the  milkmen. 

Mr.  Elkub  :  I  am  very  glad  to  have  you  say  that. 

Mr.  Hill:  Personally,  I  believe  in  that 

Mr.  Elkus:  You  mean  every  establishment? 

Mr.  H]([ll:  I  mean,  I  should  like  to  have  every  bakery  in»- 
spected  at  least  once  a  month,  and  a  permit  issued  from  some 
competent  Department,  either  the  Labor  Department,  or  the 
Health  Department,  it  makes  no  difference  to  me  which  DepHrtr 
ment  inspects  my  bakery,  but  I  believe  it  should  be  done,  and 
I  think  it  could  be  done  just  as  effectively  by  the  Labor  Depart- 
ment, but  I  am  perfectly  willing  that  the  Health  Department 
should  have  control  of  it. 

Mr.  Elkus:  It  doesn't  make  any  difference  to  you  who  does 
the  inspecting,  which  Department  has  control  of  it? 

Mr.  Hill  :  I  believe  it  would  be  the  best  thing  for  the  business, 
if  it  was  done.  It  would  be  a  fine  thing  for  the  bueriness,  if  the 
public  could  know  that  they  wiere  getting  good's  that  were  thor- 
oughly clean,  and  which  had  been  inspected  by  the  proper 
Department. 
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Mr.  Elku8:  You  believe  in  the  physical  examination  of  the 
liakers  themselves? 

Mr.  Hull:  Well^  I  see  no  objection  to  it  I  would  be  perfectly 
willing  to  employ  men  only  who  were  c^lified  by  the  Department 
of  Health,  so  fai  as  I  am  convinced.  It  wouldn't  make  any 
difference  to  me,  but  it  was  spoken  here  in  the  testimony,  about 
a  man  having  rheumatism.  That  doesn't  affect  his  ability  to  act 
as  a  baker. 

Mr.  Elkus:  How  about  having  skin  disease? 

Mr.  Hill:  Why,  I  don't  think  a  man  having  skin  disease  ought 
to  work  in  a  bakery,  I  will  say  very  frankly. 

AsHcmblyman  Phillips:  I  suppose  there  are  people  in  this 
city,  and  especially  in  the  locality  where  the  bakers  are  located, 
which  have  been  referred  to  in  the  testimony,  who  would  buy 
bread,  knowing  that  the  fellow  who  made  it  had  skin  disease,  If 
they  could  get  it  cheaper  than  from  a  good,  clean  baker. 

Mr.  Hill:  There  are  many  people  who  are  indifferent  and 
simply  look  for  the  price  and  not  the  quality,  that  is  to  say,  they 
want  quantity  and  not  quality,  especially  in  that  neighborhood. 

Assemblyman  Smith  :  If  you  made  in  your  bakery  shop,  a  loaf 
of  rye  bread  the  size  that  they  make  in  Essex  street,  you  would 
have  to  get  fifteen  cents  for  it? 

Mr.  Hill  :  I  am  not  familiar  with  what  they  make  over  there. 

Assemblyman  Smith  :  They  sell  them  for  six. 

Mr.  Elkus  :  I  don't  suppose  you  make  a  loaf  of  bread  for  six 
cents  ? 

Mr.  Hill:  Yes,  we  have  them  for  five.  We  give  a  fair  loaf 
of  bread  for  five  cents. 
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Miss  Dbeieb:  Do  you  really  think  that  a  cellar  bakery^  gener- 
ally speaking,  could  be  made  so  clean  as  to  be  perfectly  sanitary 
for  the  people  who  work  there  and  the  people  who  buy  the  bread  ? 

Mr.  Hill  :  I  believe  that  most  of  them  could.  Some  could  not, 
and  others  could.  Those  that  could  not,  should  not  be  allowed. 
Most  of  them  could.  I  believe  that  a  shop  can  be  ventliated 
artificially  so  that  it  will  be  sanitary  for  any  kind  of  employment. 
I  believe  that  a  cellar  bakery  can  be  ventilated  and  be  made  as 
clean  as  a  bakery  in  any  other  situation.  I  don't  see  why  a  man 
can't  clean  a  shop  just  as  well  in  the  basement  as  on  the  top 
floor,  and  I  think  that  ventilation  is  just  as  necessary  upstairs 
as  in  the  basement 

Cleanliness  rests,  first,  with  the  employer  running  the  business. 
If  he  wants  to  keep  it  up-to-date,  he  will  do  it,  whether  it  is 
inspected  or  not.  but  there  are  men  who  will  not  do  that>  unless 
they  are  inspected,  and  therefore  you  must  have  inspection. 

I  think  that  a  man  who  does  keep  his  shop  clean  has  no  fear 
of  inspection,  and  it  is  just  to  him  that  they  should  be  inspected, 
and  placed  on  a  basis  where  people  will  have  confidence  in  their 
cleanliness.  I  would  like  to  have  the  public  sure  that  when  they  go 
into  a  shop  they  are  buying  a  loaf  of  bread  that  is  clean.  I  be- 
lieve that  would  be  to  the  advantage  of  the  baking  trade.  At 
the  same  time,  I  don't  believe  that  the  conditions  are  anything 
like  as  bad  as  the  facts  brought  out  here  would  be  apt  to  lead 
some  people  to  believe.  They  are  not  all  bad.  There  are  some 
good  ones,  and  I  believe  that  the  good  ones  vastly  outweigh  the 
bad  ones. 


Assemblyman  Smith:  We  will  take  care  of  the  good  and  the 
bad. 

Mr.  Hill:  Thank  you. 

Mr.  Elkus  :  Shall  we  adjourn  now  ? 

Assemblyman  Smith:  The  Commission  stands  in  recess  until 
the  27th  day  of  November,  in  the  city  of  Buffalo. 

Whereupon  at  1:47  p.  m.,  the  Commission  adjourned  to  meet 
November  27th,  in  the  city  of  Buffalo,  New  York. 


MINUTES  OF  THE  HEARING  OF  THE  NEW  YORK 
STATE  FACTORY  INVESTIGATING  COMMIS- 
SION, HELD  IN  THE  CITY  HALL, 
CITY  OF  BUFFALO 
AT  10  A.  M. 

November  27th,  1911. 
Present: 

AssemblyiD'an  Alfred  E.  Smith  ( Vice  Chairman), 
Afleemblyman  C.  W.  Phillips, 
Miss  Maby  E.  Dreieb, 
Senator  C.  M.  Hamilton, 
Assemblyman  Edward  D.  Jackson. 

Appearances: 

Abram  I.  Elkus^  Esq.,  Counsel  for  the  Commission. 

The  Commiseion  was  called  to  order  by  the  Vice-ChairmaiL 

The  Vice-Chaibman  :  This  Commission,  appointed  pursuant 
to  the  provisions  of  Chapter  561,  of  the  laws  of  1911,  is  a  Com- 
mission to  investigate  the  conditions  under  which  manufacture  is 
conducted  in  cities  of  the  first  and  second  class  in  this  State. 

The  Commission  is  very  glad  to  come  to  the  city  of  Buffalo, 
the  second  great  city  of  our  State,  and  would  very  much  like  to 
hear  from  the  Mayor  of  the  city. 

Address  by  Hon.  Louis  P.  Fuhemann,  Mayor  of  the  City  of 
Buffalo. 

Mr.    Chairman,    Members    of   the    Investigating    Commission, 
Ladies  and  Oentlemsn: 

I  am  not  here  this  morning  to  make  a  lengthy  address  upon 
any  subject  whatsoever.  I  am  here  in  response  to  an  invitation 
to  say  a  few  remarks  on  the  occasion  of  the  first  public  hearing 
on  Factory  Investigation,  which  I  am  informed  has  ever  been  held 
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in  this  city.  First  of  all,  it  is  in  order  to  say  a  word  of  approval 
for  those  who  are  interesting  themselves  in  a  subject  that  is  so 
deeply  vital  to  the  health  and  to  the  safety  of  our  industrial  workers. 
Xobody  knows  better  than  I  do  the  importance  to  the  city,  and 
state,  and  nation  of  doing  everything  that  is  possible  to  improve 
the  conditions  under  which  thousands  and  tens  of  thousands  of 
our  people  live  and  toil.  I  can  think  of  no  cause  that  is  more  humane 
than  this  self  same  one  which  this  Commission  is  considering  and 
promoting.  What  I  am  saying  here  to-day  is  not  upon  the  theory 
that  I  am  more  public  spirited  than  other  men.  It  is  said  simply 
because  I,  like  every  right-minded  citizen,  feel  for  those  who  have 
to  engage  in  hazardous  callings,  who  take  their  life  and  their  health 
in  their  hands  in  their  struggle  to  work  out  their  economic  destiny. 

I  have  been  a  worker  all  my  life,  and  I  would  feel  that  I  was 
going  back  on  myself  if  I  did  not  come  here  this  morning  and 
show  by  my  prcsonco  tlio  sympathy  and  appreciation,  not  only 
for  you,  but  for  the  tliousiuuls  and  tens  of  thousands  of  workers 
of  the  world  who  need  and  wlio  are  entitled  to  an  intelligent  and 
an  enlightened  presentation  of  their  claims  upon  human  society. 

On  behalf  of  the  city  of  Buffalo,  four  hundred  and  twenty-five 
thousand  of  us  more  or  less,  I  want  to  thank  this  Commission  for 
the  good  work  thoy  are  doing  in  our  city  to-day,  and  I  wish  to 
further  assure  them  that  tliev  have  the  sympathy  and  co-operation 
of  every  patriotic  Buffalonian.     T  thank  you. 

The  ViCE-CuAiRMAN :  The  Honorable  Abram  T.  Elkus,  the 
counsel  to  the  Couiniission,  and  tlio  man  who  has  .directed  its 
operation  since  its  inception,  will  reply  to  the  Mayor. 

Mr.  Elkus:  Mr.  Chairman  and  nieinbors  of  the  Commission^ 
and  Air.  Mavor. 

On  behalf  of  the  Commission,  I  desire  to  extend  to  the  Mayor 
our  most  heartfelt  thanks,  for  not  only  his  very  cordial  words  of 
welcome,  but  his  very  sincere  words  of  appreciation  of  the  work 
which  has  been  done  by  the  (Commission,  and  which  is  now  being 
done  by  it.  At  the  outset  we  desire  also  to  thank  not  only  the  Mayor, 
but  all  the  city  officials  of  Buffalo  for  their  most  cordial  co-operation 
with  the  Commission  in  this  preliminary  work.     We  have  been 
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met  by  every  official  on  every  hand,  by  every  citizen  whom  we 
have  approached,  not  only  with  offers  of  help  and  assistance,  but 
with  a  symiHithy  with  the  aims  and  objects  of  the  work  of  the 
Commission,  which  has  been  most  encouraging. 

It  is  our  regret,  Mr.  Chairman  and  Mr.  Mayor,  that  time, 
which  prc»sses  on  us  so  heavily,  permits  us  only  a  one-day  session 
in  this  city.  We  feel  after  our  preliminary  investigations  that 
w€  could  well  s{x?nd  two  or  three  days  or  even  a  week  here,  but 
under  the  provisions  of  the  Act  to  which  you  have  referred,  we  must 
report  to  the  Legislature  by  February  next,  and  we  have  much  more 
to  do  in  all  of  the  cities  of  the  State  which  we  intend  to  visit  and 
investigate,  and  therefore  are  required  to  hurry  on,  and  thus  can 
only  spend  one  day  here. 

I  desire  to  say  a  word  or  two  about  the  object  and  scope  of  the 
Commiss'ion,  and  a  few  words  about  what  has  already  been  directly 
and  indirectly  accomplished  by  it  In  the  first  place,  your  distin- 
guished Mayor  referred  to  the  fact  that  there  are  tens  of  thousands 
of  workers  employed  in  factories.  Let  me  correct  him  and  say 
that  in  the  State  of  New  York  to-day  there  are  nearly  one  million 
men,  women  and  children  employed  in  the  45,000  factories  through- 
out the  cities  of  the  State,  and  that  this  Commission  deals  not  alone 
with  the  welfare,  but  with  the  very  existence  and  the  veiy  life  of 
those  1,000,000  of  our  fellow  citizens. 

It  seems  sad  to  say  that  it  requires  some  great  catastrophe  or  some 
awful  happening  which  shocks  the  conscience  of  the  people  and 
arouses  their  activity  to  an  investigation  of  this  kind.  Unfortu- 
nately, the  city  of  New  York  six  months  ago,  witnessed  the  most 
awful  catastrophe  among  working  people,  when  over  140  persons 
lost  their  lives  in  the  Triangle  Waist  factorv's  fire.  That  aroused 
the  Legislature,  and  many  public-spirited  citizens  to  the  dangers 
which  surround  those  who  worked  in  factories  and  factory  buildings, 
and  this  investigation  was  ordered  by  the  Legislature,  not  alone 
into  the  safety  of  buildings  because  of  fire,  not  alone  to  determine 
what  measures  could  he  taken  to  prevent  loss  of  life  by  fire,  but 
also  to  inquire  into  what  perhaps  is  far  more  important  and  is  still 
a  higher  work,  and  that  is  the  conditions,  the  daily  conditions,  the 
hourly  conditions  which  surround  the  factory  worker;  to  find  out 
and  ascertain  the  hours  of  work,  the  conditions  under  which  they 


752  MmuTEB  of  Pubuo  Hbabings. 

work,  the  mirroundingSy  the  cleanliness^  the  dust,  the  dirt,  noiee, 
the  light,  the  ventilation  and  all  thoee  things  which  I  venture  to 
saj  under  present  conditions  in  some  other  factories  of  the  State 
do  more  to  add  to  the  death  list  than  even  such  horrible  catastrophes 
as  the  fire  to  which  I  referred.  We  are  engaged,  Mr.  Chairman, 
in  a  word,  in  the  problem  of  the  conservation  of  human  life-  We 
have  daily  read  in  this  State  about  the  conservation  of  the  forests, 
the  conservation  of  the  waters,  the  conservation  of  our  natural  in- 
dustries, but  the  duty  of  this  Commission  and  the  work  of  this 
Commission  is  a.  far  higher  and  a  far  greater  conservation,  not  only 
of  life  but  health,  of  the  long  life,  of  the  extent  of  life  and  of  the 
proper  life  of  those  who  work  in  its  factories. 

I  have  thus  outlined  in  a  word  the  work  the  Commission  is  to 
do.  Now,  since  the  Commission  started  its  labors  in  the  earlier 
part  of  October,  the  direct  results  have  been  wonderful.  In  one 
dt'partment  of  the  State  there  had  been  prior  to  the  beginning  of 
the  sessions  of  the  Commission  but  41  inspections  of  factories  of 
u  certain  kind.  Since  that  time,  within  the  one  month  the  Com- 
mission has  held  sessions,  there  have  been  over  400  inspections  of 
factories.  Of  course,  the  Commission  didn't  order  those  inspections. 
They  had  no  power  to,  even  if  they  wanted  to,  but  that  has  been 
the  indirect  result,  one  indirect  result  of  the  work  of  the  Commis- 
sion; and  those  who  read  the  daily  papers  have  found  by  reading 
them,  that  all  over  the  State,  and  particularly  in  thfe  great  cities, 
bake  shops  were  closed;  they  found  other  factories  cleaned  up;  they 
found  the  ventilation  in  others  improved,  they  find  the  sanitary 
appliances  in  others  changed,  all  because  of  the  work  of  this  Com- 
mission, of  what  has  been  done  indirectly  by  showing  these  facts 
to  the  broad  light  of  day.  I  may  say,  in  passing,  that  some  of  the 
worst  conditions  have  been  shown  in  those  factories  which  pro- 
duce food  products.  If  any  of  those  here  have  followed  the  testi- 
mony, they  would  not  eagerly  wait  for  the  breakfast  rolls  to  come 
before  them  in  the  morning.  The  cake  which  comes  with  after- 
noon tea  would  not  be  nearly  as  welcome  as  we  think  it  is  now,  if 
ithey  could  read,  as  we  have  had  shown  to  us,  the  conditions  and 
the  surroundings  under  which  those  things  are  made.  If  all  the 
ladies  and  children  who  indulge  so  much  in  candy  could  have 
heard  as  we  have  the  horrible  conditions  and  the  horrible  methods 
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\vhich  suround  the  manufacturer  of  that  delicious  product,  I  don't 
think  any  of  them  would  like  to  eat  any  candy  for  at  least  a  week. 
But  Mr.  Chairman,  while  I  have  spoken  of  the  increased  inspections 
because  of  the  publicity  and  the  work  of  the  Commission  undoubt- 
edly, this  Commission  is  not  here  for  the  purpose  of  creating  or 
causing  additional  inspections.  They  are  but  temporary  means  of 
improvement.  The  Commission's  work  is  to  design  a  permanent 
end,  and  that  permanent  end  is  not  alone  that  the  conditions  of 
life  in  factory  buildings,  because  of  a  sudden  catastrophe  like  a 
fire,  should  be  made  better,  but  so  as  to  enable  the  working  people 
to  live  better  lives,  to  live  healthier  lives,  to  live  longer  lives,  and 
thus  redound  to  the  benefit  of  the  entire  community.  It  is  a  fact 
that  while  this  may  be  an  expense  to  the  State  and  an  expense  to 
the  individual  in  the  first  instance,  it  is  proven  and  it  is  conceded 
that  every  dollar  of  this  expense,  if  we  put  it  purely  upon  a  mone- 
tary basis,  redounds  dollar  for  dollar  and  a  hundred-fold  dollar  for 
dollar  to  the  benefit  of  the  whole  State  and  everybody  in  it. 

Now,  Mr.  Chairman,  we  will  proceed,  if  you  will.     The  first 
witness  will  be  Miss  Pike. 


The  Yioe-Chaisman  :  Before  the  Commission  engages  in  the 
examination  of  witnesses  I  would  like  to  speak  to  the  audience. 
If  there  are  any  persons  in  the  room  who  have  not  been  subpoenaed 
but  who  desire  to  be  heard,  we  will  be  obliged  to  them  if  they  will 
come  forward  and  give  their  names  to  the  secretary,  Mr.  Tiemey. 

Violet  Pike,  called  as  a  witness,  being  duly  sworn,  testified 
as  follows : 

Examination  by  Mr.  Elkus: 

Q.  Miss  Pike,  will  you  give  your  full  name?    A.  Violet  Pike. 

Q.  And  are  you  a  graduate  of  any  institution?  A.  Graduate 
of  Vassar  College. 

Q.  When  did  you  graduate?    A.  1907. 

Q.  And  have  you  been  engaged  in  working  for  the  Factory  Com- 
TTiission?    A.  I  have,  sir. 

Q.  In  what  capacity?    A.  As  an  inspector  and  invesdgator. 
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Q.  How  long  have  you  worked  as  an  inspector  for  the  Commis- 
.^i'ln^    A.  About  six  weeks. 

Q.  What  kind  of  factories  have  you  inspected?  A.  I  have  in- 
sjiected  paper  box  factories,  human  hair  factories,  candy  factories, 
ireat  packing  factories  and  factories  for  meat  packing  purposes. 

Q.  What  factories  have  you  inspected  in  the  city  of  Buffalo? 
A.  The  city  of  Buffalo  I  inspected  the  paper  box  and  meat  packing 
factories  and  candy  factories  and  rag  picking  shops. 

Q.  And  during  what  time  have  you  made  these  investigations 
i^i  Buffalo?    A.  Within  ten  days. 

Q.  You  yourself  have  personally  gone  to  the  factories  and  as- 
certained for  yourself,  with  your  own  eyes,  the  conditions  about 
which  I  am  going  to  ask  you?    A.  Yes. 

Q.  Miss  Pike,  have  you  made  a  study  of  factory  workers  and 
factory  conditions  for  some  years  past?  A.  Yes,  I  have  been  for 
some  years  past  very  much  interested  in  factory  workers  and  factory 
conditions. 

Q.  Xow,  will  you  begin  please,  with  the  meat  packing  factories 
in  Buffalo,  and  tell  us  your  work  and  investigation?  A.  The 
factory  where  I  made  the  first  inspection  and  where  I  spent  consider- 
able time  was  the  factory  conducted  by  the  Dold  Company. 

Q.  Where  is  that  located?    A.  745  William  street. 

Q.  You  made  very  careful  notes  of  your  examination  of  the 
factory?    A.  I  did. 

Q.  Would  you  like  to  refer  to  them  in  testifying?      A.  Yes,  sir. 

Q.  Will  you  state  to  the  Commission  just  what  you  found  with 
reference  first  as  to  how  many  men,  women  and  children  were  work- 
ing there  and  what  they  were  doing?  A.  I  did  not  visit  the  entire 
factory;  I  visited  simply  the  parts  of  the  factory  emplo,ying  women, 
or  women  and  men  together,  and  it  took  mo  probably  three  hours 
to  make  the  inspection.  The  Dold  Company  employe  about  one 
thousand  workers,  and  from  100  to  150  womem  Those  are  the 
nearest  figures  I  could  get,  even  the  time-keeper  being  unable  to 
toll  me  the  number  of  women  employed,  because  they  were  not 
distinguished  on  the  rolls. 

Q.  What  is  that?  A.  They  did  not  distinguish  between  men 
and  women  on  the  poy  roll.  Dold  employed  between  ten  and 
twelve  hundred  employees. 
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The  buildings  of  the  Dold  Company  are  various  sized,  from  one 
story  to  five  stories  in  height  One  of  the  buildings  is  extremely 
ciJd  and  ramshackle.  I  was  oonducteJ  over  part  of  the  factory  by 
the  Fire  Supervisor,  the  Fire  Marshal.  He  told  me  that  they  were 
old  buildings,  and  liad  been  conducted  as  packing  factories  from  the 
time  they  were  constructed. 

The  floors  of  this  building  are  wood,  and  in  one  of  the  rooms 
I  found,  where  eighteen  or  twenty  people  were  gathered,  at  least 
i^lf  an  inch  of  water  covering  the  floor. 

Q.  You  mean  that  the  water  was  on  the  floor  half  an  inch  deep? 
A.  In  certain  parts. 

Q.  And  were  the  people  standing  in  this  water?  A.  The  people 
were  standing  in  this  water. 

Q.  And  was  that  an  ordinary  condition  ?  A.  Ordinary  in  that 
it  was  not  drained  off,  and  no  one  said  it  was  anything  unusual. 

Q.  What  room  was  that?  A.  That  condition  existed  in  three 
rouzns;  the  pickling  room,  in  the  sausage  making  room  and  I  will 
have  to  call  it  what  I  understood  to  be  a  pork-trimming  room. 
In  the  pork-trimming  room  it  did  not  exist  to  such  an  extent 

Q.  That  applies  to  the  sausage  room  and  the  pickling  room? 
A.  Around  the  sausage  room  and  the  pork  trimming. 

Q.  What  is  that  floor  i  A.  In  the  pork-trimming  room  the  car- 
cases of  pork  are  slung  down  on  slides  and  cut  up,  and  in  that 
loom  about  75  people  are  working  and  about  25  of  them  are  women. 
The  men  do  a  good  deal  of  the  work,  that  is,  they  put  the  meat 
through  very  swift  moving  machines.  Very  often  the  men's  hands 
or  fingers  are  cut  or  hurt  in  this  work  because  the  work  is  speeded 
up  in  (Nrder  for  the  men  to  earn  more  wages.  The  women  stand 
at  tables  below  the  men  and  receive  the  small  pieces  of  meat  as 
they  come,  and  trim  them. 

The  floors  were  slimy,  running  with  water;  water  was  not  actu- 
ally running  there,  but  the  slime  and  grease  were  very  thick  so  that 
a  foothold  was  hardly  possible. 

In  fact,  two  or  three  times  the  floors  were  so  wet  and  so  slimy 
that  I  nearly  slipped.  The  women  where  the  floors  were  wet  wore 
rubber  boots,  and  heavy  men's  boots,  end  some  of  the  women  were 
standing  on  barrel  tops  wherever  they  could  find  them  in  order 
10  keep  out  of  the  wet    . 
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Q.  Where  does  the  water  come  from,  Miaa  Pike,  in  these  rooms? 
A.  Some  of  it,  I  suppose,  is  f ixxu  the  meat,  and  in  some  of  the 
rooms  thej  have  a  hose  that  they  turn  on  and  oif  again^  in  order 
to  clean  the  floor. 

Q.  But  the  condition  of  the  room,  I  suppose,  is  due  to  the  con- 
dition 'of  the  floor,  it  does  not  drain  ofl  2  A.  It  does  not  drain  off; 
<iCime  of  the  floors  were  drained,  but  ii  left  the  floors  slimj. 

Q.  You  saj  the  men  frequently  lose  their  fingers  due  to  getting 
them  caught  in  tho  machine,  because  the  machine  worked  so 
quicklj?    A.  So  I  was  told. 

Q.  Did  they  tell  jou  how  often  they  lose  their  fingers!    A.  No 
I  got  that  information  from  the  firm  manager,  an  employee  of  the 
company. 

Q.  Kow,  go  on  and  describe  the  other  room — the  sausage  room. 
A.  Well,  in  the  sausage  room,  the  condition  of  the  floor  was  worso 
than  in  the  pork-trinmiing  roouL  That  is  to  say,  there  was  more 
water  in  spots  than  the  other,  and  the  work  is  extremely  disagree- 
able and  dirty.   All  done  by  women  and  men  working  together. 

Q.  What  do  they  do  ?  A.  The  sausage  is  put  into  a  machine, 
in  the  top,  and  is  then  scraped  out  by  a  sort  of  top,  and  they  aim- 
ply  tie  the  sausages  up  very  rapidly  as  they  come  thxou^  from 
this  top.  The  women  are  wonderfully  expert,  and  are  very  rapid, 
but  I  f  oimd  it  was  very  dirty  and  disagreeable  work.  The  women 
are  paid  small  wages,  that  wage  being  the  same  as  the  men's.  They 
do  their  work  side  by  side  —  piece  vrork  —  and  the  women  have 
to  keep  up  with  the  men. 

Q.  Is  that  very  dirty  or  clean?    A.  Extremely  filthy. 

Q.  What  do  you  mean  by  extremely  filthy  ?  What  kind  of  dirt 
is  present?  A.  Well,  sometimes  we  find  refuse,  pieces  of  meat 
which  they  throw  away  and  discard.  You  will  understand  just 
exactly  what  it  came  from  —  the  floors  are  just  simply  impossible 
to  stand  on. 

Q.  So  dirty?    A.  So  covered. 

Q.  And  that  is  in  the  room  in  which  the  sausage  is  tied  up,  put 
in  skins  and  made  ready  for  the  market?    A.  Yes. 

Q.  How  is  this  condition  to  be  avoided  and  guaided  against? 
A.  I  should  think  it  would  be  possible  to  avoid  it,  if  there  were 
tiled  floors,  something  of  that  kind.    I  am  not  srufficiently  trained 
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to  say  whether  that  should  be  done.  The  floors  should  be  thor- 
oughly drained  each  day  to  take  the  water  off.  They  diould  be 
drained  very  carefully  in  order  to  remove  the  slime  that  is  on  the 
floor.  The  stuff  is  not  taken  away.  Moreover^  if  you  have  the 
place  cleaned  out  two  or  three  times  daily  it  ia  all  right,  as  they 
do  in  certain  places. 

Q.  You  mean  that  thev  would  have  to  clean  the  rlace  out  two 
or  three  times  a  day  in  order  to  get  ri^!  of  it?    A.  Yes,  sir. 

Dr.  Fbonczak  (Commissioner  of  Health  of  the  city  of 
Buffalo) :  In  some  of  them  you  say  they  are  cleaned  two  or  three 
times? 

The  Witness:  I  do  not  say  so,  but  that  was  my  idea. 

Dr.  Fbonozak:  You  never  saw  it  yourself! 

The  Witness:  It  is  possible,  in  my  opinion. 

Dr.  Fbonozak:  You  believe  it  could  be  avoided  by  cleaning  it 
two  or  three  times,  and  having  tiled  floors  ? 

The  Witness  :  I  wouldn't  say  so,  because  you  see  I  am  not 
an  expert. 

Dr.  Fbonozae  :  That  is,  you  think  that  is  the  only  way  that  it 
would  be  possible  I 

The  Witness:  Yes. 

By  Mr.  Elkub: 

Q.  ]!Tow,  Miss  Pike,  go  on  and  tell  us  the  rest  of  your  invesrti- 
gation.  You  have  told  us  about  the  sausage  room,  nud  have  told 
us  about  the  pork-trimming  room,  have  you.   A.  Yes,  sir. 

Q.  Now,  tell  us  about  the  pickling  room.  A.  Li  the  pickling 
room  it  is  practically  the  same  as  the  sausage  room.  The  work  is 
not  as  dirty  in  character.  The  stuff  on  the  floor  is  simply  water  and 
brine.  It  is  not  slimy  or  necessarily  disagreeable,  but  at  the  same 
time  this  water  does  stand  on  the  floor  and  the  workers  have  to 
stand  there.   It  does  not  seem  to  drain  off. 
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Q.  Now,  you  have  described  those  rooms,  and  the  conditions. 
Xow,  will  you  tell  us  what  you  found  was  the  reason  for  it?  A.  I 
\('ouId  like  to  say  a  word  about  the  arrangement  of  the  toilets  in 
that  factory.  In  parts  of  it  the  workers  have  to  go  from  one  floor 
to  another.  They  have  to  go  along  a  gallery  and  dowai 
outside  stairs  and  over  the  roof  of  another  building,  in  order  lo 
change  their  clothes  or  get  rid  of  some  of  the  dirt  that  has  collected, 
or  to  go  to  the  toilets.  It  seems  to  me  that  that  is  a  rather  un- 
fortunate arrangement. 

Q.  You  mean  they  have  to  go  outside  the  building?  A.  They 
have  to  go  outside  the  building  and  quite  a  distance  in  the  open 
a  jr. 

Q.  Now,  did  you  examine  the  toilets  yourself?    A.  Yes^  sir. 

Q.  How  did  you  find  them?  A.  They  are  in  fair  condition,  they 
aie  quite  light  and  airy. 

Q.  Go  ahead.  Miss  Pike.  A.  There  are  two  rooms  in  this  estab- 
lishment that  have  no  ventilation  at  all,  that  is  to  say,  they  have 
no  windows. 

Q.  What  rooms  are  those?  A.  One  room  is  the  egg  candling 
room,  that  is  where  the  eggs  are  examined  for  spots  and  packed 
for  the  market,  and  in  this  room  about  eighteen  girls  work. 

Q.  How  old  are  these  girls  ?  A.  Well,  most  of  them  are,  I  should 
say,  around  twenty  or  twenty-five.  There  are  one  or  two  girls  there 
that  might  be  under  age. 

Q.  And  you  say  there  are  no  windows  in  that  room  at  all?  A. 
There  are  no  windows  in  that  room  at  all. 

Q.  Is  the  light  artificial?  A.  Yes.  The  floors  even  in  this  room 
are  sweaty  and  damp,  and  the  room  was  apparently  not  heated,  it 
was  very  chilly,  and  the  girls  were  wearing  coats  or  sweaters  while 
they  did  their  work. 

Q.  How  did  the  room  get  any  air  at  all?  A.  There  are  two 
small  flues  cut  in  the  wall,  two  very  small  flues — one  on  the  two 
sides  of  the  wall. 

Q.  How  large  was  this  first  room,  Miss  Pike?  A.  I  do  not  know 
exactly  how  large  it  was;  I  should  say  about  probably  30  by  15. 

Q.  Now,  have  you  told  us  all  about  that  room?  Take  the  other 
room,  tell  us  exactly  all  about  that.  A.  The  other  room  was  smaller 
and  only  two  workers  were  employed  there.    There  is  no  arrange- 
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i]i«  ut  for  ventilation  at  all  there,  except  an  elevator  hoistwaj.  There 
are  no  flues  in  that  room  at  all. 

Q.  Nothing  at  all?  A.  It  was  alflo  damp  and  chillj,  and  of 
course,  artificial  light. 

Q.  You  say  there  was  no  means  apparent  of  heating  either  of 
these  rooms?    A.  No. 

Q.  And  the  girls  had  their  coats  on?    A.  Yes. 

Q.  What  hours  did  these  girls  work?  A.  They  worked  irregu- 
]}irly,  that  is  to  say  they  worked  as  long  as  they  have  work  for 
them  to  do.  They  come  to  the  factory  at  seven  and  sometimes 
they  get  through  earlier  than  others.  The  average  day  is,  I  think, 
seven  to  five-thirty  with  4l  half  an  hour  for  lunch.  At  times  they 
come  there  earlier  when  there  is  enough  work.  It  is  on  the  piece 
work  system. 

Q.  What  do  they  earn?  A.  They  earn  seven  cents  an  hour  in 
the  candling  room,  and  by  piece  work  in  the  sausage  room.  I  believe 
the  girls  can  make  in  that  work  as  much  as  a  dollar  and  a  half  a 
fiixy  in  the  sausage  room. 

Q.  In  the  egg  candling  room  they  get  paid  by  the  hour,  so  that 
if  they  work  ten  hours  a  day  they  could  make  seventy  cents?  A. 
lii  the  candling  room  they  make  seven  cents.  If  they  are  working 
the  full  number  of  hours  allowed  by  law  they  make  seventy  cents; 
they  generally  make  lesa 

Q.  How  much  would  you  say  the  average  was,  forty  or  fifty 
conts  a  day?  A.  I  do  not  know;  I  am  unable  to  form  any  idea 
of  the  average. 

Q.  If  they  work  as  long  as  the  law  permits  them  to,  they  can 
only  make  seventy  cents,  at  the  highest?    A.  Yes. 

Q.  Xow,  go  on,  if  you  will,  Mass  Pike,  and  tell  us  the  rest  of 
your  facts.  A.  I  should  like  to  say  a  word  about  the  room  where  they 
make  tin  cans.  Now,  in  this  room  only  small  boys  are  employed, 
but  there  are  two  or  three  boys  there  between  the  ages  of  fourteen 
and  sixteen.  They  work  by  piece  work.  Some  of  them  work  at 
punch  presses  for  making  the  tops  of  these. tin  cans.  These  ma- 
chines are  very  dangerous;  in  that  room  there  are  about,  I  believe, 
IS  workers,  and  of  those  four  I  counted  with  hands  and  fingers 
ba/idaged  owing  to  accidents  reoeired  in  the  machrnery,  and  two 
other  workers  had  lost  their  forefingers. 
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Q.  Did  those  boys  jou  saw  there  with  their  fingers  bandaged 
receive  the  injury  there?    A.  I  don't  know. 

Q.  Did  you  have  any  talk  with  any  of  them  about  the  danger 
of  the  work?  A.  The  man  who  was  taking  me  through  the  fac- 
tory had  lost  his  finger  once  in  the  very  same  machine.  He  said  the 
trouble  with  the  machine  is  that  they  have  to  work  them  very  fast 
nnd  it  is  speeded  work;  the  machines  frequently  stick  in  cutting 
out  the  tops  of  the  ca^,  and  the  worker  puts  in  his  hand  to  remove 
the  top  of  the  can,  and  the  worker  is  so  used  to  the  motion  of  his 
foot,  it  becoming  virtually  automatic  work,  with  such  speed,  that 
he  is  liable  to  put  his  foot  down,  when  he  has  his  hand  in  the  ma- 
chine. The  speed  of  the  work  makes  it  almost  impossible  in  that 
way  to  keep  from  accident,  because  the  work  becoming  almost 
automatic,  he  cannot  control  his  foot  from  pressing  on  the  lever, 

Q.  I  did  not  quite  catch  that.  A.  I  was  told  of  one  instance 
where  a  man  cut  the  top  of  his  finger  off  and  in  trying  to  explain 
how  it  happened,  he  cut  off  another  finger. 

Q.  You  say  he  did  that  in  trying  to  explain?  A.  In  trying  to 
explain,  another  finger  was  cut  off. 

Q.  That  is  due  you  say  to  the  automatic  working  of  his  foot? 
A.  Yes,  working  at  great  speed  in  order  to  do  quickly  the  work 
of  certain  machinery.  They  have  to  keep  it  up  all  the  time.  That 
is  the  way  they  get  the  largest  output. 

Q.  The  Commissioner  of  Health  wants  to  know  whether  in  that 
egg  candling  room  the  air  was  vitiated  or  whether  it  was  pure? 
A.  After  you  have  gone  through  one  of  those  factories  your  sen- 
sibilities are  somewhat  dulled,  and  I  do  not  believe  I  can  say. 

Dr.  Fbonozak:  What  do  you  say  they  do  with  the  bad  eggs 
in  that  room. 

The  Witness  :  They  put  them  into  a  box. 

Q.  Do  they  sell  those  eggs  to  bakeries  as  they  do  elsewhere? 
A.  I  asked  that,  but  it  was  not  answered. 

Q.  Not  answered?    A.  No. 

Q.  What  is  your  idea,  as  far  as  you  know,  that  eggs  which  are 
rejected  for  other  purposes  are  very  often  sold  to  bakeries,  and 
are  used  for  making  pies  and  cakes  and  bread? 

Dr.  Fbokozak  :  New  York  city  or  Buffalo  ? 
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Mr.  Elkus:  It  has  been  testified  everywhere. 

Q.  Go  light  ahead^  Miss  Pike.  A.  I  think  that  is  all  I  have 
to  say  about  that  factory,  except  that  the  point  that  most  impressed 
me  is  the  fact  that  all  the  women's  work  was  done  standing.  It 
is  not  work  that  is  done  walking  around,  it  is  done  just  simply 
standing,  ten  hours  a  day. 

Q.  In  one  position?    A.  In  one  position. 

Q.  And  for  ten  hours  a  day  with  only  half  an  hour  for  lunch 
in  the  meantime?  A.  Yes;  and  there  is  no  arrangement  for  them 
to  eat  their  lunch.  Some  of  the  women  eat  their  lunch  in  one  of 
the  dreseing  rooms,  but  it  was  extremely  small  and  crowded. 

Q.  Now,  have  you  finished  with  the  packing  factory,  or  is  there 
anything  else  that  you  want  to  tell  us  about? 

Mr.  Elkus:  Now,  if  the  Commissioners  want  to  have  this 
witness  questioned  about  this  factory  further,  I  will  be  very  glad, 
otherwise  I  will  ask  the  witness  to  go  into  some  other  lines. 

Dr.  Fbonczak:  Did  they  tell  you.  Miss  Pike,  how  many  eggs 
they  candled,  more  or  less  ? 

The  Witness:  No. 

Dr.  Fbonczak:  Did  they  tell  you  how  they  disposed  of  those 
eggs* 

The  Witness  :  No. 

Dr.  Fbonczak:  Did  they  tell  you  how  they  disposed  of  the 
trimmings  left  on  the  floor? 

The  Witness:  No. 

Dr.  Fbonczak:  That  is  all. 

By  Mr.  Elkus: 

Q.  Now,  Miss  Pike,  what  other  establishments  or  factories  did 
you  investigate  in  the  city  of  Buffalo  that  you  are  going  to  tell  us 
about?    A.  I  inspected  quite  a  number  of  paper  box  factories. 
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Q.  Kindly  take  one  which  is  a  fair  example  of  the  others  and 
describe  its  condition,  the  number  of  people  working  there,  how 
they  worked,  the  hours  of  labor  and  all  the  details  that  you  believe 
we  ought  to  know  about.  A.  I  went  through  the  two  factories  of 
F.  M.  Burt  Company.  These  factories  are  in  excellent  condition 
from  a  sanitary  point  of  view;  they  are  very  modem,  and  very 
well  built  and  very  well  ventilated,  lighted  and  heated  in  every 
particular.  But  at  one  of  the  factories  of  this  company  there  are 
quite  a  number  of  machines  unguarded;  that  is  to  say  the  comer 
staying  machines.  I  counted  about  six  little  girls  with  their  fingers 
bandaged,  as  a  result  of  working  at  these  comer  staying  machines. 

Q.  Which  were  unguarded?  A.  Some  of  them  guarded  and 
some  of  them  were  not.  The  workers  even  at  the  guarded  machines 
were  not  sufficiently  protected,  or  able  to  stand  far  enough  back 
from  the  guards  themselves  to  avoid  accident.  The  guards  them- 
selves caught  the  fingers  of  the  workers  at  times.  I  do  not  know 
whether  that  is  a  condition  which  can  be  remedied  or  not,  but  it 
seems  to  me  young  girls  working  at  these  machines,  they  seeming 
defter  and  quicker 

Q.  How  old?  A.  Between  fourteen  and  sixteen.  In  one  factory 
where  eight  hundred  were  employed,  there  were  at  least  a  hundred 
young  girls  between  fourteen  and  sixteen. 

Q.  That  is  100  girls  under  sixteen  and  over  fourteen  working 
there?    A.  Yes,  sir. 

Q.  They  worked  there  by  permission  of  the  Board  of  Health  ? 
A.  Yes,  sir. 

Q.  Is  that  dangerous  work?  A.  I  should  say  yes,  they  verj' 
often  cut  their  fingers,  and  smash  their  fingers.  I  spoke  to  one 
girl  about  it,  and  she  said  she  had  been  very  lucky,  worked  there 
five  years,  and  had  not  cut  her  fingers  or  smashed  them,  but  she 
said  many  of  the  girls  in  the  shop  did  cut  their  fingers  and  smash 
them.  I  said,  "It  does  not  hurt  very  much,  it  is  just  a  pinch?" 
She  said,  "Why,  no,  sometimes  they  have  to  stay  home  two  or 
three  weeks." 

Q.  What  is  the  condition  of  the  health  of  these  operators  ?  A. 
They  look  very  well,  although,  of  course,  they  are  all  very  young. 
Few  of  the  girls  are  over  sixteen,  and  I  do  not  think  it  a  fair  basis 
for  any  expression  where  the  age  of  the  workers  is  so  very  young. 


Violet  Pike.  768 

Q.  Have  you  anything  further  to  aay?  A.  That  is  the  only 
thing  about  the  Burt  factory,  but  I  visited  another  factory,  Cooper. 

Q.  Cooper's  box  factory  ?  Where  is  that  located  ?  A.  That  is 
on  Sycamore  and  Mortimer  streets.  I  think  they  have  about  two 
himdred  workers  there. 

Q.  What  are  they,  girls  or  men?    A.  Nearly  all  girls. 

Q.  How  old^  A.  I  did  not  get  the  figures  in  detail  but  about 
90  per  cent  were  girls.  A  number  of  young  girls  were  employed 
there.  1  should  say  it  was  the  same  proportion  as  the  Burt  Com- 
pany employed,  girls  between  fourteen  and  sixteen,  and  girls  up  to 
twenty.  I  should  hardly  think  that  any  of  them  from  their  appear- 
ance were  over  twenty. 

Q.  Now,  describe  that  factory?  A.  In  this  factory  there  is  the 
same  trouble.  There  are  ungarded  machines.  For  instance,  there 
are  machines  for  gluing  cartons.  The«e  cartons*  are  put  through 
two  very  swift  revolving  rollers  which  press  them  and  glue  them 
at  the  same  time.  There  are  four  of  these  machines  working  me- 
chanically. One  of  these  machines  had  no  guard  whatever;  the 
work  is  so  monotonous,  and  done  so  swiftly,  it  is  a  miracle  that  more 
of  these  workers  are  not  hurt  by  getting  their  fingers  between  these 
rollers. 

One  of  the  other  three  machines  had  a  guard,  simply  a  sort  of 
bar  across  the  front.  That  was  hardly  aufiicient.  It  would  pre- 
vent a  worker's  whole  arm  from  being  injured,  but  probably  the 
fingers  could  get  between  the  rollers,  and  for  that  reason  the  guard 
is  ineffectual. 

On  the  same  floor,  in  one  comer,  there  was  a  machine  where  press 
work  was  done.  The  press  workers  at  times  had  to  put  their  hands 
inside  when  any  sticking  takes  place,  and  there  is  danger  in  that 
regard.  The  work  is  very  monotonous.  As  these  movements  have 
to  be  done  two  in  every  second  it  means  a  hundred  and  twenty 
motions  of  the  hands  per  hour. 

Q.  Did  you  find  any  of  these  girls  had  smashed  their  fingers 
or  their  hands?  A.  Yes,  one  girl  there  had  her  hand  bandaged. 
She  injured  it  quite  lately  in  that  shop.  That  was  the  shop  I  was 
taken  around  bv  some  man  employed  by  the  company,  and  when 
I  spoke  to  the  girl  about  it  she  said  it  didn't  hurt,  and  it  was  not 
anything,  but  in  the  other  shop  where  I  went  around  by  myself, 
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the  girls  told  me  that  it  hurt  them  very  much,  and  it  did  mean 
something. 

Q.  How  about  the  belting  in  this  shop?  A.  The  belting  wbm 
uiDguarded  all  through  the  shop  as  it  is  in  most  shops.  I  found 
only  one  paper  hex  factory  where  the  belting  was  excellently 
guarded.     That  was  in  a  small  shop,  not  a  large  shop. 

Q.  The  law  requires  that  belting  should  be  guarded,  does  it  not. 
Miss  Pike?    A.  I  believe  so. 

Q.  Xow,  are  there  any  other  paper  box  factories  you  would  like 
to  tell  us  about?  What  are  the  hours  of  work  in  a  paper  box 
factory?  A.  They  worked  there  from  seven  to  five-thirty,  with  half 
an  hour  for  lunch,  or  from  seven-thirty  to  six,  with  half  an  hour 
for  lunch  —  a  full  ten-hour  day. 

Q.  That  is  they  are  at  the  place  of  business  ten  hours  and  a  half, 
ten  hours  of  which  they  work?    A.  Yes,  sip. 

Commissioner  Dbeieb:  Is  that  in  the  paper  box  factory  where 
they  have  eight  hundred  girls  under  sixteen?  A.  There  are  one 
hundred  under  sixteen;  tkoee  girls  are  eight  o'clock  girls;  the^ 
work  from  eight,  come  at  ei^t  and  go  at  fiveu 

By  Mr.  Ei^bits: 

Q.  Are  there  any  other  paper  box  factories  you  would  like  to 
say  i^oraething  about,  or  are  the  others  of  the  same  character?  A.  I 
would  just  like  to  mention  before  leaving  the  paper  box  factories^ 
that  the  speed  of  the  work  is  very  great,  and  it  is  to  that  that  the 
amount  of  accident  can  be  attributed.  Accidents  are  due  to  that 
and  to  the  fact  that  young  girls  work  on  unguarded  machines  at 
a  very  high  rate  of  speed;  there  seems  to  be  no  other  reason  for 
accident. 

Another  point  I  wish  to  speak  of  is  that  in  one  paper  box  facory 
women  were  working  at  really  pretty  heavy  work.  One  woman 
was  putting  on  the  sides  of  boxes,  and  worked  the  machine  herself, 
and  in  order  to  operate  the  machine  she  had  to  throw  the  whole 
weight  of  this  side  on  it. 

Q.  She  had  to  press  her  weight  down?  A.  The  whole  weight  of 
one  side.  This  woman  put  the  sides  in  1,800  to  2,000  boxes  a  day. 
That  means  two  sides  to  each  box,  and  that  means  from  3,600  to 
about  4,000  motions  she  has  to  make  with  the  whole  weight  of  the 
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right  side  of  her  body  every  day  that  work  is  done  by  her.  This 
worker  was  so  very  small  —  she  only  came  about  up  to  my  shoulder. 
She  was  under-sized  and  stunted,  and  had  that  fagged-out  look  that 
some  of  the  workers  have  after  hard  years  work.  She  said  it  tired 
her  after  a  long  time. 

Q.  And  how  much  wages  did  she  get?  A.  I  do  not  know.  Now, 
of  course,  that  is  hard  work  for  a  small  worker.  These  workers 
are  paid  one  cent  a  hundred  boxes  and  a  very  good  worker  makes 
five  hundred  boxes  an  hour;  that  is  at  the  rate  of  five  cents  an  hour, 
and  if  they  worked  eight  hours,  forty  cents  a  day.  That  makes 
$2.20  a  week. 

Q.  These  are  piece  workers,  are  they?    A.  Yes. 

Q.  And  if  they  work  all  the  hours  they  are  permitted  to,  and 
do  enough  work,  they  can  make  $2.20  a  week?  A.  They  were 
young  girls. 

Q.  IIow  about  the  elder  girls?  A.  They  make  more;  I  believe 
they  can  make  five  or  six  dollars  a  week. 

Q.  If  they  work  ten  hours  a  day  and  are  able  to  work  six  days 
a  week?    A.  Yes. 

Q.  Now,  anything  further  about  the  paper  box  factories  ?  A. 
No,  sir. 

Dr.  Fronozak  :  Did  you  see  any  anemic  girls  t 

The  Witness  :  Yes,  quite  a  number,  I  should  tliink,  might  be 
anemic. 

Dr.  Fbonozak  :  Did  they  look  tubercular,  any  of  them  ? 

The  Witness  :  I  do  not  know,  I  could  not  say. 

Dr.  Fbonozak  :  Did  you  see  any  physically  undeveloped  girls, 
stunted  ? 

The  Witness  :  Yes. 

Dr.  Fbonozak:  Puny? 

The  Witness:  Yes,  this  worker  which  I  mentioned  was  one, 
I  should  say,  who  was  stunted. 
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Dr.  Feonozak:  Was  ske  over  fourteen! 

The  Witness:  Yes,  I  should  judge  she  was  about  thirty. 

Dr.  Fronczak  :  In  that  place  of  Dold's,  did  you  hear  any  com- 
plaint of  rheumatism? 

The  Witness:  I  could  not  speak  to  the  workers;  there  were 
two  reasons,  one  was  the  language. 

Dr.  Fbonczak:  What  nationality  were  they,  mostly? 

The  Witness:  Mostly  Polish,  and  a  few  Qermans. 

Dr.  Fronczak  :  Was  it  so  in  the  paper  box  factory  ? 

The  Witness  :  No,  in  the  paper  box  factories  there  were  a  great 
many  more  Americans  and  Oerman  girls,  and  the  Polish  girls 
nearly  all  spoke  English. 

Dr.  Fronczak:  In  Dold's  did  you  see  any  girls  that  looked 
tubercular  ? 

The  Witness  :  I  could  not  say ;  I  am  not  a  physician  and  would 
not  be  able  to  tell. 

Dr.  Froxczak:  But  they  looked  anemic,  some  of  them? 

The  Witnp:ss:  Most  of  them,  I  should  say,  looked  fairly 
healthv. 

By  Mr.  Elkus: 

Q.  The  girls  had  just  been  there  for  a  short  time?    A.  Yes. 

Q.  Now,  what  other  factories  did  you  inspect  besides  paper 
box  factories,  that  you  want  to  tell  us  about  ?  A.  The  only  other 
factories  that  are  worth  mentioning  are  some  candy  factories. 

Q.  Tell  us  about  those.  A.  I  visited  about  five  candy  fac- 
tories. These  too  I  found  excellent  There  are  other  small  shops 
employing  a  very  small  number  of  workers. 
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Q.  These  two  you  were  in  ?    A.  Yes. 

Q.  I  would  like  the  names  of  them.  A.  One  of  them  is  Loft's 
chocolate,  and  the  other  is  the  Candy  Kitchen. 

Q.  Now,  tell  us  the  others  you  investigated  and  what  you 
found.  A.  One  of  the  factories  I  investigated  was  the  National 
Candy  Company.  They  employed  about  160  workers,  about  100 
women  and  girls.  The  building  was  fairly  modern,  but  the  con- 
ditions for  ventilation  were  extremely  bad.  They  had  no  ventila- 
ting system.  The  windows  in  a  candy  factory  cannot  be  opened 
in  cold  weather  at  all,  because  of  draughts  on  the  candy.  They 
spoil  it. 

On  the  top  floor  there  were  about  eight  copper  cooking  kettles 
without  any  hoods  at  all.  The  room  was  full  of  steam  and 
humidity,  and  the  odor  coming  from  them  was  sickening.  The 
same  condition  prevailed  on  the  second  floor,  too.  Two  of  the 
kettles  there  were  connected  with  hoods,  and  one  of  them  was 
not.  The  employer  there,  told  me  it  was  going  to  be  very  shortly. 
Three  other  kettles  had  no  hoods,  and  they  were  throwing  off 
steam,  and  the  odor  was  awful.  Of  course,  the  rooms  are  all  hot 
and  unventilated  and  it  is  a  very  close  and  humid  atmosphere. 
Otherwise  the  places  were  filthy,  right  through  from  top  to 
bottom* 

Q.  Filthy,  what  do  you  mean  by  that?  Stuff  thrown  on  the 
floor?  A.  Actually  the  stuff  was  thick  on  the  floor — the  floors 
were  sticky  so  as  to  hold  to  your  foot.  Your  foot  would  stick 
to  the  floor  as  you  walked.    Actually  caked  with  candy. 

Q.  How  about  the  toilets  in  those  places  ?  A.  The  toilet  there, 
had  light  and  air  except  on  the  fifth  floor.  Also  in  a  filthy  condi- 
tion. The  stuff  in  the  shop  was  dropped  into  the  toilets.  Dirty, 
ill-kept  and  untidy. 

Q.  Now,  that  is  the  National  Candy  Company?    A.  Yes. 

Q.  Now,  tell  us  about  some  of  the  others,  if  you  have  finished 
that;  if  not,  go  ahead.  A.  The  conditions  in  the  other  shops 
were  practically  the  same. 

Q.  In  the  other  candy  factories  was  there  dust  in  the  atmos- 
phere?   A.  Not  that  I  noticed. 

Mr.  Elkus:  Any  questions  by  the  Commission? 
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Commissioner  Dbeiek:  I  wanted  to  ask  the  nationality  in  tho 
meat  packing  industry. 

The  Witness:  Chiefly  Polish. 

Commissioner  Drxieb:  Men  and  women  both? 

The  Witness:  Yes,  Polish  and  German. 

Commissioner  Dkeieb:  And  in  this  sausage  factory,  where  they 
worked,  was  that  machine  put  down  by  one  foot  all  the  time  or 
could  they  alternate  their  feet  ? 

The  Witness  :  No,  only  one  foot. 

Commissioner  Dbeieb:  Any  lunch  rooms  for  the  girls  to  get 
their  lunch  t 

The  Witness:  In  Burt's  there  were  lunch  rooms. 

Commissioner  Dbeieb:  In  the  sausage  factory  were  there  any 
dressing  rooms  t 

The  Witness:  Yes,  but  they  are  not  very  adequate. 

Chables  H.  Stevens,  called  as  a  witness,  and  being  duly 
sworn,  testified  as  follows : 

By  Mr.  Ei^kus: 

Q.  What  is  your  address,  where  do  you  reside?  A.  1357 
Jefferson  street. 

Q.  In  the  city  of  Buffalo?    A.  Yes,  sir. 

Q.  What  is  your  business  occupation  t    A.  Cigarmaker. 

Q.  How  long  have  you  been  a  cigarmaker?  A.  Thirty-seve*i 
years.  ; 

Q.  And  what  official  position  have  you  in  connection  with  the 
Cigarmakers'  TJEion?  A.  I  am  representative  of  the  Cigar- 
makers  Union  of  Buffalo. 
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Q,  How  long  have  you  been  such?    A.  Five  years  last  July. 

Q.  How  many  members  is  your  union  composed  of?  A. 
Somewhere  in  the  neighborhood  of  500. 

Q.  About  how  many  cigar  factories  are  there  in  the  city  of 
Buffalo  i    A.  Somewhere  in  the  neighborhood  of  a  hundred. 

Q.  j^ow,  Mr.  Stevens,  you  have  volunteered  to  come  before  the 
Commission  and  tell  us  some  of  the  conditions  surrounding  the 
manufacturing  of  cigars  in  Buffalo.  Will  you  tell  us  what  fac- 
tories you  are  yourself  familiar  with,  and  what  conditions  you 
find  there  2  A.  Well,  all  the  factories  under  the  control  of  the 
Cigarmakers'  Uniy>n  of  Buffalo  are  in  good  sanitary  condition 
We  have  always  requested  and  insisted  that  our  manufacturers 
keep  their  factories  in  good  condition.  If  they  want  to  keep 
the  cigarmakers'  label,  they  have  to  do  that.  The  policy  of  the 
Cigarmakers'  Union  for  years  has  been  to  fight  for  good  sanitary 
conditions  for  the  employees.  We  are  not  bothered  with  many 
non-union  factories  in  Buffalo,  but  other  large  cities  have  them. 
The  non-union  shop  is  where  all  the  trouble  exists,  because  the 
individual  worker  has  to  fight  his  own  battle  and  you  know  that 
where  a  man  goes  and  ccxnplains  about  the  conditions  under  which 
he  is  employed,  he  is  very  liable  to  be  discharged. 

Q.  Does  your  union  employ  inspectors  to  examine  union  fac- 
tories ?    A.  That  is  part  of  my  duty. 

Q.  Now,  Mr.  Stevens,  will  you  tell  us  some  of  your  own  in- 
spections of  factories  where  you  discovered  conditions  that  yoii 
want  to  call  the  attention  of  the  Commission  to?  A.  I  have 
discovered  factories  and  taken  the  label  away  from  them  until 
they  placed  their  factories  in  a  sanitary  condition. 

Now,  the  native  born  or  the  person  who  has  lived  in  thid 
country  for  a  great  many  years,  we  do  not  have  much  trouble 
with,  but  it  is  the  foreigner  who  comes  over  to  this  country  and 
accumulates  a  little  money  and  starts  in  business. 

One  instance  in  particular  was  a  man  who  started  a  factory, 
and  who  was  a  member  of  our  organization.  He  had  his  factory 
in  his  kitchen,  dirty  dishes  all  over  the  tables,  and  a  bed  room 
right  off  from  the  kitchen,  with  the  door  open;  the  bed  was  in 
bad  condition.  I  notified  him  that  the  labe"»  would  be  taken  away 
from  him  .until  such  time  as  he  would  place  his  factory  in  a 

25 
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building  that  was  proper  for  a  cigar  factory.     Those  are  condi- 
tions that  we  have  got  to  face  ourselves. 

Q.  Who  strips  the  tobacco  in  those  factories,  women,  girls,  or 
men?    A.  Often  girls. 

Q.  How  old  are  they,  Mr.  Stevens?  A.  Well,  they  are  sup- 
posed to  be  16,  17,  or  18,  according  to  law. 

Q.  How  about  ventilation  in  these  places?  A.  Well,  fairly 
good.  • 

Q.  Only  fairly  good?  A.  Well,  the  majority  are  all  right, 
especially  the  larger  factories. 

Q.  Now,  have  you  any  other  conditions  that  you  want  to 
describe  ?  A.  Well,  there  is  a  condition  that  prevails  in  the  stogie 
md»i?try  in  Buffalo.  That  is  something  we  have  never  been  able 
to  control. 

Dr.  Feonczak  :  Who  ? 

The  Witness:  The  Cigarmakers'  Union.  Now,  I  have  called 
it  to  the  attention  of  the  inspector  several  times,  but  no  good  has 
been  accomplished. 

By  Mr.  Eijcus: 

Q.  That  is  the  stogie  industry?     A.  Yes,  sir. 

Q,  What  is  the  condition  you  found,  that  you  wish  to  call 
attention  to  ?  A.  I  would  like  to  have  the  Commission  go  down 
to  around  Dante  place  and  Seneca  street  to  see  for  themselves. 

Q.  Just  you  describe  it  to  us.  A.  Now,  some  of  them,  the  little 
children  play,  the  family  play  around  in  the  factory.  The  factory 
is  in  bad  sanitary  condition,  and  dirty. 

The  stogie  maker  sits  at  a  table.  He  has  a  board  or  a  zinc 
on  top  of  the  table  und  he  has  got  a  little  basin  there  about  that 
big  around  (indicating)  filled  with  flour  paste.  He  grabs  his 
hand  into  the  flour  paste,  he  smears  it  over  this  board,  and  he 
takes  a  piece  of  tobacco  and  pastes  it  down  on  that  paste  and  then 
he  trims  the  top  off  and  then  the  bottom.  With  his  dirty  hands 
he  takes  the  tobacco  pieces  and  puts  them  in  his  hand  until  he 
gets  a  sufficient  amount,  and  then  he  starts  rolling  up  the  stogie, 
and  his  hands  are  still  in  the  same  condition.     He  grabs  in  his 
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hands  and  smears  the  paste  on  top,  and  in  some  instances  when 
his  hand  gets  dry  he  expectorates  on  his  hands. 

Q.  You  say  the  general  conditions  of  these  factories  are  filthy 
and  very  bad  ?    A.  Yes,  sir,  very  bad. 

Q.  Children  play  there  right  along?  A.  Around  in  the 
factory. 

Q.  They  don't  ©at  their  meals  there?    A.  No,  not  that  bad. 

Dr.  Fronozak  :  Did  you  notify  the  factory  inspector  of  this  ? 
A.  Yes,  I  did,  several  different  times. 

There  is  one  thing  I  want  to  complain  of.  I  did  it  before  tho 
Committee  that  was  here,  the  Board  of  Business  Agents'  Meeting. 

The  law  pertaining  to  factory  inspectors  does  not  go  far  enough. 
Now,  yon  take  one  man  working  alone.  If  he  is  running  a  cigar 
factory  he  has  a  lot  of  people  working  right  in  the  same 
room,  with  a  bed  and  everything  right  there  and  old  black 
mattress,  dirty  and  filthy. 

Q.  Alive  ?  A.  I  didn't  get  close  enough  to  it.  When  I  went 
into  the  room  the  stench  almost  knocked  me  down.  I  found  out 
the  factory  inspector  and  I  notified  him. 

Q.  What  was  his  name?  A.  Johnson.  He  said,  "  AH  right, 
I  will  go  down  and  examine  it."  He  went  down,  and  wrote  me 
a  letter.  He  said  that  the  conditions  I  described  to  him  were 
true,  and  he  enclosed  in  the  letter  one  of  the  books  with  the 
Factory  Law.  That  law  specified  that  where  a  man  was  running 
a  factory  and  eniploying  labor  it  was  under  their  jurisdictioi;i  — 
they  had  such  a  l^w.  But  where  a  man  was  working  alone  under 
those  conditions,  the  State  law  did  not  have  anything  to  do  with 
him.  Now,  that  man  you  cannot  get  control  of.  I  have  seen 
some  people  and  I  would  not  have  smoked  one  of  their  cigars 
after  seeing  the  conditions  under  which  they  were  made  for  any 
amount  of  money. 

Q.  Did  you  ask  him  to  submit  that  question  of  law  to  the  Legal 
Department  of  the  Labor  Bureau?  A.  No,  I  was  so  disgusted 
after  I  read  the  letter  and  after  I  was  informed  of  this  law, 
that  I  did  not  feel  like  going  any  further. 

Q.  Now,  is  there  anything  further,  Mr.  Stevens,  that 
you  would  like  to  state  to  the  Commission?  A.  I 
want  to  state  this,  that  if  you  remember  along  about  1883  or  1881 
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the  Cigarmakers'  Union  had  a  law  passed  prohibiting  the  manu- 
facture of  cigars  in  tenement  houses.  There  was  a  large  concern 
in  the  city  of  Xew  York  where  they  employed  as  high  as  five  or 
six  hundred  families,  and  Koosevelt,  ex-president  of  the  United 
States,  at  the  time  that  this  law  was  before  the  Legislature,  was 
Police  Commissioner  of  the  city  of  New  York.  He  made  the 
statement  that  if  the  Legislature  could  see  the  conditions  imder 
which  these  cigars  were  made,  or  the  citizens,  we  would  not  need 
legislative  action  to  stop  that  evil,  meaning  that  the  people  would 
refuse  to  smoke  the  goods. 

That  law  was  declared  unconstitutional.  They  used  to  have 
typhoid,  diphtheria  and  all  other  kinds  of  contagious  diseases. 
I  have  no  fault  to  find  with  the  Supreme  Court  of  New  York. 

Q.  The  Supreme  Court  of  the  United  States?  A.  The 
Supreme  Court  of  the  State  of  New  York  set  that  law  aside. 
It  was  the  Baker  law. 

Q.  The  Court  of  Appeals  ?  A.  Possibly  at  that  time  the  con- 
stitution  was  in  such  shape  that  they  could  not  do  otherwise,  but 
it  was  an  awful  decision.  That  is,  from  the  standpoint  of  the 
health  and  protection  of  the  worker. 

I  want  to  say  that  I  have  been  in  the  union  inspection  business 
for  over  thirty  years,  and  all  these  things  that  have  come  to  light 
now,  will  help  the  worker  in  life  and  limb  and  sanitary  condition, 
and  I  am  awfully  glad  that  the  Legislature  is  interesting  itself 
in  it. 

Commissioner  Deeier  :  I  wanted  to  know  where,  in  the  stogie 
factory  that  you  speak  of,  the  children  were.  Were  they  in  the 
tenements  ? 

The  Witness:  They  belonged  to  the  family. 

Commissioner  Dreiee:  Are  the  factories  themselves  in  the 
home? 

The  Witness:  Yes,  the  factory  is  in  the  front  and  the  home 
in  the  back. 

Commissioner  Dreier:  And  do  they  employ  other  people  be- 
sides themselves  ? 
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The  Witness:  Yes,  five  or  six;   not  every  day,  just  small 
Italians,  generally. 

Commissioner  Dreiee:  Can  you  give  us  any  idea  how  many 
of  these  small  factories  there  are? 

The  Witness:  Four  or  five  that  I  know  of. 

Mr.  Elkus  :  Thank  you  very  much,  Mr.  Stevens. 


John  Heintz,  called  as  a  witness,  and  duly  sworn,  testified 
as  follows: 

By  Mr.  Elkus  : 

Q.  Mr.  HeinU,  where  do  you  reside?     A.  343  Morsell  street. 

Q.  What  is  your  business  ?    A.  Baker. 

Q.  How  long  lave  you  been  a  baker?    A.  Forty  years. 

Q.  Are  you  coanected  with  the  Bakers'  Union?     A.  Yes,  sir. 

Q.  In  what  capacity  ?    A.  Business  agent. 

Q.  How  long  have  you  been  connected  with  the  union?  A. 
Since  1885. 

Q.  How  large  is  the  union,  how  many  members  has  it  in 
Buffalo?    A.  20<3  to  210. 

Q.  How  many  bakeries  are  there  in  the  city  of  Buffalo?  A. 
About  140. 

Q.  Now,  Mr.  Heintz,  you  have  made  inspections  and  investiga- 
tions of  bakeries  in  this  city,  and  you  have  volunteered  to  come 
before  the  Commission  and  discuss  those  ccmditions  which  are 
bad.  Will  you  be  kind  enough  to  tell  us  what  you  have  done  ? 
Also  I  am  informed  that  you  have  made  certain  complaints  which 
have  been  disregarded?  A.  I  will  say  this  much- — that  the 
city  of  Buffalo  ha«  got  the  most  sanitary  bakeshops  of  any  large 
city  in  the  Unit'^d  States.  The  reason  is  this;  our  local  board 
here,  the  Board  of  Health  always  assists  us  in  every  way,  shape 
or  manner. 

Q.  We  would  be  very  glad  to  hear  about  this.  A.  We  make 
complaints  to  the  Board  of  Health  and  they  assist  us,  but  I  have 
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been  in  other  large  cities,  for  instance,  in  the  city  of  Albany, 
and  I  find  the  worst  conditions  that  could  be  found.  I  have 
been  there  three  times  during  the  time  I  have  been  an  organizer 
and  I  found  very  bad  conditions. 

Q.  Kow,  have  you  any  bakeries  in  cellars  here  in  Buffalo  t  A. 
Not  any  mora 

Q.  Not  allowed?  A.  No,  sir,  that  was  all  done  away  with 
by  the  Board  of  Ilealth  of  the  city  of  Buffalo. 

Q.  You  abolished  cellar  bakeries?    A.  Yes,  sir. 

Q.  Now,  tell  u^  some  of  the  conditions  you  wanted  to  let  us 
know  about  in  bakeries  here?  A.  There  are  some  of  the  smaller 
shops  which  do  not  belong  to  the  organization,  and  we  have  no 
control  over. 

Q.  Tell  us  in  what  respect  ?  A.  In  the  line  of  sanitation  and 
being  dean,  you  know.  In  one  of  tiiose,  the  men  worked  too 
long  hours. 

Q.  How  long  do  you  work?  A.  Our  hours  are  nine  hours  at 
night,  and  ten  hours  during  tihe  day.     That  is,  a  union  concern. 

Q.  What  are  tLeir  hours  ?  A.  But  since  the  ten-hour  law  has 
been  declared  unconstitutional,  in  some  of  the  shops  they  work 
the  same  as  they  used  to  do.  That  law  was  passed  back  in  1896. 
They  work  since  then  from  ten  to  eighteen  and  up  to  twenty 
hours. 

Q.  Now,  tell  me  a  little  more  in  detail  about  the  conditions 
in  some  of  these  non-union  shops.  You  say  they  are  not  sanitary. 
You  mean  they  are  dirty?  A.  We  can  only  say  what  we  hear, 
because  we  have  no  access  to  the  shops ;  we  cannot  go  into  them, 
so  I  cannot  give  you  any  very  dose  details  about  the  matter.  The 
only  way  we  have  is  what  we  hear;  I  am  not  allowed  to  go  in  the 
shop,  but  in  all  union  shops  I  am  allowed  to  go  in.  It  is  specified 
in  our  contract  for  me  to  visit  the  shops  throughout  the  State 
during  all  working  hours. 

Q.  Now  you  said  something  about  making  complaints  and  not 
getting  any  satisfaction  from  the  Labor  Department  Tell  us 
about  that.    A.  Wdl,  I  did  in  Albany,  yes,  sir. 

Q.  Tell  me  about  it  now.  A.  I  went  to  see  Mr.  Williams  when 
I  was  in  Albany  about  a  complaint. 

Q.  That  is  tho  Commissioner  of  Labor  himself?    A.  Yes. 
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Q.  What  did  you  say  to  him?  A.  I  told  him  the  condition 
of  some  shops  in  Albany. 

Q.  Did  you  give  him  the  numbers  and  addresses  ?    A.  Yes,  sir. 

Q.  Can  you  tell  me  those  now  ?  A.  I  go  there  later  on,  about 
three  months,  and  it  was  not  attended  to  then. 

Q.  Can  you  tell  me  the  numbers  of  those  shops  and  their 
addresses?  A.  Well,  there  is  one  shop  ou  Broadway,  right  near 
the  Viaduct  there,  where  there  is  a  cigar  factory  right  the  other 
side. 

Q.  What  did  you  find  in  that  shop?  A.  The  ventilation  is  very, 
very  poor.  You  can  hardly  get  around  the  shop,  to  get  in  the 
bakeshop.  There  are  all  kinds  of  tools  and  you  cannot  move  around 
there,  and  no  ventilation  hardly  whatever. 

Q.  Dirty?    A.  Dirty  besides,  yes,  sir. 

Q.  Not  kept  clean?  A.  Well,  I  should  say  that  it  was  not  kept 
clean. 

Q.  You  said  you  made  a  complaint  about  three  or  four  of  those 
in  Albany?    A.  Yes^  sir. 

Q.  You  went  to  the  Commissioner  and  gave  him  the  facts  and 
you  went  back  three  or  four  months  later?    A.  Yes,  sir. 

Q.  What  did  you  find?  A.  The  shop  on  Broadway  was  in  the 
same  condition,  had  not  been  touched. 

Q.  Had  not  been  ventilated?    A.  Had  not  been  ventilated. 

Q.  Did  you  go  to  the  Commissioner  again?    A.  No,  sir. 

Q.  Now  is  there  anything  further  you  would  like  to  say  to  this 
Commission,  Mr.  Heintz?    A.  No. 

Q.  In  the  city  of  Buffalo,  do  the  bakers  wear  their  street  clothes 
in  the  shops  or  do  they  wear  special  clothing?  A.  No,  we  would 
not  allow  it;  we  would  not  allow  them  in;  they  have  got  special 
clothing. 

Q.  That  they  put  on  when  they  come  in  the  shop?    A.  Yes,  sir. 

Q.  How  o^ten  do  they  change  them?  A.  Change  them  twice 
a  week. 

Q.  Who  furnishes  them,  the  employer  or  do  they  do  it  them- 
selves?   A.  Furnish  themselves. 

Q.  Do  they  have  toilets  and  places  to  wash  ?     A.  Yes,  sir. 

Q.  How  are  the  toilets?    A.  In  pretty  fair  condition  all  around. 
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Q.  What  do  you  mean  by  pretty  fair  condition,  they  could  be 
better?  A.  There  are  some  could  be  better,  some  in  the  smaller 
shops. 

Q.  Are  the  toilets  right  in  the  bakeries  ?    A.  No,  sir. 

Q.  In  separate  rooms?    A.  Separate  rooms. 

Mr.  Elkus:  Any  questions? 

Commissioner  Dbeieb  :  Are  there  dressing  rooms  to  change  the 
clothes,  or  do  they  change  them  in  the  shops  ? 

The  Witness:  They  have  got  dressing  rooms,  yes. 


John   Coleman,   called  as   a  witness,  being  duly   sworn, 
testified  as  follows : 

By  Mr.  Elkus: 

Q.  Mr.  Coleman,  what  is  your  business?  A.  I  represent  the 
Central  body  of  the  city  of  Buffalo. 

Q.  Tell  us  a  little  more  what  that  means?  A.  Well,  that  is 
a  consolidation  of  the  labor  forces  or  the  representatives  of  the 
different  organizations. 

Q.  How  long  have  you  been  a  representative  of  that  body?  A. 
Thirteen  years. 

Q.  And  how  many  working  men  are  there  in  those  bodies  you 
represent?    A.  About  forty  thousand. 

Q.  jtsow,  what  is  your  business  particularly?  A.  To  endeavor 
to  take  care  of  disagreements  and  other  matters  that  come  up  at 
various  times  between  the  employera  and  the  employees. 

Q.  Xow,  you  have  been  kind  enouugh  to  volunteer  to  come  be- 
fore the  Commission.  I  understand  you  would  like  to  tell  us  some- 
thing about  the  proper  supenasion  of  factories  by  the  Labor  De- 
partment.   Am  I  right  about  that?    A.  Yes,  sir;  somewhat. 

Q.  Will  you  be  kind  enough  to  tell  the  Commission  all  the  facts 
you  have  in  mind  with  reference  to  that,  with  such  suggestiona  as 
you  desire  to  make?  A.  Well,  I  want  to  say  that  for  a  number 
of  years  complaints  have  come  to  the  office  from  employees  con- 
cerning different  factories  in  this  city  of  violations  of  the  Labor 
Law. 
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I  have  no  way  very  often  of  investigating  those  things  for  my- 
self, any  more  than  what  I  can  see  openly.  I  can  see  violations 
to-day,  and  any  other  man  that  walks  through  the  city  of  Buffalo 
can  see  violations  of  the  Labor  Law. 

Q.  That  is  if  you  keep  your  eyes  open,  anybody  can  see  them? 
A.  Certainly.  You  can  go  to-day  where  they  are  putting  up  those 
iron  structures  here  in  the  city  of  Buffalo,  one  on  Main  street  and 
one  on  Huron  and  Genessee,  and  find  some  of  them  up  seven  or 
eight  stories,  and  none  of  the  floors  covered  over.  Now,  there  are 
a  lot  of  laws  that  we  spend  thousands  of  dollars  to  put  on  the  statute 
books  of  the  State  bur  they  do  not  seem  to  be  enforced. 

We  liave  taken  the  matter  up  with  the  Labor  Bureau  in  Albany 
and  their  excuse  to  us  is  that  they  have  not  got  help  enough  to 
investigate  all  those  violations  that  are  brought  to  their  notice. 
That  is  the  main  ground  of  the  difliculty.  Now,  there  is  one  way, 
in  the  minds  of  the  labor  people  of  the  city  of  Buffalo,  to  eliminate 
the  violation  of  the  labor  laws  in  this  locality,  and  that  is  to 
establish  an  office  to  which  I  myself  or  some  other  representative, 
when  a  violation  comes  to  his  notice,  can  go  and  have  it  investigated 
and  remedied.  We  have  an  instance  here  of  that  That  is  the 
examining  of  engineers;  that  is  the  Engineers'  Examining  Law. 
If  there  is  any  violation,  and  we  find  an  engineer  running  without 
a  license  in  a  building  or  in  a  plant,  all  we  have  to  do  is  to  go 
there  and  lay  our  complaint  with  the  examiner  of  the  engineers, 
and  he  sees  immediately  that  it  is  stopped.  We  had  a  bill  on 
this  in  the  L^slature  for  the  last  few  years  asking  for  an 
assistant  district  attorney  in  this  locality,  but  unfortunately  the 
bill  was  defeated.  These  people  see  that  that  seems  to  be  the 
only  possibility  whereby  under  the  present  circumstances,  the 
workers  can  get  relief  here  in  this  city. 

We  know  there  are  violations  of  the  labor  laws,  we  know  that 
they  are  continually  going  on,  but  we  write  to  Albany  and  they 
coramimicate  with  the  factory  from  Albany  that  a  certain  inspector 
will  call  on  them  on  a  certain  day  of  a  certain  week  at  a  certain 
'hour.     Well,  you  know  the  result  of  that. 

Q.  We  do  not  know,  but  we  can  imagine.  Mr.  Coleman,  is 
it  your  idea  that  there  ought  to  be  in  the  city  of  Buffalo  some 
office  of  the  Labor  Department  to  take  immediate  action  upon 
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curnplajntf)  znade  to  it  and  which  should  have  sapervisioii  of  dl 
inrfjX'Ctions  in  this  citj?     A.  Yes,  sir. 

Q,  Thffre  i.-*  such  an  office  in  New  York  city,  you  know.  A.  Yes, 
Hir, 

Q,  Aiir]  your  idea  is  thar  if  there  was  a  similar  one  here,  com- 
plainu  couW  be  attended  t^  much  more  promptly  and  much  more 
efficiently?     A.  We  could  get  results. 

Commissioner  Smith:  There  was  a  law  passed  last  winter 
providing  for  that,  and  I  presume  there  will  be  an  office  here 
and  a  supervisor  or  an  inspector  to  take  care  of  this  district  A« 
T  ihiiik  that  that  should  be  here,  so  that  those  things  can  be 
eliminate  J. 

hy  Mr.  Elkus: 

Q.  Now  is  there  anything  further,  Mr.  Coleman,  you  would 
like  to  lav  bt^foro  the  Commission?  A.  No,  sir,  that  is  the  only 
fiuggc'.stion.     This  is  a  matter  I  gave  a  great  deal  of  study  to. 

Q.  I  can  8(»e  that.  A.  I  gave  it  a  great  deal  of  study  and  I 
want  to  say  that  the  labor  laws  we  have  got  spread  upon  the 
statute  books  of  this  State  are  equal  to  any  laws  in  this  country, 
or  in  this  world,  but  there  seems  to  be  no  system  of  enforcing 
them. 

Q.  Mr.  Coleman,  do  you  believe  it  is  necessary  from  your  knowl- 
cflgo  that  there  rfiould  be  a  more  thorough,  general  inyestigation 
of  PHtablishmonts  in  the  city  of  Buffalo  than  has  been  made? 
A.  I  do  not  see  the  good  that  it  could  do. 

Q.  You  think  that  if  there  was  established  here  a  branch  office 
of  tho  Labor  Department,  that  complaints  would  oome  to  it  ?  A. 
Yea,  sir. 

Q.  But  don't  you  find  that  many  people  do  not  complain  about 
tho  evils  in  factories  because  they  get  used  to  them?  A.  They 
don't  complain  now  so  much,  owing  to  the  fact  that  there  is  never 
anything  done  on  the  complaint. 

Q,  You  think  if  notice  was  taken  that  complaints  would  come 
in?     A.  Yes. 

Q.  Do  you  l)(»lieve  it  advisable  for  the  Legislature  to  pass  a  law 
compelling  every  manufacturer  to  register  with  the  Labor  Depart- 
ment, giving  the  nanio  of  the  employer  and  his  place  of  business 
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so  that  the  Labor  Department   will   know   where   a    factory    is 
located?     A.  Yes.  sir. 

Q.  Do  you  believe  every  factory,  before  it  starts  in  business, 
should  be  licensed  by  some  department,  either  of  the  State  or 
city,  that  Kcense  only  to  be  obtained  after  an  in^pectJlDn  by 
some  authority  to  see  that  they  have  a  proper  working  place,  that 
there  is  plenty  of  light,  plenty  of  air,  and  things  of  that  kind? 
A.  Yes,  sir.  I  believe  they  should  be  licensed  to  comply  with 
the  law. 

Mr.  Elkus  :  Any  further  questions  ? 

Commissioner  Smith:  I  want  to  ask  Mr.  Coleman  something 
with  regard  to  builditng  construction.  Have  complaints  been 
made  to  the  department  for  any  violation  of  the  Building  Code? 

The  Witness:  Yes,  sir. 

Commissioner  Smith:  And  what  have  they  done  with  regard 
to  it? 

The  Witness:  I  do  not  know  what  they  have  done,  but  the 
building  is  still  in  the  same  way  as  it  was. 

Commissioner  Smith:  The  building  violations  by  contractors 
are  quite  general  throughout  the  city  ? 

The  Witness  :  Yes,  sir. 

Commissioner  Smith:  The  contractors  violate  that  provisioiT 
of  law  ? 

The  Witness  :  Continually. 

Commissioner  Smith:  I  was  wondering  to  what  extent  we 
could  get  authority  to  compel  them  to  comply  with  the  law. 

The  Witness:  The  only  way  I  see  would  be  that  when  we 
have  flagrant  violations  of  the  law,  we  have  to  go  down  in  our 
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own  treasury  to  proeecutja  them.  We  have  got  to  engage  an 
attorney  and  furnish  the  evidence  and  everything  else,  and  then, 
in  ninety-nine  cases  out  of  a  hundred,  the  man  that  we  are  forced 
to  put  on  the  stand  to  get  the  evidence  is  discharged  from  his 
employment 

Mr.  Elkus  :  We  are  very  much  obliged  to  you,  Mr.  Ckdeman. 

Joseph  Ball,  called  as  a  witness,  and  being  duly  sworn,  tes- 
tified as  follows: 

By  Mr.  Eleub  : 

Q.  What  is  your  name?    A.  Joseph  Ball. 

Q.  Where  do  you  reside  ?     A.  364  Front  avenue. 

Q.  What  city  ?    A.  BuflFalo. 

Q.  How  long  have  you  lived  in  Buffalo  ?     A.  All  my  life. 

Q.  Mr.  Ball,  have  you  been  employed  by  this  Commission  to 
make  investigations  of  manufacturing  establishments  in  Buffalo  ? 
A.  I  have.  , 

Q.  How  long  have  you  been  engaged  in  making  those  investi- 
gations ?     A.  One  week. 

Q.  What  is  your  business  outside  of  that?     A.  Machinist. 

Q.  What  kind  of  a  machinist?  A.  General  all  around 
machinist. 

Q.  How  long  have  you  been  working  at  that  trade?  A.  For 
vhe  last  fifteen  years. 

Q.  What  factories  did  you  investigate  or  inspect  in  the  city 
of  Buffalo  in  the  last  week  for  this  Commission  ?  You  may  refer 
to  your  notes,  if  you  want. 

Commissioner  Smith:  I  was  going  to  suggest  that  the  names 
be  not  made  public,  but  simply  be  given  to  the  Commission. 

Mr.  Elktts  :  He  may  give  the  initials. 

The  Witness:  I  covered  in  all  about  forty  factories,  the  prin- 
cipal metal  industries  here ;  I  have  a  report  on  a  few  of  the  prin- 
cipal ones,  if  you  care  to  hear  them. 
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Q.  Yes,  we  want  a  report  on  a  few  of  the  principal  ones ;  give 
the  initials  of  the  concern,  and  just  the  street  on  which  they  are 
located,  without  giving  the  name  or  designation.  A.  The  first 
one  is  B.  &  F.  Company,  490  Broadway,  Buffalo,  New  York. 
New  factory;  there  are  four  buildings  in  all.  Factory  B,  six 
story  building,  no  fire-escape  on  the  entire  building. 

Q.  How  many  men  are  employed  there?  A.  About  150  in 
that  building. 

Q.  No  fire-escape  at  all  ?     A.  No,  as  far  as  I  can  see. 

Q.  No  fire-escapes ;  what  kind  of  staircases  ?  A.  One  wooden 
staircase  about  three  and  a  half  feet  wide. 

Q.  What  is  the  building,  brick?  A.  It  is  brick  construction, 
wood  floors  and  wood  partitions. 

Q.  So  that,  in  case  of  fire,  the  only  way  a  man  can  get  out  is 
down  those  wooden  staircases  ?  A.  Yes.  The  only  exits  are 
three  bridges  leading  to  another  building — the  pattern  shop  in 
another  building. 

Q.  Say  that  over  again.  A.  Are  three  wooden  bridges  con- 
necting with  another  factory. 

Commissioner  Dreier:  On  alternating  floors? 

The  Witness  :  Only  on  three  floors,  and  they  would  have  to  go 
down  from  the  fifth  and  sixth  floors. 

By  Mr.  Elkus  : 

Q.  You  say  there  are  six  stories,  and  on  three  of  the  floors 
there  are  wooden  bridges  leading  to  the  pattern  shop  in  another 
factory?     A.  Yes. 

Q.  And  the  people  on  the  upper  three  floors,  that  is,  from  the 
fourth,  fifth  and  sixth  floors,  would  have  to  go  down  to  one  of 
these  other  floors  and  go  across  one  of  these  wooden  bridges  ?    A 
They  would,  jes,  sir. 

Q.  And  then  there  is  a  staircase,  a  wooden  staircase,  where 
these  men  would  have  to  come  down  to  get  to  the  third  floor  ?  A. 
Yes,  sir. 

Q.  And  those  staircases  go  down  to  the  street?  A.  No,  this 
staircase  comes  down  to  the  first  floor  of  the  factory. 
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Q.  Don't  you  go  out  on  the  street  at  all?  A.  No,  you  come 
down  from  there  nnd  you  go  into  this  wooden  pattern  shop. 

Q.  Is  there  no  way  of  getting  out  of  this  building  at  all  except 
going  across  these  wooden  bridges  ?    A.  That  is  the  only  way. 

Q.  No  fire-escape?     A.  No  fire-escape. 

Q.  You  mean  to  tell  me  that  you  could  not  get  out  of  the 
building  except  in  that  way  ?    A.  That  is  the  only  way. 

Q.  Give  me  the  full  name  of  that  place.  A.  The  Buffalo  Forge 
Company. 

Commissioner  Dbeleb:  Is  it  a  rear  building? 

The  Witness:  No,  it  is  a  front  building;  it  faces  on 
Broadway. 

By  Mr.  Elects  : 

Q.  Why  don't  they  have  an  entrance  to  the  street  ?  A.  Why, 
I  do  not  know;  I  did  not  ask  them  that.  I  suppose  they  wanteCT 
their  employees  to  go  through  only  one  entrance. 

Q.  Through  the  pattern  shop?     A.  Yes,  sir. 

Q.  How  about  the  sanitary  condition  of  the  place?  A.  The 
machine  shop  was  in  a  filthy  condition. 

Q.  How  many  people  worked  in  that  si»story  building  A.  I 
should  say  about  100  or  150. 

Q«  No  more  than  that?  A.  More  than  that,  if  the  place  was 
busy.     They  are  not  very  busy  just  now. 

Q.  How  many  more  are  there  usually  when  they  are  busy? 
A.  Oh,  there  are  probably  a  hundred  more. 

Q.  That  is  250  people  working  if  they  are  busy?  A.  Yes. 
The  machine  shop  is  in  a  filthy  condition.     Artificial  light  is  used 

most  of  the  time. 

Q.  What  do  you  mean  by  being  in  a  filthy  condition  ?  A.  The 
floors  are  very  dirty,  the  walls  dirty,  the  windows  unwashed. 
It  is  absolutely  unsanitary  and  absolutely  necessary  to  have  arti- 
ficial light  practiciilly  the  entire  day. 

Q.  Why?  A.  Why,  it  is  so  dark  in  there,  the  men  have  to 
have  light  to  see  to  work. 


Joseph  Ball.  783 

Q.  There  are  also  four  emery  wheels  unguarded  in  these  fac- 
tories. The  diameter  of  these  wheels  is  about  12  by  14  inches. 
There  are  three  polishing  wheels  with  no  exhaust  system;  about 
three  to  four  inches  of  dust  around  these  wheels.  There  is  no 
ventilation  system  of  any  kind  in  this  factory,  only  windows.  The 
toilets  are  unsanitary. 

Dr.  Fbonczaic:  You  say  there  was  no  ventilation  except 
windows?     A.  Yes. 

Dr.  Fkonczak  :  Will  you  say  whether  or  not  the  windows  were 
opened  or  closed  '•?  A.  Well,  they  were  opened  or  closed,  accord- 
ing to  the  weather  conditions  outside. 

By  Mr.  Elkus: 

Q.  How  did  you  find  the  atmosphere  in  there?  A.  Why,  I 
found  it  very  close  and  was  not  able  to  breathe,  in  fact. 

Dr.  Froxczak:  Doer,  the  BuiTaio  i^orge  Company,  among  its 
products,  manufacture  ventilating  systems  of  all  kinds  ? 

The  Witness:  I  understand  they  do. 

Dr.  Fbonczak*  Have  they  installed  any  in  their  own  place? 

The  Witness  :  They  had  in  the  office. 

By  Mr.  Elkus: 

Q.  In  the  office  where  the  employers  are  ?     A.  Yes,  sir. 

Q.  NoW;  go  on  —  you  started  to  tell  us  about  the  toilets  being 
unsanitary?     A.  They  were  unsanitary. 

Q.  What  do  you  mean  by  that?  A.  Why,  they  are  filthy; 
they  are  in  a  dirty  condition ;  the  floors  ere  unclean,  and  they  are 
not  flushed,  and  they  are  not  kept  as  they  should  be. 

Q.  Smelly?     A.  Very. 

Q.  You  have  described  this  six-story  building?     A.  Yes. 

Q.  Now,  take  the  next  building.  Do  they  make  lead  ham- 
mers in  that  buildinff?     A.  Yes.     And  in   one  comer  of  the 


784  Minutes  of  Publio  Hbabinghsl 

machine  shop  there  is  a  lead-heating  apparatus,  where  they  heat 
the  lead.  That  is  very  unhealthy,  and  there  is  no  ventilation 
there.  A  man  was  working  at  this  two  years,  and  he  handled 
this  lead,  putting  it  back  and  forth,  and  I  understand  he  does  not 
wash  his  hands  for  meals;  I  understand  that  he  would  not  have 
time. 

Q.  Why  didn't  he  have  time?  A.  They  only  have  half  an  hour 
for  dinner,  and  I  guess  it  takes  about  five  or  ten  minutes  to  get 
this  lead  dust  off  from  his  hands. 

Q.  That  13  where  they  get  the  lead  poisoning?  A.  That  Is 
where  they  get  the  lead  poisoning,  yes. 

By  Commissioner  Dreier: 

Q.  They  eat  their  lunch  in  the  room?  A.  Some  do  eat  their 
lunch  in  the  room,  and  some  go  outside  the  place. 

By  Mr.  Elkus: 

Q.  What  hours  do  they  have  in  this  building?    A.  Ten  hours. 

Q.  You  mean  ten  hours  outside  of  half  an  hour  for  lunch? 
A.  Yes. 

Q.  That  is,  they  are  in  the  place  ten  and  a  half  hours  a  day  ? 
A.  Yes. 

Q.  Did  this  man  have  lead  poisoning  who  was  working  there  in 
the  lead  place?  A.  I  can'r  say  whether  he  had  poisoning,  but 
he  looked  very  unhealthy,  and  he  did  not  seem  to  me  as  though 
he  ever  washed  his  hands  very  much  and  all  that  kind  of  thing. 
He  had  been  working  at  this  for  two  years.  The  fumes  of  this 
lead  simply  permeated  the  factory.  The  foundry  has  no  venti- 
lation onlv  windows. 

Q.  The  foundry  is  a  separate  building?  A.  The  foundry  is  a 
separate  building. 

Q.  How  manv  stories  are  there?    A.  Just  one  story. 

Q.  And  there  is  no  ventilation  except  windows?  A.  There  is 
no  ventilation  except  windows  and  the  toilets  are  in  an  unsanitary 
condition. 

Q.  Now,  just  what  do  you  mean  by  that?  A.  Well,  they  are 
filthy;   some  of  the  seats  are  broken,  and  generally  dirty,  and 
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the  sinks  are  out  of  order  in  that  toilet,  too,  and  in  one  toilet 
there  was  no  light.     That  is  about  all  in  that  foundry. 

Q.  Now,  in  both  of  these  buildings  you  have  described  was  the 
belting  unguarded?  A.  Yes,  the  belting  was  unguarded.  I  would 
not  say  all  the  belting  altogether;  not  all  of  it.  I  will  come  to 
that  in  a  minute.     I  have  got  that  in  a  separate  report. 

Q.  Go  ahead,  Mr.  Ball.  A.  The  pattern  shop  is  a 
two-story  wooden  building,  wooden,  aibout  forty  years 
old.  That  is  where  they  started  their  plant,  in  the  pattern  shop 
on  the  second  floor.  There  ifi  no  ventilation  and  the  room  was 
thick  with  wood  dust.  The  machinery  was  unguarded,  particularly 
one  machine,  a  blocking  machine,  I  think.  That  was  right  in 
the  passage  way  where  the  men  pass  back  and  forth  right  here; 
that  revolves  at  a  high  rate  of  speed,  and  was  dangerous  and  any 
man  could  get  caught  or  something  of  that  sort. 

Q.  Do  you  know  any  instance  where  that  happened?  A.  I  did 
not  ask  them. 

Q.  How  many  men  worked  in  this  pattern  shop?  A.  There 
are  probably  twenty-five  men. 

Q.  Any  girls  ?  A.  No  girls,  not  in  the  pattern  shop.  That  will 
be  all  for  the  Buffalo  Forge  Company. 

Q.  Now,  give  us  one  or  two  more.  A.  Shall  I  give  you  the 
initials  of  this  other  firm. 

Q.  Yes,  give  us  the  initials,  please.  A.  This  is  the  R.  M. 
Company. 

Q.  Just  give  us  the  street,  please,  that  it  is  on.  Do  not  give 
us  the  number.     A.  Republic  street. 

Q.  What  kind  of  a  business  is  it?  A.  The  business  here  is  simply 
metal  stamping.     They  have  about  four  hundred  — 

Q.  How  many  buildings  are  there?  One  or  two?  A.  Two 
buildings. 

Q.  How  many  people  are  there  in  the  whole  factory?  A.  About 
four  hundred. 

Q.  Men,  women  and  children?  A.  Four  hundred  men  and  boys, 
and  about  eighty  girls. 

Q.  How  old  are  the  girls.  A.  They  range  from  say  fourteen  to 
twenty.  Now,  the  industry  is  metal  ware;  the  bulk  of  the  workers 
operate   punch    presses;    mostly  all    piece   work,   this  no   doubt 
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the  reason  for  the  number  of  accidents.  A  number  of  workers 
had  fingers  missing,  and  some  had  bandages  on  their  hands. 

Q.  Do  not  go  so  fast.  How  many  have  fingers  missing?  A.  I 
noticed  probably  four  or  five. 

Q.  How  many  had  bandages  when  you  were  there?  A.  Two 
or  three.  I  was  directed  to  the  factory  by  a  boy  eighteen  years 
old.  I  happened  to  notice  two  of  his  fingers  were  bandaged,  and 
he  informed  me  that  he  had  lost  the  two  fingers  at  the  Republic 
Metal  Company.  He  said  the  accident  was  caused  by  the  press 
sticking. 

Q.  Do  you  know  whether  or  not  there  are  accidents  there  every 
day?  A.  I  won't  say  as  to  that.  I  tried  to  find  out  at  the  time 
from  the  boy;  he  said  some  days  they  didn't  have  any,  and 
some  days  they  have  one  or  two.  Then,  he  says,  it  runs  along 
for  a  week  or  more,  but  he  says  there  were  accidents  on  the 
average  about  every  other  day.  This  accident  he  says  was  caused 
by  the  press  sticking.  He  said  this  happened  quite  frequently. 
He  was  working  piece  work. 

Mr.  Elkus:  Ts  Mr.  Johnson  in  the  room?  Mr.  Johnson  or 
anyone  representing  the  State  Labor  Department? 

(A  gentleman  stands  up  in  the  audience.) 

Mr.  Elkus  :  What  is  your  name  ? 

(The  gentleman  states  his  name  is  Marcus.) 

Mr.  Elkus  :  Are  you  located  here  in  the  city  of  Buffalo  ? 

Mr.  Makcus:  Yes,  sir. 

Mr.  Elkus  :  As  an  inspector  or  in  what  capacity  ? 

Mr.  Mabgus:  Bureau  of  Industrial  Examination. 

Mr.  Elkus  :  You  have  nothing  to  do  with  inspecting  factories  \ 

Mr.  Mabgus  :  No. 
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Mr.  Elkus  :  Where  is  Mr.  Johnson,  can  you  tell  us  ? 

Mr.  Mabous  :  I  don't  know. 

Mr.  Elkus:  What  is  the  name  of  the  inspector  located  in 
Buffalo  ? 

Mr.  Mabous  :  I  could  not  telL 

The  Witness  (Ball) :  He  also  stated  he  is  receiving  no  pay 
N^hile  his  fingers  are  being  healed,  but  he  thinks  the  doctor's  bill 
1^11  be  paid  by  the  company. 

On  the  fifth  floor  there  are  15  girls  at  work;  they  solder  tin- 
ware; they  look  very  unhealthy  and  half  of  them  wear  glasses. 

Q.  How  old  are  these  girls?  A.  I  questioned  one  of  them, 
and  she  said  she  fvas  under  sixteen,  but  she  had  her  papers.  They 
are  from  sixteen  to  eighteen,  no  more.  There  is  no  ventilation 
for  the  fumes  of  the  acid  ore  from  the  gas  furnace,  except  by 
windows. 

Q.  Are  the  fumes  in  that  room  ?     A.  Yes,  sir. 

Q.  They  are  not  carried  off  at  all?  A.  No,  there  is  no  ven- 
tilation at  all  any  more,  only  windows,  and  in  the  winter,  of 
course,  they  are  closed.  A  few  boys  under  age  are  operating 
punch  presses.     Toilets  on  the  first  floor  in  very  poor  condition. 

Q.  Wait  a  minute ;  not  so  fast.  What  do  you  mean  by  that  ? 
A.  Well,  they  are  dirty,  not  kept  clean,  and  a  few  are  out  of 
order.  They  are  drop  closets,  and  they  are  not  working  right. 
The  rest  of  the  toilets  in  the  building  are  in  fairly  good  shape. 

Q.  How  about  means  of  exit  in  case  of  fire?  A.  They  are 
pretty  well  taken  care  of.  There  were  two  fire-escapes  on  one 
side  and  three  on  the  other,  and  a  number  of  stairways.  That 
is  all  about  the  IiC€  public  Metal  Company. 

Q.  Now,  what  other  factories  did  you  examine  that  you  want 
to  tell  us  about?     A.  I  have  another  one. 

Q.  DonH  give  the  name?    A.  The  P.  L.  Company. 

Q.  What  kind  of  a  business  is  that?  A.  That  is  principally 
moulding.  There  are  a  number  of  workers  in  that  industry  — 
nine  hundred.  The  building  is  forty  years  old.  There  are  three 
buildings  there,  about  forty  years  old,  no  ventilation.  The  toilet 
is  in  the  center  of  this  factory. 
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The  Vioe-Chairman :  That  is  a  foundry?  A,  Yes.  The 
toilet  is  located  in  the  center,  and  I  was  informed  by  the  super- 
intendent that  that  was  flushed  once  a  day. 

By  Mr.  Elkus  : 

Q.  In  the  center  ?    A.  Yes. 

Q.  What  do  you  mean  by  that  ?  A.  Well,  this  was  in  the  big. 
foundry,  right  in  the  center  of  the  factory.  There  is  a  place  par- 
titioned off  by  a  fence,  and  in  the  center  is  a  toilet  room. 

Q.  No  ventilat.'on  except  to  the  main  room?     A.  That  is  all. 
They  are  only  flushed  out  once  a  day. 
By  Commissioner  Smith  : 

Q.  Why  are  they  not  flushed  more  than  once?  Is  there  any 
tank  ?  A.  No,  tbere  is  no  tank.  I  think  there  is  some  sort  of  a 
connection  with  the  city  water ;  I  did  not  ask. 

Commissioner  Smith  :  That  is,  the  employees  were  not  willing 
to  tell  you  much  about  it?  A.  No,  the  superintendent  told  me 
himself  they  are  flushed  once  a  day. 

Bv  Mr.  Elkus  : 

Q.  You  mean  it  cannot  be  done  except  by  some  outside 
method  ''i  A.  Somebody  comes  in  the  evening,  and  probably  turns 
on  the  valve,  and  allows  the  toilet  to  flush. 

Q.  Was  that  toilet  clean  or  dirty?     A.  It  was  dirty,  filthy. 

Q.  How  about  the  odors  from  it?  A.  The  odors  were  not 
very  nice.  They  have  an  exhaust  fan  system  out  of  order.  They 
were  all  out  of  order,  stopped  up  with  dirt.  No  exhaust  system 
for  emery  wheels. 

By  Commissioner  Phiixips: 

Q.  Were  they  in  operation  at  all  ?  A.  No,  they  were  stopped ; 
I  was  informed  by  the  manager  of  that  factory,  when  I  went 
through  there,  that  they  were  out  of  order,  but  they  were  going 
to  be  fixed. 
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By  Mr.  Elkub  : 

Q.  Mr.  Ballj  how  many  men  worked  in  this  room  where  the 
toilet  was  in  the  middle  of  the  room  ?  A.  Well,  there  were  prob- 
ably three  or  four  toilets  about  the  same  construction,  but  there 
are  about  three  or  four  toilets  scattered  throughout  this  same 
premises.     It  is  quite  a  large  factory. 

By  the  Vice-Chaibman  : 

Q.  Is  it  on  the  ground  floor?  A.  It  is  on  the  ground  floor, 
yes. 

By  Commissioner  Phillips: 

Q.  Is  thare  more  than  one  story  to  the  building  ?  A.  Only  in 
one  building,  that  is  the  pattern  department. 

Q.  The  foundry  is  only  one  story  high?  A.  The  foundry  is 
only  one  story  high. 

Q.  Any  windows  in  the  ceiling,  any  cupolas?  A.  They  have 
some  windows  up  there,  I  did  not  notice  whether  they  were  open 
or  not.  I  got  in  there  just  at  the  time  when  they  were  pouring 
the  metal  and  I  could  hardly  stand  it. 

By  Mr.  Elkub  : 

Q.  Why  was  that?  A.  The  fumes  of  the  gas  were  so  thick 
we  had  to  leave  that  factory  for  a  while  and  come  back  after- 
wards when  it  quieted  down. 

Q.  In  what  room  were  the  women  employed  ?  A.  About  forty 
women  at  work  in  the  core  room. 

Q.  I  suppose  it  was  50  feet  by  25,  by  22  feet  high  ?  A.  Fifty 
feet  long,  '25  feet  wide.  These  women,  I  should  judge,  were 
about  16  years  to  37.  They  worked  ten  hours  a  day,  standing, 
making  cores  on  +he  piece-work  system. 

On  one  side  of  the  building  there  are  no  windows.  There  is  a 
skylight  in  the  center  of  the  room. 

In  the  center  of  this  room  there  is  a  large  core  oven,  about 
twelve  feet  high  by  six  feet  by  twenty-two  feet  long.  This  is  used 
for  baking  cores ;  that  is  kept  very  hot  all  the  time.  The  only 
ventilation  is  the  windows  and  the  small  skylights  in  the  center. 
There  are  two  toilets  ior  these  forty  women  —  one  of  them  out 
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of  order.     There  was  no  light  in  either  one      They  were  in  filthy 
condition.     The  women  here  are  all  Polish  women. 

By  Commissioner  Phillips: 

Q,  What  do  they  make  at  piece-work  there?  A.  I  have  no 
idea;  they  probably  make  six,  seven,  eight  or  nine  dollars  a  week. 

By  Mr.  Elkus: 

Q.  Working  ten  hours  a  da^  ?  A.  Working  ten  hours  a  day 
and  standing  all  day. 

By  Commissioner  Phillips  : 

Q.  I  suppose  that  is  liable  to  cause  them  to  develop  wrong? 
A.  It  may  do  that,  and  probably  causes  other  things. 

Q.  Was  the  ventilation  any  better  there  than  in  the  part  where 
the  men  were,  except  that  the  work  is  different  ?  A.  The  nature 
of  the  work  is  different,  and  there  is  not  so  much  smoke,  because 
the  fumes  of  those  cores  pass  all  about  and  make  the  atmosphere 
smoky.     It  was  quite  dark  in  there. 

By  Commissioner  Phillips: 

Q.  Do  you  know  whether  any  of  the  women  were  married? 
A.  I  did  not  ask  them  if  they  were  married  or  not,  but  very  many 
of  the  ladies  there  had  gray  hair;  whether  they  were  married  or 
not,  I  do  not  know. 

By  the  Vice-Chaibman: 

Q.  What  kind  v.  f  coal  did  they  burn  ? 

The  Witness:  I  think  they  burned  coke  in  these  ovens.  I 
would  not  say  for  sure. 

Q.  Soft  coal?  A.  Xo,  I  believe  it  is  coke  they  burn  in  these 
ovens.  That  is  what  they  burned  in  the  factories  here.  I  would 
not  say  positively  whether  it  is  coke  or  not,  but  in  my  own  foun- 
dry they  bum  coke. 


Joseph  Baul.  791 

Bv  Mr.  Elkus  : 

Q.  Have  you  Snished  with  this  building?  A.  Yes,  that  is 
about  all  there  is  for  this  company.  Would  you  like  to  hear 
about  any  more  ? 

Q.  Yes,  go  right  ahead.  A.  There  is  another  one,  the  B. 
Manufacturing  Company,  —  industry,  metal,  copper  and  brass. 
One  hundred  and  seventy-five  men  and  forty  women. 

Q.  How  large  a  building?  A.  This  building  probably  is  150 
feet  vnde  and  300  feet  long ;  about  three  stories. 

Q.  How  about  fire-escapes?  A.  Yes,  there  are  fire-escapes  on 
each  side. 

Q.  Wooden  floors?    A.  Wooden  floors,  yes. 

Q.  Wooden  staircase?  A.  Wooden  staircases.  The  floors, 
ceilings  and  walls  in  a  filthy  condition.  BuiBng  and  polishing 
rooms  one  of  the  worst  in  the  city.  No  exhaust  system  for  the 
buffing  wheels.  The  buffing  room  has  no  ventilation,  only 
windows. 

Q.  Were  they  closed  or  open  ?     A.  They  were  closed. 

Q.  Go  ahead.  A.  It  was  stated  by  the  manag^nent  that  a 
new  system  for  b  .ffint>  room  was  to  be  installed. 

Q.  Did  he  say  ^vhtn?  A.  He  did  not  say.  The  only  evi- 
dence seems  to  be  two  fans  and  some  piping  in  the  comer.  No 
work  was  being  done  at  present.  There  was  no  buffing  system  at 
present.     This  buffing  room,  in  my  opinion,  is  a  disease-breed  inff 

spot 

Q.  Why?     A.  The  men  looked  unhealthy    and   they    inhaled 

the  dust 

Q.  You  mean  the  dust  arising  from  the  wheels  blows  over  the 
rooms  and  the  men  inhale  it  all  day  long  ?    A.  They  do. 

Q.  There  is  no  way  of  carrying  it  off?  A.  There  is  no  way 
of  carrying  it  off.  In  my  opinion  no  work  should  be  allowed  in 
this  factory  until  a  fan  system  is  installed.  In  fact,  I  may  re- 
mind the  Commission  here  that  I  was  in  the  buffing  factory  and 
that  I  was  almost  unable  to  breathe.  I  would  suggest  that  the 
Factory  Inspector  should  not  allow  them  to  run  that  buffing  room 
until  there  was  an  exhaust  aystem  installed.  Now,  they  are  run- 
ning that  buffing  room,  and  in  my  opinion  that  buffing  room  is  in 
ihe  worst  condition  I  erer  saw. 
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Q.  What  is  the  name  of  the  concern  ?  A.  The  Ray  Manufac- 
turing Company,  1489  Niagara  street. 

By  Commissioner  Phillips: 

Q,  There  has  been  a  great  deal  of  litigation  with  that  com- 
pany under  the  law  and  we  have  got  to  assume  that  they  are  going 
to  do  something  or  they  will  have  to. 

By  Mr.  Elktts: 

Q.  Anything  else  about  this  particular  business?  A.  Yes. 
There  were  five  girls  operating  punch  presses  in  that  factory ;  it 
has  no  ventilation,  only  windows.  The  toilets  are  in  a  filthy  con- 
dition. There  are  a  number  of  machines  unguarded,  and  arti- 
ficial light  is  used  practically  the  entire  day  in  the  center  of  the 
factory.     That  is  all  for  the  Ray  Manufacturing  Company. 

The  next  concern  is  the  C,  Company.  Industry,  also  sheet 
metal  stamping.  Five  hundred  men  employed  there.  Four-story 
building.  On  th<^  first  floor,  machinery.  The  machinery  in  this 
department  is  mostly  unguarded;  it  is  too  crowded  for  safety, 
No  ventilation.  Emery  wheels,  22  inches  in  diameter,  and  not 
protected.  About  twenty  boys  are  employed  in  this  room,  sixteen 
to  eighteen  years  old,  helping  on  punch  presses.  This  is  a  very 
dangerous  occupation  for  a  boy,  as  he  is  generally  seated  right 
near  one  of  the  large  gear  wheels.  Most  of  these  boys  are  under 
sixteen  years  old,  but  when  questioned  they  say  they  are  from 
seventeen  to  nineteen  years  old.     On  the  second  floor 

Q.  What  street  is  the  C.  Company  on?  A.  156  Pratt  street. 
The  second  floor  is  the  welding  room ;  the  fumes  of  acid  are 
especially  bad. 

Q.  What  do  you  mean  by  fumes,  acid  fumes?  A.  Ju5t  a 
minute,  and  I  will  explain  the  entire  ventilation.  The  carbide 
system  is  used  in  welding.  It  is  a  sort  of  gas  in  a  tank,  and  the 
workers  hold  the  torch  all  day.  The  workers  in  this  room  wear 
glasses  to  protect  their  eyes  from  the  fumes,  and  look  very  un- 
healthy. There  is  no  ventilation  of  any  kind,  and  there  are  only 
windows. 

Q.  They  are  closed,  I  suppose?  A.  Well,  there  was  one,  but 
even  though  it  was  not  cold,  it  was  closed  that  day. 
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There  were  several  unprotected  pulleys  on  different  machines; 
pulley  on  sizing  machine,  particularly  dangerous,  —  and  also  a 
fourteen-inch  emery  wheel  with  no  protection  whatever.  That  i3 
all  for  the  second  floor. 

Q.  On  the  third  floor  about  sixty  boys  are  employed,  fifteen  to 
seventeen  years  old.  Most  of  the  machinery  unguarded.  Presses 
are  run  at  a  high  rate  of  speed,  and  piece-work  is  in  operation. 
There  is  no  ventilation  of  any  kind.  One  emery  wheel,  also  un- 
guarded.    Quite  a  number  of  boys  had  their  fingers  missing. 

Q.  How  many  had  their  fingers  missing?  A.  Probably  four 
or  fiva     I  noticed  a  good  many  there. 

Q.  How  about  the  toilets  in  this  place?  A.  The  toilets  were 
in  fairly  good  condition. 

Q.  How  about  the  fire^scapes?  A.  They  told  me  it  was  a 
fireproof  buildings  so  they  didn't  need  any  fire-escapes. 

Q.  How  many  stories  high  was  it  ?    A.  Four  stories. 

Q,  Were  there  no  fire-escapes  there  ?     A.  Not  that  I  noticed. 

Q.  How  many  staircases  were  there  ?  A.  Thefre  were  three 
staircases,  quite  wide ;  I  think  they  are  five  feet  wide. 

Q.  Wooden  or  stone?  A.  Metal  staircases.  That  is,  a  con- 
crete construction  building. 

The  next  is  the  C.  E.  H.  Company.  They  are  a  branch,  I 
understand,  of  the  Crosby  Company. 

Q.  Now,  that  building  is  also  in  another  part  of  the  city,  where 
all  their  polishing  and  bufiing  was  done.  The  polishing  room  in 
this  concern  was  in  one  of  the  worst  conditions.  It  is  located  in 
the  back  of  an  alleyway.  They  have  yn  exhaust  system,  but  it 
was  not  in  good  v^orking  order.  In  fact,  the  dust  seems  to  fly 
out  instead  of  going  in. 

Q.  You  mean  instead  of  going  into  the  exhaust  it  comes  back 
again?     A.  Yes. 

Q.  How  many  work  in  this  room?     A.  About  sixteen  people. 

Q.  Men  or  women,  too  ?     A.  All  men. 

Q.  Were  thej  healthy  or  unhealthy?  A.  They  did  not  look 
very  healthy. 

Q.  You  said  one  of  the  worst  you  have  ever  seen.  Tell  us 
what  you  meant  by  that  ?  A.  Well,  it  compared  favorably  witJi 
this  foimdry  room  of  the  Ray  Manufacturing  Company. 
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Q.  You  mean  it  was  the  same  kind?  A.  It  was  the  same 
kind. 

Q.  No  ventilation  ?     A.  No  ventilation. 

Q.  Dirty?  A  Dirty,  awfully  dirty.  And  that  was  thick 
with  dust ;  there  must  have  been  an  inch  of  this  lint  dirt  on  the 
floor. 

Q.  So  when  you  walked  it  stirred  it  all  up?  A.  Yes,  sir. 
Underneath  it  was  hardened  so  that  it  was  caked.  Piece-work 
was  in  operation  on  buffing  wheels.  Artificial  light  used  most  of 
the  day ;  the  workers  all  looked  unhealthy. 

By  Commissioner  Phillips: 

Q.  Were  most  of  the  laborers  in  these  buildings  foreigners,  Mr. 
Ball? 

The  Witness:  Well,  generally,  yes;  they  seem  to  be  Polish 
and  Hungarians. 

By  Mr.  Smith  : 

Q.  Do  you  find  the  manufacturers  here  have  less  considera- 
tion for  their  help  when  they  are  foreigners  than  when  they  are 
Americans?  A.  They  seem  to,  yes,  to  a  certain  extent.  That 
is  where  there  is  the  piece-work  system  in  operation,  and  it  sim- 
ply means  it  requires  the  operator  there  and  generally  you  find 
Polish  and  Hunpirian  people. 

By  Mr.  Elkus: 

Q.  Now,  about  the  Jewett  building,  do  you  know  where  that 
is?  A.  Yes,  the  Jewett  building  is  corner  of  North  Division 
and  EUicott  street. 

Q.  How  many  stories  high?     A.  I  think  ^ix  stories  high. 

Q.  How  many  people  employed  there?  A.  There  are  prob- 
ably six  hundred  people  employed. 

Q.  What  business  is  that?  A.  General  manufacturing  busi- 
ness, printing,  type  foundry,  machine  shop;  dififerent  concerns 
like  that. 

Q.  What  kind  of  a  building  is  that,  do  you  know?  A.  It  is 
brick  with  wood  floors. 

Q.  Brick,  with  wood  floors  ?     A.  Brick  with  wood  floors. 
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Q.  IIow  many  staircases?  A.  There  are  two  staircases  in  that 
building. 

Q.   Wooden,  metal  or  stone?     A.  All  wooden. 

Q.  How  wide  are  they?    A.  About  three  feet  wide. 

Q.  Any  other  means  of  getting  out  of  the  building  in  case 
of  fire?     A.  Fire-escapes. 

Q.  Which  side  of  the  building?  A.  There  are  fire-escapes  on 
both  sides.  There  is  one  on  Ellicott  side  and  two  on  North 
Division. 

Q.  What  kind  of  fire-escapes?  A.  Simply  two  iron  fire-escapes 
with  ladders,  then  you  come  down  to  the  second  floor  and  one  of 
them  you  just  drop  from  the  fire-escape. 

Q.  How  many  feet  do  you  drop?     A.  About  twenty-five  feet. 

Q.  You  mean  to  sav  vou  would  have  to  come  down  to  the  fire- 
escape  on  the  second  floor  and  then  drop  twenty-five  feet  to  get  to 
the  ground?  A.  Or  you  can  wait  until  the  Fire  Department  comes 
along  with  a  ladder  and  puts  it  up. 

Q.  These  fire-escapes  are  straight  up  and  down?     A.  Yes. 

Q.  Have  you  ever  trifd  to  got  up  or  down?  A.  I  did,  but 
not  during  a  fire. 

Q.  Were  you  able  to  do  it?     A.  Why  I  suppose  I  could,  but 
not  in  a  hurry,  only  if  I  could  take  my  time. 

Q.  How  old  are  you,  Mr.  Ball?     A.  Twenty-eight. 

Q.  And  you  are  how  tall?    A.  About  five  feet  ten. 

Q.  And  you  are  athletic  and  healthy  and  strong  ?       A.  Fairly  so. 

Q.  Now,  are  there  any  other  buildings  you  want  to  describe? 
A.  The  Caxton  building  is  located  right  alongside  the  Jewett 
building;   the  conditions  there  are  practically  the  same. 

Q.  You  drop  from  the  ladder  the  same  way?  A.  You  drop 
from  the  ladder  the  same  way;  the  supports  in  the  building  are 
wood.  In  fact,  I  understand  they  have  to  put  supports  in  right 
along.     This  is  so  now. 

Q.  How  many  people  are  employed  in  the  last  building  you 
spoke  of.     A.  About  400. 

Q.  Now,  ill  the  case  where  they  have  the  drop  ladder  on  the 
second  floor,  tell  us  how  it  is  located  when  you  wished  to  use  it. 
A.  It  is  on  a  railing  up  even  with  the  second  floor. 
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Q.  How  would  you  get  it  down?  A.  You  would  have  to  stand 
on  the  ladder  and  use  your  weight  so  as  to  force  it  down.  And 
when  you  are  off  it  it  would  fly  up. 

Q.  So  you  would  have  to  hold  it  down  before  you  got  down? 
A.  Yes,  sir. 

Q.  Did  you  examine  it  to  see  whether  it  was  in  working  order? 
A.  I  did  not. 

Q.  Any  other  building?  A.  There  is  another  building  here. 
Shall  I  give  the  name  of  this  building  ? 

Q.  Does  it  have  fire-escapes  ?  A.  It  is  the  Josiah  Ross  building, 
1449  Niagara  street.  Four-story  building  used  by  seven  or  eight 
concerns  for  manufacturing. 

Q.  llow  many  people  are  employed  there?    A.  About  125. 

Q.  This  building  is  at  least  twenty-five  years  old  ?  The  entire 
factory  is  honeycombed  with  wood  partitions.  No  automatic 
sprinkler  system  in  the  building.     Two  stairways. 

Q.  Wood?     A.     Wood;  one  fire-escape  on  the  side. 

Q.  Straight  ladders?     A.  Straight  ladders. 

Q.  Was  that  a  drop  ladder?    A.  No — well,  you  do  drop. 

Q.  How  many  feet  was  the  last  platform  of  the  fire-escape  from 
the  ground?    A.  About  25  feet  —  30  feet  down  there. 

Q.  So  a  man  going  down  that  fire-escape  would  be  much  worse 
off  than  if  he  was  above?     A.  Yes. 

Q.  And  the  floors  are  wooden?     A.  The  floors  are  wooden. 

Q.  How  many  stairways?     A.  One  stairway. 

Q.  And  that  is  wooden?    A.  That  is  wooden. 

Q.  The  chairman  wants  to  know  whether  there  was  a  feather 
bed  underneath  on  which  the  men  could  drop  the  25  feet?  A. 
Well,  there  ought  to  have  been,  or  a  mattress  or  something  like 
that. 

Q.  What  was  there  underneath  that  side  walk,  a  flagging  or 
what  ?     A.  Just  an  alleyway  of  cinders. 

Q.  Just  an  alleyway,  a  kind  of  pavement?  A.  No,  cinders. 
This  building  is  heated  with  coal  stoves  and  gas  stoves.  The  water 
closets  were  also  in  a  filthy  condition. 

Bv  Commissioner  Phillips: 

•- 

Q.  Was  there  a  chance  to  flush  them?  A.  Yes,  there  was,  but 
they  did  not  seem  to  work  properly.  The  only  ones  I  noticed 
were  working  there  was  up  by  the  office,  used  by  the  office  help. 
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By  Mr.  Elkus: 

Q.  That  is  where  the  employers  were  located?  A.  Yes,  sir. 
There  is  another  building.  The  F.  &  T.  building.  The 
industry  there  is  machine  and  boiler  shop.  About  thirty  workers 
in  the  machine  shop  now  and  when  they  are  working  full  time 
about  eighty. 

The  machine  ship  is  a  three-story  building  about  35  years  old ; 
walls,  ceilings  and  floors  in  a  filthy  condition.  The  machinery 
is  mostly  unguarded,  and  artificial  light  is  used  practically  the 
entire  day. 

The  water  closet  is  located  in  an  alleyway,  a  wooden  shed; 
simply  a  rail  with  running  water  to  flush.    Filthy  and  unsanitary. 

Q.  Now,  Mr.  Ball,  you  have  described  a  number  of  factories. 
Are  those  typical  of  a  great  many  factories  you  examined  in 
Buffalo?  A.  Well,  to  a  great  extent.  There  a  few  modem 
buildings. 

Q.  Very  few  modem  factories  ?     A.  Yes. 

Q.  But  most  of  the  factories  are  like  the  ones  you  have  de- 
scribed ?  A.  Generally,  yes.  There  is  a  boiler  near  this  building, 
a  one-ptory  frame  shed.  No  ventilation  and  the  fumes  of  the 
forge  fires  permeate  the  entire  factory.  One  water  clceet  for  fifty 
men.  No  ventilation.  The  water  closet  is  exposed  to  the  full 
view  of  the  factory  and  in  a  filthy  condition. 

Q.  You  mean  any  one  can  see  it?     A.  Yes. 

Q*  Not  railed  off,  not  partitioned  off?     A.  No. 

Q.  Are  women  there,  too?     A.  No,  just  men,  50  or  60  men. 

By  Commissioner  Phillips: 

Q.  Were  they  foreigners  working  there?  A.  No,  they  are 
Americans,  I  guess. 

Q.  Did  you  go  in  any  factories  in  the  metal  trades  where 
women  were  engaged  in  polishing  and  buffing?    A.  No. 

Q.  Do  I  understand  there  are  some  here?  A.  Not  that  I  know 
of.     1  took  the  principal  ones. 

By  Mr.  Elkus  : 

Q.  Did  you  examine  the  Ferrer  &  Trefts  Company  factory? 
A.  Yes,  sir. 
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Q.  Is  that  the  one  you  last  described?    A.  That  is  the  one  I 

last  described. 

Q.  Were  the  closets  in  that  way,  too?    A.  Yes,  sir. 
Q.  They  were  filthy  and  dirty?     A.  Yes,  sir. 


William  L.  Kennedy,  called  as  a  witness  and  being  duly 
sworn,  tcoLlfies  as  follows: 

By  Mr.  Elkus: 

Q.  Mr.  Kennedy,  what  is  your  business?  A.  Business  agent 
of  the  Bricklayers'  Union. 

Q.  And  how  long  have  you  been  such  agent?  A.  About  four 
vears. 

Q.  And  how  many  men  are  there  in  your  union?  A.  Some- 
times they  average  500;  at  the  present  time  we  have  about  475. 

Q.  ^Mr.  Kennedy,  you  have  volunteered  kindly  enough  to  come 
before  the  Commission.  Do  you  desire  to  make  some  statement  to 
them^  We  would  be  very  glad  to  hear  what  you  have  to  say. 
A.  I  was  requested  to  come  here  in  reference  to  scaffolding. 

Q.  Yos?  A.  My  organization  took  the  matter  up,  and  they 
would  like  to  have  a  law  adopted  not  to  allow  any  walls  to  go  up 
any  more  than  five  feet  for  one  scaffold,  and  not  to  allow  any 
scaffold  less  than  four  planks  wide. 

Q.  Do  you  want  to  state  the  reason  for  that?  A.  Well,  the 
object  in  that  is  that  scaffolding  that  goes  up  higher  than  five 
feet  the  men  can  look  over  and  see  their  work  without  building 
a  temporary  foot  scaffold.  This  foot  scaffold  is  placed  on  tem- 
porary brick  tiers  without  any  mortar  or  anything  to  hold  those 
tiers  together  and  sometimes  the  plank  will  loosen  or  get  away 
from  the  wall  and  project  over  those  piers  an  inch  and  a  half. 
A  man  would  step  on  the  end  of  a  plank  and  it  will  tip  up  and 
he  will  fall  and  probably  hurt  himself  to  some  extent. 

Q.  You  want  to  urge  upon  the  Commission  the  adoption  of  a 
law  to  that  effect.     A.  Yes,  sir. 

Q.  Is  there  anything  further  you  would  like  to  say?  A.  There 
is  another  thing  I  would  like  to  have  eliminated  and  that  is  in 
reference  to  closets  that  are  connected  with  new  buildings  going 
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up.  At  this  time  of  the  year,  there  is  no  heating  whatsoever  in 
those  closets,  and  there  is  no  running  water.  I  visited  several  jobs 
in  the  last  four  years  where  they  would  dig  a  hole  in  the  ground 
on  the  lot  that  the  building  would  be  erected  on  and  erect  a  tem- 
porary shed  there;  you  would  call  it  a  wood-shed.  Just  a  shed. 
Now,  there  is  no  accommodation  at  all  except  in  this  closet.  There 
is  in  all  probability  thirty  or  forty  men  that  would  be  employed 
on  a  building. 

Q.  That  is  very  unhealthy  and  very  unsanitary?  A.  Yes,  sir, 
to  my  knowledge  it  is. 

Mr.  Elkus  :  Any  questions  ? 

By  Commissioner  Phillips: 

Q.  Under  the  Jackson  bill,  passed  last  winter,  the  contractors 
are  required  to  put  a  railing  around  temporary  scaffolding.  To 
what  extent  is  that  being  obeyed?  A.  It  is  not  being  obeyed  at 
all,  as  far  as  I  have  been  around  since  last  April  when  the 
building  season  starts.  I  have  not  seen  any  railing  whatsoever 
around  scaffolding  on  any  building. 

Mr.  Elkus:  Ve  are  very  much  obliged  to  you,  Mr.  Kennedy. 
Is  there  anything  else  you  wish  to  say? 

The  Witness  :  I  would  like  to  say  something  in  r^ard  to  the 
State  Bureau  being  located  here. 

Q.  Go  right  ahead.  A.  I  have  had  occasions  myself  to  go 
on  buildings  where  there  would  be  structural  ironworkers  up  above 
our  men.  We  would  probably  start  on  the  first  floor  and  they 
would  be  maybe  four  or  five  floors  above,  and  the  only  covering  for 
our  men  would  be  the  planks  up  where  the  structural  ironworkers 
would  be  working,  and  there  would  be  a  space  probably  of  16 
inches  apart.  Now,  when  they  are  heating  rivets,  and  the  riveting 
heater  is  throwing  the  rivet  up  to  some  of  the  riveters,  one  of 
those  rivets  is  liable  to  drop  down  and  strike  one  of  our  men  or 
probably  another  man  of  some  other  craft.  I  know  of  two  cases 
where  one  of  those  rivets  was  dropped  down  a  man's  neck,  a  red 
hot  rivet. 
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Q.  Is  there  anything  else,  Mr.  Kennedy?  A.  That  is  all  I 
have  to  say. 

Mr.  Elkus  :  We  are  very  much  obliged  to  you. 

Mrs.  James  A.  Gardner,  called  as  a  witness  and  being  duly 
sworn,  testified  as  follows: 

By  Mr.  Elkus: 

Q.  What  is  your  full  name  ?     A.  Mrs.  James  A.  Gardner. 

Q.  What  is  your  name  ?     A.  Mary  Everett  Gardner. 

Q.  Mrs.  Gardner,  what  is  your  profession  ?  A.  I  am  a  lawyer 
by  profession. 

Q.  And  you  are  the  president  of  the  Buffalo  Consumers' 
League?  A.  I  am  the  president  of  the  Consumers'  League  and 
have  been  upwards  of  eight  years. 

Q.  And  have  you  been  particularly  interested  in  movements 
for  the  betterment  of  conditions  for  industrial  workers?  A, 
The  object  of  the  Consumers'  League  is  the  betterment  of  labor- 
ing conditions  for  women  and  children. 

Q.  And  how  does  the  Buffalo  Consumers'  League  proceed  to 
attain  that  object?  A.  By  urging  the  enactment  of  legislation 
in  conjunction  with  other  organizations  that  are  interested  in  the 
same  work,  and  by  endeavoring  to  have  the  laws  which  have  been 
enacted  enforced,  by  arousing  public  opinion,  by  investigation  of 
factories  and  stores,  and  the  reporting  of  violations  of  laws  and 
other  work  which  has  any  connection  with  the  question. 

Q.  And  the  work  of  your  association  rs  purely  voluntary,  is  not 
paid,  or  anything  of  that  sort  ?  A.  We  have  one  paid  officer  only ; 
it  is  purely  voluntary, 

Q.  PhJllanthro]'io,  I  should  say.  Xow,  you,  yourself,  have 
made  some  investigations,  have  you  not,  some  time  ago?  A.  I 
have  made  investigations,  and  the  executive  secretaries  of  the 
League,  from  tinie  to  time,  have  made  investigations  and  inspec- 
tions under  my  instructions. 

My  personal  investigations  were  made  three  or  four  years  ago, 
and,  of  course,  I  constantly  keep  lookiiig  into  cases,  but  I  do  not 
make  regular  investigations. 
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Q.  So  you  are  personally  familiar  with  the  condition  of  work- 
ers in  the  city  of  Buffalo  2     A.  I  think  I  ajn. 

Q.  And  I  suppose  you  have  given  particular  attention  to  the 
workers  that  are  women  and  children  i    A.  Yes. 

Q.  Will  you  please  tell  the  Commission  what  you  have  asob^^ 
tained^  particularly  in  regard  to  the  health  of  women  who  work 
in  factories  ?  A.  I  would  like  to  speak  with  regard  to  the  length 
of  the  hours  which  women  work  in  the  various  factories,  especially 
in  factories  where  the  work  is  piece-work,  and  where,  in  order 
to  earn  a  minimnm  wage,  there  must  be  a  constant  speeding  up 
and  a  constant  concentration  on  their  work. 

The  workers  iu  factories  are;,  a  large  proportion  of  them,  girls 
under  25  years  of  age.  I  want  to  pay  particular  attention  to 
girls  from  16  to  21,  working  in  factories.  They  are  not  devel- 
oped, and  they  are  not  strong,  and  consequently  the  speeding  up 
of  the  work,  and  the  concentration,  in  order  to  earn  a  decent  wage, 
are  very  detrimental  to  their  health. 

Q.  What  becomes  of  them  after  they  are  25  ?  A.  I  have  found, 
and  I  have  had  personal  experience;^  that  girls  who  work  in  fac- 
tories up  to  that  age,  are  not  fitted  for  other  kinds  of  work.  They 
are  not  fitted  for  housework,  they  are  not  trained  for  it,  and  then 
they  are  not  able  to  do  it.  They  tire  ver^  easily  and  wear  out 
at  their  work. 

I  find  that  a  girl  can  keep  at  certain  work  in  the  factory,  at 
the  work  for  which  she  is  trained,  but  the  minute  she  leaves  that 
work  she  is  not  fitted  for  other  worL 

Q.  But  you  said,  Mrs.  Gardner,  that  you  find  that  they  work 
in  these  factories  until  they  were  25  ?     A.  Sixteen  to  25. 

Q.  What  becomes  of  them  after  25  ?  A.  I  really  do  not  know, 
unless  they  take  up  other  lines  of  work. 

Q.  Do  they  get  married?  A.  Many  of  the  girls  do  get  mar- 
ried ;  the  Polish  girls  marry  before  they  are  25,  ais  a  rule. 

Q.  Pardon  me  for  interrupting.  Go  right  on  with  what  you 
were  saying.  A.  What  I  was  saying  about  their  marriage  comes 
in  later. 

I  would  like  to  mention  the  insufficient  number  of  factory  in- 
spectora.  We  have  two  at  Buffalo,  and  they  in^)ect  a  large  dis- 
trict.     The    man    reports    violations    of    the    law     and     that 

26 
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report  goes  to  Albany.  We  cannot  report  the  violations  direct 
lo  the  inspector  here,  so  that,  after  the  vioktion  has  been  re- 
ported, necessaril3'  it  is  sometimes  a  very  long  time  before  any- 
thing is  done.  1  believe  there  should  be  more  direct  inspection. 
There  is  to  be  an  oihce  now  in  Buifalo,  which  will  help  out  some. 

I  have  been  in  factories  where  there  had  been  no  previous  in- 
vestigaticm  for  a  year.  1  believe  that  prevails  to  a  great  extent. 
It  is  impossible  for  the  factory  inspectors  to  cover  the  factories. 
There  should  be  a  license  issued  to  every  factory,  because  the  f ao 
tory  inspector  must  depend  upon  fi Tiling  out,  or  having  some 
one  report  to  him,  the  establishment  of  a  factory. 

Q.  You  mean  that  now  the  only  way  you  can  find  out  that  a 
factory  exists  is  by  either  happening  to  come  across  it  or  finding 
it  out  in  some  haphazard  way  ?     A.  Yes. 

Q.  So  that  you  think,  and  you  recommend,  that  each  factory 
should  be  licensed  by  some  department  of  the  State  or  city  be- 
fore they  can  undertake  the  work,  and  after  an  inspection  of  their 
building  If     A.  Yes. 

Q.  Would  you  be  in  favor  of  a  license,  renewable  from  year  to 
year  i  A.  I  should  think  so.  That  would  abolish  a  great  many 
violations  of  law  in  regard  to  ventilation  and  sanitation,  because 
then,  of  course,  i:  would  be  easy  to  compel  them  to  comply  with 
the  law. 

Q.  Now,  if  it  is  not  possible  to  have  the  factories  licensed, 
jMrs.  Gardner,  would  you  be  in  favor  of  registration  2  A.  That 
would  be  a  good  idea.  I  think  that  ought  to  be  placed  in  some 
State  department 

I.  think  the  Factory  Law  is  inadequate,  in  that  it  does  not 
allow  the  factory  inspectors  to  go  far  enough.  We  are  often  un- 
able to  get  convictions^  in  court  because  we  cannot  prove  violations 
of  the  law  in  regard  to  ventilation  and  sanitation.  In  every  vio- 
lation it  is  very  difficult  to  convince  a  judge,  who  does  not  see  the 
factory,  that  the  ventilation  is  not  sufficient  or  that  the  sanitation 
is  not  sufficient  or  that  the  toilets  are  in  bad  condition. 

There  should  be  some  authority  given  to  the  inspectors,  or  to 
the  district  inspectors,  to  have  the  places  cleaned  out.  You  can- 
not do  that  under  the  present  law,  because  he  cannot  order  these 
improvements  hi^nself. 
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Q.  When  an  inspector  discovers,  for  instance,  some  of  the  un- 
sanitary conditions  that  have  been  testitiel  to  here  to-day,  such 
as  filthy  toilets,  would  you  favor  a  law  permitting  him  to  order 
their  instant  cleaning,  and  if  not  obeyed  within  reasonable  time, 
say  24  hours,  to  order  the  place  closed?  A.  I  would  be  very 
much  in  favor  of  that. 

Q.  Would  you  be  in  favor  of  a  complaint  being  sent  to  the 
sub-office,  in  BuflFalo,  for  instance,  and  not  having  it  sent  to 
Albany  ?     A.  Very  much  in  favor  of  it. 

Q.  Proceed,  ^frs.  Gardner.  A.  I  am  very  much  in  favor  of 
the  reduction  of  the  hours  of  women  and  children  workers.  For 
women  that  work  in  factories,  especially  standing  during  the  day 
at  work  on  which  she  must  concentrate  very  closely  in  order  to 
earn  a  minimum  wage,  I  think  48  hours  a  week  is  plenty  long 
enough,  at  least  {^^r  a  woman  under  25  years  old. 

As  to  the  speeding  up,  I  am  also  in  favor  of  there  being  no 
piece-work  done  by  workers.  I  believe  there  should  be  a  mini- 
mnm  wage  which  workers  should  have,  which  would  obviate  the 
necessity  of  their  speeding  up  in  order  to  earn  a  descent  wage.  So 
I  believe  there  should  not  be  piece-work,  especially  at  machines. 

Q.  You  mean  for  all  persons,  women  and  children?     A.  Yes. 

Q.  ^N'ow,  as  a  lawyer,  do  you  think  any  law  could  be  passed 
which  would  be  constitutional,  to  that  eifect?  A.  There  have 
been  minimum  wage  boards  created  in  England. 

Q.  They  have  no  constitution  over  there?  A.  No.  Massa- 
chusetts is  investigating.  I  would  be  very  much  in  favor  of  a 
Commission  such  as  Massachusetts  has,  investigating  into  that 
question,  and  into  the  long  hours  and  the  speeding  up  work.  The? 
law,  in  my  opinion,  must  determine 

Q.  The  regulation  of  hours  ?     A.  The  regulation  of  hours. 

Q.  You  would  be  in  favor  of  not  permitting  any  longer  than 
48  hours'  work  for  women  and  girls,  or  women  and  children  ?  A. 
Women  and  children. 

Bv  the  Vice-Cttatrman  : 

Q.  You  would  not  deem  it  advisable  to  make  this  48  hours  if 
the  shortening  of  the  work  would  have  something  to  do  with  the 
salary  ?     A.  Of  course  the  reduction  «  f  the  hours  would  neces- 
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sarily  reduce  the  wage.     That  would  have  to  be  remedied  by  the 
creation  of  a  minimum  wage  board. 

By  Mr.  Elkus: 

Q.  Are  you  in  favor  of  children  between  the  ages  of  fourteen 
and  sixteen  being  permitted  to  work  in  manufacturing  eetabliah- 
ments?    A.  I  am  not 

Q.  They  should  not  be  permitted  to  work  at  all?  A.  I  believe 
children  under  sixteen  should  be  compelled  to  go  to  school. 

Q.  Our  public  school  system  only  takes  care  of  children  until 
they  are  fourteen?  A.  Of  course,  I  think  children  should  not 
go  to  work  before  they  are  sixteen,  especially  girls. 

Q.  Are  you  familiar  with  what  are  known  as  continuation 
schools^     A.  Not  personally  familiar. 

Q.  Yooi  have  heard  of  them?    A.  Yes. 

Q.  Would  you  recommend,  for  instance,  that  where  children 
are  employed  between  the  ages  of  fourteen  and  sixteen  that  they 
should  not  be  employed  longer  than  say  half  past  three  in  the 
afternoon,  and  then  be  compelled  to  attend  a  continuation  school 
from  say  four  to  six.  A.  Yes,  I  should  feel  that  they  should  attend 
the  school  in  the  day-time,  but  not  at  night. 

Q.  That  is  what  I  am  referring  to.  Mrs.  Gardner,  have  you 
considered  tlie  question  of  women  who  are  pregnant  being  allowed 
to  work  for  any  period  just  before  their  confinement  or  afterwards? 
A.  I  think  I  wou/ld  rather  favor  their  not  workSng,  but  if  they 
could  do  their  work  under  better  conditions  it  would  depend  upon 
the  time  she  worked  after  her  confinement 

Q.  Under  any  circumstances  should  a  woman  be  permitted  to 
work  in  a  factory  right  up  to  her  confinement?  A.  I  don't 
think  so. 

Q.  How  long  should  she  be  prohibited  from  working  before  and 
after  confinement,  in  any  case?  A.  T  should  think  in  no  case  a 
woman  should  work  longer  than  six  or  seven  months  —  that  is, 
two  or  three  months  before  her  confinement. 

Q.  Will  you  proceed  ?  A.  I  think  there  should  be  a  report  of 
all  accidents,  however  minor;  that  would  stop  accidents.  The 
present  law  requires  the  report  of  an  accident  only  in  those  cases 
which  incapacitate  the  laborer  more  than  half  a  day.     I  believe 
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there  should  be  h  report  of  all  accidents^  however  slight;  that 
would  keep  us  informed  of  the  dangers  of  the  machines  with 
which  we  are  not  familiar  and  would  obviate  a  great  evil. 

I  would  like  to  impress  on  you  that  I  think  the  elimination 
of  the  speeding  up  would  also  do  away  with  a  great  many  of  the 
accidents  due  to  the  machines  doing  such  fast  work,  because  it 
would  not  be  necessary  for  them  to  work  so  rapidly.  I  think  the 
speeding  of  work  is  very  detrimental  to  women.  Standing  at 
work  is  also  detrimental.  Seats  are  often  provided  for  women 
and  men,  and  they  can  work  at  many  of  the  industries  while 
seated.  But,  in  order  to  earn  a  wage,  they  must  work  rapidly 
and  consequently  they  must  stand  up.  That,  of  course,  oould  be 
obviated  in  some  manner,  but  where  a  woman  stands  ten  hours  a 
day  any  sensible  person  knows  it  is  not  good  for  her. 

Q.  Mrs.  Gardner,  have  you  had  some  experience  with  the  Labor 
Department  personally?  A.  I  have  had  a  great  deal  of  experi- 
ence with  it. 

Q.  What  has  been  your  experience  when  you  make  complaints 
to  them?  How  quickly  have  they  been  acted  upon?  A.  They 
have  always  been  acted  upon,  but  very  slowly.  For  instance,  I 
examined  a  factory  which  had,  to  my  mind,  inadequate  fire- 
escapee.  That  was  in  the  spring;  my  letter  was  acknowledged, 
and  in  August  I  received  a  reply  that  the  place  had  been  investi- 
gated and  proper  fire^scapes  provided. 

Q.  That  was  about  three  or  four  months  after?  A.  That  was 
about  three  or  four  months  after. 

There  is  one  more  thing.  We  find  a  violation  of  other  labor 
laws  or  something  like  that,  and  we  would  like  to  report  it  im- 
mediately, but  the  inspector  here  cannot  do  anything. 

The  Vice-Chaibman  :  Do  you  know  whether  or  not  that  order 
has  been  carried  out  ? 

The  Witness  :  I  do  not  know. 

By  Mr.  Elkus  : 

Q.  Do  you  km  w  how  long  the  building  remained  in  the  con- 
dition it  was  in  when  you  made  th%  oompUint  before  it  was 
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remedied  ?  A.  The  building  had  not  previously  had  as  good  fire- 
escapes  as  it  had  at  the  time  of  the  complaint.  Those  have  been 
remedied,  as  I  understand,  in  compliance  with  the  complaint  to 
the  department,  and  even  these  were  not  adequate. 

Q.  How  long  had  it  been  in  the  condition  which  required 
change  before  your  complaint  ?  A.  Well,  I  suppose  it  has  always 
been  so.     It  was  a  very  old  building. 

Q.  How  many  people  were  employed  there?  A.  There  have 
been,  I  suppose,  upwards  of  80  or  100  girls.  It  was  a  building 
that  had  a  number  of  factories  in  it.  I  had  reported  this  one 
factory. 

Q.  Xow,  have  you  any  suggestions  for  improvement  in  inspec- 
tion methods?  A.  I  think  there  should  be  some  way  in  which 
the  manufacturer  should  not  know  of  the  coming  of  the  inspector. 
How  tthey  do  know,  I  am  not  informed.  There  does  seem  to  be  a 
knowledge  among  the  manufacturers  that  the  inspector  may  be 
looked  for  at  a  certain  time. 

Q.  They  know  it?  A.  They  know  it,  and  the  factory  is  very 
much  cleaned  up,  and  the  children  are  sent  out. 

Q.  What  do  you  mean  when  you  say  that  the  children  are  sent 
out  ?    A.  The  children  working  there  who  are  of  an  illegal  age. 

Q.  They  are  hidden,  as  a  rule,  or  told  not  to  come?  A.  They 
are  told  to  come  and  are  sent  home. 

Q.  Have  you  known  of  cases  where  they  have  been  put  in 
elevators  and  hidden  between  the  floors  ?  A.  I  have  known  of  a 
case  where  children  have  been  sent  out  into  a  small  park  adjoin- 
ing, to  play  during  the  visit  of  the  inspector. 

Q.  Is  that  the  only  time  that  they  were  ever  sent  to  the  park? 
A.  I  rather  fancy  it  was. 

Q.  Have  you  any  information  as  to  how  the  manufacturers 
know  when  the  inspectors  are  coming  ?  A.  I  have  no  knowledge 
as  to  how  they  know,  but  they  do  know. 

Q.  Have  you  any  information  on  the  subject?  A.  I  do  not 
know,  unless  they  come  periodically. 

Q.  Then  you  would  suggest,  I  take  it,  Mrs.  Gardner,  that 
the  method  of  assigning  inspectors  should  be  changed  very  much  ? 
A.  Very  much,   very  radically.     I  believe  an  inspector  should 
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cross  the  street,  if  they  think  there  is  a  violation  on  the  other 
side,  instead  of  continuing  down  one  street  and  up  another. 

Q.  You  think  they  ought  to  use  their  eyes  ?    A.  Yes. 

Q.  And  common  sense  ?    A.  Yes. 

Q.  If  instead  of  these  inspections  which  may  'be  called  formal 
inspection  they  did  actual  inspection,  don't  you  believe  that  a 
great  deal  more  could  be  done?  A.  A  great  deal  more  could  be 
done,  but  I  do  not  think  the  inspectors  arj  adequate  in  number. 
The  inspectors  cover  too  wide  fields.  I  do  not  think  a  man  can 
do  it  efficiently. 

Q.  Is  there  anything  further,  Mrs.  Gaidner,  you  would  like 
to  recommend  to  the  Commission?  A.  I  think  I  have  covered 
the  points. 

Q.  I  believe  your  husband  is  a  physician?  A.  He  is  a 
physician. 

Q.  So  you  have  his  aid  and  advice  ia  reference  to  this  matter  ? 
A.  Yes. 

Mr.  Elkus  :  Are  there  any  questions  by  the  Commission  ? 

Commissioner  Dreier:  I  want  to  aik  Mrs.  Gardner  whether 
she  can  give  us  any  idea  how  many  inspectors  would  be  needed 
in  Buffalo?  A.  I  have  considered  the  matter  since  I  knew  this 
Commission  was  coming  here,  and  I  thought  that  at  least  five 
or  six  in  Buffalo 

Commissioner  Dreier:  Regularly  appointed? 

The  Witness:  Regular  inspectors. 

Commissioner  Dreier:  In  regard  to  the  employment  of  child- 
ren under  the  legal  age,  have  you  any  suggestions  or  any  recom- 
mendations as  to  how  convictions  could  bo  secured  against  the 
employer  in  spite  of  the  fact  that  the  child  may  not  be  working 
when  the  inspector  arrives  in  the  factory?  I  believe  now  he  has 
to  find  the  child  at  work.  A.  Now  he  must  find  the  child  at 
work.  I  think  we  should  have  a  law  which  would  permit  the 
punishment  of  the  parents.  We  have  a  law  placing  the  work  of 
the  child  under  the  parental  delinquency  law.    It  is  very  difficult 
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to  get  convictions  in  courts,  very  difficult  to  get  testimony  to 
show  the  parent  has  been  delinquent,  and  so  convince  the  judge 
that  the  parent  had  been  delinquent.  T  think  the  law  should  be 
more  definite. 

By  the  Vioe-Ohaibman  : 

Q.  Do  you  believe  that  for  $1,200  a  year  you  oould  secure  the 
kind  of  a  man  from  the  standpoint  of  ability  as  a  factory  inspec- 
tor who  could  be  trusted  with  this  arbitrary  power  to  close  a 
factory  ?  A.  I  think  the  compensation  is  not  large.  If  you  want 
an  expert  or  an  experienced  man,  you  will  have  to  pay  him. 
I  think  the  salary  is  quite  small. 

Mr.  Elkus:  T  think  the  Chairman  is  pointing  more  to  the 
qualification  of  the  man  with  this  arbitrary  power.  That  would 
require  a  man  of  some  character  and  standing.  Of  course,  elimin- 
ating all  else,  if  you  gave  the  man  arbitrary  power  and  he  was  not 
the  right  kind  of  man,  it  might  be  the  means  of  oppression  and 
blackmail  ?  A.  I  do  not  think  the  salary  would  necessarily  make 
the  man  any  more  efficient. 

Q.  But  you  would  get  a  better  man  if  you  paid  a  better  salary  ? 
A.  You  might  and  you  might  not.     Salary  is  not  the  main  thing. 

Q.  You  think  that  a  first-class  man  could  be  obtained  from  a 
civil  service  examination?  A.  That  is  one  means  of  obtaining 
them.  I  believe  if  you  could  not  obtain  the  man  in  one  part  of 
the  State  you  could  get  him  elsewhere. 

Mr.  Elkus  :  Is  there  anything  else  ? 

By  the  Vios-Ohaibmak  : 

Q.  In  r^ard  to  piece  work  of  which  you  have  been  speaking, 
is  that  detrimental  to  the  health  of  the  worker?  A.  I  feel  very 
strongly  on  that  point.  I  think  it  is  detrimental  and  causes  many 
accidents  in  factories,  and  incapacitates  girls  for  other  work.  A 
girl  may  be  good  if  she  keeps  to  the  work  diat  she  has  been 
trained  to  for  a  number  of  years,  but  the  minute  she  goes  to  do 
other  work  they  find  she  is  utterly  unfitted  for  it.  It  unfits  her 
as  a  citizen  later 
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Q.  You  think  it  unfits  her  as  a  citizen  later,  as  a  wife  or  a 
mother,  or  raising  a  family  ?    A,  I  think  it  does. 

Q.  As  a  matter  of  fact  then,  in  order  to  get  an  ordinary  wage, 
they  have  to  speed  up.  A.  In  many  factories  a  girl  is  not  allowed 
to  work  at  a  certain  line  of  work  after  she  has  reached  a  certain 
wage.  Then  she  in  put  on  other  work.  Especially  on  a  box 
factory,  the  girls  seldom  get  over  $5.50  or  $6,  and  then  they  have 
to  go  to  another  kind  of  work. 

By  Mr.  Eleus: 

Q.  You  mean,  if  these  girls  are  proficient  in  one  line  they 
have  to  go  to  another  and  so  on  until  she  gets  efiicient  in  that! 
A.  That  is  the  idea. 

Q.  So  that  she  cannot  earn  more  than  the  minimum  wage  t  A. 
"No  more  than  the  minimum  wage. 

By  Conmiissioner  Philxips: 

Q.  Then  that  also  requires  some  speeding  upt  A.  That  also 
requires  some  speeding  up  except  she  is  not  so  accustomed  to 
the  other  work  and  cannot  make  so  much. 

By  Mr.  Eleus: 

Q.  Do  you  believe  that  work  in  factories  as  it  is  done  now,  is 
detrimental  to  women  when  they  become  mothers  and  wives !  A. 
I  think  that  under  the  conditions  in  factories  that  it  is  detri- 
mental. I  think  there  might  be  conditions  where  it  would  not  be 
so  detrimental. 

Q.  There  may  be  conditions  where  't  would  be  all  right!  A. 
If  the  hours  were  shorter,  and  the  conditions  better. 

By  CommissioTkCr  Dbeieb: 

Q.  Are  you  able  to  give  us  the  cost  of  living  for  the  girls 
in  Buffalo  ?  A.  We  have  gone  into  it  and  have  made  a  thorough 
investigation.  We  investigated  largely  the  conditions  of  the  girls 
in  stores  and  I  suppose  the  living  conditions  for  them  would 
apply  to  the  living  conditions  of  the  girls  in  factories. 
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We  did  not  feel  that  any  girl  could  live  properly,  have  proper 
food  and  proper  clothes  and  proper  recreations  and  medical  at- 
tendance, on  less  than  $8  a  week. 

Commissioner  Dri.iek:  Can  you  give  us  any  idea  how  many 
girls  in  Buffalo  get  as  high  as  that  an^i  how  many  get  less  than 
that?  A.  The  average  wage  in  factories  does  not  exceed  $5. 
However,  it  should  be  said  that  the  majority  of  the  fjactory 
workers  in  Buffalo  live  at  home,  and  consequently  are  not  required 
to  turn  in  so  much  for  board  as  the  givl  who  is  living  away 
from  home. 

Comiuissioner  Phillips  :  In  other  words,  the  girl  who  hajB  to  pay 
her  own  board  ha^  to  compete  with  the  girl  who  lives  at  home? 

The  Witness:  Yes. 

The  Vice-Chajbman  :  One  last  question  What  would  be  your 
suggestion  for  the  legislation  that  would  enable  the  Commissioner 
of  Labor  to  get  the  service  of  inspectors  that  have  an  interest 
in  this  work  ?  A.  I  think  that  the  Commissioner  of  Labor  should 
have  the  power  to  appoint  persons  who  are  properly  qualified 
for  the  work  of  inspection. 

The  Vice-Ch airman:  At  a  salary? 

The  Witness'  At  a  salary  if  necessary,  or  without  a  salary 
if  necessary. 

The  Vice-Chaibman  :  At  any  rate,  it  ought  to  be  considerably 
more  than  $1,200  a  year  to  have  the  right  kind  of  an  inspector  ? 

The  Witness*  I  should  think  so. 

I  want  to  add  that  the  conditions  which  have  been  testified 
to  here,  by  the  various  inspectors,  have  verified  all  the  conditions 
which  we  have  found  in  our  investigations. 
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By  Mr.  JIlkus: 


Q.  In  other  words,  from  your  investigations  these  inspectors 
have  not  overdrawn  the  facts  at  all?    A.  Kot  at  all. 

Mr.  Elkus:  Mrs.  Gardner,  we  are  very  much  obliged  to  you, 
and  hope  you  will  be  able  to  attend  the  further  sessions  of  the 
Commission. 

Recess  until  2:15  p.  m. 


Buffalo,  N.  Y.^  November  27,  1911. 
The  Commission  met  pursuant  to  adjournment,  2:30  o'clock 

p.   M. 

Present: 

Same  as  before 


Bernard  J.  McConnell,  called  as  a  witness,  being  duly 
sworn,  was  examined  and  testified  as  follows: 

By  Mr.  Elkus  : 

Q.  What  is  your  position  in  the  Firo  Department?  A.  Chief 
of  the  Fire  Department. 

Q.  How  long  have  you  been  Chief?    A.  Nineteen  years, 

Q.  Will  you  give  your  full  name  ?    A.  Bernard  J.  McConnell. 

Q.  What  jurisdiction  has  the  Firo  Department  over  factory 
buildings,  with  reference  to  safety  in  case  of  fire  ?  A.  They  have 
the  authority  to  go  there,  and  see  whether  there  are  fire-escapes 
on  the  building,  and  if  they  are  not  there,  order  them  on. 

Q.  What  else^  besides  ordering  fire-esca][. es  in  case  you  see  fit? 
A.  That's  about  all. 

Q.  Do  you  exercise  that  power,  or  is  chtre  some  Board?  A. 
We  act  for  *  Board. 

Q.  How  many  members  are  there  in  the  board?    A.  Three. 
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Q.  Is  it  a  bi-partisan  board?    A.  Yes,  sir. 

Q.  What  are  they,  Republicans  or  Democrats?  A,  Two  Dem- 
ocrats, one  Eepublican. 

Q.  Thej  are  appointed  by  whom?    A.  By  the  Mayor. 

Q.  Yours  is  a  civil  service  pkoe,  is  it?    A.  Yes,  sir. 

Q.  You  came  up  from  the  ranks?    A.  Yes,  sir. 

Q.  And  you  are  the  executive  head  of  the  Department?  A. 
Yes^  sir. 

Q.  And  practically  the  authority  to  order  fire-escapes  on  build- 
ings devolves  upon  you?    A.  Yes,  sir. 

Q.  You  do  as  you  think  proper  under  the  circumstances?  A. 
Well,  we  have  battalion  chiefs^  who  have  chargie  of  the  battalion. 
The  city  is  divided  up  into  eight  districts,  and  each  battalion  chief 
has  supervision  in  his  district. 

Q.  What  is  the  system  under  which  you  work  in  ordering  fire- 
escapes?  A.  If  he  finds  there  is  a  building  in  his  district  that  needs 
a  fire-escape,  he  serves  them  with  notice  to  erect  a  fir&^scape. 

Q.  How  does  it  come  to  his  attention?  A.  In  different  ways. 
If  anybody  complains  o£  a  building,  or  if  he  notices  a  building  is 
changed  from  one  business  to  another,  it  will  probably  be  neces- 
sary to  have  a  fire-escape  placed. 

Q.  Is  there  any  regular  inspection  made  of  buildings?  A.  Yes; 
the  Hre  Department's  orders  are  to  inspect  buildings  in  every  dis- 
trict; battalions  keep  track  of  them. 

Q.  Sveiy  battalion  chief  is  ordered  to  have  his  men  inspect  the 
buildings  of  the  city?    A.  They  are  supposed  to  do  that  themselves. 

Q.  They  themselves?    A.  Yes. 

Q.  How  large  a  district  does  each  battalion  chief  cover?  A.  We 
cover  forty-two  square  miles,  and  there  are  eight  men  to  do  that 
work;  forty-two  square  miles  divided  up  to  do  that  work  as  nearly 
as  we  possibly  can  divide  it. 

Q.  I  suppose  the  trouble  is  the  men  have  too  large  a  district  to 
cover?    A.  No,  not  necessarily;  never  found  it  that  way. 

Q.  Do  you  have  many  complaints  about  the  absence  of  fire- 
escapes    A.  No,  sir. 

Q.  You  do  not?    A.  No,  sir. 

Q.  Have  you  made  any  attempt  at  all  to  ascertain  what  buildings 
require  fire-escapes,  which  have  not  been  supplied  with  such?  A. 
Yes,  sir. 


^ 
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Q.  What  have  you  done  with  reference  to  that?  A.  After  that 
Kew  York  fire,  I  thought  it  would  be  a  good  idea  —  the  papers 
bind  of  advocated  that  a  little  bit  —  that  we  inspect  the  entire  city. 
Each  battalion  chief  inspected  all  buildings  in  his  battalion  and  made 
a  report  on  them  all,  and  where  buildings  needed  fire-escapes,  he 
ordered  them  and  they  were  placed  where  he  ordered  them. 

Q.  So  that  you  now  desire  the  Commisaion  to  understand  that 
every  building  in  the  city  of  Buffalo,  that  ought  to  have  fire-escapes, 
has  them?    A.  Yes,  sir. 

Q.  That  is  after  a  detailed  inspection  since  last  March?  A.  That 
was  au  extra  inspection.  We  wanted  to  be  absolutely  certain  that 
there  weren't  any  buildings  of  that  kind. 

Q.  Have  you  found  any  number  of  fire-escapes  without  drop 
ladders?  A.  There  are  a  few;  they  were  erected  years  ago  and 
there  hasn't  been  any  erected  in  the  past  fifteen  years,  without 
drop  ladders. 

Q.  A  drop  ladder  could  be  easily  added  to  an  existing  fire-escape? 
A.  Yes;  there  probably  are  a  few,  but  I  believe  where  they  do 
exist  there  are  other  fire-escapes  on  the  buildings^  that  were  ordered 
after  those  ladders  were  built. 

Q.  Of  course  it  is  impossible  for  you  personally  to  look  after 
these  matters  yourself;  you  have  to  rely  on  your  deputies?  A.  I 
have  to  tell  them  about  that 

Q.  Whatever  happens  in  the  city  with  reference  to  fire-escapes, 
you  yourself  can't  examine  all  of  them  personally?  A.  No,  but  if 
there  is  an  important  place,  I  go  with  the  battalion  chief  and  in- 
spect it. 

Q.  Where  there  is  a  complaint  made?    A.  Yes^  sir. 

Q.  Outside  of  that,  you  haven't  the  time  or  opportunity  to  go? 
A.  No,  sir. 

Q.  You  are  not  supposed  to?    A.  No. 

Q.  And  you  have  to  rely  necessarily  upon  your  battalion  chiefs? 
A.  Yes,  sir. 

Q.  Now,  as  T  came  along  the  street  here,  I  noticed  the  Franklin 
Hall,  right  at  the  comer;  do  you  know  where  that  building  is? 
A.  FranUin  Hall? 

Q.  Yes;  right  at  the  comer,  opposite  the  City  Hall,  and  I  noticed 
on  the  front  of  that  building  that  there  was  a  straight  up  and  down 
fire-escape,  without  any  drop  ladder.    A.  Maybe. 


814  Minutes  of  Public  Hearings. 

Q.  Of  course,  you  realize,  Chief,  that  without  a  drop  ladder,  a 
fire-escape  of  that  kind  is  a  death  trap?  A.  Were  there  any  other 
fire-escapes  besides  that? 

Q.  Xone  on  the  front  of  the  building.  A.  Is  there  any  in  the 
rear? 

Q.  I  didn't  look.  A.  I  don't  just  recall  the  building  to  my  mem- 
ory; Franklin  is  a  new  name. 

Q.  You  can  look  right  out  of  this  (indicating)  window  and  see  it. 
A.  (The  witness  goes  to  window  to  look  at  building.)    Yes. 

Q.  Do  you  see  it?  A.  Yes;  now  you  will  find  another  fire-escape 
on  the  side  of  that  building. 

Q.  And  neither  of  them,  front  or  side,  have  any  drop  ladder,  so 
a  man  would  have  to  get  down  about  twenty  feet  after  he  got  to  the 
bottom  rung.  A.  I  wouldn't  allow  such  a  fire-escape  to  go  up, 
but  they  have  been  on  there  before  I  was  bom. 

Q.  Is  there  any  reason,  Chief,  why  your  battalion  heads  ought 
not  to  have  seen  that  and  reported  it  to  you?  A.  I  don't  know 
of  any  reason. 

Q.  Of  course,  as  I  say,  you  cannot  be  held  responsible  for  that. 
Now,  let  us  suppose  there  was  a  six-story  building  in  this  city, 
where  four  or  five  hundred  men  worked  every  day.  That  building 
ought  to  have  fire-escapes  on,  ought  it  not?    A.  I  should  think  so. 

Q.  Would  it  surprise  you,  then,  verj-  much  to  know  that  a  wit- 
ness testified  here  this  morning  that  such  a  building  did  exist  and 
had  no  fire-escape?    A.  It  would  be  news  to  me. 

Q.  Well,  I  will  give  you  that  information.  That  was  the  Buf- 
falo Forge  Coiiipany's  factory.     A.  Broadway? 

Q.  Yes;  490  Broadway;  and  it  was  further  testified  to  here,  that 
the  only  means  of  getting  out  or  getting  in  that  building  ordinarily 
was  over  woo<ion  bridges,  which  led  from  one  building  of  the  same 
company,  the  pattern  house,  to  the  first,  second  and  third  stories 
of  this  .^ix-storv  building.  Are  j'ou  familiar  with  the  Jewett  Build- 
ing?    A.   Yep,  sir. 

Q.  lias  that  building  got  fire-escapes?  A.  Yes,  sir.  That  is, 
if  it  is  the  Jewott  Building  that  you  speak  of  on  Ellicott  street. 

Q.  That  building,  Chief,  has  an  iron  fire-escape  on  like  this  one 
on  the  building  I  showed  you  right  opposite  the  City  Hall,  and  it 
has  no  drop  ladder  from  the  lowest  balcony,  which  is  about  25  feet 
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from  the  ground.     That  ought  to  be  remedied,  ought  it  not?    A. 
Yes. 

Q.  Of  course,  you  realize  that  a  fire-escape  of  that  kind  is  worse 
than  none  at  all,  because  a  man  that  travels  down  the  fire-escape 
comes  to  the  end  and  he  is  worse  off  than  if  he  did  not  start  ?  A.  I 
will  tell  you  about  that  building.  We  never  figured  anybody  com- 
ing down  that  fire-escape.  That  was  put  on  there  years  ago.  The 
building  adjoining  the  one  you  are  talking  about  has  four  fire- 
escapes  on  it,  and  there  are  run-ways  from  one  building  to  another. 
My  experience  teaches  me  to  believe  that  if  there  are  two  build- 
ings touching  each  other,  with  a  run-way  from  one  to  the  other, 
if  one  or  the  other  catches  fire,  that  run-way  is  the  nicest  thing 
for  women  to  cross  from  one  building  to  another  that  you  can  have. 
It  is  way  ahead  of  going  down  a  fire-escape.  They  won't  be  afraid 
to  do  that;  tliey  go  into  the  building  that  has  not  got  the  fire. 

Q.  I  understand  you  to  say  that  a  run-way  from  one  building 
to  another  would  be  the  best  means  of  egre>s  in  case  of  fire.  That 
refers  to  the  building  at  490  Broadway  which  has  such  a  run-way, 
but  that  run-way  in  that  building  is  the  only  means  of  getting  out 
of  that  building;  they  have  no  stairway  to  the  street  and  that  run- 
way is  only  on  the  first,  second  and  third  floors,  though  there  are 
six  floors  in  the  building.  Such  a  run-way,  of  course,  ought  to  be 
fireproof,  ought  it  not,  made  of  iron  or  some  metal?  A.  Well,  I 
will  tell  you  now.  You  gentlemen  don't  want  to  loose  sight  of  the 
fact  that  if  a  fire  starts,  people  are  not  going  to  stay  in  that  build- 
ing to  wait  till  that  run-way  gets  burning. 

Q.  I  understand  that;  nobody  stays  in  a  building  that  is  burning 
if  they  can  get  out,  but  you  take  a  building  like  this  first  one  at 
490  Broadway,  with  no  fire-alarm  system  in  it,  so  the  people  would 
not  know  there  was  a  fire  if  one  occurred  on  the  first  floor,  people 
on  the  sixth  floor  wouldn't  know  anything  about  it  in  all  probability 
until  it  was  up  to  the  third  floor?    A.  I  don't  think  they  would. 

Q.  Xow,  you  see  the  only  way  they  can  get  out  is  by  going 
down  t.i  that  third  floor,  and  going  across  that  run-way.  If  the 
run-ways  are  of  wood,  and  the  staircase  is  of  wood  also,  they  would 
be  in  pretty  bad  position  in  case  of  fire?  A.  If  they  didn't  get 
notified  in  time. 

Q.  We  realize  you  want  to  do  everything  that  can  be  done  to 
protect  the  life  and  safety  of  people  who  are  working  in  factories. 
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Don't  you  believe  it  is  necessary  almost  to  compel  the  owners  of 
that  building  first  to  have  an  outside  fire-escape  of  some  metal  with 
a  drop  ladder  to  the  ground,  and  second  to  make  those  run-ways 
of  metal  instead  of  wood?    A.  I  think  it  would  be  an  improvement. 

Q.  Don't  you  think  it  is  necessary?    A.  Yes. 

Q.  What  battalion  chief  is  there  in  that  district?  A.  Battalion 
chief  about  a  block  away. 

Q.  And  did  he  report  to  you  that  all  the  buildings  were  thor- 
oughly safeguarded  in  case  of  fire?    A.  Yes,  sir. 

Q.  What  suggestion  have  you  to  make,  Chief,  to  the  Commis- 
sion, to  remedy  the  condition  of  these  buildings  which  have  been 
pointed  out  to  you?  What  do  you  think  could  be  done  to  remedy 
it?  I  have  given  you  only  one  or  two  buildings  of  a  number  which 
have  been  called  to  the  Commission's  attention  which  have  similar 
conditions?  A.  I  think  you  have  picked  out  the  worst  there  is 
in  Buffalo. 

Q.  Well,  they  were  all  picked  out  by  accident;  we  had  no  design 
about  it.    A.  Well,  you  got  inspectors  out  all  right. 

Q.  Yes,  but  your  department  has  had  inspectors?    A.  Yes. 

Q.  If  there  are  any  more  buildings  like  that,  of  course,  you  real- 
ize they  ought  to  be  remedied  and  changed  right  away?  A.  I 
certainly  do,  and  I  think  if  there  is  any  remedy  for  the  Caxton 
Building  you  spoke  about  it  would  be  to  replace  the  building,  be- 
cause they  have  got  so  many  tenants  in  there,  and  so  much  com- 
bustible stuff  in  there.  I  could  not  make  any  recommendatiom 
without  cleaning  it  out. 

Q.  Have  you  any  authority  to  order  a  sprinkler  system?  A.  I 
did  not  have  until  this  new  law. 

Q.  That  gives  you  authority  now?    A.  Yes,  sir. 

Q.  Are  you  in  favor  of  a  sprinkler  system?    A.  I  certainly  am. 

Q.  What  would  your  recommendation  be?  A.  The  only  rec- 
ommendation there  is  to  have  a  law  to  compel  all  factories  to  put 
sprinklers  in. 

Q.  You  would  be  in  favor  of  having  a  law  enacted  by  the  Legisr 
lature,  compelling  all  factory  owners  or  proprietors  to  install  a 
sprinkler  system  in  factories  that  are  how  many  stories  high?  A. 
Anything  over  two  stories.  I  think  it  is  a  paying  question  to  the 
people  that  put  it  in;  pays  for  itself. 
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Mr.  Elkus  :  Any  other  queetionB  to  the  Fire  Chief  ? 

'By  Commissioner  Dreieb: 

Q.  I  would  like  to  ask  what  he  thinks  of  a  fire  wall  between 
buildings  or  in  the  same  building,  with  separate  entrances  and  ele- 
vators?   A.  A  fire  wall  is  a  good  tlung  to  have. 

Q.  Would  you  advise  having  a  law  making  that  compulsory} 
A.  I  don't  know  whether  that  would  be  a  proper  question  to  ask 
me.  I  don't  want  to  interfere  The  law-makers  ought  to  take 
care  of  that.  We  are  here  to  put  out  fires,  and  not  tell  people  how 
they  have  got  to  spend  their  money. 

Q.  How  far  does  that  SuUivan-Hoey  bill  cover  Buffalo  ?  Have 
you  got  a  Firo  Prevention  Bureau,  too?     A.  No. 

Q.  What  do  you  think  of  having  a  Fire  Prevention  Bureau  the 
way  they  have  in  Xew  York  now?  A.  They  are  a  good  thing  to 
'have.    The  more  of  those  things  you  have,  the  better  it  is. 

Mr.  Elkus  :  Any  further  questions  ? 

Q.  Anything  further  you  want  to  suggest  to  the  Commission, 
Chief?     A.  No,  sir. 

Mr.  Elkus:  Thank  you  very  much. 


Charles  A.  Booth,  called  as  a  witness,  being  duly  sworn, 
testified  as  follows: 

By  Mr.  Elkub: 

Q.  What  is  you  full  name?    A.  Charles  A.  Booth. 
Q.  What  is  your  business?    A.  The  office  manager  for  the  Buf- 
falo Forge  Company. 

Q.  How  long  have  you  been  office  manager?    A.  four  years. 
Q.  Where  is  your  factory?    A.  At  490  Broadway. 
Q.  How  long  have  you  been  located  there?    A.  The  company? 
Q.  Yes.    A.  Thirty  years;  25  or  30. 

Q.  You  have  attended  voluntarily  the  hearing  of  this  Commis- 
sion?   A.  Yes,  sir. 
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Q.  Did  you  come  because  of  any  testimony  that  was  given  this 
morning?    A.  Yes,  sir. 

Q.  You  had  heard  the  testimony?     A.  No,  sir. 

Q.  How  did  you  happen  to  come?  A.  I  was  informed  that  our 
firm  was  menticned  in  the  testimony  this  morning. 

Q.  Now,  Mr.  Booth,  how  many  buildings  have  you  at  490 
Broadway?  A.  There  are  six  large  buildings  and  one  small  one, 
I  believe. 

Q.  There  is  one  building  called  the  pattern  building?  A.  Yes, 
sir. 

Q.  Is  it  called  a  pattern  building  or  pattern  house?  A.  Pattern 
shop. 

Q.  Connected  with  that  building  is  another  building;  what  is 
that  called,  foundry  building  or  what?  A.  There  is  one  building 
on  each  side;  one  is  the  five-story  building  in  which  the  office  is 
located,  and  on  the  other  side  is  the  six-story  building  I  have  heard 
mentioned  this  afternoon. 

Q.  Now,  we  will  take  up  this  six-story  building.  Will  you  tell 
us  how  large  that  is?    A.  I  should  say  about  60  by  200. 

Q.  And  it  has  six  floors?    A.  Yes. 

Q.  What  is  located  on  these  floors?  What  is  done  there?  A. 
The  first  floor  is  a  machine  shop;  the  second  floor  is  a  shipping  room, 
and  in  the  upper  floors  are  the  work  of  assembling. 

Q.  How  many  men  are  employed  in  those  six  floors?  A,  Be- 
tween 150  and  200;  certainly  not  over  200. 

Q.  At  the  present  time?    A.  Yes,  sir. 

Q.  How  many  staircases  are  there  in  the  building?  A.  There 
is  one  staircase  running  between  each  floor. 

Q.  And  that  is  a  wooden  staircase,  is  it?    A.  Yes,  sir. 

Q.  And  arc  the  floors  wooden  in  the  building?    A.  Yes,  sir. 

Q.  Brick  walls?    A.  Yes,  sir. 

Q.  The  way  to  get  in  and  out  of  that  building  is  through  the 
pattern  shop,  isn't  it?  A.  There  is  one  opening  into  the  pattern 
shop,  also  a  number  of  other  entrances. 

Q.  Where  are  the  other  entrances  ?  A.  On  the  first  floor  there 
are  three  entrances  in  use. 

Q.  Where  do  they  lead  to?  A.  One  leads  into  the  pattern  shop 
building;  one  into  a  court,  and  then  into  another  building,  the 
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erecting  shop,  and  the  third  entrance  at  the  back  end;  that  also 
leads  into  the  erecting  shop. 

Q.  Well,  when  you  say  leads  into,  what  shop  do  you  call  it? 
A.  The  third  one  opens  directly  into  the  erecting  shop. 

Q.  It  connects  directly  with  it?    A.  Yes,  sir. 

Q.  Both  of  these  other  doors  that  do  not  lead  to  the  pattern  shop 
are  in  the  erecting  shop,  next  to  the  other  building,  next  to  this 
six-story  building?  A.  The  second  door  that  I  mentioned  leads 
into  an  enclosed  court,  not  directly  into  the  erecting  shop. 

Q.  Well,  the  way  the  workmen  get  in  and  out  of  the  building, 
ordinarily  is  through  the  pattern  shop,  is  it  not?  A.  They  go  in 
and  out  through  the  erecting  shop,  as  a  rule. 

Q.  There  is  no  direct  entrance  to  this  building  from  the  street? 
A.  Not  in  use,  no;  there  are  doors. 

Q.  But  they  are  locked  or  closed?    A.  Yes,  sir. 

Q.  Now,  the  entrance  to  the  pattern  shop  is  either  a  gangway  or 
balcony  of  some  kind,  isn't  it?    A.  On  the  second  floor  it  is. 

Q.  And  thert;  is  one  on  the  third  floor?  A.  There  is  a  bridge 
leading  to  connecting  buildings  on  the  second,  third,  fourth  and 
fifth  floors,  so  that  the  men  do  not  have  to  go  downstairs  to  get 
out  of  the  building. 

Q.  You  say  there  is  a  bridge  on  the  second,  third,  fourth  and 
fifth  floors,  a  wooden  bridge  on  each  floor?    A.  Yes. 

Q.  Is  that  out  of  a  window?    A.  Out  of  a  door,  a  full-sized  door. 

Q.  Is  it  kept  open  or  closed?    A.  Always  kept  open. 

Q.  That  leads  into  the  pattern  shop  ?  A.  On  the  second  floor. 
I  said  the  upper  floors  cross  over  the  pattern  shop,  into  the  five- 
story  building  on  the  other  side. 

Q.  And  the  bridge  is  how  long  ?  A.  The  width  of  the  pattern 
shop.    I  should  say  about  75  feet. 

Q.  So,  then,  on  three  floors  the  bridge  is  75  feet  long,  is  it  ?  A. 
Yes,  sir. 

Q.  On  the  second  floor  it  is  how  long?  A.  Eight  or  ten  feet  — 
eight  feet. 

Q.  And  on  the  ground  floor  you  may  walk  directly  into  the 
pattern  shop,  or  fa  there  a  space  in  between?  A.  There  is  a  space, 
a  little  alley  in  between  the  buildings  eight  feet  wide. 

Q,     A  closed-in  alley?     A.  Yes,  sir. 
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Q.  That  is  there  ifi  no  egress  from  the  alley  ?    A.  No,  sir. 

Q.  If  the  men  get  down  in  this  alley  and  there  should  be  a  fire 
arc  und  them,  there  would  be  no  way  of  getting  out;  they  would 
be  caught  in  a  trap?  A.  It  is  simply  a  passageway;  they  would 
not  go  in  there  if  there  was  a  fire. 

Q.  Suppose  in  case  there  was  a  fire;  none  of  these  bridges  are 
fireproof,  are  theyt    A.  No,  sir. 

Q.  They  are  not  made  of  metal?    A.  No,  sir. 

Q.  Is  there  any  provision  made  for  the  men  getting  out  of  the 
building  in  case  these  bridges  caught  fire?  A.  None,  except  the 
stairway,  I  believe. 

Q.  Tile  wooden  stairway  would  lead  the  men  down  into  this  alley 
from  which  there  is  no  way  of  getting  out?  A.  There  are  two 
other  entrances. 

Q.  Or  they  would  have  to  get  in  the  other  building?  A.  Yes, 
sir. 

Q.  Isn't  it  possible  to  provide  a  means  of  egress  to  the  street 
(directly  from  this  building?  A.  Well,  certainly,  there  are  doors 
there. 

Q.  Which  are  blocked  up?  A.  They  are  not  blocked  up,  but 
they  are  kept  closed  and  locked. 

Q.  You  have  no  fire-escapes  on  the  outside  of  the  building  at 
all?     A.  Not  on  that  building. 

Q.  And  never  had  any?    A.  No,  sir. 

Mr.  Elkus:  That  is  all.    Any  questions? 

The  W1TNB88S  Can  I  offer  something  further? 

Mr.  Elkub:  Surely. 

The  Witness  :  I  think  the  statement  was  made  that  there  were 
400  or  600  men  in  that  building.  I  would  say  that  the  number 
would  be  between  150  and  200  out  of  which  more  than  two  thirds 
are  on  the  first  floor.  The  upper  fioora  have  very  few  men  on, 
not  more  than  20  on  any  floor. 

By  Commissioner  Phillips: 

Q.  The  statement  was  made  that  there  was  no  means  of  venti- 
lation in  that  building  except  the  window.    A.  Not  true. 
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Q.  You  had  a  ventilating  plant  there?    A.  Yes. 

Q.  Describe  that.  A.  Consists  of  a  large  fan,  pumping  fresh 
air  in  the  building. 

Q.  You  pump  it  into  the  building  instead  of  driving  it  out? 
A.  Yes^  sir.  1*     .  ; 


I   ». 


Bj  Mr.  Elkub: 

Q.  Where  is  th>t  ventilating  system,  wlu*  flior?  A.  It  is  in 
the  building  adjoining,  but  the  air  duct  connecting  comes  from 
that,  then  that  leads  into  and  on  to  each  floor  of  that  six-^tory 
building. 

Q.  You  mean  there  is  an  air  duct  on  each  floor  of  the  building? 

A.  Yes. 

Q.  The  plant  which  supplies  it  is  in  some  other  building?  A. 
Yes,  sir. 

Q.  Does  it  come  across  these  buildings?    A.  No,  sir. 

Q.  How  does  it  einter?  A.  Enters  the  building  by  the  ceiling 
of  the  first  floor. 

Q.  One  duct?    A.  One  large  air  duct. 

Q.  When  the  man  was  there  did  he  speak  to  you  about  the  bad 
ventilation?    A.  No,  sir. 

Q.  Did  you  see  the  man  when  he  was  there?  A.  I  saw  him  in 
the  office;  I  did  not  go  into  the  factory. 

Q.  Have  you  any  vetntilating  plant  in  your  foundry?  A.  No,  sir. 

Q.  None  whatever?    A.  No,  sir. 

Q.  Where  are  the  toilets  in  this  six-story  building?  A.  One  on 
each  floor,  about  midway  of  the  side. 

Q.  In  this  machine  shop  and  foundry  where  are  the  toilets?  A. 
On  one  side  about  midway  down  the  length. 

Q.  Is  it  clean?    A.  I  have  not  been  in  there  in  quite  some  time. 

Q.  Is  it  ever  inspected?    A.  I  assume  it  is. 

Q.  Well,  do  you  Know  anything  about  it?    A.  No,  sir. 

Q.  You  had  a  machine  there  for  melting  lead.  In  which  build- 
ing is  that?  A.  That  is  in  the  erecting  shop,  the  one  adjoining 
the  six-stoiy  building. 

Q.  How  many  men  work  at  that  machine?    A.  One. 

Q.  It  has  been  testified  to  here  that  this  man  said  that  he  never 
washed  his  hands ;  that  ke  ate  kis  food  and  went  home  with  the  lead 
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on  his  hands,  and  he  had  never  been  told  that  he  ought  not  to. 
Do  you  know  anything  about  that  ?  A.  No,  sir ;  I  do  not.  I  saw 
him  in  the  company  of  some  of  the  members  of  this  Commission 
Saturday  afternoon. 

Q.  That  is  the  only  time  you  ever  saw  him  ?  A.  I  have  seen  him 
frequently  before;  I  never  paid  any  special  attention  to  him. 

Q.  Is  there  a  hood  over  that  part  where  the  lead  is  melted?  A. 
No,  sir. 

Q.  Mr.  Booth,  are  any  of  the  toilets  inspected  by  anybody  in 
charge  of  your  place,  to  see  whether  they  are  kept  clean  or  not? 
A.  I  can't  testify  to  that. 

Q.  Is  it  anybody's  business  to  keep  them  clean?    A.  Certainly. 

Q.  Whose  ?    A.  The  chief  engineer. 

Q.  Well,  he  does  not  do  it  himself,  does  he?     A.  No,  he  doesn't. 

Q.  Are  the  workmen  themselves  who  work  in  the  foundry  and 
other  places  expected  to  keep  the  place  clean  themselves?  I  mean 
are  they  expected  to  do  the  cleaning,  or  is  some  one  especially  hired 
for  the  purpose?  A.  The  laborers'  gang  have  everything  of  that 
kind  in  their  charge;  it  is  done  by  tlieni  under  directions  of  the 
chief  e^ngineer.  The  workmen  in  the  different  departments  would 
not  be  expected  to  do  it. 


Fbed    C     ]?olan,    called    as    a   witness,    and   duly   sworn, 
testified  as  follows: 

By  Mr.  Elkus: 

Q.  What  is  your  full  name?    A.  Fred  C.  Bolan. 

Q.  You  are  connected  with  the  Blacksmiths'  Union^    A.  Yes. 

Q.  And  have  been  for  how  long?    A.  Four  years. 

Q.  How  many  members  are  there?  A.  I  have  been  connected 
for  the  last  fourteen,  but  have  had  the  management  of  it  ^fce  last 
four. 

Q.  How  many  members  are  there  of  that  union  in  Buffalo? 
A.  500. 

Q.  You  dcvSire  to  make  some  statement  to  the  Commission  with 
reference  to  the  ventilation  of  the  blacksmiths'  shops?    A.  Yes,  sir. 
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Q.  Will  you  be  kind  enough  to  be  as  brief  as  you  can,  for  we 
are  very  much  pressed  for  time?  A.  I  certainly  will.  In  general, 
the  blacksmith  shops  are  very  poorly  ventilated.  The  fires  in  gen- 
eral have  no  hoods  to  carry  away  the  smoke.  There  are  no  suction 
fans  as  a  general  rule  in  any  of  the  blacksmith  shops,  both  large 
and  small  shops,  either  in  the  railroad  shops  or  contract  shops  in 
the  city.  Also  that  is  the  case  of  the  furnaces  which  are  used  at 
the  present  time.  Only  the  up-to-date  furnaces  are  put  in  the  shops 
at  the  present  time  and  even  some  of  them  have  -no  hoods  to  c^rry 
away  the  fumes  of  the  chemicals  that  are  used  for  case  hardening, 
such  as  bone  dust  or  leather.  All  of  these  odors  come  out  of  the 
furnace  and  spread  out  in  the  shop  and  in  that  way  cause  many  of 
our  men  to  lose  a  good  deal  of  time  because  of  sickness.  That  is 
practically  the  general  condition  around  the  city  of  Buffalo,  and 
they  don't  seem  to  take  any  steps  to  do  anything;  that  is,  they  do 
not  do  anything  to  remedy  what  is  going  on  at  the  present  time. 

Q.  Have  you  anything  to  suggest  to  this  Commission?  A.  Yes; 
I  suggest  that  there  should  be  a  hood  over  all  blacksmith  fires 
that  are  used;  also  over  all  furnaces  that  are  used,  to  carry  away 
the  smoke,  gas  and  different  fumes  instead  of  having  them  get 
around  the  shops.  That  is  the  only  thing  that  I  see,  to  have  prac- 
tical hoods  over  the  fires;  also  suction  fans  to  draw  the  smoke, 
fumes  and  so  forth  out  of  the  shop,  and  that  isn't  done  at  the  pres- 
ent time  as  a  general  nile. 

Q.  Do  you  recommend  legislation  to  that  effect?  A.  I  do;  and 
also  more  thorough  inspection  of  the  shops  in  general,  in  regards 
to  steam  hammers  and  such  things  as  that;  that  is,  steam  hammers 
in  general,  and  different  things  in  blacksmith  shops  which  should 
be  inspected,  which  aren't  inspected  now 

Q.  Would  you  recommend  the  licensing  of  all  manufacturing 
establishments?    A.  In  what  way? 

Q.  That  some  authority,  either  the  State  or  the  city,  should 
license  each  manufacturer  before  he  is  allowed  to  do  business? 
A.  I  could  not  just  say  at  a  glance.  But  I  do  believe  there  should 
he  an  inspection  of  those  shops  at  least  once  a  month  or  once  in 
two  months,  instead  of  once  in  five  or  six  years.  I  have  worked 
in  shops  and  have  never  seen  an  inspector  come  in  five  or  six  years, 
unless  he  came  in  after  I  had  gone  home. 
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Stanislaus  Czasteb,  called  as  a  v/itness,  being  duly  sworn, 
testified  as  follows: 

By  Mr.  Elkits: 

Q.  What  is  your  full  name?    A.  Stanislaus  Czaster. 

Q.  What  is  your  business?  A.  I  am  business  agent  of  the  United 
Garment  Workers  of  America. 

Q.  Located  in  Buffalo?    A.  Yes. 

Q.  How  many  members  are  there  attached  to  your  union  here? 
A.  About  860. 

Q.  How  many  factories  are  there  in  Buffalo  which  manufacture 
garments?  A.  About  five  manufacturers^  but  they  have  got  con- 
tractors working  for  them  just  the  same. 

Q.  Xow^  you  have  made  investigations  of  the  garment  trade  in 
this  city?  A.  Why,  in  some  shops  I  did,  but  in  some  of  them  they 
are  not  organized  and  I  can't  get  into  them. 

Q.  What  did  you  find  the  conditions  to  be?  A.  There  is  no  ven- 
tilation, and  I  want  to  say  that  there  are  no  cuspidors  in  those 
shops,  and  of  course,  the  majority  of  men  they  chew  tobacco,  and 
they  spit  on  the  floor. 

Q.  That  makes  dirty  floors?    A.  Yes. 

Q.  How  about  smoking  while  they  are  at  work?  A.  Why, 
smoking,  there  is  very  little;  I  believe  there  is  no  shop  in  Buffalo 
where  they  smoke. 

Q.  They  do  it  on  the  sly?    A.  Yes;  sometimes  go  into  the  toilet 

Q.  How  about  refuse  on  the  floor?    A.  What  do  you  mean? 

Q.  The  cuttings?    A.  It  is  all  along  the  floor. 

Q.  That  is  a  great  element  of  danger  in  case  of  fire,  this  inflam- 
mable stuff  all  over  the  floor?    A.  Yes,  sir. 

Q.  Does  that  exist  generally  in  all  the  garment  manufacturing 
places  in  Buffalo?    A.  Yes. 

Q.  They  don't  gather  it  up  and  put  it  into  a  box.    A.  No. 

Q.  Or  a  iTccptacle?    A.  No,  sir. 

Q.  Would  you  favor  that  all  clippings  and  refuse  which  are 
inflammable  should  be  placed  in  a  fireproof  receptacle?    A.  Yes. 

Q.  And  not  allowed  to  be  on  the  floor?    A.  Yes. 

Q.  What  else  have  you  discovered?  A.  I  want  to  say  there  is 
some  shops  there  are  toilets  right  in  the  shop. 
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Q.  Bight  in  the  middle  of  the  shop?  A.  Eight  in  the  middle 
of  the  shop;  of  course^  there  are  only  side  partitions^  and  there 
aren't  enough  toilets  in  some  of  the  factories. 

Q.  Do  men  and  women  work  in  the  shops  where  the  toilets  are 
open  that  way?    A.  Yes,  sir. 

Q.  What  have  you  found  to  be  the  odors  from  them,  disagree- 
able or  offensive!    A.  I  believe  they  are. 

Q.  How  are  the  toilets  kept,  are  they  clean?  A.  I  don't  know, 
because  I  haven't  examined  them,  because  it  is  none  of  my  busi- 
ness, and  I  believe  the  manufacturers  wouldn't  allow  me  to  do  that. 
There  is  one  shop  where  downstairs  is  a  bam,  and  they  used  to 
keep  the  cow  and  horse  there,  and  above  there  is  a  shop  and  there 
is  no  ventilation  at  all,  and  of  course,  the  shop  is  overcrowded  with 
people. 

Q.  How  many  people  in  it?    A.  In  the  neighborhood  of  fifty. 

Q.  Men  and  women  together?  A.  Men  and  women  together, 
and  I  want  to  say  since  I  have  been  interested  in  this  business^  I 
believe  we  have  lost  seven  or  eight  members  of  our  organization, 
who  died  of  consumption,  the  majority  of  them  girls. 

Q.  Within  what  time  is  it?  A.  Why,  during  three  or  four  years, 
if  I  can  remember;  before  I  didn't  take  any  thought. 

Q.  What  else  have  you  discovered  in  your  investigations?  A. 
And  of  course,  in  some  of  the  shops,  there  are  girls  working  under 
age. 

Q.  Under  what  age,  under  fourteen?  A.  I  believe  they  even 
aren't  thirteen.  I  was  in  one  of  the  shops  last  week,  and  I  found 
a  girl,  I  believe  she  was  about  12  years  old.  I  understand  she  had 
papers,  probably  had  false  papers,  her  sister's  or  something  of  that 
kind,  but  I  am  sure  and  positive  the  girl  is  under  age. 

Q.  Now,  is  there  anything  else  that  you  discovered  in  your  in- 
spections which  you  want  to  call  to  the  attention  of  the  Commis- 
sion? A.  Why,  of  course,  the  shops  aren't  large  enough  for  the 
people  they  employ. 

Q.  You  mean  too  many  people  in  the  shop?  A.  Too  many 
people  in  the  shop. 

Q.  For  health?  A.  Yes;  and  of  course,  there  isn't  enough 
ventilation  in  the  shops,  especially  in  those  little  shops.  All  there 
is,  is  windows,  and  it  is  dark  and  the  majority  of  people  have  got 
to  work  by  light  during  the  day. 
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Q.  Is  there  anything  you  want  to  suggest  to  the  Commission 
by  way  of  recommendation  or  legislation?  A.  I  don't  know 
exactly. 

Q.  Would  you  favor  that  all  manufacturing  establishments 
should  be  licensed  by  some  authority?    A.  Yes,  sir. 

Q.  The  licenses  not  being  granted  until  they  have  complied 
with  the  conditions  regarding  health  and  safety?    A.  Yes,  sir. 

By  Commissioner  Dreieb: 

Q.  1  would  like  to  ask  about  the  dressing  rooms.  Are  there  any 
dressing  rooms?  A.  Just  what  I  have  reported  for  that  one  case. 
He  was  instructed  to  have  a  dressing  room  there  and  hasn't  got  it 
He  has  got  only  a  little  bit  of  a  pantry  with  a  couple  of  nails  driven 
in  there. 

Q.  There  are  no  factories  with  proper  dressing  rooms?  A.  Yes; 
the  large  manufacturers,  but  not  small  shops. 

Q.  In  these  shops  where  they  use  machines,  is  there  a  proper 
passage  to  the  fire-escape  or  not?  A.  There  is  one  where  there 
isn't,  and  we  have  been  fighting  that  firm  for  a  couple  of  years. 
We  notified  the  shop  inspectors  in  Albany,  and  they  have  inspected 
the  shop,  and  they  came  out  and  they  say  it  is  fair. 

By  Mr.  Elkus: 

Q.  Where  did  you  say  Mr,  Pearl's  place  was?  A.  238  Spring 
street.  The  shop  inspector  went  ujp  and  inspected-  it  and-  he 
says  it  is  O.  K.  I  want  to  say  right  here,  by  God,  it's  a  shame. 
Go  up  and  investigate  it  and  common  sense  will  show  you  it  is  not 
clean.  There  isn't  a  shop  in  Buffalo  as  dirty  as  that.  There  is  no 
fire-escape  at  all.  There  is  only  a  door  and  there  are  buildings 
about  15  feet  away,  and  there  is  a  board  something  like  a  wooden 
bridge. 

Q.  Between  the  two?    A.  Between  the  two. 

Q.  No  fire-escape?    A.  No  fire-escape. 

Q.  Wooden  staircase?    A.  Yes. 

Q.  Wooden  building?    A.  No,  brick. 

Q.  Wooden  floors?    A.  Wooden  floors. 

Q.  How  many  people  are  working  in  that  buidilng?  A.  Of 
coQPBe,  I  have  not  been  in  that  shop;  it  is  a  non-union  shop;  I 


Stanislaus  Czasteb.  827 

believe  there  is  in  the  neighborhood  of  about  twenty  people  work- 
ing there. 

By  the  Vice-Chaibman  : 

Q.  How  tall  is  the  building^  A.  I  think  it  is  four  or  five 
story  high. 

Q.  Four  or  five  stories^  A.  Yes,  sir;  and  there  is  another  place 
on  Swan  and  EUicott. 

By  Mr.  Elkus: 

Q.  Give  the  number?     A.  On  the  corner. 

Q.  Which  corner^  A.  Opposite  the  post-office.  Why,  there  is 
a  door,  I  believe,  about  four  feet  wide  and  it  is  locked ;  there  is 
no  fire-escape  or  anything.  Of  course,  if  the  door  was  open,  a  per- 
son would  be  liable  to  drop  to  the  ground. 

Q.  What  floor  is  this  on?    A.  The  third  floor. 

Q.  How  many  stories  high  is  the  building?    A.  Three. 

Q.  How  many  people  employed  in  it?     A.  I  believe  about  60. 

Q.  What  business  is  carried  on  there?  A.  Special  order  house; 
special  order  tailoring  trade. 

Q.  What  kind  of  a  building  is  it?    A.  Brick. 

Q.  Wooden  floors?     A.  Wooden  floors. 

Q.  Wooden  stairway?    A.  Wooden  stairway. 

Q.  No  fire-(*scape  at  all?  A.  There  is  one  fire-escape  between 
the  buildings. 

Q.  There  is  a  bridge  that  runs  from  one  building  to  the  other? 
A.  Xo,  no;  there  is  a  fire-escape  on  one  side. 

Q.  A  metal  fire-escape?     A.  Yes. 

Q.  And  on  the  other  side,  you  say  on  the  third  floor  there  is  a 
door  which  opens  in  the  wall?    A.  Yes,  sir. 

Q.  If  you  step  out  of  that  door,  you  would  step  down  three 
flights?    A.  Yes. 

Q.  Do  you  know  in  this  fire-escape  whether  there  is  a  drop 
ladder  from  the  lowest  balcony  to  the  street?    A.  I  don't  know. 

Q.  Have  you  noticed  fire-escapes  in  the  city  of  Buffalo,  whether 
or  not  they  have  ladders  from  the  lowest  balcony  to  the  street?  A. 
I  don't  know  if  there  is  one. 
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Mr.  Elkus  :  Anything  further  ? 

Commissioner  Dbeiee  :  I  want  to  know  about  hours  of  work. 

Q.  How  long  do  thej  work?  A.  lu  some  of  the  shops  they 
work  fifty-three  nnJ  some  of  them  fifty- four.  A  non-union  shop 
they  work  fifty-four  and  union  shops  fifty-ihree. 

Bv  Commissioner  Phillips  : 

Q.  These  buliciings  which  you  describe,  are  they  contractors? 
A.  One  manufacturers,  and  the  rest  contractors. 

Q.  In  what  condition  is  the  manufacturers  building?  A.  Of 
course,  practically  it  is  pretty  f avorabL ;  it  could  be  better ;  there 
is  no  cuspidors  and  not  enough  ventilation. 

By  Commissioner  Dreieb: 

Q.  Are  the  workers  doing  day-work?     A.  Yes,  the  majority. 

By  Commissioner  Phillips  : 

Q.  Have  you  ever  been  to  any  of  the  Rochester  buildings? 
A.  No,  sir. 

Q.  Is  there  any  of  this  contract  work  done  in  the  homes? 
A.  Yes,  >ir;  of  course,'^  during  tlife  busy  season  most  of  the 
Italian  people,  th**  y  can't  finish  out  the  work  in  the  house,  and, 
of  course,  they  are  piece-workers  and  take  the  work  home. 

By  Commissioner  Dreieb  : 

Q.  After  they  ^^orked  all  day  in  the  factory?  A.  They  worked 
daytime  in  the  factory,  and  evenings  they  are  working  home. 

By  Commissioner  Phillips  : 

Q.  Why  do  they  work  evenings  after  they  have  worked  all  day  ? 
A.  They  can't  earn  enougL 

By  Mr.  Elkus  : 

Q.  What  do  they  earn  during  tho  day  ?  A.  Why,  in  the  coat- 
shops  thejr  earn  in  the  neighborhood  of  fiv«  dollars  to  fourteen 
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dollars  a  week,  und  in  the  pants-ehops  they  earn  between  four 
dollars  and  seven  dollars. 

Q.  Now,  these  men  that  work  at  hone,  they  take  it  home,  and 
they  live  in  tenement  houses,  I  suppose?  A.  Not  men,  just 
women. 

Q.  And  they  work  in  the  room  wher*  they  eat  and  sleep?  A. 
Yes. 

Q.  And  they  ha^'e  children,  I  suppose,  most  of  them?    A.  Yes. 

Q.  So  these  gaiments  that  are  made  that  way  come  from  those 
rooms  ?    A.  Yes,  bir ;  non-union  houses. 

Makoabet  Leist,  called  as  a  witnvss,  and  being  duly  sworn, 
testified  as  follows: 

By  Mr.  Elkus: 

Q.  What  is  your  full  name?    A.  Margcret  Leist. 

Q.  What  is  your  business  or  profession  ?  A.  I  am  the  execu 
tive  secretary  of  the  Consumers'  League*. 

Q.  How  long  have  you  been  executivo  secretary  of  the  league ' 
A.  Since  October  1st,  1910. 

Q.  Before  you  were  executive  secretary  were  you  interested 
in  working  girls  and  working  women  in  factories?  A.  Yes;  I 
have  had  a  number  of  friends  who  were  settlement  workers  and 
T  have  come  in  contact  with  this  phase  of  work  through  them. 

Q,  Are  vou  a  collie  graduate?    A.  No;  I  am  not. 

Q.  As  executive  secretary  of  the  league,  have  you  made  investi- 
gations and  personal  inspections  of  variou.4  factories  where  girls 
and  women  are  employed  ?    A.  Yes,  sir. 

Q.  About  how  nisny  have  you  investigated  in  the  city  of 
Buffalo  ?  A.  Well,  I  should  say  a  huodred  or  so.  I  have  a  list 
here. 

Q.  You  have  investigated  about  a  hundred?    A.  I  think  so. 

Q.  Within  what  time?  A.  Within  a  ytar;  within,  say,  four- 
teen months. 

Q.  Have  you  done  some  work  with  reference  to  inspecting  the 
marble  works  and  also  the  button  factories?    A.  I  visited  those 
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factories  just  as  I  have  others.  You  know  the  representative  from 
a  league  has  no  authority  to  make  inspections,  and  very  often  I 
realize  I  go  into  these  factories  through  the  courtesy  of  the  man- 
agement They  very  often  say,  "  Yes,  you  may  come,  but  you 
can't  ask  any  questions,"  and  my  visit,  of  course,  has  been  a  very 
hurried  one.  I  have  never  been  permitted  to  afik  questions;  it 
has  just  been  a  rush  through. 

Q.  Now,  will  you  tell  the  Commission  the  result  of  your  in- 
vestigations in  Buffalo,  giving  such  cases  as  vou  think  will  interest 
them  and  will  show  them  the  condition  of  factories  here  as  you 
found  them?  A.  I  found  there  were  scarcely  any  factories  in 
which  there  are  lunch  rooms.  We  think  that  that  is  a  very  im- 
portant thing.  Take,  for  instance,  the  shoe  polish  industry. 
Those  girls  sit  and  eat  wherever  their  woik  happens  to  be.  If 
they  are  filling  the  cans  with  shoe  polish,  they  sit  right  down 
where  they  are  working ;  no  provision  is  made. 

Q.  When  they  make  candies  and  things  people  eat,  do  they 
sit  right  there  and  eat  their  lunch  ?  A.  I  think  that  is  the  custom, 
but  we  are  not  admitted  inito  IJhe  candy  factories.  I  tried  to  ob- 
tain admission  there  several  times. 

Q.  You  were  not  permitted  to  get  in  ?  A.  No ;  the  only  way 
I  got  in  was  by  saying  that  we  were  very  much  interested  in  the 
working  conditions  of  women  and  children. 

Q.  Go  ahead,  and  tell  us  what  else  you  found ;  no  lunch  rooms 
and  inadequate  fiie-escapes  ?  A.  Yes ;  I  doTi't  think  anyone  would 
attempt  to  go  down  a  ladder  fire-escape;  T  would  rather  jump, 
I  think  they  would,  too. 

Q.  Why  wouldn't  you  attempt  to  go  up  and  down  a  fire-escape  ? 
A.  I  don't  think  I  would  know  how  to  go  at  it. 

Q.  You  mean  because  the  ladder  was  straight  up  and  down? 
A.  Yes,  sir. 

Q.  It  is  practically  impossible  for  a  woman  to  do  it  ?    A.  Yes. 

Q.  I  called  the  attention  of  the  chief  to  this  building  right 
opposite  hercj  where  there  is  a  fire-escape,  a  straight  up  and  down 
one,  but  after  you  get  down  to  the  lowest  balcony  about  twenty 
feet  above  the  street,  there  is  no  way  of  getting  any  further. 
Have  you  noticed  that  condition  existed  in  other  buildings  where 
there  are  fire^scapes?    A.  Yes,  sir. 
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Q.  How  would  anybody  get  down  from  that  balcony  to  the  street  t 

A.  They  called  the  attention  of  the  factory  inspector  to  several 
fire-escapes  of  that  nature^  and  I  suppose  he  said  the  law  does  not 
cover  that  part  of  it.  I  suppose  they  assun.c  that  the  Department 
bring  their  ladders  and  bring  tliem  down. 

Q.  In  other  words^  they  would  have  to  stand  there  until  the 
firemen  came  ?    A.  Yes,  sir. 

Q.  Did  anybody  tell  you  the  law  didn't  cover  that  case  —  they 
could  be  compelled  to  put  a  ladder  thero,  oi  hang  one  there  which 
would  be  used  to  go  from  the  balcony  to  the  street?  A.  No;  I 
can't  say  they  did,  but  there  is  a  larg:^  building  down  on  Court 
street  and  the  fireescapes  don't  come  below  the  first  floor,  ani 
I  spoke  to  the  factory  inspector  about  it.  That  was  the  case  that 
was  reported,  and  when  the  report  came  back,  they  said  the  fire 
protection  was  adequate. 

Q.  Now,  what  else  is  there,  that  you  discovered  ?  A.  Well,  we 
think  that  core  making  is  particularly  hard  on  women,  and 
laundry  work,  operating  the  heavy  body  juachines. 

Q.  How  about  the  marble  works?  Do  the  women  do  heavy 
work  there?    A.  Yes. 

Q.  What  do  they  do  ?    A.  Polish  the  morble. 

Q.  Why  is  polishing  marble  so  hard  on  women?  A.  It  re- 
quires great  muse  alar  strength  and  the  forewoman  told  me  that 
an  American-born  girl  is  not  able  to  dt)  that  work,  and  therefore^ 
they  tried  to  procure  foreigners  who  are  5*ble  to  do  it,  but  sh^ 
called  my  attention  to  one  woman  whc  was  working  there  for 
twenty  years,  ani  ohe  looked  healthy. 

Q.  Looked  all  r^ght?    A.  Yes;  she  did. 

Q.  How  much  do  those  women  get  in  marble  working?  A. 
Four,  five,  six,  seven  dollars. 

Q*  Now,  in  tht  button  shops,  are  y.:u  familiar  with  the  wo- 
men working  theic  and  the  girls  working  there?  A.  I  am  not 
familiar  with  it.  As  I  say,  my  visit  to  I  he  button  factory  was 
a  very  hasty  one, 

Q.  How  about  the  dust  in  those  places?  A.  I  noticed  one. 
machine  particularly,  a  machine  that  a  gii*^  was  working  on.  I 
asked  how  many  buttons  she  could  do  a  d;ty  and  the  floorwoman 
turned  to  her  and  b;iid,  "  How  many  gross  do  you  do  a  day  ? "    I 
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asked  the  price  a  gross  and  I  think  it  is  cnree  and  a  half  cents 
a  gross.  Before  the  girl  was  able  to  reply  she  had  to  clear 
her  nostrils. 

Q.  Why  did  she  have  to  do  that?  A  I  suppose  it  was  the 
dust 

Q.  The  dust  in  her  throat  from  the  buttons?  A.  Yes,  but 
these  were  vegetable  ivory  buttons ;  thiu  is  iiO#  pearl  buttons. 

Q.  Was  there  any  means  of  carryin?  off  this  dust?  A.  No; 
she  had  her  head  protected,  her  hair;  e^he  wore  a  covering  over 
her  head. 

Q.  But  nothing  over  her  mouth  or  nojie  ?    A.  No. 

Q.  How  about  rag  picking  shops,  girls  and  women  work  in 
them?  A.  Yes.  Some  of  them  are  very  well  regulated,  but  the 
work  is  very  unattractive  for  a  woman. 

Q.  Now.  is  there  anything  else  that  you  would  like  to  tell  tK- 
Commission  about,  or  have  you  anything  to  suggest  or  recommend 
to  the  Commission  by  way  of  legislation  ?  A.  I  think  that  everj- 
woman  ought  to  be  provided  with  a  pla?e  to  eat  her  lunch. 

Q.  Anything  else?    A.  I  think  that  is  ?ufficient. 

Mr.  Elkus  :  Anything  else  ? 

The  Witness:  Hot  and  cold  water,  I  -hink,  should  be  provided. 
Q.  You  mean  she  should  be  given  au  opportunity  to  wash  her 
hands,  with  lunch  ?    A.  Yes. 

By  Commissioner  Dseieb  : 

Q.  You  heard  Mrs.  Gardiner^s  program  {  Do  you  agree  with 
Mrs,  Gardiner?  A.  Yes;  very  heartily;  I  think  she  covered 
everything. 

Q.  I  think  it  was  testified  before  the  Con  mission  by  the  physi- 
cian connected  with  the  State  Department,  that  it  would  be  wise 
to  prohibit  children  working  in  the  buttOTi  industry,  because  of 
this  dust.  In  the  factory  you  saw,  was  theie  only  one  girl  whose 
face  or  mouth  was  filled  with  dust  ?  A.  No ;  there  were  several. 
But  I  was  rushed  through.  We  were  not  permitted  to  ask  ques- 
tions. That  girl  I  don't  believe  was  more  than  eighteen  years 
of  age. 
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Q.  Do  you  think  it  a  wise  thing  to  prohibit  children  working 
in  the  button  indubtry?    A.  Yes,  I  d'^. 

Q.  And  other  iiidustries  where  there  is  danger  from  dust  and 
fumes?    A.  Yes 

Fbancis  Fbonczak,  called  as  a  witness,  being  duly  sworn, 
was  examined  and  testified  as  foll.ws: 

By  Mr.  Elkub: 

Q.  What  is  youi  full  name  ?    A,  Francis  E.  Fronczak. 

Q.  Doctor^  you  are  the  Health  Commissioner  of  the  city  of 
Buffalo  ?    A.  Yes   air. 

Q.  How  long  have  you  been  Health  Coy^missioner?  A.  Been 
Health  Conmiissioner  since  March  26,  1910. 

Q.  And  you  are  a  practicing  physician  ?    A.  Not  now. 

Q.  You  are  a  regular  medical  physician  f    A.  I  am. 

Q.  Doctor,  havo  you  a  Board  of  Health  in  the  city  of  Buffalo  ? 
A.  We  have 

Q.  How  many  members  has  it?    A.  Three  members. 

Q.  Who  appoints  the  Board  of  Health?  A.  The  Board  of 
Health  consists  of  the  Mayor  of  the  city,  ilected  by  the  people, 
the  Commissioner  of  Public  Works,  elected  by  the  people  and 
the  Commissioner  of  Health,  appointfd  by  the  Mayor. 

Q.  How  long  is  your  term  of  office  ?  A.  My  term  of  office  is  five 
years,  beginning  January  first  next. 

Q.  You  have  just  been  reappointed?     A.  Yes,  sir. 

Q.  As  Health  Commissioner,  what  are  your  duties  and  what 
are  your  powers  and  privileges?  A  That  is  a  pretty  hard 
question* 

Q.  Tell  us  brieflv,  because  we  want  to  know  how  much  power 
you  have  and  whether  you  exercise  it  or  nor.  A.  On  the  face  r^f 
it,  we  think  we  can  control  almost  anything,  but  l^ally  we  find 
out  there  are  always  obstacles.  The  Hjalth  Department  is  sup- 
posed to  look  after  vital  statistics,  including  births  and  deaths. 
We  are  supposed  to  look  after  the  food  industries,  also  food  stuffs 
and  milk^  inspection  of  commission  houses.  We  look  after  the 
tenements,  under  the  tenement  house  law;  look  after  sanitary 
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affairs  as  far  as  cloanliuess  is  concerned  and  general  sanitary 
conditions;  look  after  plumbing  and  draining  of  the  city.  We 
liave  a  child  hygiene  bureau,  which  is  supposed  to  look  after  child- 
ren from  the  time  they  are  born,  up  to  the  age  of  fourteen 
or  sixteen.  We  also  have  a  laboratory  of  bacteriology,  where  w-3 
examine  all  sputum  sent  to  us  for  tuberculosis.  We  test  and 
examine  brains  of  dogs  for  rabies;  lock  at  any  sample  sent  us, 
and  examine  the  water  daily. 

Q.  Doctor,  let  me  interrupt  you  a  moment.  What  jurisdiction 
have  you  over  factories,  and  men,  women^  and  children  who  work 
in  factories?  A.  Really,  the  State  Factory  Law  takes  care  of 
that.  I 

Q.  Haven't  you  jurisdiction  over  the  sanitary  conditions  in 
factories?    A.  We  think  we  have,  legally  we  have. 

Q.  Do  you  exercise  it?    A«  Wherever  we  can,  we  do. 

Q.  Is  there  not  some  duplication  of  authority  between  your 
Department  and  the  State  Labor  Department,  about  sanitary  con- 
veniences?   A.  A  good  deal;  there  is  too  much  duplication. 

Q.  What  duplication  is  there?  A.  Well,  especially  in  regard 
to  food  industries.  There  are  really  three  parties  looking  after 
it,  the  Federal,  the  State  authority  and  the  local  authority. 

Q.  You  heard  testimony  this  morning  about  the  Dold  Packing 
Factory.    Have  you  any  authority  over  that  ?    A.  We  have  some. 

Q.  Those  conditions,  I  think  you  will  admit,  ought  to  bo 
remedied.  A.  They  certainly  ought  to  be  remedied.  They  are 
being  remedied  as  fast  ae  they  can  be,  bujt  I  believe  some  of  these 
things  cannot  be  corrected. 

Q,  They  certainly  can  correct  the  dirt  and  slime  and  water 
on  the  floor.  A.  They  can't  all  the  time,  because  they  are  using 
water  steadily,  day  and  night. 

Q.  It  needn't  be  dirty  water?    A.  It  needn't  be  dirty  water 

Q.  You  have  authority  over  that  ?  A.  Yes,  sir ;  the  conditions 
have  been  improved  within  the  last  two  years,  well,  very  much 


Q.  And  they  can  still  be  improved?  A.  They  still  can  t? 
improved,  yes,  sir. 

Q.  The  conditions  deecribed  in  these  oandy  factories  are  under 
your  charge,  is  it?    A.  Yes. 
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Q.  Those  conditions  ought  to  be  improved?  A.  They  have 
been  improve*'  in  the  last  two  years  considerably,  and  should 
be  further  improved.  AVe  have  three  food  and  drug  inspectors, 
who  are  covering  these  industries  steadily  as  fast  as  three  men 
can  inspect  all  food  industries  in  the  city. 

Q.  How  many  inspectors  have  you?  A.  For  food  and  drugd, 
three. 

Q.  Manufactories,  any  at  all?    A.  None. 

Q.  You  make  no  regular  inspection  of  factories?  A.  Where 
there  is  a  complaint,  then  we  send  a  sanitary  inspector  and  make 
him  correct  it. 

Q.  You  ha\e  no  sanitary  inspectors  who  regularly  inspect  fac- 
tories?   A.  No,  that  comes  under  the  factory  law. 

Q.  But  you  still  have  authority  if  anybody  complains  about 
toilets,  for  instance,  in  a  factory,  to  order  their  being  cleaned  ? 
A.  Yes,  sir. 

Q.  You  don't  take  that  authority  on  account  of  the  factory 
law  ?    A.  On  account  of  the  factory  law. 

Q.  There  is  a  duplication  of  authority  there?    A.  Yes. 

Q.  What  htve  you  to  say  about  th<i  duplication  of  authority 
which  exists?    A.  There  should  be  a  centralization  of  authority 
Either  the  Factory  Department  should  have  it  exclusively,  or 
we  should  have  it ;  we  believe  we  should  have  it. 

Q.  Why  ?  A.  Because  much  red  tape  can  be  eliminated  thui 
way.  Our  local  men  could  go  after  it  immediately,  without  con- 
ferring with  Albany,  and  we  are  more  familiar  with  the 
conditions. 

Q.  Do  you  believe  you  should  have  sole  authority  over  all  fac- 
tories for  all  purposes  ?    A.  Yes,  sir. 

Q.  That  is  to  say,  the  authority  to  see  that  the  factory  la^*' 
was  carried  out,  should  be  vested  in  the  Health  Department  ?    \ 
Yes,  everything  relating  to  sanitation  and  prevention  of  accident.-). 

Q.  And  fire  ?    A.  The  Fire  Department  looks  after  that. 

Q.  You  heard  how  they  looked  after  it  this  morning,  A.  T 
didn't  have  th»;  pleasure  of  hearing  it. 

Q.  Now,  with  reference  to  accidents,  will  you  give  us  somf? 
illustrations?  I  think  you  can  demonstrate  how  the  present  sys- 
tem works  when  your  Department  really  has  nothing  to  say  abou: 
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it  A.  If  any  man  dies  after  an  accident^  then  this  thing  is  re- 
ferred to  the  coroner  in  the  other  counties  of  the  State,  and  the 
coroner  decided  whether  the  accident  was  due  to  criminal  neglect. 
If  he  thinks  it  is,  it  is  his  duty  to  report  it  to  the  district  attorney, 
for  prosecution,  but  our  Department  doesn't  do  it  at  alL 

Q.  What  do  you  do  about  it?  A.  When  a  person  dies  after 
an  accident,  we  simply  notify  the  medical  examiner  for 
investigation. 

Q.  What  are  the  two  principal  cases  you  have  in  mind?  A. 
Well^  there  was  a  person  who  died  after  cleaning  out  a  beer  vaD, 
cleaning  it  with  wood  alcohol.  One  of  these  men  a  short  time 
afterwards  became  blind  and  another  one  died.  The  Department 
had  no  con1n*ol  of  it;  had  to  refer  the  whole  matter  to  the 
medical  examiner. 

Q.  What  caused  their  injury  or  death,  spontaneous  combustion! 
A.  No;  fumeb  from  wood  alcohol. 

Q.  And  you  favor  in  a  case  like  that,  for  example,  that  your 
Department  should  have  sole  charge  of  it?  A.  I  believe  they 
had  better. 

Q.  Do  you  favor  the  licensing  of  manufacturing  establishments  ? 
A.  Every  one  of  them. 

Q.  By  either  some  State  board  or  local  board?  A.  I  belie vo 
the  local  board  ought  to  do  that. 

Q.  Ought  the  licensing  be  renewed  from  time  to  time  after 
inspection?     A.  Very^  yes. 

Q.  How  about  employees  in  factories;  should  some  of  them 
be  examined  from  time  to  time?  A.  In  certain  industries;  es- 
pecially food  stuffs  they  should  be. 

Q.  What  should  be  done,  for  instance,  about  bakers?  A.  No 
man  suffering  from  venereal  diseases,  or  tuberculosis  or  any  skin 
disease  should  be  allowed  to  work  in  a  bakery  or  meat  industry. 

Q.  Did  you  ever  inspect  the  Dold's  packing  house  yourself? 
A.  Personally? 

Q.  Yes.    A.  No,  sir. 

Q.  Have  any  of  your  inspectors  ever  been  there?  A.  Time 
and  time  again. 

Q.  Have  they  reported  it  as  entirely  perfect?  A.  As  far  an 
possible,  yes. 
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Q.  Have  the  State  factory  inspectors  ever  called  your  atten- 
tion to  the  condition  of  Dold's  factory  ?    A.  Not  to  my  knowledge. 

Q.  Or  any  of  these  candy  factories  ?    A   Not  to  my  knowledge. 

Q.  Of  course,  if  thej  did^  you  would  have  seen  that  the  condi* 
tions  were  remedied?  A.  Certainly;  if  the  complaint  is  made, 
it  is  always  taken  care  of  the  same  day  or  following  day.  Now, 
in  reference  to  Dold's,  my  idea  is  the  United  States  Government 
has  anthoritv. 

Q.  There  is  some  duplication  of  authority?  A.  Well,  it  is 
triplication  in  this  case. 

Q.  How  about  tuberculosis  ?  Have  you  made  any  study  of  that 
among  people  who  work  in  factories?     A.  Yes. 

Q.  Will  you  tell  the  Commission  whether  that  is  increasing 
or  decreasing?  A.  We  believe  we  have  in  the  city  of  Buffalo, 
about  4,500  cnses,  all  told.  We  have  over  3,000  complete  reports, 
according  to  the  State  law.  Now  these  cases  are  divided  into 
many  and  various  industries,  and  among  the  so-called  dust  in- 
dustries, there  are  over  eight  hundred  tuberculosis  cases  reported, 
in  the  city  of  Buffalo. 

Q.  That  is  where  men  and  women  work  in  some  kind  of  occu 
pation  or  trado  where  dust  is  produced  ?    A.  Yes. 

Q.  Can  you  say  whether  or  not  the  working  in  dust  causes  this 
tubercnilosis?  A.  It  is  one  of  the  pre-disposing  causes;  the  tuber- 
culosis germ  i.s  necessary  in  order  to  ]>roduce  tubercJulosis. 

Q.  What  should  be  done?  A.  Someihing  should  be  done 
whereby  the  dust  in  all  industries  of  that  kind  be  removed. 

Q.  That  is  practical  ?    A.  Yes ;  I  think  it  is. 

Q.  You  can  put  hoods  on?    A.  Hoods  and  exhausts. 

Q.  And  they  can  be  made  to  cover  their  mouths  and  faces  and 
noses?     A.  Yes;  I  think  it's  practical 

Q.  Do  you  think  the  occupation  in  many  of  the  cases  causes 
consumption?  A.  No  doubt  of  it;  one  of  the  predisposing 
causes. 

Q.  What  would  you  suggest  as  to  the  employment  of  women 
in  factories  ?  A.  It  all  depends  upon  the  factory.  In  any  f aetorv 
which  has  coubiderable  machinery  and  shafting,  there  is  danger 
of  the  women's  clothing  being  caught.  Tlie  women  should  not 
be  allowed  t»  work  in  such  a  factory  unless  there  is  protection 
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for  them,  and  I  don't  believe  that  women  should  work  in  any 
industry  where  they  have  to  do  heavy  carrying,  like  marble  fac- 
tories. I  understand  that  in  some  of  the  metal  sheet  factories 
and  even  iron  industries  they  are  employed. 

Q.  Now^  you  don't  believe  a  woman  should  be  allowed  to  work 
in  a  factory  where  she  has  to  carry  heavy  weights  ?  A  I  certainlv 
do  not. 

Q.  Why  not  ?  A.  Why,  her  physical  condition  would  preveni: 
it,  and  she  is  liable  to  suflFer  from  various  diseases,  due  to  carry- 
ing heavy  weights. 

Q.  What  would  you  say  about  women  being  allowed  to  work 
who  are  pregnant,  and  just  after  childbirth?  A.  I  don't  believe 
a  woman  ought  to  be  allowed  to  work  when  she  is  pr^nant,  or 
just  been  delivered  from  a  child,  not  for  several  weeks. 

Q.  How  can  you  remedy  that?  A  That  would'  be  remedied 
I  believe  if  we  had  female  superintendents  or  female  floorwome^i, 
when  she  notices  the  woman  is  pregnant,  she  should  see  that  before 
delivery  she  should  be  stopped  from  working,  and  not  allowed 
to  work  again  for  several  weeks  after  that. 

Q.  That  ought  to  be  done  by  law  ?  A.  That  ought  to  be  donc> 
by  law,  yes. 

Q.  Doctor,  are  there  many  men  or  women  working  seven  days 
in  the  week  in  Buffalo?  A.  Some;  I  don't  believe  there  are* 
many. 

Q.  Do  vou  believe  that  should  be  orohibited?  A.  No  man 
should  be  allowed  to  work  seven  days  a  week. 

Q.  Why  not  ?  A.  The  physical  system  demands  a  rest  at  lea*c 
twenty-four  hours  every  week. 

Q.  How  can  that  be  prevented?  A.  T  believe  strict  enforce- 
ment of  the  law,  which  even  now  prohibits  it. 

Q.  On  the  question  of  factory  inspection,  how  often  do  yoi 
believe  a  factory  should  be  inspected  by  some  authority?  A. 
Some  factories  ought  to  be  inspected  pverv  day  to  be  in  shape, 

Q.  You  mean  the  only  way  you  could  get  them  in  shape  is  by 
having  a  daily  inspection  ?    A.  I  think  so. 

Q.  How  many  factories  are  there  like  that  in  Buffalo?  A. 
Considerable. 

Q.  Considerable?    A.  I  think  there  are. 
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Q.  You  mean  to  tell  the  Commission  that  there  are  a  numbci 
of  factories  in  such  bad  shape  in  the  city  of  Buffalo,  that  thi 
only  way  to  get  them  in  decent  shape  is  to  have  daily  inspection  ? 
A.  I  don't  mean  that ;  but  to  keep  them  in  good  shape  they  ough*, 
to  be  looked  after  every  day. 

Q.  You  mean  as  to  sanitary  condition:-^  ?  A.  Saidtary  condi- 
tions; yes.  sir. 

Q.  And  as  to  filth  and  dirt?  A.  Yes,  sir;  our  three  men 
cannot  cover  the  entire  city  that  way. 

Q.  With  three  men  it  is  impossible  to  do  it?  A.  It  is  impossi- 
ble. We  figure  out  there  are  about  eighteen  thousand  industries 
and  stores,  groceries,  milk  houses,  saloon?,  butchers,  etc  These 
three  men  can't  do  it.  In  fact,  if  they  work  steadily,  it  would 
be  impossible  to  make  one  visit  a  year  in  some  of  those  places. 

Q.  Are  you  in  favor  of  the  physical  examination  of  employees 
who  work  in  manufactories  where  food  st-iffs  are  manufactured* 
A.  1  certainly  am  in  favor  of  it  and  they  ought  to  be. 

Q.  Why,  Doctor?  A.  Why,  many  of  them  are  suffering  fr.)rji 
various  diseases. 

Q.  Such  as?  A.  Well^  say,  syphilis,  gonorrhoea,  tuberculosis 
and  various  skin  and  scalp  diseases.  These  men  should  be  abso- 
lutely prohibited  from  working,  and  the  only  way  to  prohibit 
that  is  to  have  them  examined  physically  from  time  to  time 

Q.  By  inspectors  of  your  Department  A.  Either  our  De- 
partment or  some  Department,  but  one  single  Department  ought 
to  be  designated  to  do  it. 

Q.  It  has  been  suggested  by  some  of  the  experts  who  appeared 
before  the  Commission,  that  the  State  should  have  a  Departmert 
of  Insipecftion  of  all  its  manufactories,  this  Department  simply 
to  have  men  who  are  trained  to  discover  facts,  and  when  tho> 
discover  violations  of  the  law  or  conditions  that  ought  to  bo 
remedied,  they  are  to  report  those  facts  to  the  different  Depart- 
ments having  charge.  Do  you  believe  that  such  a  system  would 
be  successful?  A.  I  am  only  very  much  afraid  there  would 
be  duplication  again,  because,  for  instance,  the  Factory  Depart- 
ment might  depend  on  this  particular  D  partment  to  look  aftci 
it  The  State  Department  might  look  for  a  complaint  from 
this  Department,  but  if  the  Factory  and  various  Departments 
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wotdd  simply  be  sure  thej  could  depend  on  this  particular  one, 
I  think  it  a  most  excellent  idea. 

Q.  Of  course,  it  would  be  mandatory.  A.  I  think  it  a  vei;' 
good  thing. 

Q.  That  would  avoid  all  this  duplication?  A.  Certainly 
would. 

Q.  You  believe  that  in  reference  to  your  own  city,  some  local 
department  ought  to  have  charge  of  the  violations  of  law?  A. 
Yes,  sir. 

Q.  And  sole  authority  to  inspect  ?    A.  Yes,  sir. 

Q.  You  have  no  means  of  knowing  at  all  now  where  there  is  a 
violation  of  law  or  a  health  ordinance,  unless  somebody  reports  it 
to  you,  or  you  discover  it  by  accident  ?  A  By  accident  or  somp- 
body  reports,  because  we  have  so  few  inspectors  that  they  cannot 
make  complete  investigations  and  report  complaints  to  us. 

Q  Have  you  any  means  of  finding  out  where  a  factory  is, 
unless  your  inspectors  discover  it?    A.  No  means  at  all. 

Q.  A  factory  might  be  in  existence  for  years  without  you  know- 
ing it?    A.  That's  true. 

Q.  Would  you  say  to  the  Commission  that  tuberculosis  woul  1 
decrease  if  factories  were  properly  inspected  ?  A.  There  is  n  > 
reason  why  tuberculosis  cannot  be  eradicated  eompletely  by 
proper  control. 

Q.  Do  you  mean  to  say  these  four  thousand  cases  now  exist- 
ing in  the  city  of  Buffalo  could  be  eradicated  altogether?  A.  I 
believe  in  due  time,  if  we  have  proper  control,  proper  supervision 
and  proper  means  for  fighting  the  disease. 

Q.  A  great  part  of  that  disease  comes  from  improper  factory 
conditions?    A.  No  doubt  about  that. 

Q.  So  proper  factoiy  inspection,  with  proper  laws,  will  practically 
eradicate  what  they  call  the  White  Plague?  A.  Yes,  sir;  among 
the  working  men. 

Q.  Now,  Doctor,  is  there  anything  you  would  like  to  speak  about 
or  recommend  to  the  Commission?  A.  Well,  I  only  hope  that  if 
anything  is  done,  that  the  local  office  will  be  here  in  the  city,  so  we 
may  be  able  without  considerable  red  tape,  to  enforce  the  law. 
We  have  enough  laws,  without  the  enforcement  of  them.  Among 
other  things,  I  desire  to  call  the  attention  of  this  Commission  to 
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the  defiance  of  the  law  which  sajs  that  women,  and  girls  in  diy 
goods  stores  and  other  department  stores  should  have  chairs  pro- 
vided for  them  to  sit  and  rest.  We  have  found  time  and  again  the 
chairs  are  there^  but  if  the  girl  sits  for  a  minute,  the  floor-walker 
will  ask  here  if  there  i&  nothing  else  to  do  but  sit  around.  I  also 
believe  that  every  girl  should  be  allowed  to  have  at  least  one  full 
hour  for  noon-day  meal,  should  not  eat  in  the  workshop,  especially 
the  workshop  where  there  is  considerable  dust,  dirt  and  smell  and 
fumes. 

Q.  And  you  den't  believe  these  girls  should  be  permitted  to 
take  half  an  hour  for  lunch  and  work  ten  hours  a  day  besidesi 
A.  I  do  not  believe  any  person  can  take  half  an  hour  for  lunch 
and  work  properly  after  that  A  person  in  due  time  will  deteriorate 
physically. 

Q.  Have  you  considered  the  ventilation  problem  and  the  light 
problem?    A.  Somewhat 

Q.  Should  there  be  a  standard  of  ventilation  created  by  the  State 
and  a  standard  of  light?  A.  There  certainly  should  be  a  law  pro- 
vided that  at  no  time  should  there  be  more  than  ten  parts  of  carbon 
dioxide  to  ten  parts  of  air  in  any  place.  There  should  be  a  standard 
of  light  whereby  the  person  would  not  suflFer  on  account  of  eye 
strain  or  become  blind  by  too  much  light 

Q.  All  those  things  can  be  done  by  legislation?  A.  Certainly 
can  be. 

Q.  Anything  else,  Doctor,  that  you  would  like  to  say?  A.  That 
is  all,  I  think. 

By  Commissioner  Dbbisb: 

Q.  It  has  been  suggested  that  as  a  health  measure,  we  might 
be  able  to  limit  the  hours  of  labor  in  dangerous  occupations.  What 
do  you  think  of  that?  A.  In  some  occupations  it  must  be,  for 
instance,  those  working  in  caissons,  compressed  air;  the  people  who 
work  in  various  fumes;  those  who  cleanse  various  boilers.  Th^e 
are  a  good  many  of  these  industries  where  the  number  of  hours 
should  be  limited. 

Q.  Can  you  give  us  an  idea  of  how  short  they  should  be?  A.  It 
all  depends  on  the  business  or  the  occupation.  For  instance,  a  man 
who  works  in  the  hold  of  a  boat  or  in  a  boiler,  can't  work  eight 
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^ouTS  steady.  The  man  who  works  under  compressed  air  should 
not  be  allowed  to  work  eight  hours  at  a  time.  Any  person  who 
works  in  a  factory  where  there  is  considerable  dust  and  fumes  should 
not  be  allowed  to  work  eight  hours  at  a  stretch. 

Q.  It  has  been  suggested  that  in  tiie  case  of  children,  eight  hours 
a  day  was  too  long  and  that  it  should  be  cut.  One  of  the  physicians 
in  New  York  stated  that  he  thought  four  hours  a  day  was  sufficient. 
A.  Well,  all  depends  on  what  they  call  a  child. 

Q.  Under  sixteen.  A.  It  all  depends  on  the  occupation;  for 
instance,  a  girl  working  in  a  dry  goods  store,  if  she  works  eight 
hours,  is  more  tired  out  physically  and  mentally  than  a  girl  who 
works,  for  instance,  in  an  office,  with  windows  wide  open  where 
she  is  not  being  rushed  and  there  is  more  fresh  air  and  more  natural 
light.  A  boy  who  is  a  messenger  boy  can  certainly  work  a  longer 
stretch  of  time  without  being  physically  embarrassed  than  a  boy 
who  works  in  a  factory,  where  there  is  a  lot  of  dust  and  gas  and 
artificial  light. 

Q.  So  you  really  ought  to  have  an  investigation  of  each  industry? 
A.  There  should  be  an  investigation  of  each  industry;  certain  in- 
dustries can  be  joined  together;  children  working  in  those  industries 
should  only  be  allowed  to  work  so  many  hours,  but  that  couldn't 
be  made  a  general  law;  couldn't  apply  at  all. 

William  H.  BEeath,  called  as  a  witness,  being  duly  sworn, 
was  examined,  and  testified  as  follows : 

By  Mr.  Elkus: 

Q.  What  is  your  full  name?    A.  William  H.  Heath. 

Q.  You  are  a  physician?    A.  Yes,  sir. 

Q.  Are  you  connected  with  any  of  the  city  departments?  A. 
Department  of  Health. 

Q.  What  is  your  connection  with  the  Health  Department?  A. 
I  have  got  the  Bureau  of  Food  and  Drugs. 

Q.  How  long  have  you  been  in  charge  of  that  bureau?  A. 
Fifteen  years. 

Q.  What  is  tlie  function  of  that  bureau?  A,  Inspecting  food 
plants  for  sanitation,  the  character  of  the  materials  that  are 
used,  and  to  correct  violations  of  the  ordinances. 
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Q.  Tell  me  how  you  carry  out  the  functions  of  the  department. 
What  do  you  do?  A.  Those  food  industries  which  are  inspected 
regularly  are  inspected  under  the  score  card  system.  Eestaurants, 
eonf ectioneiieSi  bakeries  are  inspected  continuously  and  the  others 
four  times  a  year,  thoroughly.  We  have  certain  requirements 
from  the  city  ordinances,  which  we  endeavor  to  enforce  with 
regard  to  light,  ventilation,  cleanliness,  dispoffltion  of  the  waste 
and  also  in  regard  to  the  other  features  of  the  ordinance. 

Q.  Doctor,  you  heard  the  testimony  this  morning,  didn't  you, 
about  the  inspection  of  candy  shops?    A.  I  did.   . 

Q.  What  would  you  say  about  that?  .  A.  They  don't  agree 
quite  with  my  experience  and  it  doesn't  quite  agree  with  the 
reports  I  have  from  the  inspectors. 

Q.  Your  inspectors  don't  report  the  facts  as  our  inspectors 
found  them?    A.  Our  inspectors  report  the  facts  as  they  find  them. 

Q.  Their  facts  don't  agree  with  ours?    A.  No,  sir. 

Q.  They  have  reported  to  you  that  these  shops  were  in  first- 
class  condition?     A.  No,  sir. 

Q.  Wh«t  do  they  report?  A.  Sometimes  they  report  them  as 
being  unclean  in  certain  places  and  sometimes  they  are  not. 

Q.  How  often  have  your  inspectors  reported  on  these  three 
shops  which  our  inspectors  reported  as  being  filthy  and  in  bad 
condition?  A.  In  the  last  inspection  made  of  the  National  Candy 
Company,  the  deficiency  reports  were  for  lack  of  painting  and 
varnishing  in  certain  places,  which  is  open  to  question  on  account 
of  the  heat  used  there.  There  was  nothing  said  about  the  filthy 
floors.  The  gentleman  wiio  inspects  the  candy  and  confectionery 
factories  here  is  a  very  careful,  judicious  man. 

Q.  Of  course,  the  inspectors  with  us  you  recognize  as  intelligent 
and  able  ?  A.  I  won't  dispute  the  intelligence  of  either  of  them ; 
they  are  neither  of  them  under  criticism. 

Q.  Doctor,  you  are  the  author  of  the  ordinance  licensing  bakeries 
in  this  city?    A.  Yes,  sir;  under  the  direction  of  the  commissioner. 

Q.  And  under  that  ordinance  all  bakeries  are  licensed?  A.  Yes, 
sir. 

Q,  How  often  is  that  license  renewed?    A.  Once  a  year. 

Q.  Are  they  inspected  before  the  license  is  made  and  renewed. 
A.  Invariably. 
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Q.  Do  you  believe  that  all  manufacturing  establishments 
should  be  licensed?  A.  I  believe  certain  ones  for  certain  things 
and  others  for  other  things. 

Q.  But  every  one  should  be  licensed  in  some  form  or  another  ? 
A.  Yes. 

Q.  So  that  some  department  might  keep  them  under  control? 
A.  Yes. 

Q.  Have  you  found  the  licensing  system  of  the  bakeries  to 
work  satisfactorily?    A.  Splendidly. 

Q.  Has  it  been  any  hardship  on  the  bakers  themselves?    A.  No. 

Q.  Is  the  idea  of  licensing  novel  with  you?  Or  did  you  derive 
it  from  some  other  city?     A.  It  is  veiy  old. 

Q.  All  European  countries  have  it?     A.  Yes,  sir. 

Q.  And  they  have  medical  inspection  in  all  European  countries? 
A.  Likewise. 

Q.  You  don't  have  it  here?    A.  No. 

Q.  Do  you  believe  in  it?    A.  I  do. 

Q.  Do  you  think  it  ought  to  be  made  compulsory?    A.  I  do. 

Q.  In  all  places  where  food  products  are  made?    A.  Absolutely. 

Q.  Do  you  think  that  disease  could  be  lessened  materially  if 
we  bad  such  inspection?     A.  What  land  of  disease. 

Q.  Tuberculosis  ?  A.  I  believe  tuberculosis  can  be  best  lessened 
in  factory  industries  by  examination  of  the  men  themselves,  and 
by  having  good  conditions  of  light  and  ventilation  whero  they 
work. 

Q.  What  is  your  ordinance  as  to  licensing  bakeries?  Will  you 
please  state  briefly  the  substance  of  it?  A.  It  requires  that  the 
place  shall  be  inspected  before  a  permit  is  issued;  that  after  the 
inspection,  if  the  department  approves  it,  a  permit  shall  be  issued 
and  the  permit  will  be  taken  to  the  mayor,  who  will  issue  a 
Uoense,  for  which  there  is  a  fee  chai^d;  the  fee  is  regulated  by 
the  number  of  employees.  The  ordinance  then  has  certain  sanitaiy 
requirements,  as  regards  to  there  being  no  basement,  dry,  ti^t 
stairs  and  enough  ventilation.  No  sleeping  room  or  water  closet 
shall  open  directly  into  the  bakery  shop. 

Q.  Have  the  conditions  of  bakeries  improved  very  much  ance 
you  have  had  this  ordinance?  A.  Very,  very  much;  there  are 
some  operations  of  the  ordinance  which  could  be  improved  upon. 
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Q.  Have  joa  heard  the  recommendations  which  your  chiefs  the 
health  commissioner,  made  to  the  Commission?  A.  Not  all  of 
them. 

Q.  Those  you  heard,  do  you  join  in?  A.  Emphatically;  the 
principal  defect  about  the  ordinances  is  that  they  are  not  specific. 

Q.  Your  ordinance?  A.  Our  ordinance;  all  ordinances;  I  have 
read  almost  all  of  them  in  this  country.  They  permit  the  adapta- 
tion of  the  ordinance  to  conditions,  whereas  conditions  should 
be  made  to  comply  with  ordinances. 

By  the  Vick-Chaibmak  : 

Q.  Is  there  any  ordinance  against  burning  soft  coal  in  this 
city,  Doctor?    A.  I  believe  there  is. 

By  Mr.  Elkus  : 

Q.  Is  it  enforced?    A.  I  do  not  know. 

Q.  Is  there  anything  further.  Doctor,  that  you  would  like  to 
suggest  or  recommend  to  the  Commission?  A.  There  is  so  much 
that  I  couldn't  go  over  it.  In  the  first  place,  I  think,  in  regard 
to  the  places  where  the  food  products  are  manufactured,  there 
should  be  specific  requirements  as  regards  cubic  air  space  pro- 
portioned to  tlie  number  of  employees,  so  as  to  insure  a  proper 
amount  of  ventilation.  It  is  not  uncommon  to  go  into  a  factory 
where  one  man  runs  it — a  bakery  —  and  he  has  a  place  so  small 
that  he  hasn't  got  enough  air  space  for  proper  ventilation,  and 
then  the  ordinance  should  differentiate  what  are  known  as  home 
bakeries.  There  are  a  large  number  of  people  who  make  bread 
and  cake  in  their  own  house  back  of  stores,  in  connection  with 
stores  and  sell  them.  It  is  impossible  to  make  those  conditions 
comply  with  the  ordinance,  and  it  is  a  hardship  to  put  those  out 
of  business.  There  should  be  some  qualifying  conditions  in  all 
these  industries,  so  as  to  admit  them  all  and  make  these  people 
have  certain  requirements;  for  instance,  I  can  illustrate:  a  bakery 
is  not  allowed  to  have  a  closet,  yet  a  home  bakery  can  make 
bread  and  cake  in  the  house  where  there  is  a  water  closet 

Q.  What  do  you  call  a  home  bakery  ?  A.  Where  women  very 
frequently  bake  bread  and  cake  in  connection  with  some  other 
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induBtry  and  sell  it  in  a  small  way,  sell  from  two  to  three  dozen 
loaves  of  bread  a  daj. 

Q.  Do  they  bake  often  in  a  cellar^  A.  2\^ever;  we  don't  allow 
that. 

By  Commissioner  Dreiicb  : 

Q.  Bake  it  in  a  basement  at  home,  though?     A.  Yes,  sir. 

By  Mr.  Elkus  : 

Q.  And  sell  it 'if  A.  And  sell  it,  and  take  orders  for  biscuits 
and  cakes. 

Commissioner  Dseieb:  I  would  like  to  ask  about  limiting  the 
hours  of  labor  for  bakers.  The  report  has  been  that  in  New  York 
many  bakers  work  from  14  to  17  hours  a  day.  A.  That  is  true  in 
some  instances,  but  not  in  this  city.  The  bakers  here  work  in 
two  shifts,  day  and  night  shifts  Some  bakers  work  practically 
in  both,  where  they  work  at  home,  and  have  certain  orders  to 
get  out  on  certain  days  in  the  week,  in  the  Jewish  trade  par- 
ticularly. But  those  hours  are  regulated  very  largely  by  bakers' 
unions. 

Q.  I  mean  the  conditions  in  Buffalo.  A.  I  don't  think  there 
is  much  of  those  long  hours  among  the  bakers,  although  they 
work  very  long;  -they  go  to  work  at  six  o'clock  in  the  evening  and 
work  until  morning,  ten  hour  stands. 

De  Lancey  Rochester,  called  as  a  witness  and  being  duly 
sworn,  testified  as  follows: 

By  Mr,  Elkus: 

Q.  WTiat  is  your  name  and  address?  A  De  Lancey  Rochester, 
469  Franklin  street,  Buffalo. 

Q.  Are  you  a  practising  physician  in  tnis  city?     A.  Yes. 

Q.  How  loYig  have  you  been  practising  ?  A.  I  graduated  in 
'84. 

Q.  Doctor,  have  you  made  a  study  of  the  effect  of  dust  arising; 
from  metallic  substances,    wood    substances    and    vegetable  su^y 
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stances  upon  those  who  work  in  that  dust?  A,  Some  years  ag> 
I  investigated  pretty  thoroughly,  both  in  places  here  and  by  coi 
respondence  with  other  men,  the  effects  of  the  variouo  dusts  upon 
the  respirator;-  apparatus,  and  so  upon  the  general  health  of  the 
people.  I  have:  not  done  any  of  that  within  the  last  seven  year.-*, 
so  that  the  conclusion  that  I  derived  as  to  the  effects  of  dust 
remain  just  the  same,  but  I  don't  knov/  just  what  the  conditions 
are  now. 

Q.  We  hare  evidence  as  to  the  condiiions.  What  we  would 
like  to  know  is  as  to  the  effect.  The  effect  is  the  same;  years 
don't  change  that.     A.  Precisely. 

Q.  Will  you  tell  us  what  you  did  in  your  discoveries  and  what 
the  effect  of  your  discoveries  were?  A.  Briefly,  of  course  my 
investigations  were  not  as  complete  as  those  made  by  predecessors, 
because  I  could  not  follow  up  the  cases  with  autopsies,  as  they 
did,  so  we  have  to  put  the  two  things  together,  in  that  respect.  I 
followed  up  what  my  father  had  previously  done  before  me,  par- 
ticularly in  studying  the  grain  shovelers  here,  and  then  I  went 
through  several  of  the  woodworking  places  in  town,  where  there 
was  a  good  deal  of  dust  from  saws  in  the  mills.  Unforttmately  I 
have  kept  no  notes,  so  I  cannot  tell  you  exactly  what  I  did  at  that 
time;  simply  give  you  general  conclusions.  The  general  conclu- 
sions were  these:  That  there  was  a  considerable  amount  of  dust 
there  and  I  was  led  to  this  inquiry  particularly  by  two  cases  that 
came  under  my  observation  of  men  who  inhaled  wood  dust.  Now, 
wood  dust  has  been  generally  considered  as  the  least  harmful  of 
the  various  dusts.  These  two  men  came  to  me  about,  oh,  I  guess 
it  was  seven  or  eight  years  ago,  and  they  both,  to  put  it  briefly, 
were  suffering  at  that  time  from  pulmonary  tuberculosis.  Inquir- 
ing into  their  past  history  and  lives,  I  found  that  one  was  work- 
ing in  one  mill  and  one  in  another,  where  they  were  exposed  to  a 
very  large  amount  of  the  wood  dust  from  the  saws.  They  had 
virtually  the  ordinary  evidences  of  pulmonary  tuberculosis  at 
the  time,  but  from  their  history  it  didn't  begin  until  after  they 
had  been  working  in  these  mills,  so  I  concluded  they  had  a  dust 
disease  in  the  lungs,  followed  by  infection  with  the  pulmonary 
tuberculosis  bacillus,  —  which  is  the  common  history  in  these 
cases. 
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Q.  Doctor,  could  you  get  us  thoBo  notes  at  some  future  time  ? 
A.  I  don't  believe  I  could;  I  donH  believe  they  have  been  pre- 
served. I  read  a  paper  and  threw  it  aside;  I  didn't  publish  it 
at  all,  because  this  thing  had  been  so  frequently  gone  into.  There 
is  so  much  of  it  in  the  medical  literature  that  one  or  two  instances 
don't  count.  I  simply  brought  these  things  up  because  they  were 
woodworkers,  and  looking  up  the  literature,  and  I  found  there  was 
a  good  deal  of  the  wood  dust,  so  I  have  not  got  the  notes  at  all. 

Q.  Doctor,  have  you  made  a  special  study  of  tuberculosis  among 
people  who  work  in  factories  ?  A.  Well,  I  can't  say  that,  because, 
of  course,  nobody  makes  a  special  study  of  that  alone. 

Q.  You  are  familiar  with  the  general  subject?  A.  Yes,  in- 
deed, because  I  have  done  a  great  deal  of  work  in  tuberculosis. 

Q.  What  have  you  to  say  to  the  Oommission!  First,  tell  us 
whether  or  not  you  have  found  tuberculosis  prevalent  among  men 
and  women  who  work  in  factories  t  A.  It  is  most  prevalent  — 
can  I  give  you  a  few  things  here? 

Q.  Gt>  right  on  in  your  own  way.  We  appreciate  the  fact  that 
you  have  come  here  voluntarily.  We  are  in  debt  to  you  for  it. 
A.  There  are  four  different  kinds  of  dust  we  recognize,  iiie  min- 
eral, the  metallic,  the  vt^getable  and  animal  dust,  which  can  pro- 
duce these  diseases.  Among  the  metallic  dust  we  have  the  knife 
and  tool  grinders,  polishers  of  metals,  the  engravers,  gilders,  type- 
makers,  glass  polishers,  and  so  forth,  and  among  the  mineral  dusts 
we  have  mill-stone  makero,  the  masons,  the  potters,  the  poivelain 
and  china  and  cement  makers,  stonecutters,  and  so  forth,  and 
among  the  vegetable  dusts  we  have  the  coal  miners,  the  sweeps, 
the  charcoal  burners,  the  millers,  the  bakers,  —  we  were  just 
speaking  of  the  bakers  —  and,  particularly  here  in  Buffalo,  the 
grain  shovelers,  and  we  also  have  the  ropemakers  and  the  jute 
spinners,  the  sawers  of  wood,  and  other  workers  in  wood,  the 
tobacco  workers;  all  are  vegetable  dust  Then  we  have  the  ani- 
mal dust,  the  workers  in  hair,  wool,  carpetmakers,  pressors  of 
dotih,  sorters  of  wool,  and  that  sort  of  work,  all  of  which  are 
animal  dust 

We  have  got  several  factors  in  our  economy  to  protect  us 
against  dust  In  the  first  place,  the  individual  breathes  through 
the  nose,  and  there  is  a  lot  of  dust  collected  in  the  nose.     Ordi- 
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narilj  a  patient  simply  breathing  dust  gets  a  certain  amount  of 
dust  into  their  lungs,  and  it  is  carried  out  by  normal  processes, 
but  if  they  keep  on  breathing,  whatever  the  dust  is,  after  a  while 
the  dust  is  not  swept  out;  then  it  is  taken  up  and  carried  into 
various  parts  of  the  body,  into  the  lungs,  into  the  glands  con- 
nected with  the  lungs,  intp  the  lymph  circulation,  and  then, 
eventually,  into  the  blood  circulation,  so  it  can  be  deposited  in 
the  apleen  and  other  parts  of  the  body,  but  tlie  most  marked  effects 
are  in  the  lungs.  There  it  interferes  with  the  proper  inhalation 
of  oxygen  and  exhalation  of  carbonic  dioxide,  and  further, 
through  inhalation,  increases  the  growth  of  fibrous  tissue  in  the 
lung,  and  fibrous  tissue  takes  the  place  of  normal  lung  tissue,  and 
lung  tissue  loses  its  elasticity  and  becomes  very  much  diseased, 
so  we  have  chronic  bronchitis,  and  then  we  get  the  bacillus,  and 
then  we  have  the  tuberculosis.  Those  are  the  ordinary  steps 
through  which  the  disease  acts  in  these  cases. 

Q.  You  find  it  all  attributable  to  this  dustt    A.  Yes. 

Q.  And  nothing  else?  A.  That  is  what  I  was  going  to  say. 
Of  course,  this  afi^eots  the  lungs,  but  then  if  the  lung  is  interfered 
with,  which  is  necessarily  the  greatest  intaker  of  food  in  the  form 
of  oxygen  that  we  have,  why  the  processes  of  the  body  are  gen- 
erally interfered  with,  and  the  nutrition  and  health  of  the  indi- 
vidual is  very  much  impaired. 

Q.  So  that  the  effect  is  bad  upon  his  children  if  he  or  she  has 
any?  A.  When  you  get  into  the  question  of  heredity  that  is 
another  thing. 

Q.  I^ow,  Doctor,  you  have  described  how  tuberculosis  comes  to 
exist  in  these  workers  in  dust  establishments.  Will  you  tell  us 
whether  or  not  this  can  be  prevented?  A.  I  think  it  can  be 
prevented  to  a  very  great  degree,  and  the  recommendations  that  I 
would  make  to  prevent  this  would  be  in  the  first  place  to  have  a 
sufficient  air  space  for  each  individual  worker.  The  men  who 
have  made  ventilation  their  study  state  that  each  individual 
should  have  as  a  minimum,  the  very  minimum,  three  hundred 
cubic  centimeters  of  air  space,  provided  that  the  air  in  that  space 
is  changed  every  hour  without  draught.  That  is  the  minimum. 
Of  course,  they  really  require  a  great  deal  more  than  that,  ordi- 
narily, so  the  first  thing  that  I  w-euld  recommend  is  that  tihere 
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should  be  sufficient  air  space  for  each  individual  worker.  The 
next  thing  is  the  obliteration,  so  far  as  possible,  of  dust  from  the 
place,  and  that  can  be  accomplished  to  a  great  extent  in  many  of 
these  factories,  any  way,  by  the  installation  of  properly  made 
hoods,  which  carry  ofiF  the  dust.  In  those  which  cannot  be  pro- 
tected in  that  way,  inhalers  over  the  nose  and  the  mouth  of  the 
worker  can  be  supplied,  which  will  filter  out  the  dust  and  let  the 
air  through  without  the  dust 

Q.  In  other  words.  Doctor,  by  the  use  of  precautions  which  are 
well  known,  a  great  percentage  of  tuberculosis  may  be  prevented  t 
A.  Absolutely. 

Q.  What  do  you  say  as  to  prohibiting  young  girls  or  women 
from  working  in  these  dust-producing  industries?  A.  Well,  I 
don't  think  there  would  be  any  worse  eflFect  produced  upon  women 
than  upon  men. 

Q.  How  about  young  people?  A.  Of  course,  when  they  are 
young  we  don't  want  them  working  at  all,  if  we  can  help  it,  but, 
so  far  as  the  resistance  is  concerned,  the  worker  of  18  to  35  years 
of  age,  if  they  are  otherwise  in  good  health,  it  is  better  than  that 
of  an  old  person. 

Q.  You  say  18  to  35.  That  leads  me  to  the  question  that 
under  18  would  prohibit  their  working  in  these  industries  any- 
how?    A.  I  should. 

Q.  Absolutely?    A.  Absolutely. 

Q.  And  you  would  favor  legislation  to  that  end?    A.  By  all 

means. 

Q.  Would  you  favor  legislation  compelling  the  use  of  these  pro- 
tectors which  you  have  referred  to  in  all  factories  ?  A.  I  should 
certainly  recommend  that  should  be  done. 

Q.  As  a  great  health   measure   and   preventative  of  disease? 

A.  Yes,  sir. 

Q.  Is  it  a  fact  that  lead  dust  acts  more  upon  women  than  it 
does  upon  men  ?  A.  That  is  pretty  hard  to  answer,  because  lead 
produces  disease  in  various  ways.  It  is  not  only  the  dust,  but 
the  handling  of  lead,  so  we  have  a  regular  disease,  known  as  the 
lead  disease.  I  don't  think  it  is  proved  at  all  that  lead  has  more 
effect  upon  women  than  it  has  upon  men.  I  know  that  that  state- 
ment has  been  made.     I  don't  think  it  is  proved  at  all.     Lead 
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produces  an  entirely  different  condition;  produces  a  very  hard 
change  in  the  arteries,  which  other  dust  does  not. 

Q.  You  have  told  us  very  fully  and  very  interestingly  wi(th 
reference  to  dust.  Have  you  made  any  investigation  as  to  hours 
of  labor  of  employees,  lunch  hours,  and  such  matters  as  thatJ! 
If  so,  will  you  tell  us  what  investigation  you  made,  and  what 
recommendations  you  have  to  suggest?  A.  The  investigationb 
can't  properly  be  called  investigations;  it  is  simply  conversing 
with  my  patients,  and  finding  out  what  their  hours  are. 

Q.  You  have  a  great  many  patients  who  work  in  factories  ?  A. 
I  have  had  at  various  times.  Of  course,  I  am  connected  with 
two  hospitals. 

Q.  What  hospitals  are  those?  A.  Buffalo  General  Hospital 
and  County  Hospital 

Q*  You  are  visiting  physician  at  each  of  these,  and  you  come 
in  contact  there  with  a  great  many  who  work  in  factories  ?  A. 
Yea. 

Q.  That  has  been  one  of  the  means  of  study  you  have?  A. 
Yes,  I  feel  this  way  about  it,  that  a  great  many  of  these  people 
have  digestive  disturbances,  particularly  the  women,  and  when 
inquiring  into  it,  they  don't  have  sufficient  time  to  digest  their 
food  at  noon.  They  go  to  work,  for  example,  at  seven  o'clock  in 
the  morning,  and  they  work  up  to  a  certain  time,  and  then  they 
are  allowed  from  20  minutes  to  half  an  hour.  That  is  the  usnri 
statement  I  have  had.  They  are  allowed  20  minutes  to  half  an 
hour  for  their  luncheon,  and  some  of  them  keep  right  at  work 
through  that  time,  and  eat  their  luncheon  while  at  work,  —  don't 
stop  at  all ;  because  they  say  they  can  make  more  money  at  that, 
and  that  very  much  interferes  with  their  health,  very  greatly. 

Q.  What  do  you  recommend,  —  that  one  hour  should  be  al- 
lowed for  luncheon  ?  A.  I  feel  very  strongly  that  an  hour  should  be 
,allowed  for  the  individual  at  noon.  Now,  that  hour  should  not  be 
all  spent,  of  course,  in  eating,  but  it  is  very  important  that  there 
should  be  sufficient  time  for  the  patient  to  masticate  the  food 
thoroughly,  and  not  only  that,  but  to  rest  for  a  certain  time  after 
eating  before  they  undertake  any  work. 

Q.  Now,  Doctor,  are  there  any  further  subjects  upon  which 
you  would  like  to  speak  before  the  Commission,  or  any  legislation 
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that  yoQ  would  like  to  reoommend  t  A.  There  is  one  other  5ub- 
ject  I  would  like  to  speak  of,  and  this  has  been  called  to  my 
attention  in  a  number  of  cases.  That  is  the  cramped  positions 
which  certain  workers  have  to  take  during  their  work.  In  cer- 
tain work  people  have  to  stay  in  a  cramped  position  for  a  long 
time,  and  it  strikes  me  that  under  these  circumstances,  where  a 
cramped  position  is  necessary  in  their  work,  that  there  should  be 
more  shifts  of  workers  than  there  are  at  present. 

Q.  That  should  be  made  compulsory  by  law!  A.  I  think  so. 
That  is  one  thing  I  think  should  be  made  compulsory  by  law,  that 
more  shifts  be  had  in  this  work  where  cramped  positions  are 
required. 

Q.  It  was  testified  here  this  morning  that  in  one  industry  a 
woman  had  to  throw  her  whole  wei^t,  I  think,  three  thousand 
times  a  day,  on  one  side  of  her  body,  at  intervals  of  a  second  or 
so,  to  do  some  kind  of  work.  Do  you  think  that  ou^t  to  be 
changed,  and  she  ought  to  be  shifted  to  some  other  kind  of  work  ! 
A.  Not  only  ou^t  she  be  shifted  to  some  other  kind  of  work,  but 
some  one  else  ought  to  do  that  work.  There  ought  to  be  sufficient 
shifts  of  work  to  accomplish  that. 

Q.  What  else  would  you  like  to  suggest  ?  A.  There  is  one  other 
thing  I  would  like  to  suggest,  and  that  is  there  should  be  a  com- 
pulsory examination  of  individuals  who  are  working  in  these 
dust-producing  places  to  see  whether  they  have  tuberculosis  or 
not,  for  one  tubercular  individual  can  infect  a  factory  very  thor- 
oughly. That  is  the  other  recommendation  that  I  would  make,  a 
compulsory  examination  of  individuals  who  work  in  these  fac- 
tories as  to  whether  they  have  or  have  not  tuberculosis. 

Q.  At  stated  intervals!    A.  At  stated  intervals. 

Q.  Do  you  believe  in  the  establishment  of  the  medical  bureau 
or  board  as  part  of  the  Health  Department  of  the  City  or  Labor 
Department  of  the  State  f    A.  I  certainly  do. 

Q.  With  an  advisory  board  of  physicians?    A.  By  all  means. 

By  Commissioner  Dbeibb: 

Q.  Would  make  this  lunch  period  of  one  hour  compulsory  for 
all  tradeet  We  know  that  the  workers  prefer,  in  many  instances, 
half  an  hour,  because  they  come  out  half  an  hour  earlier  in  the 
evoiing.    A.  I  should  make  the  lunch  hour  one  hour. 
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Q.  That  would  mean  eleven  hours  for  the  women  to  be  in  the 
factory?  A.  They  ought  to  go  out  at  their  lunch  hour,  so  that 
they  could  have  fresh  air.  They  ought  not  to  eat  their  lunch  in 
the  factory,  or  at  least  it  ought  to  be  in  another  part  of  the 
establishment. 

Q.  A  lunch  room  ?  A.  They  should  have  a  lunch  room  or  go 
out  to  their  lunck  The^  should  not  have  lunch  in  the  work 
room.  -;    I 

Q.  Do  you  think  eleven  hours  away  from  their  homes  is  de- 
sirable? A.  I  don't  think  eleven  hours  is  any  worse  than  ten 
hours. 

Q.  Not  any  worse  than  ten  hours?  A.  Not  any  worse  than 
ten  hours ;  I  think  that  is  enough  time  for  a  woman  to  be  away 
from  her  home,  if  she  has  a  home  where  she  has  work  to  do. 

Q.  Would  you  suggest  any  shortening  of  the  hours  of  women's 
labor?  A.  I  am  firmly  in  favor  of  the  Eight  Hour  Labor  Law 
myself,  and  I  think  it  ought  to  be  enforced  very  firmly.  I  think 
the  Eight  Hour  Law  is  proper  and  ought  to  be  compulsory. 

Q.  I  think  it  was  the  Commissioner  of  Labor  who  testified  be* 
fore  our  Commission  that  it  was  almost  impossible  to  enforce  the 
Ten-Hour  Law  for  women,  because  there  was  no  way,  really,  of 
knowing  whether  they  had  worked  ten  hours,  or  sixty  hours  a 
week,  except  the  inspector  stayed  on  the  job  all  the  time.  Can 
you  give  us  any  suggestions  as  to  how  we  could  get  the  enforcement 
of  that  law?    A.  I  don't  understand. 

Q.  The  Commissioner  told  us  that  it  was  practically  impossible 
to  get  the  enforcement  of  the  sixty-hour-a-week  law  for  women. 
A.  Why? 

Q.  There  was  no  way  of  finding  out  how  long  they  had  worked, 
unless  the  inspectors  were  on  the  job  all  day.  A.  Why  does  that 
apply  to  women  more  than  men  ? 

Q.  We  have  no  limitation  of  hours  for  men.  We  have  a  limi- 
tation of  hours  for  women  to  sixty  hours  a  week,  but  it  can't  be 
enforced,  the  inspector  told  us.  Could  you  give  us  any  idea 
bow  we  could  enforce  it !    A«  I  had  not  thought  of  that  at  all. 

Mr.  Elxus  :  We  are  very  much  obliged  to  you.  Doctor,  indeed. 
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Anblbt  Wilcox,  called  as  a  witness,  being  duly  sworn,  tes- 
tified as  follows: 

By  Mr.  Elkub: 

Q.  Will  you  state  the  society  of  which  you  are  president  and 
its  objects?  A.  I  am  president  of  the  Charity  Organization  of 
the  city  of  Buffalo,  of  which  the  objects  are,  briefly  stated,  to 
systematize  and  organize  the  charitable  work  of  the  city,  in  the 
first  place,  and  in  the  second  place  to  remove  the  causes  of  pau- 
perism and  to  diminish  the  amount  of  pauperism  in  the  com- 
munity, to  improve  the  social  and  physical  condition  of  the  poor, 
to  prevent  imposture  and  improper  pretenses  of  need,  and  to  see 
that  the  really  needy  get  aid  from  those  who  are  able  to  help  them. 

Q.  Of  course,  you,  Mr.  Wilcox,  both  individually  and  as  presi- 
dent, are  very  much  interested  in  an  investigation  of  this  kind  ? 
A.  Very  greatly  so. 

Q.  And  believe  it  ought  to  be  conducted  and  carried  on?  A. 
Certainly.  I  hope  the  investigation  will  enlighten  us  and  the 
Legislature  and  lead  to  good  things,  and  I  should  be  glad  to  co- 
operate in  any  possible  way. 

Q.  You  have  found,  in  your  own  work,  that  there  is  great  need 
of  remedial  legislation?  A.  Very  great.  Our  secretary,  who 
has  very  much  more  knowledge  than  I  have  of  the  direct  work  of 
the  society,  was  expected  to  be  here,  but  was  called  to  Philadelphia 
and  was  consequently  absent.  Mrs.  Fox,  the  assistant  secretary, 
was  here,  and  will  be  here  later.  She  can  give  you  some  statis- 
tics. She  has  immediate  charge  of  the  statistical  records  of  the 
society.  She  is  impressed,  and  I  am  impressed,  with  the  very 
great  need  of  improving  the  conditions  of  the  working  people  in 
their  factory  lives,  so  far  as  it  can  be  done,  without  putting  too 
lieavy  a  burden  on  industries. 

Otto  J.  Eichel,  called  as  a  witnese  and  being  duly  sworn, 
testified  as  follows : 

By  Mr.  Ei-ktjs: 

Q.  You  are  a  physician!    A.  Yen. 

Q.  Practising  in  this  city?    A.  Not  for  the  last  two  years. 
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Q.  What  department  of  the  c'itj  are  you  connected  with? 
A.  Department  of  Health. 

Q.  How  long  have  you  been  in  that  department  and  in  what 
capacity  ?  A.  About  two  and  a  half  years  as  tuberculosis  inspector, 
and  chief  of  the  division  of  tuberculosis. 

Q.  What  have  been  your  investigations  as  to  tuberculosis  con- 
ditions and  what  have  you  discovered  ?  A.  The  work  that  I  have 
been  doing  for  the  department  has  covered  clyiefly  the  registration 
and  gathering  of  statistics  regarding  causes  of  tuberculosis  in 
the  city,  and  the  supervision  of  these  patients  in  their  homes, 
also  a  close  co-operation  with  other  agencies,  and  I  do  tuber- 
culosis work. 

Q.  How  many  cases  of  tuberculosis  are  there  now  in  the  city 
of  Buffalo?  A.  There  are  three  thousand  registered  cases  that 
we  know  of,  and  probably  between  four  and  five  thousand,  in- 
cluding those  that  we  do  not  know  of. 

Q.  How  many  of  these  that  you  know  of  are  workers  in  fac- 
tories?   A.  About  814  out  of  three  thousand. 

Q.  And  of  these  814  can  you  tell  how  many  were  caused  by 
the  occupations?  A.  In  presenting  these  figures  I  want  to  em- 
phasize the  fact  tliat  all  the  other  factors  that  are  concerned  in 
making  deduction  from  statistics  should  not  be  overlooked.  For 
instance  in  speaking  of  a  person  having  tuberculosis,  the  danger 
of  infection  in  the  home  should  not  be  overlooksd.  We  have, 
for  instance,  among  those  three  thousand  cases  an  enormous  number 
of  housewives  who  are  living  with  husbands  and  the  majority 
of  whom  are  factory  workers.  Classifying  the  814  factory  workers 
as  to  the  occupations,  with  the  headings  of  "dusty  trades,"  we 
have  among  these  groups  metallic  dust,  mineral  dust,  vegetable 
and  fibre  dust,  animal  and  mixed  fibre  dusts,  and  gases  and  organic 
dusts.  Under  the  classification  of  occupations  relating  to  factories 
and  factory  work,  the  exact  nature  of  the  work  we  don't  ask. 
For  instance,  we  have  a  report  of  sixteen  factory  operators;  the 
exact  nature  of  their  work  we  don't  know.  Under  the  metallic 
dust  we  have  grinders,  polishers,  brass  workers,  tool  makers  and 
hammersmiths,  jewelers,  engravers,  printers  and  others  working 
in  the  printing  rooms,  machinists,  bolt  and  core  makers  and  tin^ 
smiths.  There  are  120  cases  of  tuberculosis  out  of  three  thousand 
which  will  come  under  Aat  grooip. 
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Under  mineral  dust  we  have  lithographers^  quarrymen,  stone- 
cutters and  grinders  of  marble,  marble-'workers,  glasa-bloweis,  glass 
manufacturers,  optical  factory  workers,  potters,  and  in  that  group 
eighteen  cases  out  of  three  thousand. 

Under  vegetable  and  fibre  dust,  we  have  the  occupations  of 
weavers,  boxmakers,  coopers,  cigarmakers  and  tobacco  strippers, 
cabinet  workers,  paper  factory  operators,  and  planing  mills.  In 
that  group  35  caBcd  out  of  three  thousand. 

Under  organic  dust  we  have  millers,  bakers,  cooks,  leather 
workers,  cobblers,  shoemakers  and  shoe  factory  operators,  book- 
binders, maltsters,  candy  factory  employees,  that  includes  bakers, 
and  scale  factory  operators.  In  that  group  we  had  71  cases  out  of 
three  thousand. 

Under  animal  and  mixed  fibre  dust  we  had  furriers,  hatters  and 
milliners,  soap  factory  operators,  woolen  rag  and  doth  sorters, 
upholsterers,  dressmakers,  tailors,  seamstresses,  coat  makers,  collar 
makers,  mattress  makers.  112  cases  in  that  group  out  of  three 
thousand. 

Under  mixed  dusts  and  gases  we  have  boiler  makers,  machine 
and  forge  workers,  mechanics,  blacksmiths  and  horseshoers,  chem- 
ical industries,  soap  makers  and  others  employed  in  soap  factories; 
that  includes  iron  and  steel  founders  and  laborers,  and  trunk 
makers.     ESghty  cases  in  that  group  out  of  three  thousand. 

Q.  You  mentioned  mechanics;  that  would  include  machinists? 
A.  We  classify  them  because  we  happen  to  know  they  are  em- 
ployed in  a  place  where  they  are  subject  to  dust. 

Q.  All  classes  of  mechanics?  A.  That  includes  all  mechanics; 
only  three  of  them  that  are  reported  as  mechanics.  I  can't  tell 
you  offhand  where  they  are  employed.  There  are  aho  about  873 
other  workers  which  we  could  not  dassify  under  one  of  those 
groups,  because  we  didn't  know  exactly  what  the  nature  of  their 
work  was.  As  I  said,  those  were  reported  as  factory  operators, 
places  of  employment  not  being  known. 

Q.  What  is  being  done  by  your  Health  Department  to  remedy 
these  conditions?  A.  As  far  as  the  conditions  in  the  factory  are 
concerned,  we  are  not  doing  anything  beyond  the  educational 
work. 
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Q.  How  is  that?  A.  That  consists  of  lectures  at  various  times 
and  places.  For  instance^  some  of  us  occasionally  address  societies. 
I  personally  addresses  several  unions,  and  circularize  and  things 
of  that  sort  that  bring  to  the  attention  of  the  workers  as  fa?  as 
possible,  and  in  the  limit  of  time  at  our  command,  the  main  facts 
in  connection  with  the  control  of  disease  in  factories. 

Q.  That  is  to  say  your  lectures  are  devoted  to  curing  the  dis- 
ease after  they  get  it?    A.  Prevent  it  also. 

Q.  Also  to  prevent  it?    A.  Yes. 

Q.  You  have  no  power  in  your  department  to  use  any  means 
to  prevent  it  ?  A.  I  iion't  know  of  any  power  we  would  have  to 
prevent  it,  or  try  to  control  it  in  the  factory. 

Q.  What  would  you  suggest  or  recommend  should  be  done  so 
as  to  prevent  the  disease?  First,  I  ought  to  ask  you  whether  in 
your  opinion  it  can  be  prevented  in  most  cases?  A.  As  a  general 
proposition  it  is  true  to  say  the  disease  can  be  prevented,  although 
merely  controlling  the  factory  conditions  would  not  prevent  it. 
We  also  have  to  control  the  home  conditions. 

Q.  Those  are  subject  to  your  control  ?  A.  Either  indirectly  or 
directly. 

Q.  House  conditions?    A.  House  conditions. 

Q.  You  can  compel  conditions  to  be  such  as  would  lessen  tuber- 
culosis?    A.  In  the  home, 

Q.  What  would  you  suggest  about  lessening  them  in  the  factory! 
A.  In  general,  anything  which  tends  to  improve  sanitary  con- 
ditions in  the  factory  will  tend  to|  lessen  just  that  much  tuberculosis, 
among  factory  workers.  Anything  that  will  tend  to  improve  the 
air  itself,  to  provide  better  general  cleanliness,  to  provide  general 
conveniences  for  personal  comfort  and  cleanliness  of  the  workers, 
to  provide  rest  and  various  other  factors  of  that  kind  which  will 
impro\'e  hygienic  conditions,  will  help  very  much. 

Q.  Would  you  suggest  and  recommend  that  those  conditions  be 
improved  by  compulsory  legislation?  A.  Some  of  them,  perhaps; 
some  can't.     I  don^t  know. 

Q.  Those  that  can  be  ?    A.  Those  that  can  be,  I  think  should  be. 

Q.  Let  us  take  this  thing  down  to  a  dollar  and  cent  proposition. 
Is  it  a  fact  that  if  a  man  works  under  improved  conditions,  his 
efficiency  to  work  is  increased?  A.  No  question  about  that; 
it  is. 
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Q.  That  is  to  saj  a  man  who  works  with  insufficient  light  or 
bad  ventilation  or  bad  sanitary  appliances^  does  not  do  as  much 
work  for  his  employer  as  one  who  works  under  better  conditions? 
A.  Eeasonable  to  think  he  wouldn't. 

Q.  So  that  as  a  pure  matter  of  economy  it  would  be  a  paying 
proposition  to  compel  all  factory  owners  to  use  sanitary  methods 
with  reference  to  light,  ventilation  and  sanitary  surroundings  2 
A.  I  believe  it  would  pay  them  immensely  in  dollars  and  cents. 

Q.  Are  there  any  other  conditions  which  you  examined,  about 
which  you  wish  to  testify  before  the  Commision?  A.  I  would 
like  to  call  attention,  if  I  may,  to  just  a  few  facts  which  are 
indirectly  related  to  tuberculosis  and  its  prevention.  For  instance, 
the  one-hour  lunch  period  I  don't  think  should  be  lessened  for 
Ithe  reason  that  others  have  stated  here.  Workers  should  have 
ample  time  for  rest,  washing  their  hands^  and  getting  their  lunch 
and  eating  it  and  digesting  it. 

Q.  Is  that  also  real  economy  ?  A.  That,  I  believe,  is  a  real  econ- 
omy. I  think  that  children,  young  people,  for  instance,  women 
under  twenty,  ought  not  to  be  permitted  to  do  piece  work  that  re- 
quires a  strain.  That  kind  of  labor  undoubtedly  impairs  a  person's 
vitality,  and  anything  that  is  a  strain  and  impairs  a  person's  vitality, 
reduces  their  resistance  and  makes  them  that  much  more  liable  to 
tuberculosis  infection.  In  cases  of  children  under  a  certain  age, 
probably  eighteen,  there  ought  to  be  a  periodic  medical  examination 
in  reference  to  tuberculosis.  An  enormous  number  of  children 
have  it,  especially  in  Buffalo. 

Q.  And  enormous  number  have  it  in  Buffalo}    A.  Yes,  sir. 

Q.  Are  they  working  children,  or  tho^e  who  go  to  school?  A. 
In  many  cases  we  don't  know;  in  many  cases  it  is  impossible  to  tell 
whether  they  acquire  the  disease  after  they  begin  to  work  or  before. 
In  connection  with  that,  I  would  like  to  call  attention  to  the  fact 
that  although  several  witnesses  this  morning  stated  that  they  saw 
children  who  were  apparently  under  size  and  employed,  who  had 
^^o^king  papers  from  the  Health  Department;  that  s/hould  not 
necessarily  mean  the  Health  Department  was  lax  in  its  super- 
vision. The  Bureau  of  Child  Hygiene  has  certain  standard  re- 
quirements and  if  a  child  meets  these  requirements  a  labor  certifi- 
cate is  issued. 
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Q.  Is  the  child  required  to  come  back  after  six  months  or  a 
year?     A.  I  canH  say;  I  don't  think  it  is. 

Q.  Would  you  advocate  that?  A.  I  think  that  ought  to  be 
done.  I  think  the  power  and  authority  for  doing  that  should 
be  vested  in  the  Health  Department  locally. 

Q.  Do  you  believe  there  should  be  different  standards  for  children 
employed  in  different  occupations?  A.  I  think,  perhaps,  that  would 
be  advisable.  That  would  require  a  deeper  study  of  individual 
occupations. 

Q.  What  else,  doctor,  do  you  desire  to  address  the  Commission 
about  f  A.  I  believe  also,  as  others  have  stated  here,  that  there  ought 
to  be  a  periodic  medical  examination  of  employees  in  certain 
industries.  For  instance,  in  bakeries,  and  confectioners  and  people 
"handling  most  food  stuffs.  Persons  having  certain  diseases  which 
were  indicated  by  my  chief,  the  Health  Commissioner,  ought  to 
be  barred  from  working  in  those  trades,  and  also  in  those  trades 
the  man  or  woman  should  be  compelled  to  furnish  a  medical  cer- 
tificate before  being  allowed  to  work. 

Q.  Have  you  any  suggestions  or  recommendations  to  make  to 
the  Commission  in  regard  to  legislation?  A.  I  believe  in  some 
instances  the  supervising  of  factory  conditions  perhaps  has  been 
done  better  under  local  boards  than  under  the  State.  Perhaps 
it  would  be  advisable  to  increase  the  Health  Department's  powers 
in  certain  directions,  for  instance,  in  regard  to  medical  inspection 
of  employees.  It  might  be  well  for  the  Commissioner  of  Labor 
to  have  the  power  to  appoint  the  health  officer  as  a  deputy  factory 
inspector,  to  serve  without  pay,  which  would  give  him  power  to 
enter  a  factory  and  make  inspections  if  he  thought  it  advisable 
to  do  so,  and  to  report  to  the  Commissioner  of  Labor.  That  is 
done  now  in  regard  to  milk  in  this  city.  Our  milk  inspectors  have 
the  power  of  factory  inspectors,  serving  without  pay. 

Q.  How  do  you  get  arotind  the  civil  service  law?  A.  I  don't 
know  what  the  details  of  that  are. 

Q.  Have  you  anything  further  to  suggest?  A.  Nothing  ftxcept 
that  I  shouM  have  emphasized  that  Comey,  probably  the  greatest 
student  of  tuberculosis  that  ever  lived,  has  stated  that  a  tubercu- 
losis workman  is  more  dangerous  to  his  fellow  employees  than  to 
his  own  family.    That  is  undoubtedly  for  the  reason  that  a  man 
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or  woman  suffering  from  tuberculosis  is  active  during  the  day, 
and  raises  most  of  the  sputum,  which  is  the  infectious  material, 
during  the  day,  and  is  less  apt  to  take  cautions  when  away  from 
home.  One  more  thing  naturally  follows,  that  if  there  is  so  much 
tuberculosis  in  the  dusty  trades,  that  there  ought  to  be  an  especially 
rigid  supervision  over  the  dusty  trades. 

By  Commissioner  Dbeibb: 

Q.  You  say  a  great  many  housewives  have  tuberculosis.  Have 
you  thought  out  any  connection  with  the  wage  of  the  family? 
A.  I  don't  qnite  get  you. 

Q.  The  connection  of  the  low  wage  with  tuberculosis?  A.  That 
would  have  a  direct  bearing  in  this  way :  that  with  the  low  wages, 
the  family  cannot  possibly  enjoy  the  amount  and  quality  of  good 
food  that  they  should  have. 

Q.  Can  you  give  us  any  idea  of  the  lack  of  cure  resulting  from 
the  low  wage?  It  could  be  cured  in  its  first  stages?  A.  It  can 
in  a  majority  of  cases. 

Q.  How  many  cases  do  you  suppose  are  lost  or  not  cured  because 
of  the  low  wage  ?  A.  That  would  be  very  difficult  to  state,  espe- 
cially offhand. 

Q.  You  havn't  considered  that  at  all?  A.  We  have  considered 
it  in  individual  cases,  but  not  to  a  sufficient  extent  to  make  it 
justifiable  to  make  any  statement. 

Mr.  Elkus:  We  are  very  much  obliged  to  you.  Doctor,  and  I 
want  to  say  for  the  Commission  that  the  Health  Department  of 
the  city  has  been  very  courteous,  indeed,  to  the  Commission,  placing 
every  courtesy  of  the  city  at  their  disposal. 


John  R.  Shillodt,  called  as  a  witness  and  duly  sworn,  tes- 
tified as  follows: 

Br.  Mr.  Elkxtb: 

Q.  Give  us  your  full  name.     A.  John  R.  Shillody. 
Q.  What  is  your  address?    A.  627  White  building. 
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Q.  What  is  your  business?  A.  Executive  aecretaiy  of  the  Bu£Ealo 
Association  for  the  Relief  and  Control  of  Tuberculosis,  one  of  the 
board  of  managers  Eaybrook  Hospital. 

Q.  You  are  not  a  physician?     A.  No,  sir. 

Q.  Will  you  explain  what  your  society  is  and  what  its  objects 
are?  A.  Our  society  is  about  three  years  old.  I  have  been  con- 
nected with  it  about  two  and  one-half  years.  Our  principal  business 
is  within  the  limit  of  our  means  and  ability  to  see  that  the  tuber- 
culosis problem  is  properly  handled  by  all  private  and  public 
agencies,  to  assist  in  the  coordination  of  the  work  and  to  do  what 
we  can  for  the  treatment  and  cure  of  the  tuberculosis  individuals, 
and  the  prevention  of  the  disease. 

Mr.  Elkus  :  Please  do  not  talk  quite  so  fast. 

Q.  Will  you  tell  us  to  what  extent  you  have  found  tuberculosis 
to  exist  in  BuflFalo,  and  what  remedies,  if  any,  you  suggest,  par- 
ticularly with  reference  to  workers  in  factories?  A.  Our  society 
is  the  only  tuberculosis  dispensary  in  the  city  in  which  persons 
unable  to  pay  are  examined.  For  that  reason  we  have  the  most 
expert  diagnosticians.  We  have  a  day  camp  which  takes  care  of 
about  65  to  75  patients,  five  months  a  year.  We  have  three 
classes  in  which  are  tuberculosis  individuals  unable  to  go  to  the 
sanitarium.  We  have  no  information  with  relation  to  factory  or 
industrial  conditions  except  what  comes  to  us  incidentally.  I  am 
familiar  to  a  degree  with  the  literature  on  the  subject  I  am 
especially  interested  in  it.  I  have  not  all  of  that  information  to 
give  it  oflFhand. 

Q.  What  do  you  suggest  or  recommend  to  the  Commision?  We 
have  got.  the  facts,  I  take  it,  pretty  well  before  us.  A.  For  one 
thing,  I  believe  there  should  be  a  system  similar  to  that  which 
they  have  in  Massachusetts.  They  have  fifteen  state  medical  in- 
spectors of  tuberculosis,  who,  under  the  law  as  originally  enacted 
in  1907,  had  the  right  and  power  to  examine  all  minors,  female 
and  male.  The  employer  was  obliged  to  provide  a  room  so  that 
chest  sounds  could  be  heard,  and  individuals  were  there  examined. 
The  law  was  afterward  amended  so  as  to  apply  to  eimployeeB 
eighteen  and  under.  The  Tuberculosis  Association  and  the  in- 
spectors who  were  working  in  the  district  were  able  to  co-operate. 
Many  of  the  employers,  a  large  number  of  them,  desire  to  help 
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in  the  prevention  of  the  disease,  and  it  has  a  good  effect  in 
Massachusetts. 

One  day  in  Buffalo  for  the  (oniniision  is  altogether  inadequate, 
and  the  time  your  inspectors  have  been  here  was  not  sufficient 
to  enable  them  to  cover  the  ground.  I  think  an  investigation 
which  might  include  other  occupational  diseases  would  be  of  ex- 
treme value.  Such  an  investigation  was  undertaken  in  Massa- 
chusetts in  1907. 

Q.  What  else  do  you  suggest,  and  please  do  not  talk  so  fast? 
A.  I  think  that  the  present  State  laws  that  we  have  are  very 
good.  However,  we  have  only  four  inspectors  in  this  district, 
and  they  cannot  posibly  cover  half.  I  think  the  amount  of  money 
spent  for  the  inspection  of  factories  has  been  very  low  and  the 
department  probably  has,  as  some  of  its  inspectors  told  me,  made 
on  an  average  of  one  inspection  a  year. 

Q.  That,  of  course,  is  not  sufficient?    A.  No. 

Q.  How  many  inspections  do  you  think  ought  to  be  made  in 
the  factories  each  year?  A.  I  should  say  it  would  require  at  least 
four  —  probably  six. 

Q.  Have  you  anything  further  to  suggest  or  recommend  to 
the  Commission?  A.  I  am  in  thorough  accord  with  those  who 
testified  with  respect  to  the  lunch  hour,  which  the  State  factory 
law  provides  shall  be  granted,  excepting  that  the  Commissionier 
of  Labor  shall  be  granted  permision  to  have  it  a  half  hour.  I 
don't  know  how  extensive  that  is;  I  have  never  seen  any  of 
the  factories  where  the  half-hour  notice  is  conspicuous.  Another 
provision  I  would  suggest  is  that  where  the  dust  is  extreme,  the 
employee  should  be  compelled  to  wear  other  clothing  than  their 
street  clothing;  they  should  be  provided  with  overalls;  provision 
should  be  made  for  the  proper  washing  of  that  clothing,  and  the 
proper  facilitiee  for  washing  the  hands  of  the  employees.  In 
one  industry  I  know  of  the  employers  themselves  claimed  that 
lead  was  used  in  glazing  the  pottery,  but  the  employees  ate  their 
liinch  without  washing  their  hands,  and  in  that  way  ran  the  risk 
of  a  dangerous  poisoning. 

Mr.  Elkxts  :  We  are  very  much  obliged  to  yon. 
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H.  F.  J*  FoBTBB^  called  as  a  witness  and  sworn,  testified  as 
follows : 

By  Mr*  Euzius: 

Q.  State  your  full  name.    A.  H.  F.  J.  Porter. 

Q.  What  is  your  occupation?     A*  Consulting  engineer. 

Q.  And  you  have  made  a  specialty  or  study  of  the  factories 
in  the  State  of  New  York  with  a  view  of  safety  in  case  of  fire? 
A.  Yes. 

Q.  For  how  many  years?    A.  For  some  seven  or  eight  years. 

A.  Are  you  attached  to  the  Commission  in  any  capacity,  and  if 
80,  what?    A.  Advisory  capacity. 

Q.  With  reference  to  fires  in  factories  and  safety  prevention? 
A.  Yes,  sir. 

Q.  Now,  Mr.  Porter,  will  you  state  briefly  just  what  study  of 
the  subject  you  have  made,  that  we  may  have  it  on  the  record? 
A.  In  the  city? 

Q.  Yes,  in  this  city,  and  also  the  general  subject.  A.  Perhaps 
I  had  better  touch  on  the  city  question  first,  because  I  may  not 
have  time  to  go  into  the  other.  I  got  here  on  Friday  evening, 
and  on  Saturday  morning  I  visited  the  Jewett  and  Caxton  build- 
ings with  the  inspector,  who  spoke  about  them  this  morning. 
Those  two  buildings  are  representative  of  about  the  worst  fire 
hazard  that  you  can  have  anywhere.  The  buildings  thendselves 
are  very  old,  and  they  are  occupied  by  a  number  of  trades  that 
are  using  very  inflammable  materials.  The  building  is  of  non-fire- 
proof construction,  and  has  been  very  heavily  overloaded,  so  that 
some  of  the  floors  have  to  be  specially  trussed.  The  building  is 
filled  with  paper  and  boxes,  chemicals  and  printing  establishments, 
which  use  a  great  deal  of  paper  and  boxes  and  inflammable 
material  generally.  Both  buildings  are  pretty  crowded  with  people. 
The  stairways  are  of  wood.  The  two  buildings  are  connected  above 
the  second  floor  by  bridges;  these  bridges  are  of  wooden  con- 
struction, so  that,  although  they  are  intended  to  act  as  fire-escapes, 
thev  are  really  very  poor  fire-escapes. 

Q.  Mr.  Porter,  may  I  interrupt  you  a  moment?    A.  Yes,  sir. 

Q.  You  have  had  a  great  deal  of  experience  in  buildings  of 
that  kind;  you  have  made  a  study  of  conditions.    Can  you  tell  the 
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Commision  your  opinion  as  to  what  would  happen  in  that  building 
if  there  were  a  fire^  as  to  loss  of  life!  A.  In  the  first  place^  counsel^ 
there  is  no  method  of  advising  anybody  in  the  building  that  a 
fire  is  taking  place. 

Q.  They  would  never  find  out?  A.  They  would  never  find  it 
ouL  Ip  the  next  place,  if  they  attempted  to  escape  it  would  be 
after  the  fire  had  grown  to  be  a  large  fire,  and  I  don't  believe 
people  would  escape.  The  building  is  sprinkled,  and  in  that  way 
it  would  be  to  some  extent  protected,  but  the  outrof-the  way 
places  are  filled  up  with  all  sorts  of  refuse,  that  has  been  lying 
there  for  a  long  time,  and  would,  I  have  no  doubt,  cause  such  a 
headway  to  be  obtained  by  a  fire  that  the  sprinkler  system,  I  do 
not  believe,  would  have  much  effect.  The  fire-escapes  on  that 
building  would  be  absolutely  worthless.  There  are  several  fire- 
escapes,  of  the  obsolete  type  of  which  a  good  deal  has  been  said 
t<Hiayj  find  them  all  over  the  city  where  the  ladder  comes  down 
to  within  twenty-five  feet  of  the  ground.  There  has  been  some 
effort  on  the  part  of  the  Fire  Department  to  correct  those  fire- 
escapes. 

Q.  Let  me  go  back  to  this  building  a  moment.  From  your 
inspection  of  the  building,  if  a  fire  once  got  headway  there,  how 
many  lives  do  you  think  would  be  sacrificed?  A.  Well,  I  think 
several  hundred.  I  don't  see  how  they  could  get  out  at  all.  None 
of  them  could  escape  by  the  fire-escapes. 

Q.  Do  I  understand  you  to  say,  Mr.  Porter,  that  the  conditions 
there  are  just  about  as  bad  as  they  were  in  the  Triangle  Waist 
factory  building  in  New  York?  A.  A  great  deal  worse,  and  be- 
sides that  this  is  a  conflagration  hazard  to  the  city  of  Buffalo. 

Q.  What  do  you  mean  by  that?  A.  I  mean  if  a  fire  started 
there,  it  would  probably  sweep  a  large  part  of  Buffalo,  right  in 
the  center  of  the  city. 

Q.  If  this  building  caught  fire  in  its  present  condition,  the  lives 
of  200  people  would  be  sacrificed  more  or  less,  and  the  lower 
part  of  the  city  would  be  in  danger?     A.  I  think  so. 

Q.  You  consider  it  a  pretty  bad  fire  trap.     A.  Very  bad. 

Q.  How  long  has  that  been  in  that  condition?  A.  I  think  very 
many  yeais.  It  is  a  very  old  building,  belonging  to  an  old  estate 
that  has  many  buildings  of  this  type  throughout  the  dty.    After 
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going  through  that  building,  I  had  some  interviews  with  the  Chief 
of  the  Eire  Department,  who  stated  himself  this  morning  that 
he  thought  the  only  thing  to  do  with  that  building  was  to  pull 
it  down.  I  had  some  conversation  also  with  the  Deputy  Chief 
of  the  Building  Department  with  regard  to  the  Building  Code. 
Now,  I  find  that  there  is  no  authority  in  the  city  for  establishing 
in  any  factory  or  in  any  building. in  the  city,  any  kind  of  fire- 
alarm  system,  so  as  to  notify  the  people  in  the  building  that 
there  is  a  fire.  There  is  an  effort  in  the  Building  Department 
to  install  a  fire-alarm  system  in  theatres,  to  notify  the  Fire  De- 
partment that  there  is  a  fire.  There  is  no  requirement  for  any 
department  to  install  fire^xtinguishing  apparatus  in  any  building 
excepting  theatres.  There  is  authority  to  put  standpipes  in  build- 
ings, but  no  sprinkler  systems,  no  chemical  extinguishers,  no 
buckets  or  anything  of  that  kind,  and  there  are  none  except  in 
factories  where  they  have  been  volimtarily  installed  by  the  manu- 
facturers. 

Q.  Did  you  investigate  to  find  out  whether  there  were  any  com- 
plaints ever  filed  with  any  city  authority  against  this  building  that 
you  have  described  as  a  fire  trap!  A.  No,  sir;  I  had  very  little 
time. 

Q.  I  understand.  A.  There  are  no  requirements  in  any  of  the 
departments  against  doors  opening  inward.  At  the  base  of  one 
of  the  stairs  in  the  Jewett  building  the  door  opens  inward,  and  I 
think  if  there  was  a  rush  down  those  stairs  nobody  would  be  able 
to  get  out  at  all  on  account  of  that  door. 

Commissioner  Dseieb  :  I  think  that  was  a  State  law. 

The  Witness:  I  don't  think  so.  This  is  a  door  opening  into 
the  street,  an  outside  door. 

By  Mr.  Elkub  : 

Q.  Do  you  imderstand  the  authorities  at  Buffalo  realize  that 
a  building  in  such  a  condition  exists  here  ?  A.  There  have  been 
incipient  fires  in  that  building. 

Q.  Do  you  think  they  realize  here  the  danger  of  that  building, 
both  to  life  and  to  other  buildings  in  the  city  ?  A.  I  can't  answer 
that  question. 

28 


866  Minutes  of  Pubuc  Bicabinos. 

Q.  Do  you  believe  if  they  did  know  it  they  would  permit  it? 
A.  I  think  they  would  be  aroused  to  take  some  action  about  it. 

If  ow,  in  talking  with  the  Deputy  Commissioner  of  the  Build- 
ing Department  I  find  that  when  plans  are  submitted  to  that  de- 
partment, they  consider  the  number  and  width  of  stairs  to  be 
installed  in  the  building,  and  that  number  and  width  are  guided 
by  the  occupancy  of  the  building.  Now,  no  one  can  tell  in  advance 
when  a  building  plan  is  submitted,  what  is  to  be  the  number  of 
people  which  will  be  on  any  floor  of  that  building.  It  is  entirely  a 
guess  on  the  part  of  anybody,  and  yet  that  establishes  the  number 
of  stairs  and  their  width.  The  width  of  the  stairway  from  any 
floor  down  should  be  determined  not  only  by  the  number  of  people 
on  that  floor,  but  on  all  the  floors  above.  Xow,  after  the  building 
is  built  and  is  then  occupied,  the  Building  Department  does  not 
interest  itself  any  further,  unless  complaint  is  heard,  and  then 
they  take  action  in  regard  to  changes  of  construction.  There  is  a 
requirement  that  stairs  in  non-fireproof  buildings  shall  be  two  in 
number,  three  feet  wide  for  every  three  hundred  people  in  the 
building  and  three  stairs  five  feet  wide  where  there  are  eight  hun- 
dred people  in  the  building.  Those  are  for  non-fireproof  build- 
ings. For  fireproof  buildings  they  are  allowed  to  put  one  stair- 
way less  in.  In  talking  with  the  Deputy  Commissioner  he  felt  at 
first,  I  think,  that  that  law  was  all  right,  but  after  talking  with 
him  further  he  realized  that  it  was  not  only  the  escape  from  fire 
which  had  to  be  considered  and  the  number  of  stairs,  but  it  was 
the  adequacy  of  the  stairway  itself  that  had  to  be  considered  and 
that  the  fireproof  quality  of  the  building  made  no  diiference.  The 
stairway  in  the  fireproof  building  was  no  more  adequate  than  the 
stairway  in  the  non-fireproof,  so  they  ought  not  to  cut  down  the 
number  of  stairs  and  the  width  simply  because  the  building  was 
fireproof. 

They  have  a  very  good  section  in  the  Building  Code,  requiring 
fire  walls  in  factory  buildings  and  in  store  buildings,  and  I  find 
that  this  section  has  been  enforced  with  the  exception,  occasionally, 
of  a  case  where  there  was  some  particular  reason  brought  out  by 
the  owner  when  he  made  his  application.  In  that  case  the  request 
was  brought  before  the  Board  of  Aldermen,  and  the  action  taken 
by  that  board.    He  was  generally  relieved  of  the  requirement  of 
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putting  in  the  fire  wall,  but  there  is  that  section  now,  where  in 
the  non-fireproof  building  of  6,000  square  feet,  or  a  semi-fireproof 
building  of  12,000  square  feet  and  a  fireproof  building  of  30,000 
square  feet  there  must  be  an  inner  wall  and  either  side  of  that 
wall  is  to  be  treated  as  an  independent  building,  and  stairways 
applied  in  accordance  with  the  rule  which  I  read  above. 

Q.  You  have  finished  on  the  Jewett  Building  ?    A.  Nearly. 

Q.  Are  you  coming  to  the  other  building  shortly  ?  A.  Yes,  sir ; 
I  merely  want  to  say  that  it  is  left  to  the  Fire  Department  to 
determine  what  fire-escapes  are  suitable  and  adequate,  and  they  do 
not  interest  themselves  particularly  in  the  fire-escapes  of  this 
obsolete  type  of  which  so  many  are  around  the  city. 

Q.  Have  you  made  experiments  as  to  whether  it  is  possible 
for  an  ordinary  man  or  woman  to  go  down  or  up  these  fire-escapes 
to  which  you  refer  t  A.  We  can't  go  down  or  up,  and  when  people 
try  to  get  out  on  them,  they  simply  obstruct  each  other,  and  they 
stick  there. 

Q.  Why  can't  they  t    A.  They  obstruct  each  other. 

Q.  They  are  very  difficult  for  one  person  to  go  down  ?  A.  Yes ; 
several  people  crowd  out  on  these  balconies  from  each  floor  and 
obstruct  each  other  going  down. 

Q.  So  they  are  practically  useless  ?  A.  Yes,  sir.  No  fire  drills 
or  anything  of  that  kind  are  considered  in  the  city. 

Q.  No  such  thing  as  a  fire  drill  in  the  city?    A.  No,  sir. 

Q.  No  manufacturer  ever  had  one  in  the  city  to  your  knowledge  t 
A.  Not  that  I  could  hear  of. 

Now,  in  the  afternoon  of  Saturday,  I  visited  this  Buffalo  Forge 
Company  of  which  the  inspector  spoke  and  the  representative 
spoke. 

Q.  Buffalo  Forge  Company?  A.  Yes,  sir;  I  considered  that  a 
very  old  industrial  establishment  which  has  allowed  itself  to  be- 
come practically  obsolete  in  all  its  methods  and  everything  it  is 
doing.  The  inefficiency  of  the  methods  of  operation  could  not 
be  exceeded,  and  they  have  in  their  own  line  of  trade,  two  other 
companies,  not  in  this  city,  one  in  New  England,  one  in  the  west, 
which  are  examples  of  the  very  best  type  of  manufactories. 

Q.  You  mean  to  say,  they  discriminate  against  Buffalo?  A. 
I  don't  know  just  what  it  is,  but  the  gentlemen  who  represented 
them  here  knows  those  people ;  they  are  in  the  same  line. 
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Q.  Mr.  Booth  was  here  ?  A.  And  one  of  them  is  managed  bj 
a  classmate  of  his  and  he  has  been  to  see  the  places^  visited  them, 
and  knows  how  they  are  operated. 

Q.  So  the  manager  here  is  perfectly  familiar  with  the  way  a 
plant  ought  to  be  managed  and  conducted  and  operated  ?  A.  The 
office  manager  is. 

Q.  You  say  that  is  simply  inefficiency ;  let  us  use  plain  English 
about  it.  What  kind  of  a  factory  building  is  it  t  A.  Well,  it  is 
a  group  of  very  old  wooden  shacks,  you  might  say,  two  or  three 
brick  buildings  with  wooden  stairways,  and  in  every  way  an 
obsolete  type  of  building. 

Q.  ^NTow,  what  would  you  say  as  to  any  one  escaping  from  it 
in  case  of  fire  ?  A.  Well,  I  think  it  would  be  very  difficult.  They 
would  have  to  be  athletes,  and  very  agile  to  get  out. 

Q.  In  case  of  fire  in  that  building,  what  would  you  say  would 
be  the  loss  of  life?  A.  I  don't  think  the  loss  of  life  would  be  very 
great,  because  the  people  are  pretty  nearly  down  on  the  ground. 
There  are  a  few  people  up  in  the  air,  and  by  being  very  agile 
they  could  get  down. 

Q.  If  they  knew  of  the  fire?  A.  If  they  knew  of  the  fire  in 
advance,  but  with  regard  to  the  inefficiency,  I  want  to  speak 
particularly  of  the  lighting.  The  employees  are  practically  com- 
pelled to  work  in  the  dark.  There  are  some  lights  for  general 
illumination,  but  they  only  shed  a  very  poor  glow  over  the  place 
and  the  other  lighting  consists  of  lights  dropped  right  in  front 
of  the  eye  of  the  workman,  so  that  he  is  almost  compelled  to  do 
his  work  in  the  dark.  Now,  in  these  other  buildings  that  I  speak 
of,  the  buildings  are  practically  all  glass,  roof  confitruction,  con- 
crete buildings. 

Q.  Of  this  same  company  ?  A.  The  same  type  of  work  of  their 
competitors,  and  these  buildings  are  very  modem  and  examples  of 
high  efficiency  and  operation.  There  is  no  care  of  the  toilets 
there  whatever. 

Q.  You  mean  to  say,  that  they  are  never  looked  after  at  all? 
A.  Practically  not.  There  are  wash  basins  in  the  same  room  that 
have  no  water ;  donH  operate.  There  is  an  indifference  to  the  in- 
terests of  the  employees  that  is  extraordinary.  They  have  a  sand 
blast  there,  which  is  a  very  dangerous  machine.     It  blows  sand 
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all  over,  and  the  inhaling  of  the  sand  is  one  of  the  beet  means 
conducive  to  tuberculosis.  They  never  have  instructed  that  man 
tihat  operates  the  lead  melting  pot  There  are  no  suction  draughts 
over  these  pots.  There  are  no  suction  dTaughts  to  the  emery 
wheels,  or  no  guarding  the  emery  wheels  or  to  the  polishing  wheek, 
except  in  one  or  two  cases,  and  yet  they  issue  pamphlets  explain- 
ing the  dangers  of  these  very  processes  and  recommending  that 
their  appliances  be  bought  and  put  into  other  factories. 

Q.  You  mean,  this  company  manufactures  safeguards  which 
they  recommend  to  other  people  to  use,  but  don't  use  them  them^ 
selves?    A.  Yes,  sir. 

Q.  And  they  explain  how  they  would  save  life  and  danger  to 
limb  if  they  did  use  them,  and  don't  put  them  in  operation  in 
their  own  factories  —  is  that  right  ?  A.  Yes,  not  exactly  safety 
to  limb.  They  don't  make  that  kind  of  apparatus,  except  that  they 
make  guards  for  emery  wheels  and  thus  protect  the  help. 

Q.  In  other  words,  they  don't  practice  what  they  preach  ?  A. 
No,  they  do  not;  the  machinery  is  absolutely  unguarded,  in  the 
belting  and  gearing  and  all  appliances  that  they  have  through 
the  factory.  Fire  protection  is  not  considered  at  all;  they  have 
no  fire  extinguishing  apparatus. 

I  have  not  found  in  the  city  of  Buffalo,  any  effort  on  the  part 
of  either  employer  or  employee  to  do  what  is  being  done  in 
New  England  and  a  number  of  other  States  with  regard  to  protect- 
ing the  employees  from  tuberculosis.  There  is  no  effort  to  segre- 
gate the  tuberculous,  or  investigate  the  condition  of  the  health  of 
any  employee  on  being  hired,  as  to  whether  he  has  tuberculosis 
or  not,  or  supplying  sputum  receptacles  or  segregating  the  em- 
ployee who  is  not  healthy. 

Q.  How  many  factories  did  you  yourself  examine  in  Buffalo! 
A.  Just  one  factory. 

Q.  That  was  called  to  your  attention  by  an  inspector  ?  A.  Yes, 
I  interrogated  the  inspectors  who  had  been  here  for  a  week  or 
more  and  some  of  the  employees  of  these  factories  and  other 
factories  and,  in  general,  got  an  idea  of  about  how  things  are  built 
in  Buffalo. 

Q.  Have  you  anything  further  at  this  time  to  say  to  the 
Commission?    A.  No. 
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Mrs.  Fox,  called  as  a  witness  and  being  sworn,  testified  as 
follows : 

By  Mr.  Elkus  : 

Q.  Mrs.  Fox,  you  are  connected  with  the  Charity  Organization 
Society?    A.  I  am. 

Q.  Of  the  city  of  Buffalo  ?    A.  Yes. 

Q.  In  what  capacity?     A.  Assistant  secretary. 

Q.  How  long  have  you  been  assistant  secretary  of  that  society  ? 
A.  Not  quite  two  years. 

Q.  Mr.  Wilcox  has  been  here  and  explained  the  purposes  of 
the  society.  He  said  you  were  familiar  with  the  work  which  had 
been  done  by  the  society,  and  the  conditions  among  factory  workers, 
and  would  be  able  to  give  us  information  and  recommendations 
with  regard  to  them,  their  hours  of  labor,  lunch  hours ;  also  as  to' 
sanitary  conveniences,  separate  lunch  rooms,  and  some  means  of 
washing  their  hands,  and  things  of  that  sort.  A.  Well,  I  think 
Mr.  Wilcox  didn't  quite  correctly  state  my  position  in  that  matter, 
because  I  can  give  no  direct  testimony  in  regard  to  those  matters. 

Q.  I  understand  that,  but  you  have  a  knowledge  of  them  de- 
rived from  your  position  ?  A.  Yes ;  I  have  a  general  knowledge, 
of  course,  which  has  been  practically  the  same  as  the  testimony 
given  here  to-day  by  Mrs.  Gardner.  We  feel  very  strongly  the 
importance  of  the  work  of  this  Commission,  because  one  of  the 
preventable  causes  of  poverty  is  sickness  and  accident  combined, 
and  in  working  with  the  destitute  families  of  the  city  we  find 
that  sickness  appears  in  pretty  nearly  half  of  the  families  we  have 
to  do  with.  That  is  not,  however,  all  industrial  sickness,  or  sick- 
ness that  has  to  do  with  the  occupation  of  the  person.  A  number 
of  our  families,  between  one-third  and  one-fourth,  are  widows,  and 
we  know  from  investigating  the  causes  of  the  deaths  of  the  hus- 
bands, that  a  large  percentage  might  not  be  widows  if  the  health 
and  life  of  the  employees  were  better  safeguarded,  and  probably 
there  would  be  about  three  thousand  orphans,  children  of  those 
widows  —  I  don't  mean  that  they  could  all  be  saved. 

Q.  How  many  ?  A.  I  don't  think  I  dare  give  a  figure  without 
making  a  calculation. 
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Q.  You  are  satisfied  from  your  investigation  and  reports  made 
to  you,  that  a  considerable  percentage  of  those  widows  would  not 
be  widows  if  industrial  conditions  were  better  ?    A.  Decidedly,  yes. 

Q.  A  considerable  percentage  of  those  3,000  orphans,  would  not 
be  orphans  if  conditions  under  which  their  parents  worked  had 
been  improved?    A.  Yes. 

Q.  Of  course,  if  that  were  so,  these  people  would  not  be  com- 
pelled to  ask  for  aid  in  your  society?  A.  No;  I  think  that  sick- 
ness has  a  great  deal  to  do  with  the  destitution  of  the  families  of 
the  city.  In  the  tabulation  of  the  sickness  of  the  2,500  families 
we  had  last  year,  the  greatest  number  were  afflicted  with  tubercu- 
losis. That  stands  highest.  Then  comes  various  injuries,  not 
always  industrial  injuries,  because  they  include  railroad  accidents 
and  street  accidents  of  all  kinds,  breakage  of  arms  and  legs  and 
ankles  and  wrists,  any  and  everything  you  can  think  of  — but  they 
come  next  after  tuberculosis.  Then  after  that  the  largest  percentage 
is  rheumatism  which  occurs  among  laborers  of  all  kinds,  princi- 
pally laborers  who  are  exposed  to  the  weather.  Of  course,  those 
are  not  factory  laborers. 

Q.  Those  who  work  in  the  packing  company  where  they  have  to 
stand  in  water  get  rheumatism,  don't  they  ?  A.  Yes,  they  do,  and 
we  have  had  rheumatism  from  men  who  work  in  mines,  and  men 
whose  working  conditions  seem  to  be  directly  responsible  for  that. 

Q.  You  think  the  luncheon  hour  for  women,  children  and  men 
should  be  at  least  an  hour?    A.  Decidedly. 

Q.  Should  be  made  compulsory  ?    A.  Yes,  sir. 

Q.  Would  you  be  in  favor  of  compelling  all  factories  to  be 
licensed  ?  A.  I  would  be  in  favor  of  registration  of  all  factories 
and  licensing,  if  it  could  be  enforced.  I  think  that  better  super- 
vision and  inspection  of  factories  is  absolutely  essential,  and  if 
that  could  be  brought  about  by  a  license  method,  I  think  it  would 
be  very  advisable. 

Q.  How  about  medical  examination  of  employees,  especially 
in  factories  where  food  products  are  produced?  A.  Very  im- 
portant, I  should  think. 

Q.  You  would  recommed  it  ?    A.  I  would  recommend  it. 

Q.  What  other  matters  would  you  like  to  address  the  Com- 
mission about,  and  what  suggestions  have  you  to  make  toward 
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remedial  legislation?  A.  I  don't  think  I  have  any  suggestion 
other  than  those  that  have  been  given  —  the  registration  and  super* 
vision,  especially  in  all  of  those  occupations  that  are  dangerous 
to  health  in  any  way. 

Mr.  Elkus  :  We  are  very  much  obliged  to  you. 


Petee  G.  Schwartz,  called  as  a  witness,  and  being  duly 
sworn,  testified  as  follows : 

By  Mr.  Elkus: 

Q.  Will  you  give  us  your  name  ?    A.  Peter  Ot.  Schwartz. 
Q.  What  association  or  society  are  you  connected  with?     A. 
Moulders'. 

Q.  What  is  the  name  of  it  ?    A.  International  Moulders'  Union. 

Q.  Of  Buffalo  ?    A.  Of  Buffalo. 

Q.  How  many  members  are  there  of  that  union?  A.  Aboui 
eight  hundred  in  the  city. 

Q.  Is  that  only  men,  or  women?    A.  Men  only. 

Q.  Now,  Mr.  Schwartz,  are  you  familiar  with  the  conditions 
under  which  women  are  employed  in  foundries?  A.  From  per- 
sonal observation,  I  have  not  been  able  to  make  any  investigation, 
because  I  have  not  been  able  to  get  into  foundries  in  which  they 
are  employed. 

Q.  Tell  us  what  you  have  learned  as  to  the  employment  of 
women  in  foundries.  What  do  they  do  and  how  are  they  em- 
ployed? A.  The  women  in  the  core  room,  as  far  as  I  can  find, 
are  served  no  better  than  the  men.  The  conditions  tmder  which 
they  work  are  not  any  better  than  the  men,  and  in  some  instances 
are  worse.  They  are  working  in  core  rooms  all  by  themselves. 
They  have  the  smoke  and  gas  coming  around  there  that  is  very 
weakening  at  times.  When  the  cores  begin  to  dry  and  begin  to 
bum,  then  is  the  time  when  the  gases  and  smoke  begin  to  come 
through  the  ovens.  The  toilets  they  use  are  in  a  very  filthy 
condition. 

Q.  Men  and  women  use  the  same  toilets  ?  A.  I  could  not  say ; 
I  know  the  toilets  the  women  use  are  very  filthy  in  some  instances. 
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The  general  conditions  surrounding  the  women  corcmakers  are 
not  what  the  men  would  like  to  have.  They  are  making  cores 
that  are  too  heavy  for  them  to  carry,  and  such  other  conditions 
39  make  it  imdesirable  for  them  to  work. 

Q.  What  are  the  moral  conditions  there?  A.  As  to  that,  1 
could  not  say. 

Q.  Of  course,  we  can  draw  our  inferences?    A.  Yes. 

Q.  Have  you  described  fully  the  conditions  as  you  have  learned 
them,  of  the  women  working  in  these  foundries?  A.  As  near 
as  I  can  get  from  the  men.  I  have  never  been  able  to  go  there 
and  observe  that  myself,  otherwise  I  would  be  able  to  talk  more 
intelligently. 

Q.  What  suggestions  have  you  to  make  with  reference  to  that  ? 
A.  The  suggestion  I  would  make,  is  to  make  the  foundries  sani- 
tary, and  give  them  equal  pay  with  men.  They  are  doing  men's 
work,  and  should  receive  equal  pay. 

Q.  You  mean  to  say,  these  buildings  are  not  inspected  properly, 
so  they  are  not  sanitary  ?    A.  They  are  not  sanitary. 

Q.  They  are  dirty,  filthy  and  uncleanly  ?  A.  Dirty,  filthy  and 
uncleanly  all  the  way  through. 

Q.  Would  you  be  in  favor  of  constituting  an  authority  in  a 
State  Board  or  a  local  Board?  A.  I  would  rather  see  it  in  a 
local  Board. 

Q.  Suppose  the  State  Department  had  a  local  bureau  here,  with 
authority  in  the  local  bureau  to  act,  would  that  be  satisfactory  ! 
A.  That  would  be  satisfactory,  yes,  sir. 

Q.  Under  the  law  passed  by  the  Legislature,  there  is  to  be  a 
Department  or  branch  of  the  State  Board  here.  If  that  was  car- 
ried out,  and  there  was  such  a  branch  here,  that  would  be  sufficient 
in  your  opinion  ?    A.  Yes ;  that  would  be  sufficient  in  that  respect. 

Q.  Have  you  anything  else  to  suggest  to  the  Commission  ?  A. 
I  want  to  speak  of  the  general  condition  in  the  foundry,  existing 
not  only  here,  but  throughout  the  entire  section,  in  regard  to  the 
draughts  coming  in  the  foundry.  The  moulder  is  naturally  work- 
ing very  hard  and  perspiring  a  great  deal ;  a  big  door  opens  and 
closes  and  draughts  come  in  there  continually  by  which  the  men 
take  cold  aad  sometimes  have  to  lay  off,  and  tihere  is  no  proper 
ventilation  in  foundries. 
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Q.  You  mean  in  all  foundries !    A.  'So^  in  most  of  them. 

Q.  Proper  ventilation  can  be  had?  A.  In  some  of  the  foun- 
dries,  in  others  there  is  not. 

Q.  Too  old?  A.  No,  too  low.  They  ought  to  be  either  raised 
up  or  rebuilt;  there  are  steam  and  gases  and  so  forth  that  generate 
in  foundries  that  are  not  taken  off,  and  it  makes  it  bad  for  the  men 
to  work  there  around  in  the  evening  when  the  steam  and  smoke 
arises,  when  they  are  casting  and  they  can't  see  the  way  to  do 
their  work.  They  are  not  properly  heated  or  properly  ventilated 
in  any  way,  shape  or  manner.  Some  of  the  foundries  we  have 
here,  of  course,  are  pretty  well  ventilated  and  heated.  The  water 
closets  and  washroom  and  so  forth,  are  not  kept  up  in  a  great 
many  of  the  foundries. 

Q.  You  find  the  most  of  them  filthy  ?  A.  As  a  rule,  they  are 
not  properly  taken  care  of  at  all. 

Q.  Not  taken  care  of  at  all  ?    A.  Once  a  week. 

Q.  Once  a  week  instead  of  every  day!    A.  Yes. 

Q.  They  are  dirty  and  not  fiushed  ?    A.  Yes* 

Q.  And  a  menace  to  health}  A.  They  certainly  are.  All  of 
these  things  come  from  lack  of  sufficient  inspection  and  power  to 
enforce  the  laws  we  have  on  the  statute  books  to-day. 

Q.  There  is  plenty  of  law  about  making  them  cleanly  and  there 
is  too  much  duplication  of  authority  of  inspection?  A.  Yes; 
now  we  have  an  open  stove  or  salamander ;  it  is  put  in  the  foundry 
and  left  open  and  this  causes  gases  and  fumes  to  come  from  that 
stove. 

Q.  Now,  a  salamander  is  nothing  more  than  a  big  iron  or  metal 
barrel?    A.  Open. 

Q.  Open  at  the  top  where  they  put  a  lot  of  coal  or  coke  and 
light  it  ?    A.  And  light  it. 

Q.  And  all  the  fumes  come  right  out  in  the  room  ?  A.  All  the 
fumes  come  right  out  in  the  room. 

Q.  No  chimney  ?    A.  Or  stack  to  it. 

Q.  The  idea  of  a  salamander  was,  it  should  be  put  in  a  building 
in  the  course  of  construction  which  was  open  to  the  air  and  which 
is  simply  a  temporary  means  of  heating  for  a  few  days  or  a  few 
hours,  and  in  the  foundries  they  keep  them  there  permanently  as 
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the  only  means  of  heating?  A.  The  only  means  of  heating  in 
some  of  thenu 

Q.  Those  ought  to  be  prohibited  ?  A.  Those  ought  to  be  pro- 
hibited ;  they  make  so  much  gas  that  men  come  out  at  night  and 
have  to  vomit  when  they  get  out  in  the  air.  One  of  the  things 
we  would  like  to  have  and  that  is  more  frequent  inspection  in  the 
foundries^  and  have  some  one  not  only  in  the  foundries  alone, 
but  to  have  someone  who  inspects  a  certain  industry,  a  man  of 
that  craft. 

Q.  How  often  do  you  think  inspection  should  be  had?  A.  At 
least  once  in  three  months. 

Q.  How  often  are  they  inspected  now  ?  A.  About  once  a  year ; 
hardly  that. 

Q.  Do  you  favor  a  licensing  of  foundries;  of  all  factories 
rather  ?    A.  I^o,  I  don't  know  as  I  would. 

Q.  Would  you  favor  registration?  A.  I  would  favor  registra- 
tion. 

Q.  That  is,  compulsory  registration?    A.  Yes. 

Q.  Now,  is  there  anything  further,  Mr.  Schwartz?  A.  There 
is  nothing  further  that  I  can  think  of  just  now. 

Q.  Have  you  any  further  suggestions  or  recommendations  to 
the  Commission  ?  A.  No,  I  believe  I  have  given  you  all  in  r^ard 
to  the  whole  subject  of  inspection  for  all  foundries,  so  they  will 
take  care  of  cranes,  ladles  and  so  forth. 

Mr.  Elkus  :  We  are  very  much  obliged  to  you,  Mr.  Schwartz, 
and  I  want  to  say  that  we  appreciate  the  attendance  of  so  many 
labor  representatives,  and  their  cordial  assistance  to  the 
Commission. 

By  Commissioner  Phillips  : 

Q.  Mr.  Sch'wartz,  you  stated  that  in  some  foundries  they  do 
not  experience  draught  when  doors  are  open.  How  arf  they  con- 
structed?   A.  There  is  a  shed  built  aroimd  the  door. 

Q.  Like  a  vestibule?  A.  Like  a  vestibule,  so  the  draught  don't 
come  in  direct;  some  on  the  outside  and  some  on  the  inside. 

Q.  That  doesn't  prevent  them  carrying  in  anything  back  and 
forth?  A.  No.  They  can  bring  it  in  one  door  and  go  right 
through ;  it  prevents  the  draught. 
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Q.  In  that  way,  when  the  door  is  closed  the  draught  does  not 
go  through?    A.  "So. 

Mr.  Elkus  :  Is  there  anything  further  that  you  wish  to  state  ? 
A.  No. 

The  Vice-Chairman  :  The  Commission  stands  in  adjournment 
until  eight  o'clock  to-night  at  Boom  22,  second  floor. 


Buffalo,  N.  Y. 

EVENING  SESSION. 

The  Commission  met  pursuant  to  adjournment,  eight 
o'^clock  p.  M. 

Present: 

Same  as  before. 

John  C.  Daly,  called  as  a  witness,  and  being  duly  sworn, 
testified  as  follows : 

By  Mr.  Elkus: 

Q.  What  is  your  full  name,  Mr.  Daly,  and  your  residence  ?  A. 
John  C.  Daly,  21  GifFord  street,  Syracuse,  New  York 

Q.  What  is  your  business!  A.  I  am  a  member  of  Typo- 
graphical Union,  and  now  representing  the  International  Typo- 
graphical Union. 

Q.  What  oflSce  do  you  hold  in  the  union  ?  A.  I  am  now  repre- 
senting the  International  Typographical  Union  as  an  organizer 
or  representative. 

Q.  How  many  members  has  the  union  in  the  city  of  Buffalo  i 
A.  I  believe  they  have  at  the  present  time  about  470. 

Q.  Mr.  Daly,  are  you  familiar  with  the  printing  shops  ana 
other  places  where  the  members  of  your  union  are  employed  f  Are 
there  any  non-union  shops?    A.  In  Buffalo! 

Q.  Yes.  A.  Yes,  there  are,  I  cannot  tell  you  just  how  many, 
because  I  have  not  been  in  Buffalo  very  long.    I  have  been  here 
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about  two  months  and  a  half,  because  I  shift  from  time  to  time 
between  Buffalo,  Rochester  and  the  surrounding  towns. 

Q.  Are  you  familiar  with  the  conditions  which  obtain  in 
Buffalo  and  Rochester  —  do  you  go  as  far  as  Syracuse,  too? 
A.  Yes,  that  is  my  home. 

Q.  Buffalo,  Rochester  and  Syracuse  ?  A.  I  do  not  do  any  or- 
ganizing in  Syracuse,  but  that  is  my  home. 

Q.  Buffalo,  Syracuse  and  where  else  ?  A.  Lyons,  Newark,  New 
York  and  Watertown. 

Q.  We  will  confine  ourselves  to  Rochester  and  Buffalo.  Will 
you  tell  us  the  conditions  under  which  the  men  work  in  those 
two  cities  in  your  trade  ?    A.  Conditions  in  what  way  ? 

Q.  Is  there  anything  that  you  desire  to  call  the  attention  of 
the  Commission  to  either  in  your  union  shops  or  non-union  shops  i 
A.  Well,  so  far  as  the  shops  are  concerned  in  this  city,  I  do  not 
know  very  much  about  that.  I  have  been  in  moat  all^  perhaps, 
of  the  new  special  offices,  but  as  far  as  the  condition  of  the  job 
offices  are  concerned,  I  know  practically  nothing  about  them,  be- 
cause I  have  not  visited  them  with  the  exception  of  the  newspaper 
offices,  and  the  Catholic  Union  and  Times.  The  eruditions  in 
some  of  them,  of  course,  might  be  remedied  a  little,  might  be 
made  a  little  bit  better  than  they  are  —  one  shop  in  particular 
that  I  do  not  care  to  say  anything  about  in  public 

Q.  Without  telling  us  the  name  of  the  shop  descrioe  the  con- 
ditions which  you  think  ought  to  be  improved.  A.  Well,  I  should 
imagine  that  the  toilets,  for  one  thing,  are  in  a  deplorable  condition 
in  the  particular  shop  I  have  reference  to.  I  am  very  much 
surprised  that  the  men  who  are  working  in  that  shop  have  not 
called  the  matter  to  the  attention  of  the  health  authorities  long 
before;  and  in  some  of  the  other  offices,  of  course,  I  hear  more 
or  less  grumbling  as  to  conditions  that  might  be  avoided,  sanitary 
conditions.  But  in  this  particular  shop  the  condition  ought  to 
be  changed.  I  would  hesitate  to  state  where  it  is  in  public,  but  I 
am  willing  to  state  it  privately. 

Q.  You  would  give  that  to  the  Commission  privately  ?    A.  Yes 
Q.  Now,  are  there  any  suggestions  or  recommendations,  Mr. 
Daly,  that  you  would  care  to  make  to  the  Commission,  with  refer- 
ence to  remedial  legislation?    A.  No,  I  do  not  know  that  there 
is  at  present. 
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Q.  Are  you  in  favor  of  registering  or  the  licensing  of  every 
manufacturing  establishment?  A.  Well,  I  have  not  given  that 
matter  any  considerable  attention.  I  do  not  know  that  I  would 
care  to  answer  it  offhand. 

Q.  Are  there  any  matters  as  to  which  you  would  like  to  address 
yourself  to  the  Commission,  any  information  about  your  trade? 
A.  You  have  simply  taken  the  conditions  as  they  are  in  Buffalo, 
but  you  have  not  touched  on  the  Hochester  situation  at  all  as  far 
as  the  printing  offices  are  concerned. 

Q.  How  about  Eochester?  A.  Some  of  the  newspaper  offices 
there  have  been  sadly  in  need  of  ventilation  and  sanitary  condi- 
tions.   Those  offices  should  be  looked  after. 

Q.  Would  you  like  to  name  which  ones  ?  A.  I  will  give  that 
to  the  Commission  privately. 

Q.  You  will  give  me  that  information  privately.  Now,  will 
you  describe  the  condition  that  ought  to  be  improved  in  Rochester, 
without  naming  the  places?  A.  Yes.  The  toilets,  for  instance, 
need  more  ventilation.  The  conditions  are  crowded.  There  is 
not  enough  room  for  a  number  of  men  who  are  working  in  the 
places  to  get  around;  the  air  is  bad. 

And  there  is  more  or  less  complaint,  but,  as  we  find  in  most 
every  printing  office,  no  man  wants  to  be  the  man  to  go  to  the 
proprietor  and  tell  him  about  the  conditions,  because  he  feels 
he  might  be  made  a  marked  man  and  discharged. 

Q.  He  feels  he  might  be  made  the  goat  ?  A.  That  ?8  the  idea 
exactly. 

Q.  But  you  say  that  there  are  conditions  there  which  require 
improvement  ?    A.  Yes,  indeed. 

Q.  Well,  outside  of  the  newspapers,  the  offices  which  you  have 
not  named,  are  there  any  other  places  there,  of  which  you  have 
knowledge,  which  require  improvement  ?  A.  Well,  I  would  have 
to  think  that  over  a  little.  I  do  not  know;  that  would  depend 
on  what  kind  of  change  would  be  proper.  I  did  not  know  I  wae 
going  to  be  called  here  to  testify  or  I  would  have  been  primed. 

Q.  Yes,  Mr.  Daly,  that  is  our  thought.  Are  you  going  to  be 
in  Rochester  to-morrow?  A.  No,  I  will  not  be  in  Rochester  for 
a  week  anyway. 

Q.  Are  you  going  to  be  in  Troy  on  Saturday  ?    A.  No. 


William  P.  Kilcawley.  879 

Q.  Do  do  not  go  down  as  far  as  that  ?  A.  I  do  not  go  down  aj 
far  as  that,  I  can  go  as  far  as  Watertown.  You  see,  I  make  a 
jump  from  Rochester  to  Watertown,  and  I  am  only  there 
for  perhaps  one  day  or  so. 

Q.  I  tell  you  what  you  might  do,  Mr.  Daly.  If  you  think  of 
any  suggestions,  after  thinking  the  matter  over,  to  make  to  the 
Commission,  or  any  facts  you  wish  to  lay  before  it,  if  you  will 
put  them  in  writing,  we  will  incorporate  it  in  your  testimony. 
A.  All  right,  sir. 

Q.  And  if  you  do  not  wish  the  names  made  public,  we  will,  of 
course,  respect  your  injunction.  A.  Well,  a  little  later  on  I  would 
not  be  a  bit  backwards  about  having  them  become  puiblic,  but  just 
at  the  present  time,  negotiations  and  so  forth 

Q.  I  understand.  Well,  now,  can  you  let  me  have  any  informa- 
tion before  the  15th  of  December?    A.  Yes. 

Q.  If  you  will  send  it  to  me  at  my  office,  170  Broadway,  New 
York  city.  Just  put  it  in  any  form  you  like,  just  a  letter,  and 
I  will  see  that  it  is  incorporated  in  your  testimony. 

By  Commissionf»r  Dbeiee: 

Q.  What  about  fire  dangers?  Can  you  tell  us  anything  about 
that  ?  A.  Well,  no.  I  would  have  to  Ipok  up  that.  I  can  also 
let  the  Commission  have  that  later  on.  As  I  say,  had  I  known 
I  was  to  appear  before  the  Commission,  I  would  have  been  pre- 
pared with  all  this  evidence  and  testimony. 

Mr.  Elkus  :  We  are  very  much  obliged  to  you,  Mr.  Daly. 

William  P.  Kilcawley,  called  as  a  witness,  and  being  duly 
sworn,  testified  as  follows: 

By  Mr.  Elkus: 

Q.  Mr.  Kilcawley,  what  is  your  full  name,  and  your  residence  ? 
A.  William  P.  Kilcawley,  286  Carolina  street 

Q.  What  is  your  business  ?    A.  Printer. 

Q.  How  long  have  you  been  a  printer  ?    A.  Over  thirty  years. 

Q.  And  are  you  a  member,  or  do  you  hold  any  office  with  the 
unions  ?    A.  As  auditor  only 
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Q.  Auditor?    A.  Yes. 

Q.  How  long  have  you  been  an  auditor  of  the  union  ?  A.  Oh, 
off  and  on  for  about  ten  years. 

Q.  Mr.  Kilcawley,  your  union  only  applies  to  Ihe  city  of 
Buffalo,  or  elsewhere  ?    A.  City  of  Buffalo. 

Q.  And  how  many  members  are  there  of  your  union  ?  A.  About 
470  or  475. 

Q.  And  that  is  the  same  union  to  which  Mr.  Daly  referred? 
A.  Yes. 

Q.  Have  you  made  any  inspections  of  offices  and  factories  where 
your  members  are  employed  in  this  city?  A.  !No,  not  in 
particular. 

Q.  Can  you  enlighten  the  Commission  as  to  the  conditions  under 
which  the  members  of  your  union  or  non-members  of  your  union 
work,  who  are  in  the  same  trade?  A.  Well,  only  in  the  union 
shops;  the  conditions  are  very  fair  in  Buffalo,  but  so  far  as  the 
non-union  shops  are  concerned,  I  am  not  in  a  position  to  say, 
although  I  have  heard  they  are  not. 

Q.  What  is  your  information  with  reference  to  non-nuion  shops  I 
A.  That  some  of  them  needed  a  great  deal  of  attention  so  far  as 
the  sanitary  end  of  it  was  concerned. 

Q.  Can  you  give  us  any  details?  A.  No,  I  cannot  go  into 
details. 

Q.  You  have  been  informed  that  the  sanitary  conditions  were 
not  good?    A.  Were  not  good. 

Q.  How  many  non-union  shops  are  there?  A.  Oh,  there  are, 
perhaps,  in  the  neighborhood  of  fifteen  or  twenty,  maybe  more, 
that  is  counting  the  little  small  shops  —  one-man  shops. 

Q.  Now,  are  there  any  conditions  in  shops  of  which  you  have 
knowledge,  which  you  desire  to  lay  before  the  Commission  which 
require  any  remedy  ?    A.  No,  not  any. 

Q.  Have  you  any  suggestions  or  recommendations  to  make  to 
the  Commission  ?  A.  No,  I  do  not  know  of  any  suggestions  that 
I  could  make ;  I  do  not  know  what  the  recommendations  are,  be- 
cause, as  I  say,  in  the  shops  we  control  ourselves,  conditions  are 
fair,  very  fair. 

Q.  What  are  the  conditions  in  reference  to  fire,  for  fire  pre- 
vention and  safety  in  case  of  fire?     A.  I  think  they  are  good. 


William  P.  Kilcawlby.  881 

Q.  Well,  have  you  any  facts  or  information  or  anything  at  all 
you  wish  to  lay  before  the  Commission?  A,  I  do  not  know  of 
anything  unless  you  have  something  in  mind, 

Q.  Are  you  in  favor  or  registration  of  manufacturing  establish- 
ments with  some  —  either  State  or  City  Department  ?  A.  What 
would  be  the  purpose  ? 

Q.  So  that  the  Department  may  know  what  are  the  manufactur- 
ing establishments  and  where  they  are  located.  A.  I  think  it 
would  be  a  good  thing. 

Q.  Would  you  be  in  favor  of  there  being  a  license  before  they 
could  begin  business,  after  an  inspection  of  their  quarters  to  see 
whether  they  were  proper  ?  A.  Yes,  I  think  I  would  be  in  favor 
of  that. 

Q.  Do  you  think  you  would  be  in  favor  of  such  license  being 
renewed  at  the  end  of  every  stated  period  after  examination,  to  see 
whether  they  comply  with  the  lawf  A.  Let  me  ask  first  for 
information,  licensing  to  see  they  were  in  proper  shape,  sanitary 
or  otherwise? 

Q.  Sanitary  or  otherwise.    A.  Yes,  I  would  be. 

Q.  You  know  at  present,  neither  the  City  Department  nor  the 
State  Department  have  any  way  of  finding  out  where  a  manufac- 
turing establishment  is  located  except  as  they  happen  to  come 
across  it  or  it  is  reported  to  them  by  some  outsider  or  some  union. 
Now,  the  idea  of  my  question  is  to  find  out  whether  you  would  be 
in  favor  of  both  registration  and  licensing,  and  if  so,  how  it  could 
be  controlled  ?  A.  I  think  it  would  be  a  good  idea  for  registration 
and  licensing  both,  because,  as  you  say,  it  would  be  convenient 
for  the  factory  inspector  to  find  them  and  see  if  they  were  obeying 
the  factory  laws. 

Q.  Do  you  think  the  sanittiry  arrangements  and  the  inspection 
of  a  business  or  trade  such  as  you  are  connected  with,  should 
be  left  to  the  City  Department  entirely  or  to  the  State  Department 
of  Labor  ?    A.  I  would  prefer  the  State. 

Q.  And  would  you  give  the  State  sole  control  ?  You  see,  at  the 
present  time,  there  is  a  duplication  of  inspection,  duplication-  of 
control  over  many  industries,  and  in  order  to  do  away  with  this 
duplication,  the  Commission  is  defirirous  of  finding  out  whether 
It  is  preferable  to  give  it  to  the  State  entirely  or  give  it  to  the 


882  Minutes  of  Publio  Heabings. 

city.    A,  Well,  so  far  as  I  know,  the  State  has  handled  that  thing 
almost  entirely^  hasn't  it  ? 

Q.  Well,  is  there  anything  further,  Mr.  Kilcawhy,  that  you 
would  like  to  say  to  the  Commission  ?    A.  No,  there  is  not, 

Mr.  Elkus:  In  beihalf  of  the  Commission,  I  thank  you  very 
much.    . 

Eugene   A.    Chamberlain,    a   witness  duly  called,   being 
sworn,  testified  as  follows : 

Examined  by  Mr.  Elkus  : 

Q.  Mr.  Chamberlain,  what  is  you  business?  A.  Real  estate 
business. 

Q.  You  were  asked  to  come  before  the  Commission  in  reference 
to  some  appliance  that  you  have,  which  you  believe  will  be  a 
preventative  of  fire,  is  that  it  ?    A.  Yes,  sir. 

Q.  Just  state  it.  A.  It  is  a  patent  shut-off  gas  valve  in  case 
of  fire  in  large  buildings,  attached  to  the  main  service  pipe  from 
the  street  to  the  meter.  It  is  attached  to  the  meter  with,  a  rod 
or  a  wire  run  out  outside  of  the  building  where  the  firemen  can 
readily  get  at  it  with  a  key  to  pull  the  valve.  If  the  building  is 
afire  inside  that  shuts  off  the  gas  from  the  street  pipe,  from  the 
service  pipe  from  the  street.  This  has  been  adopted  in  the  western 
cities,  Kansas  City  and  Chicago. 

Q.  Does  it  work  automatically,  or  does  somebody  have  to  turn 
it  off  ?    A.  It  works  from  a  kev  from  the  outside. 

Q.  You  mean,  somebody  has  to  go  and  turn  it  ?  A.  Oh,  yes,  in 
case  the  building  is  on  fire. 

Q.  In  case  of  fire,  they  can  turn  off  the  gas  in  the  entire 
building  from  the  outside  by  the  use  of  this  appliance  ?  A.  Yes, 
heretofore  they  have  to  go  down  into  the  cellar  and  tura  it  off. 

Q.  Where  is  this  located,  on  the  sidewalk,  under  the  street,  or 
ivheret    A.  Eight  on  the  sidewalk,  outside  the  building. 

Q.  Is  there  anything  further  you  would  like  to  say  about  it, 
Mr.  Chamberlain  ?  A.  Nothing  more  than  to  bring  to  your  notice 
that  there  was  such  an  appliance  which  other  cities  are  adopting 
and  putting  out. 
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The  Vice-Chaibman  :  Have  you  got  it  there  with  ycu  t 
The  Witness  :  I  have  a  model  of  it. 

By  Mr.  Elkus: 

Q.  Suppose  you  show  the  Commission  the  model 

(The  witness  produces  model  of  appliance  testified  to,  for  the 
inspection  of  the  Commission.) 

Q.  I  want  to  ask  you  for  the  purposes  of  the  record,  Mr.  Cham- 
berlain, whether,  after  a  fire  takes  place  in  a  building,  there  is 
often  a  gas  explosion  because  the  gas  pipes  are  broken  —  which 
adds  to  the  fire  and  causes  loss  of  life  2    A.  That  is  right. 

Q.  Your  idea  is,  as  soon  as  a  fire  starts,  the  gas  can  be  turned 
off  from  outside  a  building  by  a  very  simple  device  —  that  you 
can  cut  off  the  gas  in  the  whole  building  ?  A.  Yes,  thn  first  thing 
the  firemen  do  is  to  go  and  shut  off  the  gas  from  the  oatside ;  they 
do  not  have  to  enter  the  building  at  all. 

Q.  Is  that  an  expensive  appliance  ?  A.  No,  sir,  they  are  very 
reasonable;  from  $17  to  $46. 

The  Vice-Chaibman  :  Is  there  any  other  one  besidts  this  one 
on  the  market! 

The  Witness  :  I  think  there  are  others,  yes.  Aside  from  lessen- 
ing the  danger  to  the  firemen  and  lives  in  this  building,  it  is  a 
protection  to  the  building  and  the  property  itself. 

Commissioner  Dbeieb  :  The  firemen  have  a  key  to  fit  it  ? 

The  Witness:  Yes,  the  Fire  Departments  wherever  :t  has  been 
adopted  are  greatly  in  favor  of  it. 

By  Mr.  Elkus: 

Q.  What  kind  of  a  key  have  you  got  to  have  to  close  it  ?  Is 
it  any  wrench,  or  does  it  require  a  peculiar  key  ?  A.  A  key  that 
fits  the  box,  a  special  key. 

Q.  You  say  it  has  been  passed  in  what  States !    A.  In  Illinois 

it  is  a  State  law. 
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Commissioner  Dbeieb  :  Does  the  law  apply  to  cities  of  the  first 
and  second  class,  or  throughout  the  entire  State  where  many 
people  are  congregated? 

The  Witness:  I  am  not  positive  just  how  the  law  reads;  I  have 
a  copy  of  it  though,  which  I  can  furnish  the  Commisflion. 

By  Mr.  Elkus: 

Q.  I  wish  you  would  send  me  a  copy  of  it  if  you  will,  Mr. 
Chamberlain.    A.  Yes. 

Commissioner  Dseieb  :  You  can  give  us  the  names  of  the  other 
cities  ? 

The  Witness:  Yes,  I  can  give  those  now.  Kansas  City, 
Chicago,  St.  Louis,  Cleveland,  Detroit  and  Cincinnati  have 
adopted  it  now. 

Mr.  Elkus:  Anything  further  from  the  Commission?  Thank 
you  very  much,  Mr.  Chamberlain. 

Mr.  Chairman,  we  have  had  a  long  day's  session,  and  we  expect 
to  have  a  long  session  in  Bochester  to-morrow.  The  only  witness 
to  be  heard  now  is  Dr.  Carr,  and  while  we  would  like  to  hear 
Wm  very  much,  as  he  is  a  very  well  known  expert  and  has  given 
much  time  and  made  a  great  study  of  these  subjects,  I  suggest, 
as  he  is  not  hero,  that  we  take  a  recess  now  until  to-morrow  morn- 
ing, and  meet  in  Rochester  at  ten  o'clock  to-morrow  morning. 

The  ViCE-Cii AIRMAN :  The  Committee  will  stand  in  recess  until 
to-morrow  morning  at  ten  o'clock  in  the  city  of  Rochester. 

(Shortly  after  adjournment,  Mr.  Alexander  Ot.  McEenzie  ap- 
pears, and  it  being  deemed  important  to  take  his  deposition  at 
this  time,  the  Vice-Chairman  re-convened  the  Commission, 
^t  8:45.) 
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Au:xANDEB  G.  McKenzie,  a  witness  called^  and  duly  sworn, 
testified  as  follows: 

Examined  by  Mr.  Elkus  : 

Q.  What  is  your  full  name,  Mr.  McKenzie?  A.  Alexander 
G.  McEenzie.  I  wish  to  state  that  any  remarks  I  moke  will  be 
unofficial,  however. 

Q.  What  is  your  full  name  ?    A.  Alexander  G.  McEenzie. 

Q.  What  is  your  business?    A.  Factory  inspector. 

Q.  And  how  long  have  you  been  a  factoiy  inspector?  A.  I  have 
been  a  factory  inspector  only  about  a  year,  been  in  the  Department 
about  three  years. 

Q.  And  before  you  were  factory  inspector  what  were  you  ?  A. 
A  mercantile  inspector. 

Q.  Now,  Mr.  McEenzie,  the  Department  you  refer  to  is  the 
Department  of  Labor  of  the  State  of  New  York?     A.  Yes,  sir. 

Q.  And  have  you  been  assigned  since  you  have  been  a  factory 
inspector,  to  the  city  of  Buffalo  ?    A.  Yes,  sir. 

Q.  This  city  alone,  or  any  other  ?  A.  No,  in  the  distiict  known 
('S  the  Western  District,  which  takes  in  four  counties. 

Q.  The  four  counties,  their  names  please  ?  A.  County  of  Erie, 
Niagara,  Orleans  and  Genessee  County. 

Q.  What  cities  are  in  those  counties  besides  Buffalo  ?  A.  Lock- 
port,  Buffalo  and  Niagara  Falls. 

Q.  The  principal  factory  district  is  in  Buffalo?    A.  Yes,  sir. 

Q.  Blow  many  other  factory  inspectors  are  there  in  the  city  of 
Buffalo  ?     A.  Only  one  here  permanently. 

Q.  Who  is  that?     A.  Mr.  Wilson. 

Q.  He  is  in  the  city  of  Buffalo  alone  ?  A.  No,  the  two  of  us 
are  in  this  District,  four  counties. 

Q.  What  is  Mr.  Wilson's  full  n-ame?  A.  Mr.  Sidney  T. 
Wilson. 

Q.  What  is  his  address?    A.  I  think  it  is  117  North  Ashland 

avenue. 

Q.  Now,  Mr.  McKenzie,  what  is  your  system  as  to  inspecting 
factory  buildings  in  the  city  of  Buffalo?  What  system  do  you 
follow  in  inspecting  them  ?  A.  Well,  when  I  go  to  a  factory,  I 
usually  go  to  the  boss. 
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Q.  But  before  you  go  to  the  factory,  how  do  you  find  out  there 
is  a  factory  ?  A.  We  work  from  a  card  file  on  which  are  contained 
about  all  of  the  factories  in  our  district  we  know  anything  of; 
all  the  factories  are  on  those  cards. 

Q.  Who  furnishes  you  with  this  card?  A.  Mr.  Wilson  keeps 
the  card  file  at  his  home. 

Q.  Where  does  he  get  it  t    A.  It  is  furnished  by  tke  Stata 

Q.  And  how  often  do  you  inspect  factories,  and  under  what 
arrangements  between  you  and  Mr.  Wilson  do  you  inspect  them ) 
A.  Well,  we  take  the  cards^  and  we  go  to  a  certain  village  or  a 
city  and  work  from  our  card,  covering  as  many  factories  each 
day  as  possible,  according  to  the  size  of  the  work  to  be  .^one  there 

Q.  Do  you  go  together  ?    A.  Oh,  no. 

Q.  Now,  you  have  a  card  file  do  you  ?    A.  Yes. 

Q.  Which  Mr.  Wilson  keeps  ?    A.  Yes. 

Q.  And  what  factories  does  Mr.  Wilson  examine  and  what 
factories  do  you  examine?  A.  Well,  there  is  no  de«'*i8ion  about 
that,  except  that  we  try  to  break  up  the  work,  that  is,  I  will  take 
a  certain  district  one  year  and  he  takes  it  the  next  year,  so  that 
the  same  inspector  will  not  be  following. 

Q.  Do  you  inspect  each  factory  once  a  year  ?  A.  We  attempt 
to  inspect  them. 

Q.  You  don't  get  around  to  each  one  as  often  as  once  a  year, 
because  you  are  not  able  to?  A.  We  have  not  got  the  help;  we 
cannot  cover  the  ground  and  go  into  detail. 

Q.  Do  you  have  to  make  up  your  own  reports?    A.  Yes,  sir. 

Q.  So  that  after  you  do  your  inspecting  you  have  to  write  your 
report  ?    You  have  no  clerical  help  ?    A.  No,  sir. 

Q.  Do  you  then  take  these  cards  at  random,  or  do  you  arrange 
them  in  some  order  ?  A.  We  will  hove  the  cards  fronr  the  central 
city  or  town,  and  we  will  work  in  the  factories  around  in  that 
district  so  that  we  won't  spend  any  more  time  than  we  have  to, 
traveling  from  one  factory  to  another. 

Q.  What  do  you  do  when  you  go  to  a  factory!  A.  Well,  my 
system  of  making  an  inspection  is  to  go  to  the  office;  I  get  some* 
body  who  is  in  charge  of  the  factory.  When  I  go  there  I  ask  for 
the  firm. 

Q.  Do  you  notify  them  in  advance  of  your  coming?  A.  No, 
sir,  never. 
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Q.  It  has  been  testified  here  that  the  factory  owners  knew  in 
advance  when  the  building  was  going  to  be  inspected  by  the  factory 
inspector.    A.  Yes,  sir. 

Q.  How  do  you  account  for  that  ?  A.  I  cannot  account  for  it ; 
I  donH  know  anything  about  it.  That  is  all  I  can  say.  I  don't 
know  anything  about  it. 

Q.  I  am  only  telling  ^ou  that  it  has  been  testified  to  here.  A. 
Yes. 

Q.  But  they  do  not  get  any  notice  from  you  that  you  are  coming, 
in  advance?    A.  They  certainly  do  not. 

Q.  Then  you  go  to  see  the  owner  first  ?  A.  I  got  ho^d  of  some- 
body there  to  assume  charge  of  the  factory. 

Q.  Somebody  in  the  office?     A.  Yes. 

Q.  And  then  what  do  you  do  with  him  ?  A.  I  get  him  to  as- 
sume the  position  that  he  is  in  charge  of  the  factory.  I  say  to 
him,  "  You  are  in  charge  of  the  factory,"  and  secure  the  statistic3 
in  the  way  of  the  number  of  employees,  record  of  accidents,  num* 
ber  of  children  employed,  number  of  minors  employed,  and 
whether  it  is  incorporated  or  not;  whether  it  is  a  copartneiship  or 
whether  it  is  a  corporation.  I  tell  him  I  would  like  to  so  through 
the  factory.  He  usually  goes  with  me  or  turns  me  over  to  the 
foreman  or  some  man  that  will  assume  charge  of  a  certain  depart- 
ment. I  go  through  the  factory  and  look  over  the  conditions  taken 
care  of  by  the  factory  laws,  such  as  guarding  machinery^  guard- 
ing elevators. 

Q.  Do  you  examine  at  all  with  reference  to  safety  in  case  of 
fire  ?     A.  Yes,  sir. 

Q.  You  look  over  the  fire-escape?  A.  Yes,  sir,  tbe  arrange- 
ment of  the  stairs  and  so  forth.     Exits. 

Q.  Now,  did  you  ever  first  inspect  the  building  before  you  saw 
the  owner  or  the  proprietor  or  the  man  that  is  in  charge?     A. 

Sometimes. 

Q.  How  long  does  it  take  you  to  get  the  statistical  informa- 
tion from  him  ?  A.  Well,  it  depends  somewhat  on  the  factory ;  T 
wait  anywhere  from  ten  or  fifteen  or  twenty  minutes  to  see  the 
man  who  will  assume  charge  of  the  factory.     That  will  all  depend. 

Q.  And  then  it  sometimes  takes  you  half  an  hour  to  get  th3 
statistical  information  ?     A.  Yes,  sir. 
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Q.  And  then  you  walk  through  the  factory  with  the  man  him- 
self, or  somebody  he  deputes  to  go  with  you  ?     A.  Yes. 

Q.  Don't  you  think  you  would  get  better  results  if  you  went 
through  the  factory  unknown  to  the  owner!  A.  Under  certain 
conditions  I  might. 

Q.  What  conditions  ?  A.  Sometimes  it  is  advisable  to  have  a 
man  in  charge  of  the  factory  with  you  in  case  there  is  a  violation ; 
it  makes  a  stronger  case,  because  the  violation  is  brought  before 
him  personally. 

Q.  Is  that  the  only  case  you  refer  to  where  it  would  be  better 
to  have  him  with  you  ?  A.  No.  In  the  way  of  guarding  of  ma- 
chinery, placing  fire-escapes,  guarding  of  elevators,  safety  appli- 
ances on  elevators,  which  can  be  much  better  explained  if  the  man 
is  right  with  you,  and  saves  you  the  trouble  of  writing  from 
Albany  from  the  head  office,  changing  these  conditions. 

Q.  That  is  to  say,  it  is  better  to  have  the  man  witi  yon  after 
you  discover  certain  violations  of  the  law  or  certain  things  that 
ought  to  be  improved  ?  A.  That  is  my  purpose  in  tryii-g  to  have 
him  with  me. 

Q.  But,  as  far  as  cleanliness  is  concerned,  would  It  not  be  fa  * 
better  for  you  to  go  alone  and  find  these  things  out  for  yourself  ? 
A.  No,  I  want  to  show  them  to  him. 

Q.  Isn't  it  time  enough  after  you  find  the  condition  lo  take  the 
man  up  and  show  it  to  him  ?     A.  Yes,  but  it  takes  more  time. 

Q.  You  think  it  takes  more  time  ?     A.  Yes. 

Q.  Haven't  you  ever  known  it  to  be  a  fact,  while  yo-i  were  de- 
sirous of  talking  to  the  man  and  getting  this  statistical  information, 
that  the  place  was  cleaned  up  ?  A.  It  may  have  been,  I  am  not  in 
a  position  to  say. 

Q.  Well,  that  would  all  have  been  avoided  if  you  had  gone 
through  the  factory  first  ?     A.  I  told  you  I  had,  in  some  cases. 

Q.  Now,  how  long  would  it  take  you  to  go  through  a  six-story 
building  used  for  factory  purposes?  A.  It  all  depends  on  the 
number  of  violations  I  found  there. 

Q.  Did  you  ever  inspect  tht  Buffalo  Forge  Works,  490  Broad- 
way, this  city  ?    A.  Yes. 

Q.  When  ?  A.  I  think  it  was  some  time  this  spring,  I  cannot 
tell  you  exactly  without  referring  to  my  record. 
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Q.  Did  you  find  it  absolutely  safe  for  employees  in  case  of  fire  ? 
A.  'Noy  I  do  not  think  any  factory  building  is  absolutely  safe. 

Q.  Well,  I  will  put  it  this  way  —  did  you  report  any  violations 
against  it,  any  violations  of  law  through  the  department  ?  A.  Ip 
reference  to  what  t 

Q.  Anything  in  that  building  ?     A  Yes. 

Q.  What?  A.  The  arrangement  of  doors  to  the  elevators,  I 
remember  one  in  particular. 

Q.  Are  there  any  elevators  in  that  building  ?     A.  Yes,  sir. 

Q.  Did  you  report  that  there  were  no  fire-escapes  on  the  exte^ 
rior?     A.  No,  I  did  not. 

Q.  Did  you  find  any  ?  A  There  are  means  of  getting  out  of 
the  buildings.     What  kind  of  fire-escapes  did  you  refer  to? 

Q.  I  mean  outside  iron,  metal  fire-escapes,  or  any  kind  of  outside 
fire-escapes?  A.  I  could  not  tell  you  without  referring  to  my 
record. 

Q.  Well,  there  ought  to  be  outside  fire-escapes  on  a  six-story 
building  with  so  many  employees,  ought  there  not  ?  A.  Depend- 
ing on  the  stairs,  the  condition  of  the  exits  or  staircases. 

Q.  In  that  building  how  many  stairways  are  there  ?  A.  There 
are  a  number,  I  believe.     In  what  building  ? 

Q.  I  mean  in  the  one  six-story  building  used  on  the  ground 
floor  as  a  foundry.     A.  I  do  not  recollect  any  such  building. 

Q.  Well,  there  is  one  six-story  building,  which  is  next  to  the 
pattern  shop,  perhaps  you  call  it  my  some  other  name,  and  con- 
nected with  the  pattern  shop  by  a  wooden  bridge.  Do  you  remem- 
ber that  building  f  A.  I  think  that  is  where  the  machine  work  is 
dona 

Q.  All  right,  we  will  call  it  the  machine  building.  How  many 
staircases  are  there  in  that !  A.  I  think  two,  as  .1  remember  it ;  I 
could  not  tell  you  positively. 

Q.  It  has  been  testified  to  here  as  one.     A.  Yes. 

Q.  You  remember  it  is  a  wooden  staircase  ?     A.  Yes,  sir. 

Q.  It  has  been  testified  here  that  the  only  means  of  exit  is  by  a 
door  on  the  level  with  the  ground  which  goes  into  an  alley  which 
is  all  closed  up,  and  it  leads  to  another  building,  and  that  there  is  a 
wooden  bridge  which  goes  to  the  pattern  house,  and  two  other 
wooden  bridges  which  go  into  the  pattern  house  to  another  build- 
ing?    A.  Yes. 
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Q.  Did  you  pass  that  as  a  building  which  ought  to  be  continued 
in  use  for  factory  purposes  ?  A.  The  exit  occurs  over  the  bridge 
here,  not  as  a  fire-escape  to  the  other  building. 

Q.  Well,  have  you  considered  the  fact  that  it  is  wooden,  and  is 
liable  to  bum  ?     A.  Yes,  I  have. 

Q.  How  would  these  people  get  out  if  it  was  burning?  A. 
They  would  go  down  the  stairways  inside. 

Q.  The  stairways  are  wooden,  too,  arenH  they?  A.  Yes,  but 
it  is  not  very  probable  that  this  wooden  structure  from  one  build- 
ing to  the  other  would  be  afire  the  same  time  the  other  building 
was. 

Q.  The  stairways  and  the  wooden  bridges  are  all  on  one  side  of 
the  buildings?    A.  Yes. 

Q.  The  same  as  the  staircase  on  the  inside  ?     A.  Yes. 

Q.  The  stairway  leads  the  same  way.  Now,  if  the  fire  was  on 
that  side  of  the  building  it  would  take  away  the  staircase  and  take 
away  the  wooden  bridges  at  the  same  time  ?  A.  Might  and  might 
not. 

Q.  And  the  men  in  there,  if  a  fire  took  place,  would  be  caught 
like  rats  in  a  trap  ?     A.  Assuming  the  conditions  there. 

Q.  Well,  if  they  are  as  I  have  described  them  to  you,  wouldn^t 
you  say  that?    A.  Well,  it  appears  to  be  so. 

Q.  Are  you  familiar  with  the  Jewett  building,  in  this  city  ?  A. 
On  what  street  ? 

Q.  Don't  you  know  where  it  is  ?  A.  There  are  different  Jewett 
buildings. 

Q.  Don't  you  remember  —  off  Division.     A.  The  Caxton. 

Q.  The  Jewett-Caxton  building?  A.  I  think  I  have  never 
inspected  that. 

Q.  Do  you  know  whether  Mr.  Wilson  did?  A.  I  could  not 
say ;  I  am  not  sure. 

Q.  Well,  why  have  you  never  inspected  it?  A.  Because  I 
never  happened  to  be  in  that  particular  district  working.  You  see, 
there  are  other  temporary  factory  inspectors  sent  in  here  from  the 
outside. 

Q.  There  are,  from  time  to  time  ?    A.  Yes,  sir. 

Q.  How  are  they  designated  to  come  here,  under  what  system  ? 
A.  I  am  not  in  a  position  to  say.  I  suppose  by  the  head  of  the 
department. 
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Q.  Well,  are  they  sent  in  here  to  help  you  out  or  to  make  in- 
spections of  particular  buildings?  A.  To  help  Mr.  Wilson  and 
myself  out ;  the  district  is  so  large  we  can  not  cover  it. 

Q.  When  these  men  come  here,  do  you  assign  them  to  certain 
buildings  ?     A.  I  do  not  assign  them. 

Q.  Does  Mr.  Wilson  do  it  ?     A.  I  cannot  say. 

Q.  Do  they  help  you  or  help  him  ?     A.  No,  it  comes  from  him. 

Q.  Is  he  your  senior?  A.  He  is  the  senior  inspector  in  this 
district;  he  has  been  here  longer. 

Q.  Now,  did  you  inspect  the  toilets  and  sanitary  arrangements 
in  these  factories  ?    A.  I  did. 

Q.  And  did  you  find  them  clean  or  dirty?  A.  Some  of  them 
clean  and  some  of  them  very  dirty. 

Q.  What  do  you  do  when  they  are  dirty?  A.  Place  a  recom- 
mendation with  my  report. 

Q.  You  have  no  summary  power  to  order  them  cleaned,  have 
you?  A.  I  simply  recommend  they  be  cleaned;  it  goes  into  my 
report  and  comes  back  to  the  manufacturer  from  the  Department. 

Q.  Let  us  see  how  that  is  done.  You  report  to  the  Board  at 
Albany  that  you  found  a  filthy  toilet  at  such  and  such  a  place? 
A.  Yes,  sir. 

Q.  And  that  report  from  you  goes  in  how  long  after  you  have 
discovered  it,  a  week  or  so  ?    A.  It  goes  in  the  same  day. 

Q.  You  mail  your  report  the  very  same  day  you  make  the 
inspection?    A.  As  a  rule. 

Q.  Or  the  next  day  ?    A.  As  a  rule. 

Q.  Either  that  day  or  the  next?    A.  Yes. 

Q.  And  how  long  does  it  take  before  that  is  acted  upon  by  the 
Department  of  Labor?  A.  Well,  occasionally  it  is  a  week  or  two, 
two  or  three  weeks,  sometimes  less  time. 

Q.  And  the  filthy  condition  lasts  during  those  two  or  three 
weeks  until  the  man  gets  the  order  ?  A.  Unless  the  manufacturer 
takes  it  into  his  head  to  clean  it  up  immediately. 

Q.  Of  his  own  volition?     A.  Yes. 

Q.  I  do  not  suppose  he  does  that  very  often?  A.  Well,  some 
manufacturers  want  to  have  things  right. 

Q.  Yes,  I  suppose  there  are  some  that  are  willing  to  do  it. 
Now,  even  after  he  gets  an  order  from  the  Department  to  clean 
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up,  if  he  does  not  do  it,  what  do  you  do  next?  Do  you  go  back 
to  see  if  it  is  done?  A.  There  is  a  carbon  copy  of  my  recommenda- 
tion sent  to  him.  The  original  copy  goes  to  the  manufactorer,  and 
the  carbon  copy  comes  ba>ck  to  me.  I  go  back  on  what  I  call  a 
"  compliance,"  to  see  whether  it  is  attended  to  or  not. 

Q.  How  long  afterwards  do  you  go  back,  after  you  get  this 
carbon  copy  ?    A.  Just  as  soon  as  I  get  this  compliance  I  go  back. 

Q.  That  may  be  a  week  or  a  month?    A.  Yes. 

Q.  And  during  that  whole  time  the  condition  of  the  place 
remains  the  same  as  it  was  when  you  first  found  it?  A.  It  may 
or  it  may  not. 

Q.  Yes,  it  may  not.  And  when  you  discover  that  the  con- 
dition has  not  been  complied  with  on  your  return  visit,  what  do 
you  do  then?  A.  Well,  if  they  give  me  a  good  reasonable  excuse, 
I  recommend  that  the  time  be  extended.  If  they  cannot  give 
me  any  reasonable  excuse  why  the  work  has  not  been  done,  I 
recommend  a  final  order. 

Q.  In  the  case  of  this  Buffalo  Forge  Works,  did  you  ever  go 
back  there  to  see  whether  or  not  any  order  that  had  been  made 
by  the  Department  had  been  complied  with?    A.  Yes,  sir. 

Q.  How  many  times  did  you  go  back,  once  or  more  than  once  ? 

A.  I  think  I  have  been  there  once  or  twice. 

Q.  Do  you  remember  what  orders  the  Department  made  there  ? 
A.  I  do  not  know  as  I  can  remember  all  of  that.  One  of  them 
was  to  provide  an  exhaust  system  on  their  grinding  wheels,  which 
of  course  took  some  time. 

Q.  Did  you  ever  give  them  any  order  about  toilets?  A.  No; 
at  the  time  I  was  there  the  number  of  toilets  were  in  accordance 
with  my  orders.    You  mean  the  sanitary  conditions? 

Q.  Yes,  cleanliness?  A.  They  were  fairly  good  at  the  time 
I  was  there. 

Q.  How  many  hours  a  day  do  you  work,  on  the  actual  inspec- 
tion? A.  Well,  that  all  depends  on  where  I  have  to  go.  Now, 
cake  yesterday  —  Friday  and  Saturday  I  had  to  go  to  Batavia 
and  Lockport,  which,  of  course,  puts  considerable  time  going 
around'  and  looking  for  plants. 

Q.  For  instance,  you  live  in  Buffalo,  youreeK  ?    A.  Yes,  sir. 

Q.  What  time  do  you  start  out  in  the  morning?  A.  Well, 
betwen  eight  and  nine  o'clock. 
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Q.  What  time  do  you  stop  inspecting?  A,  Sometimes  I  stop 
inspecting  about  between  two  and  three  o'clock ;  sometimes  I  work 
until  six  o'clock 

Q.  You  have  to  knock  off  in  order  to  do  the  clerical  work  that 
is  required?    A.  Yes, 

Q.  Is  it  a  fact,  Mr.  Mackenzie,  that  because  of  the  clerical 
work  that  you  have  to  do,  you  are  only  able  to  actually  inspect 
about  three  hours  a  day  on  the  average,  and  traveling  to  and  fro? 
A.  Well,  that  would  depend  on  how  that  was  brought  to  me. 

Q.  How  many  factories  can  you  inspect  in  a  week,  in  Buffalo, 
for  instance?  A.  Well,  in  certain  sized  factories,  I  might  be 
able  to  inspect  eight  or  ten  factories;  in  another  time  it  would 
take  me  a  day  to  go  through  two  factories.  It  depends  on  the 
amount  of  work  to  be  done  in  that  factory. 

Q.  How  many  factories  are  there  in  Buffalo  altogether  that 
you  have  reference  to?  A.  I  could  not  tell  you.  I  have  none 
registered  myself. 

Q.  How  many  in  Mr.  Wilson's  card  raster?  A.  I  could  not 
tell  you. 

Q.  Several  thousands  ?    A.  I  expect  there  are. 

Q.  Have  you  any  plan  by  which  these  factories  are  inspected 
according  to  the  purpose  for  which  they  are  used,  or  the  char- 
acter of  the  building?  A.  Well,  of  course,  this  law  applies  U 
a  different  kind  of  factory  building. 

Q.  I  understand  that.  A.  We  have  to  go  according  to  tb  3 
laws  that  we  have. 

Q.  Have  you  ever  inspected  any  candy  factories?    A.  Yes,  sir. 

Q.  Did  you  ever  inspect  the  Nation  Candy  Factory?  A.  I 
don't  recollect. 

Q.  Have  you  found  the  candy  factories  you  inspected  in  good 
order  and  in  good  condition?  A.  They  were  not  good;  I  placed 
orders  on  some  of  them. 

Q.  Some  of  them  very  dirty?  A.  Some  of  them,  once 
in  a  while.  Pretty  dirty  floors,  and  once  in  a  while,  dirty  walls ; 
especially  before  holiday  time. 

Q.  Do  you  believe  that  you  should  have  power  to  order  sum- 
mary improvements  to  be  made  in  the  factory?  For  instance, 
if  the  inspector  finds  there  are  filthy  toilets  in  a  manufacturing 
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establishment^  do  you  think  he  ought  to  have  power  to  order  the 
place  cleaned,  and  if  it  is  not  complied  with  within  twenty-four 
hours,  to  dose  the  place  ?  I  think  that  is  a  very  good  idea.  You 
mean,  to  have  the  entire  discretion  left  to  the  inspector  in  such  a 
casAt 

Q.  You  have  not  found  any  factory,  for  instance,  that  is  un- 
speakably dirty,  you  say?    A,  Yes. 

Q.  That  is  a  common  thing  to  find  where  they  had  not  been 
cleaned  for  weeks ;  now,  if  such  a  condition  as  that  existed,  you 
have  no  authority  at  all  except  to  ask  the  manufacturer  or 
proprietor  to  clean  it  ?    A.  Simply  make  a  recommendation. 

Q.  And  then  if  he  does  not  choose  to  do  it,  all  you  can  do  is  to 
make  a  recommendation  and  it  may  be  six  weeks  before  you  know 
about  it?    A.  Very  true. 

Q.  Kow,  .in  such  a  case  as  that,  do  you  think  you  could  get 
better  results  if  you  had  power  to  say  to  the  manufacturer:  "I 
want  this  cleaned  up  and  if  you  do  not  do  it  I  will  close  up  the 
place?"  A.  Yes,  I  would  like  to  see  those  conditions  taken  care 
of  immediately. 

Q.  You  find  that  the  inspections  you  make  are  unsatisfactory, 
because  you  cannot  make  them  fast  enough  ?    A.  Yes,  sir. 

Q.  How  often  do  you  think  you  ought  to  inspect  a  factory?  A. 
There  are  some  factories  we  ought  to  make  inspections  of  once  in 
two  or  three  years  and  there  are  some  we  ought  to  make  them  once 
a  month  or  every  few  days. 

Q.  Some  you  ought  to  make  them  once  a  week  ?    A.  Yes,  sir. 

Q.  You  mean  by  that,  they  need  to  be  made  oftener  in  a  place 
where  the  manufacturer  is  careless  about  it  ?  A.  There  are  people 
that  really  do  not  know  what  cleanliness  means,  and  you  have  to  go 
down  there  perhaps  once  a  week  to  tell  them  what  cleanliness  is. 

Mr.  Elkits:  Any  questions  by  the  Commissioners? 

The  Vioe-Chaibman  :  Speaking  about 

Mr.  Elkus:  May  I  interrupt  you,  Mr.  Chairman? 

By  Mr.  Elkus: 

Q.  What  were  you  doing  before  you  were  an  inspector?  A. 
Chief  engineer. 
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Q.  In  what?  A.  I  ran  a  plant  in  Ellicott  Square,  Hotel^ 
Brazil ;  I  was  in  the  city  service  seven  or  eight  years. 

Q.  How  much  is  your  salary,  Mr.  McEenzie  ?    A.  $1,200. 

The  Vice-Chaiemaw  :  Yoii  were  speaking  about  your  return 
to  see  whether  the  order  you  gave  on  the  carbon  copy  was  carried 
outy  and  you  said  if  there  was  a  reasonable  excuse  you  would 
give  them  more  time  ?    A.  Yes. 

The  Vioe-Chaikman  :  That  does  not  apply  to  an  uncleanly 
condition  of  the  factory?  A.  Kot  particularly  sanitary  condi- 
tions ;  that  is  more  for  fire-escapes,  etc. 

The  Vice-Chaibman  :  You  said  before  you  were  factory  in- 
spector, you  were  a  mercantile  inspector  in  the  same  Department. 

The  Witness  :  Yes. 

The  Vice-Chairman:  How  long  were  you  a  mercantile 
inspector  ? 

The  Witness  :  Two  years. 

The  Vice-Chaieman  :  Two  years  a  factory  inspector  ? 

The  Witness  :  One  year  a  factory  inspector. 

The  Vice-Chaieman  :  Is  it  a  promotion  to  go  from  mercantile 
inspector  to  factory  inspector,  or  is  it  simply  a  change  of  title? 

The  Witness  :  Well,  I  considered  it  a  promotion  in  my  case  for 
the  reason  I  always  followed  up  mechanical  and  electrical  work, 
and  I  was  selected  from  the  factory  eligible  list,  consequently  I  was 

eligible  to  the  Factory  Bureau. 

The  Vice-Chaieman  :  I^ow,  let's  get  that  straight.  When  you 
were  originally  appointed  as  a  mercantile  inspector,  you  were 
taken  from  the  list  of  factory  inspectors  ? 

The  Witness:  Yes. 
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The  Vioe-Chaibman  :  Was  there  any  reason  given  for  that  at 
the  time? 

The  Witness:  I  think  there  were  no  eligible  lists  of  the  mer- 
cantile inspectors. 

The  Vice-Chaieman  :  And  notwithstanding  you  had  qualified 
in  the  examination  as  factory  inspector,  you  received  your  appoint- 
ment to  inspect  mercantile  establishments  ? 

The  Witness:  Yes,  sir. 

The  Vice-Chaieman  :  And  for  that  reason  you  were  appointed 
mercantile  inspector  although  you  were-  eligible  for  the  position 
of  factory  inspector,  is  that  right  ? 

The  Witness  :  Well,  for  the  man  that  is  considered  capable  of 
being  factory  inspector,  I  think  the  mercantile  end  of  it  is  easy. 

The  Vice-Chaieman  :  I  know,  but  wouldn't  the  rule  work  the 
other  way  t 

The  Witness  :  No. 

The  Vice-Chaieman  :  So  far  as  the  Civil  Service  Commission 
is  concerned? 

The  Witness  :  Well,  I  do  not  know,  but  the  man  that  is  capable 
of  going  in  and  inspecting  factories  and  reporting  so  many  differ- 
ent conditions  and  so  many  laws,  and  there  being  so  few  laws  in 
the  Mercantile  Bureau  as  compared  with  the  Factory  Bureau 

The  Vice-Chaieman:  Do  you  remember  what  percentage  out 
of  the  100,  or  whatever  the  percentage  is,  you  received  in  your 
first  examination  for  experience  ? 

The  Witness:  No,  I  do  not  remember  that. 
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The  Vice-Chairman:  You  do  not  know  the  relative  rate  of 
the  different  subjects? 

The  Witness:  'No. 

Commissioner  Dkeiee:  How  many  inspectors  do  you  think 
would  be  necessary  to  have  in  Buffalo  to  properly  inspect  all  the 
factories  ? 

The  Witness:  IN'ow,  under  the  present  laws? 

Commissioner  Dreieb:  Yes. 

The  Witness  :  Well,  at  least  three  covering  this  territory,  cover- 
ing four  counties 

Commissioner  Dreier:  It  has  been  very  inadequate? 

The  Witness  :  We  have  been  able  to  make  some  inspection,  not 
the  detailed  inspection  we  would  like  to  make ;  it  is  not  as  we  would 
like  it.  I  am  not  in  a  position  to  say,  not  knowing  the  exact 
number  of  factories  in  the  citv  of  Buffalo,  but  if  I  knew  the  exact 
number  of  factories  I  could  apportion  it. 

Commissioner  Dreier:  Can  you  give  us  any  idea  about  how 
many  would  be  necessary  to  cover  this  territory  you  now  cover? 
I  mean  by  that,  how  many  it  would  take  to  cover  this  district 
satisfactorily  ? 

The  Witness:  Well,  possibly  under  the  existing  laws  perhaps 
three  or  four. 

Commissioner  Dreier:  More? 

The  Witness  :  Ifo. 

Commissioner  Dreier:  Altogether? 

The  Witness:  Altogether  —  four.  I  am  giving  the  best  judg- 
ment I  am  in  a  position  to  give. 

29 
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The  Vice-Chaibman  :  Would  you  be  in  favor  of  four  ? 

The  Witness:  Yes. 

The  Vice-Chaieman  :  Do  you  remember  ever  inspecting  any 
place  in  the  city  of  Buffalo  where  the  toilet  was  in  the  middle  of 
the  room  ? 

The  Witness  :  No,  I  did  not. 

By  Mr.  Elkus: 

Q.  Where  it  is  not  even  enclosed  except  by  a  rail  and  open  to 
everybody's  view?    A.  No. 

Q.  Well,  it  has  been  testified  to  here,  there  were  such  toilets 
in  a  factory.  Of  course,  you  would  not  permit  that,  would  you  ? 
A.  No,  I  certainly  would  not 

Q.  Could  there  be  such  a  one,  and  you  or  Mr.  Wilson  not  know? 
A.  There  are  factories,  perhaps,  that  we  have  no  line  on  or  do 
not  know  about;  no  way  of  getting  a  line  on. 

Q.  This  is  a  large  factory,  it  has  been  testified  to  here,  and 
it  has  been  in  existence  for  years.  A.  I  could  not  say  as  to  that. 
I  would  not  permit  the  condition  myself. 

Q.  Do  you  inspect  belting  in  a  factory  t    A.  Yes. 

Q.  Do  you  inspect  it  to  see  whether  or  not  anything  protrudes 
from  the  belt  which  is  liable  to  injure  a  workman  ?    A.  Yes,  sir. 

Q.  There  have  been  many  accidents  caused  by  improper  lacing 
of  the  belting,  I  think  that  is  what  it  is  called,  isn't  it  t  A.  Yes, 
sir. 

Q.  Are  you  mechanic  enough  yourself  to  sufficiently  understand 
what  is  a  defective  belt?    A.  I  think  so  in  my  own  opinion. 

Q.  Now,  take  a  piece  of  belting  like  the  one  I  now  show  you 
(handing  a  piece  of  belting  to  the  witness).  That  is  a  very  great 
danger,  isn't  it,  to  have  that  project  in  that  way  (indicating)  I  A, 
Yes,  sir;  very  bad. 

Q.  Very  bad  ?  That  is  liable  to  cause  a  veiy  serious  accident  ? 
A.  Yes,  sir. 

Q.  Well  now,  how  closely  do  you  have  to  inspect  belting  to 
find  out  if  it  is  manufactured  properly  —  what  do  you  call  that 
lacing  or  splicing?     A.  Lacing  or  splicing. 
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Q.  That  has  to  be  laced  with  leather  ?    A.  Yes. 

Q.  That  is  the  best  kind  ?  A.  No,  in  all  cases  this  is  considered 
a  simpler  joint,  a  smoother  joint  on  a  fast-running  machine. 

Q.  So  do  you  go  to  a  factory  and  look  at  the  belting  while  the 
machinery  is  running  ?    A.  Sometimes,  and  sometimes  not. 

Q.  Do  you  ever  have  to  stop  the  machinery  in  cases  in  order 
to  make  an  examination  of  the  belts,  to  see  if  anything  like  that 
might  happen  ?    A.  iNTo,  sir. 

Q.  How  could  you  find  out  in  a  factory  where  the  machinery 
is  going  rapidly  and  the  belts  are  revolving  rapidly,  whether  or 
not  such  a  thing  as  this  is  there,  a  projecting  piece  of  steel  which 
might  fly  off  and  cause  a  most  severe  accident  to  an  employee? 
A.  How  would  I  find  that? 

Q.  Yes,  unless  you  stopped  the  machinery?  A.  Could  lay  a 
little  board  or  a  broom  stick  or  anything  I  could  find  on  the  belt 
and  find  if  anything  projects. 

Q.  Do  you  do  that  ?  A.  I  do  in  cases  where  I  notice  anything 
of  that  kind. 

Q.  This  piece  of  belting  would  be  revolving,  I  suppose,  hun- 
dreds of  revolutions  a  minute,  wouldn't  it  ?    A.  Yes,  sir. 

Q.  Could  you  see  it  as  you  walked  round  ?  A.  Might ;  depends 
en  the  size;  perhaps  I  would  not  such  a  small  piece  as  that. 

Q.  Is  there  any  way  of  properly  testing  a  belt  to  find  out  if  any 
such  thing  exists  unless  you  stop  the  machinery  and  look  at  it 
carefully?    A.  Yes,  sir. 

Q.  What  ?    A.  By  placing  anything  on  there. 

Q.  I  know,  but  you  have  got  to  see  it  first;  you  do  not  go  and 
lake  a  piece  of  board  and  run  the  board  over  every  piece  of  belting, 
do  you  ?  A.  That  is  very  simple ;  you  hold  it  on  and  the  belting 
runs  across  it,  merely  touch  it  as  it  runs  along. 

Q.  But  you  do  not  test  it  that  way,  you  do  not  put  a  board  on 
every  piece  of  belting,  do  you,  in  the  entire  factory  ?  You  walk 
around  and  see  if  there  is  anything  wrong  ?    A.  Exactly. 

Q.  And  if  you  do  not  find  something  wrong  about  it  you  do 
not  test  it?    A.  No. 

Q.  And^  of  course,  it  may  escape  you  ?    A.  Certainly. 

Q.  Now,  you  take  a  piece  like  this  (handing  another  seection 
of  belting  to  the  witness).     That  is  the  result  of  the  machinery 
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catching  some  man  isn't  it,  that  is  what  has  caused  it  ?    A.  It  may 
be. 

Q.  That  may  have  torn  his  ann  to  pieces  ?    A.  Yes,  sir. 

Q.  And,  of  course,  if  you  stopped  the  machinery  and  carefully 
examined  the  belting  you  would  not  find  the  condition  that  led  to 
the  accident  ?    A.  I  might,  yes,  sir. 

Q.  But,  I  suppose,  you  would  not  have  time  to  do  that?  A. 
Would  not  if  we  went  into  detail,  because  we  might  not  have  time 
to  cover  the  ground  without  going  into  those  details  let  alone  going 
into  anything  else. 

Q.  Have  you  ever  been  in  the  Farrer  &  Treft  building?  A. 
Yes,  sir. 

Q.  When  f    A.  Sometime  last  winter,  about  a  year  ago. 

Q.  Did  you  find  anything  there  to  make  any  complaint  about  t 
A.  Yes,  sir. 

Q.  What  ?    A.  There  were  set  screws  and  gears. 

Q.  Anything  else?  A.  There  was  repairs  on  some  stairways 
there;  that  is  all  I  remember. 

Q.  Did  you  find  anything  the  matter  with  the  toilets  ?  A.  Yes, 
I  remember  I  placed  an  order  for  white  washing  or  painting  the 
toilets. 

Q.  Did  they  do  it  ?    A.  Yes,  sir. 

Q.  That  is  the  place,  Mr.  McKenzie,  where  the  inspectors  said 
within  the  past  we^  that  the  toilets  are  in  the  middle  of  the 
room  without  any  enclosure  except  a  raiL  Did  that  exist  when 
you  were  there?  If  that  existed  when  you  were  there  you  cer- 
tainly saw  it^  didn't  you  ?    A.  No,  sir,  I  did  not  see  it. 

Q.  I  say  if  it  was  there  when  you  were  there  you  would  have 
seen  it?    A.  I  probably  would  have. 

Q.  You  say  probably,  what  do  you  mean  by  that  ?  You  mean 
to  say  you  would  not  have  seen  it  if  it  were  there  ?  A.  I  might 
not  have  seen  it. 

Q.  How  is  that?    A.  I  inspected,  in  that  place,  everything. 

Q.  You  mean  to  say,  that  if  you  walked  into  the  place  and  in 
the  middle  of  a  large  floor  there  was  a  toilet  which  was  not  only 
filthy,  but  which  was  not  surrounded  or  fenced  in  by  any  partition, 
you  could  not  have  seen  it  by  an  ordinary  inspection  ?  A.  In  all 
probability  I  would  have  seen  it. 
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Q.  If  you  had  seen  it  you  would  have  reported  it  immediately 
to  Albany  ?    A«  Certainly. 

Q.  So  if  it  was  there  when  you  were  last  inspecting  the  place, 
you  did  not  see  it,  that  is  a  fact,  isn't  it !  A.  That  is  the  sum  and 
substance  of  it 

Q.  How  can  you  account  to  the  Commission  for  the  fact  you 
did  not  see  it !    A.  I  did  not  see  it 

Q.  Have  you  ever  made  any  inspection  in  this  city  of  the  print- 
ing offices  t    A.  Yes,  sir. 

Q.  Have  you  ever  found  any  bad  conditions  as  to  toilets!  A. 
Yes,  sir. 

Q.  Can  you  remember  where  you  found  that?  A.  Ko,  I  do 
not  remember  any  particularly. 

Q.  Were  they  all  remedied?  A.  They  were  taken  care  of  at 
the  time. 

Q.  They  do  not  exist  to^ay,  is  that  a  fact  ?  A.  I  cannot  tell 
you  if  it  exists  to-day. 

Q.  Can  you  tell  us  when  you  last  inspected  the  printing  offices  ? 
A.  Not  without  referring  to  my  records.    You  mean  in  this  city  ? 

Q.  I  mean  in  this  city.  A.  No,  sir,  most  of  my  work  is  out 
in  the  larger  factories  rather  than  in  the  printing  offices. 

Q.  Now,  the  larger  factories  are  usually  pretty  decent,  aren't 
they?    A.  They  ara 

Q.  They  do  not  need  nearly  as  much  inspection  as  the  smaller 
cnee?  A.  Well,  as  a  rule  —  the  smaller  on^  do  not  keep  their 
places  quite  so  nice  as  some  of  the  large  ones. 

Q.  As  the  large  ones?  A.  On  the  other  hand,  in  the  large 
factories  they  have  a  separate  department  to  look  after  those  par- 
ticular things,  including  ways  of  guarding  machinery  and  looking 
after  dangerous  conditions. 

Q.  And  still  you  spend  most  of  your  time  in  the  larger  fac- 
tories ?    A.  Most  of  my  time,  yes,  sir. 

Mr.  Elktts:  Does  the  Commission  wish  anything  further? 

The  Vice-Chaibman  :  During  the  year  you  have  been  a  factory 
inspector  have  you  ever  had  occasion  to  bring  the  manager  or 
proprietor  of  any  factory  into  court  ? 

The  Witness  :  Yes,  sir. 
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The  Vioe-Chaieman  :  Did  you  find  that  the  Judges  co-operate 
with  the  Department  of  Labor,  as  a  general  rule  ? 

The  Witness:  I  have  received  very  few  fines;  I  have  har(fly 
ever  taken  a  case  to  court  where  I  obtained  a  conviction. 

The  Vice-Chairman  :  What  followed,  a  suspension  of  sentence  ? 

The  Witness:  A  suspension  of  sentence. 

By  Mr.  Elkus: 

Q.  How  many  cases  have  you  ever  taken  to  court  ?  A.  In  the 
two  Departments,  you  mean? 

Q.  In  this  city.    A.  Approximately  forty,  forty-five  or  fifty. 

Q.  What  are  they  for,  violations  of  the  Child  Labor  Law, 
mostly?    A.  Principally. 

Q.  That  is  where  you  find  they  are  employing  minors  under  the 
age  of  fourteen?     A.  Under  sixteen  and  fourteen. 

Q.  Under  fourteen  without  papers?  A.  Employment  of 
minors  between  sixteen  and  fourteen. 

Q.  Were  there  any  cases  other  than  those  you  took  to  court, 
minor  cases  or  children's  cases  ?    A.  Very  few. 

Q.  That  is  the  only  kind  of  case  ? 

The  Viob-Chaxbman  :  It  was  testified  to  here  to-day,  that  in 
a  certain  factory  in  Buffalo,  the  management  sent  the  children 
out  in  the  park  while  the  inspection  was  going  on.  Did  you  ever 
hear  of  such  a  thing  as  that  ? 

The  Witness:  No,  except  what  I  read  in  the  paper.  I  have 
heard  of  such  conditions  as  that. 

The  Viob-Chairi£an :  You  have  heard? 
The  Witness  :  Tee. 

By  Mr.  Eletts: 

Q.  Did  you  hear  of  putting  them  in  the  elevator  and  putting 
them  between  two  floors  while  you  were  doing  inspecting  ?  A.  I 
have  heard  those  things  talked  over. 
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The  Vice-Chaibman  :  Well,  from  the  present  system  of  inspect- 
ing, inasmuch  as  it  seems  to  be  the  rule  to  allow  the  inspector  to 
go  first  to  the  management  and  notify  them  that  they  are  on  the 
job  for  the  purpose  of  inspection,  isn't  it  entirely  possible  ?  Could 
not  these  children  all  be  carried  to  the  park  in  that  way  when 
you  are  getting  the  statistical  information  before  the  actual  in- 
spection has  begun  ? 

The  Witness  :  If  I  think  there  is  a  violation  at  all  of  the  Labor 
Law,  or  if  there  are  a  number  of  children  employed  there,  I  do 
not  always  give  them  a  chance. 

Q.  I  know,  but  your  going  up  to  a  factory  for  the  first  time  is 
what  I  mean,  I  want  to  know  by  what  process  of  reasoning  you 
are  going  to  know  what  is  going  on  there  ? 

The  Witness:  I  consider  the  number  of  children  and  minors 
employed  there. 

The  Vice-Chaibman  :  But  you  are  only  just  going  there  for  the 
first  time,  you  do  not  know  anything  about  that  i 

The  Witness  :  It  is  quite  possible  for  them  to  have  children  in 
the  place. 

By  Mr.  Elkus  : 

Q.  Mr.  McKenzie,  aren't  you  playing  right  into  their  hands, 
when  you  go  down  to  the  place  and  interview  the  head  of  the  firm 
and  tell  him  you  wish  to  go  through  the  factory  ?  A.  Yes,  I  sup- 
}X)6e  I  am. 

Mr.  Elkus:  Thank  you,  Mr.  McEenzie. 

The  Vioe-Ohaibman  :  Then  the  Commission  stands  adjourned 
until  to-morow  morning  at  ten  o'clock  in  Rochester. 
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The  Commission  met  pursuant  to  adjournment,  with  Assembly- 
man Phillips  in  the  Chair. 

Commissioner  Phillips  :  The  meeting  of  the  Commission  will 
come  to  order.  Some  of  the  Commissioners  are  on  their  way  here 
from  the  session  in  Buffalo  which  lasted  until  between  ten  and 
eleven  o'clock  last  night.  I  will  outline  briefly,  the  purposes  of 
this  Conunission. 

The  Conmiission  was  created  by  the  Legislature  to  investigate 
conditions  in  factories.  It  arose  out  of  a  fire  in  New  York  city 
in  which  about  150  young  women  were  burned.  Mr.  Elkus,  our 
counsel,  will  explain  to  you  more  in  detail  the  purposes  and  work 
of  the  Commission. 

I  believe,  from  what  I  have  seen  in  going  through  the  State, 
that  in  the  city  of  Rodiester  the  manufacturing  conditions  are 
much  better  than  in  any  other  place  that  we  have  been  in.  There 
are  some  bad  conditions  here,  and  there  are  some  places  and  some 
manufactories  which  are  leading  the  procession  so  far  ahead  that 
they  are  dragging  the  other  people  with  them. 
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The  only  thing  that  I  regret  at  present,  is  that  there  are  not 
more  manufacturers  at  this  meeting.  I  think  the  manufacturers 
as  well  as  the  working  men  must  commence  to  realize  that  there 
are  public  discussions  going  on,  that  there  are  things  being  con- 
sidered in  which  they  are  vitally  interested,  and  it  happens  quite 
frequently  that  they  ignore  these  discussions  and  inquiries  until 
the  time  for  legislative  action  arrives,  and  then  they  are  surprised 
at  the  action  of  the  Legislature  and  the  fact  that  they  have  not 
been  consulted  in  its  consideration.  But  men  of  greater  foresight 
are  commencing  to  anticipate  these  improvements  in  our  indus- 
trial conditions,  and  our  means  of  living,  and  our  helping  to  make 
laws  governing  them.  As  T  say,  I  hope  every  manufacturer  will 
come  in  here  and  tell  us  what  ttey  are  doing  in  their  factories, 
because  many  of  them  in  Eochester  are  doing  good  work,  and  they 
ought  to  be  here  to  tell  what  they  are  doing,  so  as  to  help  the 
fellows  who  are  not  doing  such  good  work,  and  help  them  to  find 
out  what  ought  to  be  done. 

(At  this  point  Hon.  Hiram  H.  Edgerton,  the  Mayor  of  the  city 
of  Rochester  arrived,  and  was  introduced  by  Commissioner 
PhiUips.) 

Mayor  Edgerton  :  There  is  a  prevailing  Idea  among  our  citizens 
that  there  is  nothing  that  is  too  good  for  us,  and  that  is  the  reason 
why  1  am  here  this  morning,  to  bid  you  welcome.  We  welcome 
any  investigation  that  will  improve  the  condition  of  any  class  of 
our  citizens.  If  there  is  anything  to  be  improved,  and  I  have 
no  doubt  there  are  some  things  that  needs  improvement,  we  trust 
that  you  will  find  them  out  and  make  such  suggestions  as  you 
may  deem  necessary.  I  am  strongly  of  the  opinion  that  you.will  find 
that  conditions  here  are  as  good  as  they  are  anywhere. 

We  have  such  a  varied  line  of  manufacturing  industries  here, 
dependent  upon  no  particular  industry,  and  pur  manufactories 
are  of  such  a  nature  that  they  require  almost  entirely  skilled  help, 
and  that  makes  a  very  much  higher  class  of  citizenship  here  than 
you  will  find  in  many  of  the  cities. 

We  trust  that  your  deliberations  here  will  be  of  benefit  to 
Rochester  and  to  the  whole  State.    Again  I  bid  you  welcome. 
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CommiBaioiier  Phillips:  Mr.  Elkus. 

Mr.  Elkus:  Mr.  Chairman,  Mr.  Major  and  ladies  and  gentle- 
men :  On  behalf  of  the  Commission,  and  the  investigators  of  the 
Commission,  I  wish  to  express  our  thanks  in  the  first  place,  for 
the  very  hearty  welcome  offered  and  the  words  of  appreciation 
which  we  have  received  from  your  Mayor,  and  furthermore,  to 
express  our  thanks  for  the  efficient  aid  and  co-operation  and  inter- 
est which  has  been  shown  by  all  of  the  city  officials  of  Bochester, 
and  also  by  its  Chamber  of  Commerce,  and  its  leading  public 
citizens. 

The  Commission  is  also  indebted  for  what  it  has  done  and 
accomplished  thus  far^  in  part  to  the  very  efficient  aid  of  its 
member,  your  fellow  townsman.  Mr.  Phillips. 

This  Commission  was  established  by  the  Legislature,  as  the 
Chairman  has  said,  for  the  purpose  of  investigating  the  conditions 
under  which  men,  women  and  children  work  in  the  manufactories 
of  the  State.  It  was  brought  into  existence  because  of  a  great 
catastrophe  in  !N'ew  York  city,  a  catastrophe  causing  the  loss  of 
the  lives  of  over  one  hundred  and  forty  people.  That  was  a  single 
accident  caused  by  fire  whereby  these  people  lost  their  lives  because 
there  were  insufficient  or  no  fire-escapes  and  because  of  the  condi- 
tions surrounding  that  building. 

There  are  in  this  State,  nearly  a  million  men,  women  and 
children  who  work  in  factories,  and  the  total  value  of  manufac- 
tured articles  runs  far  up  into  the  millions  and.  hundreds  of 
millions. 

While  the  loss  of  life  by  fire,  of  course,  should  be  prevented,  while 
it  is  the  duty  of  this  Commission,  and  it  intends  to  do  its  work  in 
that  regard,  to  recommend  to  the  Legislature  suich  means  and 
such  measures  as  will  prevent  loss  of  life  by  fire,  it  is  charged  with 
a  higher  duty,  and  a  greater  duty,  and  that  is  to  see  that  human  life 
is  preserved  and  lengthened  —  the  lives  of  the  workers  in  the 
factory.  While  we  have  these  horrible  accidents  where  people 
lose  their  lives  by  accident  or  by  fire,  they  are  to  be  deplored  and 
to  be  remedied,  yet,  what  is  far  worse,  is  the  daily  grinding 
out  of  life  in  many  of  the  factories  of  the  State,  because  of  condi- 
tions under  which  men  and  women  work,  unsanitary,  unclean, 
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bad  lighting,  and  no  ventilation  at  all.  Worst  of  all,  perhaps, 
is  what  is  called  "  speeding  up,"  the  requirements  of  modern 
industries  being  so  great  ihat  the  employer  is  compelled  very 
often,  to  urge  on  his  employees  to  such  speed  in  their  work,  that 
the  employees'  faculties  become  impaired;  very  often  their  sight 
is  very  badly  injured,  and  their  health  is  very  seriously  affected 
and  their  lives  are  very  much  shortened. 

The  daily  incidents  in  a  factory,  by  way  of  accident  —  by  way 
of  deterioration  of  life,  by  way  of  sickness,  and  loss  of  life  — 
are  much  greater  in  the  end  than  the  terrible  cost  of  a  fire  which 
sweeps  away,  at  one  fell  blow,  150  persons. 

Every  day  someone's  life  is  ended  or  shortened.  Every  day 
marks  the  b('f^inning  of  some  disease  in  the  life  of  a  worker,  which 
brings  his  life  or  her  life  to  a  quicker  end.  This  is  a  serious 
proposition,  because  if  we  are  going  to  destroy  the  health  and  lives 
of  the  workers  in  factories,  we  do  a  great  injury  to  posterity,  we 
bring  about  a  condition  which  affects  unborn  thoueands.  This 
was  called  to  my  attention  very  strongly  by  one  of  our  Commis- 
sioners in  a  comparison  which  she  made  between  the  appearance 
of  the  women  who  were  employed  in  factories  in  England,  and  the 
women  who  were  employed  in  our  factories  here.  There,  the 
women  are  dried  up ;  they  have  got  no  more  life  in  them.  Here, 
thev  are  still  full  of  life  and  action,  and  the  cause  is  this,  that  over 
in  England  they  are  the  grandchildren  and  great-grandchildren 
of  those  who  had  worked  in  factories  all  their  lives,  and  the  results 
were  shown  by  their  appearance,  their  anemic  looks,  their  de- 
jected manner  and  by  lack  of  life  and  interest  in  life,  and  lack 
of  ambition,  while  here,  because  they  are  only  beginners  in  fac- 
tory work,  they  still  had  the  health  which  came  to  them  from 
working  on  the  farm  and  from  healthy  parents.  If  we  are  not 
to  sink  to  the  same  level,  the  same  conditions  that  exist  in  those 
other  countries,  if  we  do  not  take  some  means  and  some  measures 
now,  to  change  conditions  in  many  of  the  factories  which  exist, 
the  same  situation  will  ultimately  obtain  here. 

We  are  glad  to  know,  and  in  some  measure  to  verify  the  good 
conditions  that  your  Mayor  expects  at  Rochester.  You  have  many 
new,  modern  factories ;  they  are  properly  lighted,  they  have  proper 
sanitary  conveniences.     They  have  proper  arrangements  in  case 
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of  fire,  and  they  are  to  be  much  praised.  But  there  are  some  cases 
which  we  may  have  to  call  attention  to,  which,  with  this  spirit 
of  progressiveness  which  evidently  actuates  the  city  of  Rochester, 
I  have  no  doubt  will  be  taken  in  the  spirit  in  which  they  are 
given,  and  will  be  heeded. 

The  State  of  New  York  expends  annually,  millions  of  dollars 
to  preserve  its  forests,  to  keep  and  improve  its  great  water  supply, 
and  it  spends  hundreds  of  thousands  of  dollars  in  teaching 
farmers,  how  they  may  develop  and  improve  the  farming  lands 
in  the  State.     Now  has  come  the  turn  of  human  life. 

This  Commission  is  engaged  in  laying  the  pathway,  that  the 
State  may  step  in  hereafter  in  proper  form  and  in  due  order, 
to  do  a  higher  and  a  greater  thing  than  saving  the  forests,  than 
preserving  the  water  supply,  than  educating  the  farmer  so  that 
the  soil  may  be  more  productive.  We  are  engaged  in  conservation 
of  human  life. 

Mr.  Chairman,  I  believe  I  have  outlined,  in  these  few  words, 
what  the  purposes  of  the  Commission  are. 

We  regret  that  we  are  unable,  at  this  time,  to  remain  in 
Rochester  but  a  day,  but  the  Commission  expects  to  have  three 
sessions,  in  the  morning,  in  the  afternoon  and  in  the  evening. 
While  we  have  invited,  specifically,  a  number  of  gentlemeE  inter- 
ested in  this  work,  and  your  city  officials,  to  come  here  and  give 
their  testimony,  on  behalf  of  the  Commission  I  extend  a  most 
cordial  invitation  to  every  one  interested,  or  who  may  have  any 
suggestions  to  make,  to  come  here  and  make  them,  and  I  especially 
invite  two  classes  of  people.  We  want  the  working  men  and  the 
working  women  to  come  here  without  fear,  and  with  the  fullest 
confidence  that  they  will  receive  every  consideration  to  give  their 
views  and  their  testimony.  We  want  the  manufacturers  to  oome, 
owners  of  buildings  and  proprietors  of  buildings  to  come  and  give 
their  views  and  their  testimony. 

Although  but  a  short  time  in  existence,  this  Commission  in- 
directly has  accomplished  many  things.  In  one  Department  of 
the  State,  where  there  had  been  forty-one  inspections  up  to  a 
month  ago,  during  the  month  the  Commission  has  been  at  work, 
there  have  been  four  hundred  inspections  of  buildings  and  factories. 
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But  what  we  want  is  not  inspections  on  the  part  of  one  Depart- 
ment or  the  other,  because  we  have  pointed  out  certain  evils.  The 
Commission  desires  a  steady  improvement  in  factory  conditions, 
in  the  lives  of  working  men,  improvements  that  will  continue 
and  will  last  for  all  time. 

Albbbt  E.  Eastwood,  called  as  a  witness,  being  duly  sworn, 
was  examined  and  testified  as  follows : 

By  Mr.  Elkus: 

Q.  Mr.  Eastwood,  will  you  kindly  give  us  your  full  name  and 
residence  t    A.  Albert  B.  Eastwood. 

Q.  Besidencet    A.  262  Culver  road,  Bochester,  New  York. 

Q.  What  is  your  business  or  profession?  A.  My  business  is 
a  merchant,  retail  shoe  merchant. 

Q.  In  this  city  ?    A.  Yes. 

Q.  And  you  are  president  of  the  Chamber  of  Commerce  of 
the  city?    A.  I  am, 

Q.  How  many  members  has  the  Chamber  of  Commerce?    A. 
About  eight  hundred. 

Q.  What  are  its  principles  and  aims?  A.  To  promote  the 
commercial  interests  of  the  city. 

Q.  And  is  your  body  interested  in  the  subject,  both  of  fire 
prevention  in  factories  and  safety  methods  in  case  of  fire  in 
factories  ?    A.  It  has  been  our  chief  endeavor  this  year. 

Q.  And  have  you  had  an  investigation  made  under  the  direction 
of  the  Chamber,  into  the  methods  employed  or  which  may  be  em- 
ployed to  conserve  life  in  case  of  fire  and  to  prevent  fire  ?  A.  We 
have  not.  That  is  the  function  of  one  of  our  municipal  Depart- 
ments. 

Q.  What  action  has  your  Chamber  taken  with  reference  to  the 
subject  of  fire  prevention  and  proper  fire-escape  facilities?  A.  We 
have  compiled  two  booklets,  one  on  fire  prevention  and  the  other 
on  individual  fire  fighting.  Our  object  was  to  put  before  the 
people,  the  layman's  point  of  view.  The  National  Association  of 
Fire  Prevention  has  been  laboring  for  a  great  many  years  to  bring 
this  subject  to  the  men  in  the  factory  and  store,  and  the  home,  and 
it  occurred  to  us  that  if  the  point  of  view  of  the  layman  could 
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be  put  before  his  associates,  in  just  that  slant  or  view,  that  it 
might  appeal  to  him  differently,  that  he  might  take  a  new  interest 
in  the  subject  and  might  go  into  it  more  fully,  than  when  an 
expert  explained  to  him  any  technical  question  in  technical 
language  of  the  needs  of  fire  prevention  and  so  forth. 

Q.  Your  idea,  as  I  understand  it,  was  to  present  the  matter 
from  the  common  sense  standpoint,  and  to  show  it  was  a  money- 
saving  project?  A.  That  was  the  idea  exactly.  We  knew  that 
fifty  percent  of  all  the  fires  that  occur  are  easily  preventable. 
We  knew  that  the  annual  loss  in  the  country  is  two  hundred 
and  fifty  million  dollars  of  preventable  fires.  We  simply  put  it 
up  to  the  Chamber  of  Commerce  and  to  all  the  city  at  the  same 
time,  that  there  was  an  annual  loss  of  some  four  hundred  thousand 
dollars  of  absolutely  preventable  fires. 

Q.  You  think  your  annual  loss  is  preventable  ?  A.  Our  annual 
loss  is  eight  hundred  thousand  dollars;  the  statistics  we  obtained 
through  the  Commissioner  of  Public  Safety. 

Q.  What  conditions  did  your  body  find  existing  in  the  factories 
and  establishments  in  this  city,  with  reference  to  fire-escapes  and 
prevention  in  case  of  fire  ?  A.  We  made  no  survey  of  the  situa- 
tion. No  effort  at  inspection.  We  simply  called  in  the  repre- 
sentatives of  the  various  lines  of  endeavor,  manufacturers,  whole- 
sale dealers,  retailers,  and  solicited  their  co-operation  and  got  from 
them  voluntary  testimony  that  enabled  us  to  cover  the  point 

Q.  What  did  you  find  from  this  voluntary  testimony  ?  A.  We 
found  that  a  great  many  intelligent  men,  men  who  had  every 
earnest  desire  to  avoid  fire,  had  left  uncovered  points  of  very 
serious  hazard,  through  indifference  or  ignorance. 

Q.  Let  me  direct  your  mind  to  two  or  three  specific  things. 
Did  you  find  in  any  of  the  factories  that  you  were  informed 
about,  that  there  were  fire  drills?    A.  Yes. 

Q.  That  is,  drills  of  employees  in  case  of  fire  ?    A.  Oh,  yes. 
Q.  You  found  that  that  was  being  done  in  some  buildings  ?    A. 

Yes.  sir. 

Q.  Did  you  find  any  fire-alarm  systems,  that  is,  to  notify  all 
the  employees  there  was  a  fire,  by  an  automatic  alarm?  A. 
Oh,  Yes. 
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Q.  Have  you  succeeded  by  what  you  have  done  in  getting  other 
factories  to  install  fire-drill  and  fire-alarm  systems  ?  A.  I  be- 
lieve that  we  have. 

Q.  In  the  city  of  Eochester  are  there  many  factories  which 
have  automatic  sprinklers?     A.  Yes. 

Q.  Have  those  increased  since  you  began  your  campaign?  A* 
We  have  no  statistical  information.  Isolated  cases  have  come  to 
my  personal  attention  of  men  who  have  installed  or  started  to 
install  them. 

Q.  What  suggestions,  if  any,  would  you  make  to  tiie  (Commis- 
sion, with  reference  to  remedial  l^islation  to  provide  fire  pro- 
tection and  also  to  assist  in  saving  life  in  case  of  fire?  A.  In 
this  letter  (indicating)  which  has  come  to  me,  the  question  is 
asked,  ^^  Should  the  automatic  sprinklers  be  required  in  all  fac- 
tories and  manufacturing  establishments,  and  should  such  manda- 
tory requirement  depend  upon  tbe  nature  of  the  iadiustry  and  the 
nimiber  of  people  employecl  in  it  ?  '^  I  presume  that  the  expe- 
diency of  the  case  might  modify  the  action  at  times,  but  we 
speedily  discovered  th<at  all  firea  are  of  the  same  size  at  the  srtart, 
and  for  that  reason  the  small  fire  and  the  smiall  factory  has  just 
as  great  potential  hazard  as  big  fires  in  big  factories ;  liie  condi- 
tions are  there. 

Q.  Would  you  recommend  that  all  factories  be  registered  ?  A. 
Just  what  do  you  mean  ? 

Q.  In  the  first  place,  that  every  factory  should  be  required 
to  file  with  spome  local  authority  or  with  a  State  authority,  the 
nam«  of  the  factory  proprietor,  the  kind  of  business  he  carries 
on,  so  that  the  State  or  city  might  have  some  method  of  finding 
out  how  many  factories  and'  what  factories  there  were  and  where 
they  were  located  in  the  State?    A.  I  think  that  would  be  desirable. 

Q.  Would  you  be  in  favor  of  having  all  manufacturing  estab- 
lishments licensed  by  some  authority  before  they  can  begin  busi- 
ness ?  Before  you  answer  that,  let  me  point  out  some  facts  to  you. 
At  the  present  time,  of  course,  anybody  may  begin  manufacturing, 
anywhere,  in  any  kind  of  a  building,  and  it  depends  purdy  upon 
the  good  luck  of  some  inspector  to  find  out  where  this  factory  is 
located,  and  he  may  not  reach  it  under  the  present  system  for 
a  year.     He  may  never  find  it  in  some  of  the  larger  cities;  so 
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it  has  been  suggested  to  the  Commission  that  every  manufac- 
turing establishment  ought  to  be  licensed  by  some  authority. 
They  obtain  this  license  before  they  are  allowed  to  start 
in  business,  after  an  inspection  of  the  factory  plant  to 
see  whether  or  not  they  have  complied  with  the  law  in  matters 
of  fire-escapes,  in  matters  of  exits,  in  matters  of  sanitation,  in 
matters  of  arrangement  of  machinery.  A.  I  should  think  that 
would  be  a  most  excellent  plan  to  put  into  operation,  if  you 
didn't  make  it  arbitrarily  necessary  for  that  plant  to  remain  idle 
until  the  inspection  was  made. 

Q.  No,  it  would  simply  operate  this  way:  In  most  of  the 
cities,  before  a  building  can  be  occupied  by  more  than  three 
tenants,  you  have  got  to  get  a  certificate  from  some  department 
that  the  building  is  properly  built.  Now,  that  doesn't  delay  the 
filling  up  of  that  building  by  tenants,  and  the  same  thing  could 
be  done  with  the  factory.  We  all  agree  if  it  is  going  to  be  <1one 
it  ought  to  be  done  in  such  a  way  that  it  ought  not  to  work  the 
slightest  hardship  on  the  factory  owner.  A.  Your  thought  in  con- 
nection with  the  license  is  simply  to  have  a  record! 

Q.  Have  a  record  and  an  inspection  and  following  that  up; 
would  you  be  in  favor,  if  there  was  a  license,  of  it  being  re- 
newed at  some  certain  period,  say  every  two  years  or  year  after 
an  inspection,  so  as  to  see  that  the  regulations  were  kept  up! 
A.  I  should  be  in  favor  of  such  license  as  you  outline  it. 

Q.  Have  you  any  suggestions  to  make  as  to  what  methods 
should  be  adopted  by  the  State,  by  legislation,  to  secure  any 
further  adequate  means  of  putting  out  fires  or  saving  life  in 
case  of  fire,  other  than  you  have  recommended  in  your  pamphlet! 
A.  We  believe  that  the  automatic  sprinkler  is  so  far  the  most 
efiicient  means. 

Q.  Would  you  require  an  automatic  sprinkler  in  all  factory 
buildings,  or  only  those  over  a  certain  height!  A.  Why,  I  per^ 
sonally  feel  that  they  ought  to  be  in  every  building  that  contains 
material  that  can  bum  to  any  great  extent. 

Q.  How  much  do  they  charge  for  your  sprinkler  head  here! 
A.  I  couldn't  answer  that  question,  but  we  have  had  the  propo- 
3ition  put  up  to  us  in  concerns  with  which  I  am  interested  and 
familiar,  that  they  will  install  such  an  equipment  and  take  their 
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payment  for  it  witliiu  five  years,  with  the  saving  of  an  insurance 
premium. 

Q.  But  you  are  paying  for  it  indirectly?     A.  Yes,  but  — 

Q.  It  is  testified  before  the  Commission  and  it  is  the  fact  that 
the  insurance  companies  will  not  allow  any  rebate  on  insurance 
premiums,  unless  certain  sprinkler  heads  are  used,  of  which 
they  approve.  You  are  familiar  with  that.  Thus  it  is  claimed 
that  there  are  other  sprinkler  heads  which  are  just  as  eflFective  and 
wliich  are  just  as  good  and  which  you  can  have  installed  for  one- 
half  the  price  of  those  which  are  approved  by  the  insurance 
companies.  Are  you  familiar  with  those  facts?  A.  No,  I  am 
not,  but  with  my  experience  'with  the  Underwriters  Laboratories 
and  the  Fire  Prevention  Association,  I  sftiould  challenge,  in  my 
own  mind,  any  such  statement. 

Q.  You  havn't  any  knowledge  of  the  difference?  A.  I  havn't 
tiny  knowledge,  no,  but  I  have  a  knowledge  of  the  painstaking 
cnre  — 

Q.  There  is  not  any  doubt  about  it  that  those  heads  that  are 
approved  are  very  good  heads.  The  point  is  they  charge  twice  as 
much  for  those  heads  as  you  can  get  other  heads  that  are  not 
approved.  A.  Has  there  been  any  effort  made  to  get  the  Under- 
writer's approval? 

Q.  Yes,  and  they  did  not  meet  with  success.  It  has  been  openly 
baid  and  charged  that  there  was  a  trust  —  some  understanding 
or  agreement.  I  want  to  know  if  your  committee  had  investigated 
that  subject  at  all.    A.  We  have  not,  but  we  will. 

Q.  We  are  very  glad  if  we  have  opened  that  subject  to  your 
minds,  so  that  you  can  look  into  it.  It  has  been  stated  before  the 
Commission  that  there  was  some  understanding  between  the  nom- 
inal five  or  six  companies,  but  actually  two  or  three,  which  prac- 
tically control  the  sprinkler  business  of  the  country,  because  the 
insurance  companies  approved  only  those  sprinkler  heads.  The 
fact  is  pointed  out  that  in  Boston  and  in  New  England,  where 
they  use  the  sprinkler  system,  you  can  get  the  same  sprinkler 
heads,  or  substantially  the  same,  for  one-half  the  price  that  you 
get  them  in  New  York  State.     A.  That's  interesting. 

Q.  Is  there  anything  more  that  you  would  like  to  say  to  the 
Commission  on  the  subject  of  fire  prevention?     If  not,  I  will 
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go  to  some  other  subject,  factory  inspection.  A.  They  ask  me, 
"  What  measures  should  be  adopted  to  prevent  the  spread  of  fire 
caused  by  inflammable  materials,  used  and  manufactured  ? " 
Welly  that  is  rather  broad,  for  that  contemplates  a  technical 
question. 

Q.  No,  that  contemplates  this :  In  many  factories  the  clippings 
from  material  are  thrown  indiscriminately  on  the  floor.  Would 
you  favor  every  manufacturer  being  compelled  to  provide  fire- 
proof receptacles,  for  instance,  and  these  materials  placed  in  it? 
A.  The  best  protection,  to  my  mind,  is  the  baler.  You  can  take 
anything,  paper,  rags,  or  anything  else  and  bale  them  and  com- 
press them  to  such  an  extent  that  they  can't  burn. 

Q.  This  is  from  day  to  day,  in  large  factories  in  which  the  accu- 
mulation of  stuff  in  an  hour  on  the  floor  is  great  If  an  employee 
surreptitiously  smokes  or  uses  a  match  and  throws  it  down  carelessly 
you  are  apt  to  have  a  fire  simply  from  the  debris  on  the  floor 
which  has  accumulated  in  an  hour,  and  the  suggestion  is  made 
that  there  should  be  fireproof  receptacles  provided  for  all  this 
stuff,  just  an  ordinary  metal  barrel,  perhaps,  with  a  cover.  Would 
you  be  in  favor  of  having  l^slation  enforcing  the  use  of  such 
receptacles?    A.  Yes. 

Q.  Xow,  are  there  any  further  questions  that  you  would  like 
to  answer  about  the  fire  i)art  of  it  (     A.  Xo,  sir. 

Q.  Now,  with  reference  to  sanitary  conditions  in  factories, 
has  your  Chamber  made  any  investigation  about  that,  or  done 
any  work?     A.  They  have  not. 

Q.  Is  there  anything  else  that  you  would  like  to  suggest  to  the 
Commission  ?  A.  Nothing  except  to  express  my  great  satisfaction 
at  your  doing  what  you  are  doing. 

Mr.  Elkus  :  Thank  you  very  much ;  very  much  obliged  to  you. 

The  Witness  :  I  would  be  glad  to  file  those  two  booklets  with 
your  Commission. 

Mr.  Elkub  :  Thank  you ;  we  have  copies  of  them,  but  we  will 
take  these  besides.    Much  obliged  to  you. 


916  Minutes  of  Public  Hearings. 

E.  S.  Dyee,  called  as  a  witness,  being  duly  sworn,  was  ex- 
amined and  testified  as  follows: 

By  Mr.  Elkus: 

Q.  What  is  your  full  name  and  your  residence  ?  A.  E.  S.  Dyer, 
2414  Concord  street. 

Q.  What  is  your  occupation?     A.  Stationary  engineer. 

Q.  How  long  have  you  been  a  stationary  engineer  ?  A.  Twenty 
years. 

Q.  What  other  business  have  you  besides  that  at  the  present 
time?    A.  That's  all  the  business. 

Q.  What  society  or  organization  are  you  connected  with?  A. 
Engineer's  Union,  State  Federation  of  Labor. 

Q.  What  position  or  office  do  you  hold  in  the  State  Federation 
of  Labor  ?     A.  Sixth  vice-president,  since  last  September. 

Q.  What  is  the  State  Federation  of  Labor?  I  want  this  for 
the  record;  I  know  myself.  A.  It  is  for  the  betterment  of  the  con- 
ditions of  the  working  man,  if  possible. 

Q.  It  is  an  association  of  all  laboring  men,  or  unions  them- 
selves?    A.  It  is  composed  of  unions. 

Q.  Delegates  from  unions  all  over  the  State?    A.  Yes. 

Q.  Of  every  trade  ?    A.  Yes,  sir. 

Q.  And  about  how  many  thousands  are  members  of  the  State 
Federation  of  Labor?     A.  That  I  couldn't  tell  you. 

Q.  About  how  many  delegates  are  there  ?  A.  There  was  some- 
thing like  200  at  the  last  convention. 

Q.  I  think  there  is  one  from  each  union ;  isn't  it  something  of 
that  sort  ?     A.  No. 

Q.  Now,  are  you  familiar  with  manufacturing  conditions  in 
Rochester  ?     A.  In  some  lines. 

Q.  What  lines  are  you  familiar  with?  A.  Being  an  engineer, 
and  being  called  through  the  plant  more  or  less,  the  engineering 
line  is  the  only  line  that  I  have  over  taken  particular  notice  of. 

Q.  Now,  of  course,  in  your  position  as  vice-president  of  the 
State  Federation  of  Labor,  you  made  a  study  of  laboring  con- 
ditions in  factories.  We  will  be  very  glad  to  hear  what  sugges- 
tions you  have  to  make  as  to  how  conditions  can  be  improved 
and  what  the  conditions  themselves  are,  if  you  will,  and  also 
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what  su^estions  you  have  to  make  to  the  Commission  for  reme- 
dial legislation.  Tell  it  in  your  own  way.  A.  Well,  the  en- 
gineers feel  that  boiler  rooms  and  engine  rooms  are  not  properly 
ventilated ;  the  conditions  become  unsanitary ;  the  heat  is  extreme, 
in  the  summer  months  almost  unbearable  for  an  engineer  or  a 
fireman,  and  we  feel  that  those  conditions  could  be  bettered  in  a 
great  many  instances. 

Q.  How  could  they  be  bettered?    A.  With  proper  ventilation. 

Q.  Forced  draft?     A.  Forced  draft,  if  possible. 

Q.  Is  there  any  ventilation  at  all  in  most  of  the  machine  shops 
that  you  have  been  in,  except  the  windows?  A.  Ko,  there  is  no 
ventilation  outside  of  natural  ventilation. 

Q.  Ventilation  from  the  window  is  insufficient  ?  A.  Yes,  in 
a  great  many  cases. 

Q.  I  mean  in  a  great  many  ?    A.  Yes. 

Q.  How  about  the  sanitary  arrangements,  the  toilets  and  things 
like  that  m  the  factories  you  have  been  in  ?  A.  In  some  of  them 
it  is  all  right;  in  others  it  is  not. 

Q.  What  is  needed  to  remedy  these  conditions,  a  more  thorough 
inspection?    A.  More  thorough  inspection  would  not  do  any  harm. 

Q.  I  don't  know  what  it  is  here  in  Rochester,  but  in  other 
cities,  the  inspection  is  about  once  a  year.  That,  of  course,  is 
insufficient?     A.  I  think  it  is. 

Q.  How  often  would  you  say  inspections  ought  to  be  had?  A. 
I  think  an  inspection  ought  to  be  had  any  time  that  there  is  a 
reasonable  complaint  offered  of  unsanitary  conditions. 

Q.  Would  you  be  in  favor  of  waiting  for  complaints,  or  having 
regular  inspections  without?  A,  I  think  the  regular  inspection 
is  all  right,  but  I  think  there  would  be  complaints  between  the 
regular  inspections. 

Q.  And  they  ought  to  be  investigated  at  once?     A.  Yes. 

Q.  Is  there  anything  besides  the  ventilation  and  the  unsanitary 
conditions  that  you  desire  to  lay  before  the  Commission?  A. 
The  engineers  feel  that  the  licensing  of  stationary  engineers  ought 
to  have  more  attention  in  the  cities  than  it  does  at  the  present 
time.  In  our  estimation,  it  ought  to  be  under  the  police  pro- 
tection, or  be  80  that  they  would  be  looked  after  more  thoroughly, 
the  licensing  of  engineers;  not  so  many  engineers  running  in 
the  city  without  a  license. 
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Q.  Who  has  control  of  that  now,  the  city  authorities  or  the 
State  ?    A.  The  State. 

Q.  What  is  th^  trouble,  men  running  without  a  license?  A. 
Without  a  license. 

Q.  There  is  no  control  over  that  ?  A.  Well,  there  has  been 
none,  practically  speaking,  only  to  a  certain  exteht. 

Q.  You  mean  that  any  man  can.  practically  start  running  an 
engine,  and  claim  himself  to  be  an  engineer  and  that  it  takes 
some  time  to  find  out  whether  he  is  a  licensed  engineer  or  not. 
A.  Yea. 

Q.  In  the  mean  time  he  may  be  risking  his  own  life  and  the 
lives  of  others  t    A.  Yes,  sir. 

Q.  Would  you  be  in  favor  of  waiting  for  complaints,  or  having 
the  State  Labor  Department?  A.  Personally,  no.  I  believe  it 
would  be  better  under  the  city  department,  if  it  could  be  in  such 
a  way  they  could  be  more  thoroughly  investigated  and  up  to 
the  standard  more. 

Q.  You  are  interested,  of  course,  in  the  subject  of  the  inspec- 
tion of  boilers  t    A.  Yes,  sir. 

Q.  Have  you  any  suggestions  to  make  as  to  improvements  in 
that?  A.  I  think  that  the  boiler  inspection  ought  to  be  under 
the  jurisdiction  of  the  city,  outside  of  the  insurance  companies 
who  furnish  a  boiler  inspector. 

Q.  That  is  done  with  insurance,  that's  voluntary;  they  don't 
have  to  do  that  unless  they  want  to?    A.  No. 

Q.  What  other  suggestions  do  you  desire  to  make  with  refer- 
ence to  registration,  or  changes  in  present  methods?  A.  Per- 
taining to  the  boiler  inspection? 

Q.  Or  anything,  any  subject  that  you  are  interested  in?  A. 
Well,  the  way  I  look  at  it,  naturally,  I  believe  that  the  police 
of  a  city  ought  to  be  in  power;  that  if  any  policeman  goes  into 
a  boiler  room  and  finds  an  engineer  or  a  fireman  without  a 
license,  he  ought  to  be  in  a  position  to  see  that  he  has  one,  and 
I  think  the  city  ought  to  be  in  a  position  to  enforce  those  con- 
ditions to  the  letter.  The  general  public  doesn't  realize  the  con- 
ditions that  exist  in  boiler  rooms  where  there  are  picture  theatres 
in  operation,  with  incompetent  men  handling  a  boiler.  It  ought 
to  be  that  a  man  would  have  to  serve  a  certain  length  of  time 
before  he  could  operate  a  steam  boiler  under  pressure. 
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Q.  Wkat  are  the  conditions  now  under  which  a  steam  boiler 
engineer  is  licensed  i  A.  A  man  that  can  answer  a  few  questions 
before  the  examining  board  is  granted  a  license,  whether  he  has 
ever  had  a  day  or  a  week's  experience. 

Q.  You  believe  he  ought  to  have  a  certain  amount  of  experience? 
A.  I  believe  he  ought  to,  yes,  sir. 

Q.  Do  you  mean  to  say  in  Rochester  to-day  there  are  men  oper- 
ating steam  boilers,  adjacent  to  places  of  public  amusement,  who 
have  no  knowledge  and  no  skill  on  the  subject  at  all?    A.  Yes,  air. 

Q.  And  that's  a  daily  menace  to  the  lives  of  hundreds  of  people 
right  here  ?    A.  Yes,  sir. 

Q.  Are  you  in  favor  of  the  registering  of  all  manufacturing 
establishments,  with  some  either  local  or  State  authority?  A. 
Employees  ? 

Q.  No,  employers.  That  is  to  say  they  should  give  their  names, 
place  of  business  and  kind  of  business,  so  that  the  State  may 
have  a  list  of  them.    A.  I  think  that  ought  to  be;  yes. 

Q.  Would  you  be  in  favor  of  licensing  all  manufacturing  estab- 
lishments before  they  can  begin  the  operation  of  business,  after 
an  inspection,  to  find  out  whether  they  have  complied  with  the 
law?    A.  Yes,  sir. 

Q.  Would  you  be  in  favor  of  having  this  license  renewed  say 
annually  after  inspection  so  that  they  couldn't  get  a  license  renewed 
unless  they  had  complied  with  the  law?     A.  Yes,  sir. 

Q.  Is  there  anything  you  would  like  to  lay  before  the  Com- 
mission ?  A.  I  don't  know  at  this  time. 

By  the  Vice-Chaibman  : 

Q.  A  good  many  of  the  engine  rooms  are  in  the  basement? 
A.  Yes,  a  great  many  of  them  are  in  the  basement. 

Q.  What  means  of  ventilation  do  they  have,  aside  from  the 
half -window  there?  A.  There  are  some  employers  that  furnish 
a  forced  ventilation  and  others  do  not;  the  ventilation  is  very  poor. 

Q.  There  are  some,  then,  in  basements  with  good  forced  venti- 
lation?   A.  Yes,  few  of  them. 

Q.  Do  you  know  why  the  employers  put  those  in  ?  A.  I  think 
they  were  fair  to  the  employees ;  wanted  to  have  good,  fair  con- 
ditions for  themu 
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By  Commissioner  Phillips  : 

Q.  Is  there  a  local  ordinance  requiring  the  issuance  of  licenses 
to  engineers?    A.  Yes. 

Q.  Who  has  the  power  to  issue  them?    A.  An  examining  board. 

Q.  Com.posed  of  whom  ?     A.  Engineers. 

Q.  The  enforcement  of  the  requirement  is  up  to  the  Police 
Department?  A.  Not  exactly;  I  believe  the  ordinance  officer  in 
this  city  is  the  only  one  that  has  anything  to  do  with  the  license 
question  outside  of  the  examining  board. 

Q.  Is  he  a  member  of  the  uniformed  police  force?     A.  Yes. 

Q.  It  would  be  his  duty  to  find  out  whether  or  not  men  were 
operating  without  a  license?    A.  It  ought  to  ba 

Q.  Don't  you  think  that  a  default  ought  to  attach  to  the 
owner  of  a  boiler  that  would  employ  a  man  that  didn't  have  a 
license?    A.  Yee,  sir. 

Q.  Are  you  a  member  of  the  National  Association  of  Steam 
Engineers?    A.  No,  sir. 

Q.  Are  you  familiar  with  the  bill  that  they  have  had  in  the 
Legislature  several  years,  requiring  licensing?    A.  State  license? 

Q.  Yes.  A.  I  am  not  so  familiar  with  it  that  I  could  go  into 
details  on  it. 

Q.  You  don't  care  to  express  an  opinion  as  to  whether  the 
principal  or  the  theory  of  that  bill  is  right?  A.  I  believe  that 
calls  for  a  State  license,  issued  by  the  State,  does  it  not? 

Q.  I  think  so,  yes,  and  is  in  conflict  probably  with  the  New 
York  regulations  in  that  respect.  A.  I  wouldn't  care  to  make 
a  statement  on  that  at  this  time. 

Mr.  Elkus:  That  is  all,  thank  you. 

Chables  S.  Owen,  called  as  a  witness,  being  duly  sworn, 
was  examined,  and  testified  as  follows: 

By  Mr.  Elkus: 

Q.  What  is  your  full  name?     A.  Charles  S.  Owen. 
Q.  Where  do  you  reside?     A.  Home  residence? 
Q.  Your  office  residence.     A.  34  City  Hall. 
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Q.  What  position  do  you  hold  in  the  city  government  of  Roch- 
ester?   A.  Commissioner  of  Public  Safety. 

Q.  What  are  the  duties  of  the  Commissioner  of  Public  Safety  ? 
A.  The  Commissioner  of  Public  Safety  has  charge  of  the  various 
Bureaus  of  Fii-e^  Health  and  Buildings. 

Q.  You  have  in  the  city  of  Rochester  a  Fire  Department  ?  A, 
Yes,  sir. 

Q.  Which  has  a  chief,  I  suppose,  at  the  head  of  it — a  uni- 
formed force  with  a  chief  at  the  head  of  it.  You  are  his  siiperior 
officer?    A.  Yes. 

Q.  And  also  a  Building  Department,  I  suppose,  with  a  Commis- 
sioner of  Buildings^    A.  Fire  Marshal  is  the  title. 

Q.  And  you  are  his  superior  officer?    A.  Yes. 

Q.  Will  you  tell  us  briefly  what  are  the  duties  of  the  Fire 
ilarshal?  A.  The  Fire  Marshal  has  general  jurisdiction  over 
the  passing  upon  plans  for  buildings  to  be  erected  and  remodeled. 
He  is  charged  with  the  enforcement  of  the  building  ordinances 
and  also  with  the  enforcement  of  the  ordinance  relating  to  the 
sale  and  storage  of  combustibles. 

Q.  Does  the  Fire  Marshal  pass  upon  all  plans  for  buildings 
for  all  purposes,  or  only  from  a  fire  standpoint?  A.  Upon  all 
plans  of  all  buildings. 

Q.  To  see  whether  they  comply  with  the  building  rules  and 
regulations?     A.  Yes,  sir. 

Q.  Now,  in  your  position  as  Commissioner  of  Safety,  what  are 
your  duties,  more  particularly  with  reference  to  fire-escapes  on 
buildings?  Confine  yourself  to  factory  buildings  where  people 
are  employed.  A.  The  building  ordinances  of  the  city  of  Eochester 
prescribe  what  is  required  in  the  way  of  fire-escapes  upon  all 
buildings. 

Q.  What  is  required  by  the  ordinance,  generally  speaking,  in 
a  factory  building?  A.  Fire-escapes  are  required  upon  all  build- 
ings over  two  stories  in  height,  where  there  are  insufficient  means 
of  egress  by  inner  stairs. 

Q.  Are  these  fire-escapes  which  are  in  use  in  Rochester,  the 
balconies  on  each  floor  with  a  straight  up-and-down  ladder  there  1 
A.  The  building  ordinances  of  the  city  will  state  just  the 
requirements. 
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Q.  Well,  I  am  asking  you  now.  Commissioner,  what  kind  of 
fire-eecapes  exist  on  factory  buildings  ?  You  know  what  I  mean 
bj  the  fltrai^t  up-andnlown  laddelr?  A.  With  the  gas  pipe 
attached  to  the  building  ?    The  old  style  do  you  refer  to  i 

Q.  They  might  call  it  that;  new  style  some  places.  A.  That 
is  not  permissible  in  this  city  under  our  ordinance. 

Q.  What  I  refer  to  is  a  balcony  with  a  hole  in  the  floor  of  it, 
and  the  ladder  running  down  to  the  balcony  below,  straight 
ladder  running  right  down.     A.  We  require  iron  steps. 

Q.  With  steps  or  with  rungs?    A.  With  iron  steps. 

Q.  You  mean  you  have  to  have  a  flat  surface  ?  A.  Steps  lead- 
ing down  from  the  balcony  on  the  outside. 

Q.  Do  the  ladders  slant  or  are  they  vertical  ?    A«  They  slant. 

Q.  In  every  case?     A«  Yes,  sir. 

Q.  Do  you  require  the  ladder  from  the  lowest  balcony  to  the 
ground,  or  is  that  omitted  in  many  cases?    A.  That  is  required. 

Q.  Now,  as  a  matter  of  fact,  do  all  the  buildings  have  these 
fire-escapes  ?  Are  they  required  to  have  than  in  the  city  of  Eoch- 
ester?  Do  they  have  fire-escapes  that  have  slanting  stairways 
with  steps,  or  isn't  it  a  fact  that  many  of  them  have  the  old  style 
ones,  with  simply  a  straight  up-and-down  ladder,  without  a  rung, 
a  circular  rung?  A.  Mr.  Counsel,  for  the  intimate  details  in 
regard  to  the  fire-escape  law,  I  would  have  to  refer  you  to  the 
Fire  Marshal;  I  follow  it  only  in  a  general  way. 

Q.  You  have  charge  of  three  departments?    A.  Four  bureaus. 

Q.  Well,  let  me  ask  you  this,  and  if  you  are  not  familiar  with  it, 
I  will  discontinue.  It  is  recognized,  isn't  it.  Commissioner,  that 
these  straight  up  and  down  fire-escapes,  with  ladders  having  round 
rungs,  are  useless,  practically,  in  case  of  fire?  A.  I  wouldnH  say 
that  they  were  practically  useless;  they  are  not  desirable. 

Q.  Well,  it  has  been  demonstrated,  hasn't  it,  that  it  takes  an 
athlete  to  get  up  and  down  them?     A.  Would  have  to  be  nimble. 

Q.  Commissioner,  have  you  made  any  investigation  yourself,  or 
had  one  made,  with  reference  to  other  means  of  saving  life  in  case 
of  fire,  besides  exterior  fire-escapes  in  Rochester?  A.  Mr.  Counsel, 
the  Fire  Marshal  could  answer  that  question  for  you. 

Q.  Have  you  ever  studied  the  subject  youiself?  Have  you 
studied  fire  walls?     A.  Not  personally. 
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Q.  You  know  what  a  fire  wall  is?    A.  Yes,  sir. 

Q.  Have  you  given  anj  thought  to  the  subject  of  having  one  fac- 
tory building  connected  with  another,  by  an  iron  porch,  over  which 
the  employees  could  pass  in  case  of  fire  2    A.  Not  personally. 

Q.  What  do  you  do  with  reference  to  wooden  stairways  in  factory 
buildings?  A.  That  is  also  a  question  you  would  have  to  put  to 
the  Fire  Marshal  to  answer. 

Q.  JS^ow,  with  reference  to  buildings  themselves,  does  the  Departr 
ment  of  Buildings,  or  your  Fire  Marshal,  have  charge  of  ventilation 
of  factory  buildings^  A.  The  ventilation  of  factory  buildings 
would  come  under  the  Bureau  of  Health  jurisdiction. 

Q.  The  Health  Department?    A.  Yes,  sir. 

Q.  Is  that  one  of  your  bureaus?    A.  Yes,  sir. 

Q.  Who  is  at  the  head  of  that?    A.  Health  officer. 

Q.  What  is  his  name?    A  George  W.  Goler. 

Q.  He  18  here?     A.  Yes,  sir,  he  is  here. 

Q.  And  I  suppose  he  also  has  charge  of  the  sanitary  conditions? 
A.  Yes,  sir. 

Q.  Now,  (Commissioner,  are  there  any  matters  which  you  desire 
to  lay  before  the  Commission,  any  statement  of  any  facts  which  you 
have  in  your  possession  in  reference  to  this  subject  which  we  are  in- 
vestigating, or  any  suggestions  as  to  legislation?  A.  Well,  the  sub- 
ject of  greater  safety  to  employees  in  factories  has  always  been  one, 
at  least  since  I  have  been  in  office  here,  more  or  less  discussed,  and 
ways  of  improving  conditions  considered.  What  we  lack  in  the  way 
of  local  laws  or  ordinances  in  the  correction  of  conditions  that  are 
bad,  we  have  many  times  assumed  to  handle  as  a  police  regulation, 
probably  without  the  warrant  of  law,  but  we  have  been  able  to  clean 
up  and  make  more  safe  conditions  as  we  find  them,  by  resorting  to 
what  we  call  in  this  town  a  police  regulation. 

Q.  What  kind  of  a  regulation  is  that?  A.  For  example,  a  build- 
ing is  reported  to  us  as  containing  a  considerable  amount  of  inflam- 
mable material,  rubbidi  improperly  stored,  oily  waste,  rags  not 
kept  in  the  proper  receptacles;  we  learn  of  those  conditions  and 
an  inspector  or  a  police  officer  is  sent  to  notify  the  owner  or  tenant 
that  those  dangerous  conditions  must  be  done  away  with  imme- 
diately, and  we  invariably  have  the  co-operation  of  the  owner  or 
tenant  of  the  building. 
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Q.  Well,  that  isn't  any  regulation;  that's  simply A.  It's 

an  informal  order,  if  you  may  call  it  such. 

Q.  Have  you  any  means  of  enforcing  that  order  if  the  owner  or 
|>roprietor  refuses  to  obey  it?  A.  We  have  in  our  building  laws  a 
provision  for  handling  conditions  of  that  sort;  we  label  the  building 
as  dangerous^  a  menace  to  public  safety. 

Q.  You  mean  you  can  put  a  sign  on  it?    A.  Yes,  sir. 

Q.  Can  you  close  it  up,  stop  work  there?  A.  If  conditions  war- 
rant closing  up,  we  would  close  up  a  building. 

Q.  What  conditions  would  warrant  a  closing  up?  A.  Any  condi- 
tion we  might  find  that  was  a  menace  to  the  safety  of  employees. 

Q.  Supposing  you  found  the  buildings  in  a  shockingly  unclean 
condition,  could  you  dose  the  business  up?  A.  I  doubt  whether 
we  could  do  that. 

Q.  Yet  it  might  be  a  menace  to  all  the  employees?  A.  Still  we 
have  a  way  of  handling  the  sanitary  conditions  in  the  factory, 
through  the  Public  Health  Law  of  the  State. 

Q.  Have  you  ever  closed  a  building  since  you  have  been  Com- 
missioner of  Public  Safety?    A.  On  account  of  sanitary  conditions? 

Q.  Yes.     A.  A  factory  building? 

Q.  Yes.     A.  I  think  not 

Q.  Have  you  ever  known  of  one  to  be  closed  in  the  city  of  Roches- 
ter?   A.  No,  I  can't  say  I  have. 

Q.  And  yet  the  conditions  which  you  speak  of  exist  here,  don't 
they,  from  time  to  time?  I  don't  mean  always,  but  they  do  exist? 
A.  Well,  that  I  couldn't  answer. 

Q.  Have  you  ever  called  upon  the  State  Labor  Department  to  aid 
you  in  the  matter  of  cleaning  up  factories  where  they  are  required? 
A.  No,  sir,  but  we  have  been  called  upon  for  aid  from  factory 
inspectors. 

Q.  What  kind  of  aid?     A.  I  can't  give  you  the  details. 

Q.  I  would  very  much  like  to  know  if  you  have  any  record  which 
shows  where  the  State  factory  inspectors  called  upon  your  depart- 
ment for  help  and  aid.  Have  you  any  record  of  it?  A.  That  I 
may  look  up  for  you. 

Q.  Will  you  be  kind  enough  to  send  it  to  the  Commission?  A. 
Yes. 
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Q.  Can  jou  give  us  anj  information  as  to  what  kind  of  aid  they 
called  upon  you  for?  A.  I  can't  give  you  the  details  at  this  time; 
no,  sir. 

Q.  Conmiissioner,  you  recognise,  I  take  it,  that  in  case  ccmditions 
aro  very  bad  in  a  factoiy,  that  some  one  ought  to  be  given  sununary 
power  to  stop  the  business  of  manufacturing  in  a  factory  until  the 
conditions  were  remedied?  A.  Yes,  sir;  I  think  some  regulation 
of  that  sort  should  be  in  effect. 

Q.  Are  you  in  favor  of  registering  all  manufacturing  establish- 
ments in  Rochester  with  some  local  or  State  authority?  A.  For 
what  purpose? 

Q.  So  that  the  authorities  may  know  the  location  of  all  factory 
establishments.  I  don't  suppose  you  know  where  all  the  factories 
are  located  in  the  city  of  Rochester,  except  as  they  are  reported  by 
the  different  departments  under  your  control  as  they  may  happen  to 
find  them,  either  by  seeing  them  on  the  streets,  or  having  them  re- 
ported to  them.  A  factory  might  exist  in  a  large  city  for  months 
and  years  without  being  known.  A.  It  might,  yes,  but  we  have 
a  pretty  general  idea  of  where  they  are. 

Q.  We  have  found  that  all  of  the  authorities  of  cities  have  had  a 
general  idea  of  where  they  are,  but  they  couldn't  get  down  to  prac- 
tical facts.  Now,  the  theory  of  registration  would  be  that  some 
authority  in  the  city  or  State  would  know  the  name  of  the  proprie- 
tor, the  kind  of  business  carried  on  and  the  location  of  the  factory. 
A.  A  census  of  that  sort  would  be  desirable. 

Q.  Would  you  be  in  favor  of  licensing  each  manufacturing  estab- 
lishment before  it  is  allowed  to  begin  business,  so  that  you  could 
ascertain  before  it  began  whether  the  building  was  erected  in  com- 
pliance with  all  the  laws,  and  whether  or  not  the  manufacturing 
establishment  itself  was  in  compliance  with  the  law?  I  don't  say 
whether  the  license  should  be  granted  by  the  State  or  city  —  that's 
inunaterial  at  the  present  moment.  A.  I  don't  think  I  would  care 
to  answer  that  question  now. 

Q.  Now,  is  there  any  other  matter.  Commissioner,  that  you  would 
like  to  speak  of  before  the  Commission,  or  any  remedial  legislation 
that  you  would  like  to  suggest?  A.  I  don't  think  of  any  more, 
Counsel. 
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By  CammiflBioner  Phillips  : 

Q.  What  are  you  doing,  Commissioner,  in  the  way  of  inspection 
and  fire  prevention  in  Rochester?  Is  the  Rre  Department  doing 
any  work  of  that  kind?  A.  The  Fire  Department  is  about  to  assume 
responsibility  along  the  lines  that  you  have  spoken  of,  by  causing  to 
be  made  each  month  an  inspection  of  all  retail  and  manufacturing 
plants,  particularly  in  the  so-called  high  fire  district,  where,  in  the 
event  of  a  great  fire  or  conflagration,  the  results  would  be  disastrous 
to  the  city. 

Q.  Those  inspections  to  be  made  monthly?  A.  Those  inspec- 
tions will  be  made  monthly. 

Q.  Will  it  require  any  legislation  to  carry  out  the  results  of  that 
investigation  or  inspection,  or  to  remedy  conditions  you  find?  A. 
It  might  be  necessary  to  have  legislation  to  assist  us  in  carrying  out 
the  results  of  it;  yes,  sir. 

Q.  The  inspection  will  be  made  by  firemen?     A.  By  firemen. 

By  the  Vice-Chaibman  : 

Q.  Is  that  going  on  at  the  present  time?     A.  Just  about  started. 

Q.  There  is  one  man,  according  to  the  testimony,  that  has  charge 
of  enforcing  all  the  ordinances.  Is  that  right,  only  one  policeman! 
A.  Oh,  no;  all  oflBicers  are  charged  with  the  enforcement  of  the 
laws  and  ordinances  of  the  city  and  State. 

By  Commissioner  Phillips: 

Q.  This  particular  man,  it  has  been  his  special  duty?  A.  The 
ordinance  sergeant  you  refer  to?  • 

Q.  Yes,  some  one  testified  while  you  were  out  that  he  was  the 
man  to  enforce  the  ordinance. 

By  the  Vice-Chaisman  : 

Q.  Let  the  Commissioner  understand  it.  An  ordinance  with  re- 
gard to  the  licensing  of  engineers.     A.  Oh,  yes. 

Q.  That  would  be  up  to  the  Ordinance  Officer?  A.  That  would 
be  up  to  the  Ordinance  Officer,  ves. 
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Q.  It  was  testified  before  you  came  in  that  there  are  a  number  of 
engineers  operating  in  the  city  of  Eochester  without  a  license.  In 
your  opinion  how  many  boiler  rooms  would  be  left  to  that  one  ser- 
geant to  look  after?  A.  Why,  he  has  charge  of  all  the  licensing 
of  all  stationary  engineers. 

Q.  Well,  yes;  but  we  are  talking  about  the  man  that  is  operating 
without  a  license.  He  has  to  go  around  and  find  out,  does  he  not? 
A.  He  visits  the  plant,  yes,  sir. 

Q.  How  many  plants  has  he  to  visit?  A.  I  am  unable  to  state 
the  number. 

By  Mr,  Elkus: 

Q.  It  has  been  testified  to  here,  Conmiissionery  that  there  are  a 
iiiimber  of  moving  picture  shows  where  steam  boilers  were  operated 
bjr  unlicensed  and  unskilled  engineers,  which  are  a  menace  to  the 
lives  of  those  people  who  visit  these  shows  in  great  numbers.  Can 
you  give  us  any  information  about  that?  A.  Many  of  the  picture 
sliows  the  boilers  are  operated  by  unlicensed  engineers? 

Q.  That  is  what  was  stated?  A.  Well,  I  don't  think  that's  a  fair 
statement  of  fact. 

Q.  Do  you  know  anything  in  regard  to  it?  A.  I  occasionally 
receive  a  specific  complaint,  which  is  immediately  referred  to  the 
Ordinance  Ofllcer. 

Q.  Outside  of  receiving  a  specific  complaint,  you  haven't  any 
knowledge  of  the  subject  at  all?    A.  No  personal  knowledge. 

Q.  I  mean  your  department  A.  The  knowledge  I  have  is 
through  the  Ordinance  Sergeant,  who  visits  the  plants. 

Q.  Commissioner,  can  you  tell  the  Commission,  generally  even, 
of  the  methods  of  egress  from  factory  buildings  in  Rochester  in  case 
of  fire?    A.  No,  I  couldn't  tell  you  generally,  no,  sir. 

By  the  Vice-Chaibman  : 

Q.  In  the  beginning.  Commissioner,  did  I  understand  you  to  say 
that  no  fire-escapes  were  needed  where  sufilcient  egress  was  to  be 
had  by  stairs?  A.  In  buildings  two  stories  or  under,  I  think  that  is 
the  wording  of  the  Building  Ordinance. 

Q.  That  doesn't  apply  to  a  building  more  than  two  stories?  A. 
No;  the  ordinance  requires  fire-escapes  on  buildings  over  two  stories. 
The  Fire  Marshal  could  quote  you  the  ordinance. 
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By  Mr.  Elkus 

Q.  Do  you  know  the  moving  picture  show  called  the  '^  Happy 
Hour,"  on  SL  Paul  street?     A.  I  know  of  such  a  place;  yes,  sir. 

Q.  Is  it  a  large  placed  A.  It's  an  old  Episcopal  church,  re- 
modeled into  a  picture  theatre. 

Q.  About  how  many  people  attend  it  every  day?  A.  I  couldnH 
tell  you. 

Q.  They  begin  usually  about  eleven  o'clock  in  the  morning  and 
last  till  eleven  at  night?  A.  Practically  continuous  during  those 
hours. 

Q.  A  performance,  I  suppose,  lasts  half  an  hour?  A.  Substan- 
tially, yes. 

Q.  So  that  it  is  fair  to  say  there  are  ten  performances  a  day  at 
least?     A.  I  should  judge  so,  yes,  sir. 

Q.  And,  therefore,  if  the  place  is  filled,  there  are  at  least  two 
thousand  people  in  that  place  a  day.  Now,  I  am  informed  that 
the  engineer  who  operates  the  boiler  there  is  an  unlicensed  engi- 
neer and  has  been  so  for  many  months.  That  is  the  information 
that  has  come  to  the  Commission.  Of  course,  you  realize,  Com- 
mi'^sioner,  that  such  a  condition  ought  not  to  exist,  because  you 
v^ill  agree  with  the  Commission  that  such  an  unskilled  mechanic 
might  endanger  the  lives  of  those  ten  or  twelve  thousand  persons ; 
is  that  right?  A.  I  l^elieve  that  the  operators  of  steam  plants 
should  comply  with  the  ordinances. 

Q.  Is  it  a  fact  that  you  only  have  one  man  whose  business  it  is 
to  find  out  whether  or  not  these  engineers  are  licensed  and  skilled? 
A.  One  man  is  charged  particularly  with  that  work. 

Mr.  Elkus:  Any  further  questions  from  this  witness,  Mr. 
Chairman? 

By  Commissioner  Phillips  : 
Q.  How  large  a  boiler  is  that? 

Mr.  Elkus:  I  don't  know. 

Commissioner  Phillips:   It  is  for  heating  purposes? 

Mr.  Elkus:  Yes. 
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Commissioiier  Philups  :  I  auppoee  it  is  the  mze  of  a  bailer  in 
a  kouae. 

Mr.  Elkus  :  That's  all«  Mr.  Commissioner ;  thank  you.    Is  the 
Fire  Marshal  hens  ? 


Herbebt  W.  Pieboe^  called  as  a  witness,  being  duly  sworn, 
was  examined  and  testified  as  follows: 

By  Mr.  Elxus  : 

Q.  Will  you  give  us  youx  full  namel    A.  Herbert  W.  Pierce. 

Q.  What  is  your  position!  A.  Fire  Marshal  of  the  city  of 
Kooheeter. 

Q.  Will  you  tell  us  the  duties  of  the  Fire  Marshall  A.  To 
enforce  the  building  laws  and  the  laws  of  the  storage  of  com- 
bustibles. 

Q.  Have  you  control  of  the  methods  of  egress  from  factory 
buildings  in  case  of  fire?    A.  Y'es,  sir. 

Q.  Briefly  sitate  how  many  factory  buildings  are  there  in  Boch- 
ester  under  your  jurisdiction!    A  How  many  factories! 

Q.  Yes.    A.  Well,  that  is  a  hard  question  to  answer. 

Q.  Have  you  in  Bochester  any  registration  of  any  of  the  f ao- 
toriesif  A.  We  don't  keep  a  registration  of  the  factories  alone, 
—  all  buildings. 

Q.  You  have  a  registration  of  buildings,  have  you!  A.  Yes, 
sir. 

Q.  Where  manufacturing  goes  on!  A.  Not  entirely,  no. 
Becords  have  never  been  kept. 

Q.  W^hat  records  bave  you  about  factories?  A.  We  have 
records  of  inspections  of  all  the  factories  in  the  city,  but  not  as  to 
the  number. 

Q.  You  have  a  record,  then,  of  what  —  the  factories  you  in- 
spect?   A.  Yes,  sir. 

Q.  Who  inspects  them !    A.  The  building  inspectors. 

Q.  How  many  are  there!     A.  Four. 

Q.  How  often  do  they  inspect  them!  A.  I  will  modify  that 
by  saying  six;  we  have  two  minor  inspectors,  that  inspect  base- 
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ments  of  all  buildings  in  the  congested  districts^  once  about 
every  five  weeks. 

Q.  Basements  of  the  congested  districts?  A.  Yes;  that  is  in 
regard  to  keeping  the  basements  dean  of  rubbish  and  so  forth. 
Then  our  building  inspectors  will  go  over  the  buildings  possibly 
onoe  in  six  months. 

Q.  Have  you  a  list  of  buildings  they  examine?    A.  Oh,  yes. 

Q.  Is  that  list  on  file  in  your  department?    A.  Yes,  sir. 

Q.  How  many  buildings  are  on  that  list?  A.  It  is  hard  to 
say;  they  are  all  together,  dwellings  and  all. 

Q.  Can't  you  give  the  Commission  any  approximate  idea  of 
how  many  factory  buildings  there  are  in  the  city?  A.  Not  without 
looking  up  the  records. 

Q.  What  r^ulations  are  there  with  reference  to  fire-escapes 
on  factory  buildings?  A.  Fire-escapes  are  required  upon  all  build- 
ings more  than  two  stories  in  height,  not  having  more  than  one 
means  of  egress. 

Q.  That  is,  if  a  building  is  more  than  two  stories  in  height^ 
and  has  only  one  staircase,  you  require  an  exterior  fire^scape! 
A.  Yes. 

Q.  What  kind  ?  A.  Square  fire-escape,  not  less  than  24  inches 
in  width,  45  degrees  slant,  with  balconies  on  each  fioor,.  covering 
at  least  two  windows. 

Q.  You  prohibit  the  use  of  the  vertical  fire^scape?  A.  Yes, 
sir;  not  recognized. 

Q.  Are  there  any  such  in  Bochester?    A.  A  few;  yes,  sir. 

Q.  They  have  been  put  up  and  you  don't  require  them  to  be 
changed?  A.  They  have  mostly  two  stairways  in  those  same 
buildings. 

Q.  You  recognize  from  your  experience  that  the  vertical  fire- 
escape  is  practically  useless?  A.  Practically  useless,  yes,  in  case 
of  emergency. 

Q.  Besides  fire-escapes  what  other  methods  of  saving  life  do  you 
have  in  case  of  fire?  A.  Fire  pails,  sprinkler  systems  in  base- 
ments of  all  new  buildings. 

Q.  Are  the  spidnkler  systems  compulsory  in  basements?  A. 
In  basements  of  all  new  buildings. 

Q.  Only  in  the  basement  ?    A.  Yes. 
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Q.  Why  is  thati  A.  We  didn't  think  we  could  enforce  a  law 
compelling  people  to  put  in  sprinkler  systems. 

Q.  I  was  coming  to  that.  Not  because  you  didn't  think  the 
sprinkler  system  was  not  good,  but  because  you  did  not  think  you 
had  the  power  ?    A.  Yes. 

Q.  How  do  the  duties  and  position  of  the  new  Fire  Marshal  of 
tlic  State  of  ^^'ew  York  conflict  with  yours,  if  they  do?  A.  They 
do  not  conflict,  except  in  this  way:  We  make  an  order  on 
a  person  to  improve  the  condition.  That  person  has  a  right  to 
appeal  and  has  a  ten-days'  time  to  appeal  from  the  decision  and 
order  of  the  local  Fire  Marshal. 

Q.  What  regulations  have  you  with  reference  to  refuse  and 
material  upon  the  floors  of  factories?  A.  I  can  only  say  that 
in  case  of  rubbish  we  can  make  them  keep  their  places  clean. 

Q.  If  you  find  the  rubbish,  you  can  make  them  pick  it  up? 
Am  JL  es. 

Q.  Is  there  any  regulation  requiring  the  factory  owner  or  pro- 
prietor not  to  permit  rubbish  to  be  thrown  upon  the  floor,  but  to  be 
placed  in  some  fireproof  receptacle?    A.  No,  sir. 

Q.  Would  you  be  in  favor  of  a  statute  of  that  kind?  A.  Under 
certain  conditions,  yes. 

Q.  What  conditions?  A.  It  all  depends  upon  the  character  of 
tlie  rubbish. 

().  I  mean  where  the  rubbish  is  inflammable.  A.  I  would,  yes, 
sir. 

Q.  Such  as  the  textile  stuff?    A.  Yes,  sir. 

Q.  And  linens  and  cotton  goods?  A.  I  think  it  would  be  very 
advisable. 

Q.  You  think  that  such  an  ordinance  or  a  law  could  be  easily 
enforced?     A.  I  do. 

Q.  Don't  you  believe,  Mr.  Pierce,  that  it  would  prevent  a  great 
many  fires?    A.   Undoubtedly  so. 

().  Ft  i>  your  experience,  I  take  it,  that  fires  in  these  raanufactur- 
inp  building"?  are  often  caused  by  an  employee  carelessly  throwing  a 
li.ohied  match  or  b'ghted  cigar  or  cigarette  upon  the  floor  where  there 
i>  rlii>  material  which  is  inflammable?  A.  I  would  not  Fay  as  to 
that  buf  I  think  it  is  from  carelessness. 

Q.  I  mean  it  is  pure  carelessness?    A.  Yes,  sir. 
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Q.  Those  fires  are  preventable,  are  they  not?    A.  Yes,  sir. 

Q.  What  do  jou  do  in  factory  buildings  with  reference  to  doors 
which  lead  out,  as  to  whether  they  open  inward  or  outward?  A.  On 
all  plans  that  are  approved  for  new  buildings  all  doors  are  required 
to  swing  out. 

Q.  How  about  old  buildings?  When  you  say  all  plans  for  new 
buildings,  from  what  time  on  do  you  require  that?  A.  The  ordi- 
nance we  are  now  working  under  was  adiopted  the  17th  of  October 
a  year  ago 

Q.  Prior  to  that  the  doors  could  open  in  or  out?    A.  Yes,  sir. 

Q.  Have  you  any  regulations  requiring  all  doors  in  factories 
where  people  are  employed  to  open  outward?    A.  No,  sir. 

Q.  You  recognize  that  very  often  where  doors  open  inwardly  and 
there  is  a  fire,  the  employees  rushing  for  the  door  crowd  around 
it,  and  are  unable  to  get  out  at  all?    A.  Very  apt  to  be  the  case, 

Q.  They  stand  in  their  own  way  and  are  caught  like  rats  in  a 
trap?    A.  Very  apt  to  be  the  case. 

Q.  Would  you  not  favor  some  regulation  which  required  all  doors 
in  factories  to  open  outwardly?    A.  Yes,  dr. 

Q.  HavenH  you  got  the  power  under  the  present  law  or  ordinance 
to  require  that  now?    A.  I  don't  think  we  have. 

Q.  Can  you  tell  me  in  the  factory  buildings  how  many  doors  you 
know  of  that  open  outwardly?  A.  A  great  many  of  them;  I  could 
not  tell  you  how  many. 

Q.  How  many  opened  inwardly?    A.  A  great  many. 

Q.  They  are  a  dsaily  menace  to  life  as  long  as  they  exist  ?  A. 
Yes,  sir. 

Q.  Have  you  asked  factory  owners  or  proprietors  to  change  their 
doors?    A.  Many  times. 

Q.  Have  they  refused?  A.  Some  of  them  haven't  the  means  to 
do  it;  that  is  they  haven't  a  way  to  swing  them  out  so  they  will  not 
encroach  upon  the  public  highway. 

Commissioner  Phillips:  I  suppose  sometimes  it  would  block 
the  hall  ?    A.  Lots  of  times. 

By  Mr.  Elkits  : 

Q.  Outside  of  those  cases  have  they  refused?  A.  No.  They 
have  not. 
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Q.  Don't  you  know  the  State  Labor  Department  has  authority 
to  compel  them  to  do  it?    A.  I  don't  know. 

Q.  Haven't  you  made  a  study  of  the  State  Labor  Department 
law  with  reference  to  factories?    A.  I  have,  yes. 

Q.  You  say  there  are  cases  when  they  can't  open  them  outward 
because  they  open  on  public  streets  or  staircases?  A.  In  some  cases 
it  is  almost  impossible,  without  making  changes  in  their  hallways. 

Q.  Have  you  suggested  to  them  to  have  sliding  doors?  A.  'So, 
I  never  have. 

Q.  Has  that  never  occurred  to  you?  A.  Sliding  doors  in  my  esr 
tiniation  would  hardly  be  the  thing  in  some  cases — in  cases  of 
emergency,  for  instance. 

Q.  Wouldn't  they  be  better  than  a  door  opening  inwardly?  A. 
Well,  1  would  not  want  to  say  that  they  would  be. 

A.  It  has  been  testified  to  by  the  experts  before  the  Commission 
that  they  would.    A.  Some  sliding  doors  would  possibly. 

Q.  Can  you  conceive  of  any  case  where  a  sliding  door  would  not 
be  bettcT  than  a  door  which  opened  inwardly?  A.  If  a  crowd  got 
around  a  sliding  door 

Q.  Don't  you  think  even  if  a  crowd  were  pushing  against  a  slid- 
ing door  there  would  be  a  chance  of  opening  it?  A.  Not  unless 
there  was  some  way  of  having  a  latch. 

Q.  Which  you  could  not  do  at  all,  under  any  circumstances  with 
a  door  opening  inwardly?  A.  Door  with  a  knob  or  oatch,  even 
though  it  opened  in,  people  recognize  they  would  either  have  to  go 
one  way  or  the  other.  The  sliding  door  if  it  has  a  catch  on  it,  you 
would  think  it  is  locked,  unless  a  person  was  used  to  pulling  the 
catch. 

Q.  In  the  Triangle  Waist  fire  they  found  the  bodies  of  20  or 
30  or  mere  gills  ag<iirst  the  kind  of  a  door  you  have  described,  with 
the  knob  —  because  it  opened  inwardly  and  they  could  not  get  out. 
A.  Possibly  the  door  was  locked. 

Q.  One  of  the  doors  was  not  locked.  Have  yon  found  any 
locked  doors?   A.  Occasionally,  yes. 

Q.  What  do  you  do  in  that  ease?  A.  We  hare  it  immediately 
unlocked,  and  order  it  to  be  kept  unlocked  in  the  future. 

Q.  How  often  do  you  inspect  to  find  out  if  they  are  unlocked? 
A.  Our  inspectors  are  continaally  going  orer  the  ground. 
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Q.  How  often  do  they  inspect  tJie  factories  in  the  city!  A, 
About  once  every  six  months. 

Q.  Do  you  ever  prosecute  for  locked  doorst  A.  Never  have  had 
an  occasion. 

Q.  Have  you  ever  had  any  prosecutions  for  violations  of  the  laws 
or  ordinances  with  reference  to  factories?  A.  We  don't  have  to 
use  that  means. 

Q.  Do  I  understand  you  to  say  that  there  are  no  violations  of 
law  which  have  occurred  during  your  time  in  the  city,  which  have 
required  prosecution?     A.  No,  sir. 

Q.  Mr.  Pierce,  wiUi  reference  to  wooden  stairways  in  factory 
building,  what  regulation  have  you?  A.  None,  sir;  except  in  fire- 
proof buildings. 

Q.  There  are  a  great  many  bakeries  in  Rochester,  aren't  there? 
A.  Yes,  quite  a  few. 

Q.  Have  you  any  cellar  bakeries?    A.  Yes,  sir. 

Q.  You  have  no  ordinance  or  law  prohibiting  them?  A.  Not 
in  our  building  code. 

Q.  Is  there  any  inspection  of  these  bakeshops?    A.  Yes,  sir. 

Q.  How  often  are  they  inspected?    A.  About  the  same  time. 

Q.  Ts  that  done  by  you  or  by  the  health  officer?  A.  It  is  done 
bv  our  Bureau,  and  I  suppose  the  Health  Department  also,  but  we 
haven't  the  jurisdiction  over  bakeries  except  in  keeping 

Q.  T  noticed  from  your  testimony  that  you  do  a  great  deal  of 
the  inspecting  which  the  State  Department  of  Labor  is  supposed 
to  do.     A.  T  presume  we  work  in  conjunction. 

Q.  Duplication  of  inspection  and  duplication  of  effort?  A.  Yes, 
sir. 

Q.  Of  course,  that  is  not  desirable,  is  it?  A.  In  a  great  many 
ways,  yes;  we  work  in  conjunction  with  each  other. 

Q.  Don't  you  think  there  ought  not  to  be  this  unneoessaty  ex- 
pense?   A.  That  might  be  so. 

Q.  Would  it  not  be  more  advisable  to  have  one  authority?  I 
am  not  prepared  to  say  which  should  be  placed  in  charge,  the  city 
or  the  State.  A.  The  responsibility  for  all  buildings  in  the  city  of 
Rochester  is  now  under  the  Bureau  of  Buildings  of  which  I  am  the 
head,  and  I  am  responsible  for  the  conditions. 


Herbert  W.  Piekce.  935 

Q.  You  have  nothing  to  do  with  the  question  of  sanitary  ar- 
rangements in  factory  buildings?    A.  No,  sir. 

Q.  So  while  your  inspectors  are  inspecting  for  fire-escapee,  and 
building  law  violations,  the  Health  Department  inspector  inspects 
for  violations  of  the  sanitary  law?    A.  I  presume  that  is  the  case. 

Q.  Are  there  any  other  inspectors  inspecting  at  the  same  time? 
A.  The  captains  of  the  different  fire  departments. 

Q.  So  that  there  are  three  local  inspections  going  on,  substan- 
tially co-existent^     A.  Yes,  sir. 

Q.  Then  there  is  the  State  Labor  Department  which  also  in- 
spects?   A.  Yes,  sir. 

Q.  So  we  have  the  spectacle  of  the  State  and  city  paying  for 
four  inspections.  Have  you  any  suggestion  to  make  as  to  how  that 
could  be  remedied  and  that  expense  saved?  A.  Duplication  of 
inspections,  of  course,  means  that  the  cost  to  the  State  and  munici- 
pality, if  possible,  could  be  arranged  to  be  under  one  head.  How- 
ever, I  think  it  might  come  back  to  either  the  city  or  the  State  to 
put  on  more  inspectors,  which  possibly  would  mean  the  same  outlay. 

Q.  Let  us  see;  your  inspectors  all  have  to  go  first  and  get  cer- 
tain statistical  information?    A.  Yes,  sir. 

Q.  That  statistical  information  is  exactly  the  same  for  the  Health 
Department,  the  Jlre  Department,  for  your  Department  and  the 
City  Department?     A.  Yes,  sir. 

Q.  The  same  for  either  Department  which  has  gathered  that  in- 
formation?   A.  Why,  yes. 

Q.  And  yet  if  there  was  one  inspector  inspecting  for  all  the 
work  done,  you  would  only  have  to  do  that  work  once  and  not  four 
times?  A.  I  don't  see  how  you  could  find  a  man  that  would  be 
qualified  to  look  after  the  varying  interests, 

Q.  If  you  paid  him  enough  and  had  the  power  of  selection,  you 
could  find  out?  A.  I  doubt  it.  I  think  it  is  imposible  to  have  a 
man  that  will  be  qualified  to  look  after  the  health  interest  and  also 
the  plumbing. 

Q.  This  Commission  has  had  some  practical  experience  in  that 
line  by  employing  their  own  inspectors  who  have  inspected  for  all 
these  things,  and  have  been  able  to  report  about  it  Are  you  in 
favor,  Mr.  Pierce,  of  the  registration  of  all  factories  ?  You  heard 
me  explain  to  the  Commissioner  what  I  meant?    A.  Yes,  that  would 
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be  apt  to  give  the  authorities  a  chance  to  know  exactly  the  kind  and 
location. 

Q.  Would  you  be  in  favor  of  licensing  all  factories?  A.  I  can't 
say  that  I  would. 

Q.  Why  not?   A.  A  license  with  a  fee  you  mean? 

Q.  I  have  not  said  anything  about  fee.  A.  A  license  I  presume 
would  act  in  the  same  way  as  a  registration  would. 

Q.  Except  they  could  not  begin  business  without  having  a  license. 
A.  I  think  possibly  that  would  be  a  veiy  good  idea. 

Q.  Would  you  be  in  favor  of  having  it  renewed  eveiy  year  after 
inspection?  A.  Well,  a  great  many  of  the  manufacturers  move 
occasionally  and  it  might  be  good  idea. 

Q.  Of  course,  you  realize  that  a  manufacturer  moves  and  he  fits 
up  a  place  of  business  and  it  might  be  entirely  improperly  fitted  up 
and  your  Department  would  know  nothing  about  it  for  six  months? 
A.  You  might  get  into  a  building  not  properly  equipped. 

Q.  So  a  proper  method  of  controlling  that  would  be  the  require- 
ment of  a  license  before  he  could  begin  business?    A.  Yes,  sir. 

Q.  Now,  are  there  any  other  matters  which  you  should  like  to 
state  to  the  Commission  or  any  other  suggestion  you  have  to  make 
looking  toward  remedial  legislation?  A.  There  might  be  laws  en- 
acted that  would  protect  property  from  adjoining  dangerous  prop- 
erty and  so  forth. 

Q.  Mr.  Pierce,  you  are  familiar  with  factory  buildings  yourself 
in  Rochester?    A.  A  great  many  of  them,  yes,  sir. 

Q.  Are  there  many  buildings  in  Rochester  which  have  wooden 
staircases  which  are  being  used  for  factory  purposes?    A.  Yes,  sir. 

Q.  How  many  buildings  are  there  that  have  such  wooden  stair- 
cases?   A.  I  presume  80  per  cent  of  them. 

Q.  Those  buildings  have  wooden  floors  ?    A.  Yes,  sir. 

Q.  And  how  wide  is  the  average  staircase  in  these  80  per  cent 
of  buildings  that  are  used  for  factory  purposes?  A.  Three  to  six 
feet. 

Q.  Now,  you  have  no  control  over  the  width  of  the  stairway, 
have  you,  in  existing  buildings?    A.  No,  not  in  existing  buildings. 

Q.  You  can't  make  them  wider?    A.  No. 

Q.  You  can  in  new  buildings?    A.  Yes. 
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Q.  In  new  buildings  thej  are  required  to  be  a  certain  width, 
according  to  the  number  of  people  employed?  A.  Yes,  and  the 
number  of  stairways  increases  in  proportion  to  the  size  of  the 
building. 

Q.  Tell  the  Oonmiisaion  what  your  opinion  is  about  the  danger 
of  fire  with  these  wooden  stairways  and  wooden  floors?  A.  A  build- 
ing that  is  equipped  with  open  wooden  stairways  in  dangerous  in 
case  of  fire  spreading,  because  they  are  open  from  top  to  bottom. 

Q.  They  are  narrow  and  dark  in  many  oases?  A.  In  many 
cases. 

Q.  They  wind  around  an  elevator  shaft  or  hatchway?    A.  Yes. 

Q.  This  hatchway  is  nothing  more  than  a  flue  through  which 
the  flames  would  come?    A.  Yes. 

Q.  So  that  anybody  passing  down  this  staircase  in  case  of  fire 
would  be  liable  to  be  killed?  A.  Liable  to  be  suffocated  in  case 
of  fire. 

Q.  Therefore  80  per  cent  of  the  buildings  in  Rochester  to-day 
that  are  used  for  factory  purposes,  are  in  pretty  bad  condition?  A. 
They  have  wooden  stairways. 

Q.  You  say  they  are  dangerous?    A.  Lots  of  them  are. 

Q.  I  mean  there  are  80  per  cent  of  buildings  that  have  these 
conditions?  A.  I  will  modify  that.  You  asked  me  how  many 
buildings  had  wooden  stairways.  A  great  many  of  the  buildings  in 
the  city,  80  per  cent,  have  wooden  stairways  enclosed  by  fire  walls, 
some  of  theuL 

Q.  How  many  would  you  say  have  flre  walls?  A.  Possibly  not 
more  than  ten  per  cent  of  them. 

Q.  So  then  we  will  cut  it  down  to  70  per  cent  that  have  no  flre 
walls,  and  they  are  wooden  stairways,  and  veiy  often  they  wind 
around  over  an  elevator  shaft  or  a  hatchway?    A.  Yea. 

Q.  Stioh  buildings,  in  plain  English,  are  flre  traps,  are  they  not? 
A.  I  would  not  say  they  would  be  flre  traps;  it  is  dangerous  to  go 
down  those  stairways  in  case  of  flre. 

Q.  Can  you  tell  me  how  many  people  are  employed  in  this  70 
per  cent  of  buildings?    A.  It  is  a  hard  thing  for  me  to  say. 

Q.  Thousands?    A.  Yes,  thousands  of  them. 

Q.  Have  you  ever  known  of  a  flre  drill  in  Rochester?    A.  Yes* 
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Q.  How  many  buildings  have  them?  A.  Why,  I  know  of  ten 
or  twelve  to  my  knowledge. 

Q.  Those  are  the  big  model  factories  I  understand  that  exist 
here  and  of  which  you  are  very  justly  proud?    A.  Yes,  sir. 

Q.  And  where  there  is  the  least  need  for  them?  A.  In  a  great 
many  cases. 

Q.  Those  are  the  fireproof  buildings  where  they  have  many  fire- 
escapes,  many  ways  of  exit  and  sprinkler  systems  and  automatic 
fire  alarms,  and  they  have  the  fire  drills?    A.  Yes. 

Q.  Did  you  ever  know  of  a  fire  drill  in  these  70  per  cent  of  build- 
ings where  they  have  the  wooden  stairways?    A.  Yes. 

Q.  How  many?    A.  I  could  not  say. 

Q.  Can  you  tell  me  of  one?    A.  Can  I  tell  you  one? 

Q.  Yes.    A.  Oh,  yes. 

Q.  Which  one?  A.  I  can  tell  you  of  several  on  St.  Paul  street 
in  the  clothing  factories. 

Q.  In  a  wooden  staircase  building?    A.  Yes. 

Q.  2fow,  Mr.  Pierce,  you  concede,  don't  you,  that  this  70  per 
cent  of  conditions  require  remedies  to  make  them  better  in  case 
of  fire?    A.  Oh,  yes. 

Q.  What  would  you  suggest  should  be  done  to  those  buildings? 
A.  Why,  those  60  or  70  per  cent  of  buildings  I  speak  of  have 
modem  outside  fire-escapes,  probably  90  per  cent  of  those  buildings. 

Q.  Are  there  any  that  have  not?  A.  Well,  some  have  two 
flights  of  stairs.  There  are  very  few  buildings  in  Kochester  that 
haven't  some  means  of  exit  in  case  of  fire. 

Q.  Have  you  ever  seen  these  outside  fire-escapes  used  in  case 
of  fire?    A.  Yes. 

Q.  Isn't  it  a  fact  that  most  of  them  are  never  used  in  case  of 
fire,  except  by  the  firemen  who  go  up  them?  A.  A  fire-escape  will 
never  be  used  in  high  buildings  until  the  stairways  of  the  building 
are  out  of  commission. 

Q.  Isn't  it  your  experience  or  your  knowledge  as  an  expert  on 
the  subject  that  very  often  the  only  use  the  fire-escape  is  put  to, 
is  by  the  firemen  as  they  come  to  the  building  with  the  hose?  A. 
In  most  cases,  yes. 

Q.  Haven't  you  heard  Rre  Chief  after  Tire  Chief  say  that  they 
are  very  convenient  for  the  fireman  for  that  purpose,  but  no  good 
for  any  other  purpose?    A.  I  would  not  wan^  to  say  that. 
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Q.  Isn't  it  beooming  the  best  expert  opinion  now  that  exterior 
fire-escapeBy  unless  they  are  practically  staircases,  are  not  of  much 
use^    A.  Yes^  that  is  so. 

Q.  Wherever  you  have  a  balcony.  Take  this  one  we  can  see 
right  here  (indicating  from  window),  that  is  a  pretty  good  one! 
A.  Yes. 

Q.  Wherever  you  have  one  like  that  in  case  of  fire  it  would  be 
impossible  for  any  great  nimiber  of  people  to  go  down?  A.  That 
is  a  winding  stairway. 

Q.  A  winding  stairway,  but  it  is  not  veiy  broad  or  big?  A. 
Well,  it  IB  24  inches  wide. 

Q.  That  is  a  modem  building  with  every  modem  appliance? 
A.  Yes,  sir. 

Q.  That  is  the  best  of  its  kind?    A.  Yes,  sir. 

Q.  Have  you  noticed  in  the  buildings  that  you  have  inspected, 
that  in  many  cases  to  get  to  the  fire-escape  you  have  to  climb  over 
the  sills?     A.  Yee,  sir. 

Q.  And  that,  of  course,  is  very  bad?    A.  Yes,  sir. 

Q.  Haven't  you  any  power  of  remedying  that?  A.  No;  we  have 
not. 

Q.  You  have  known  of  where  they  have  dropped  and  fallen  as 
they  have  cUmbed  over?    Yes. 

Q.  Ought  not  all  fire-c&capes,  exterior  ones,  be  built  on  the  level 
with  the  fioor,  and  the  window  or  door  be  made  to  open  flush  with 
the  fioor?    A.  That  is  the  way  they  should  be  built  by  right. 

Q.  You  would  favor  legislation  compelling  that?  A.  Well,  it 
is  a  hardship  sometimes  on  the  owners. 

Q.  I  mean  in  new  buildings?    A.  Yes,  sir. 

Q.  Now,  about  hardship,  of  course,  no  one  wants  to  put  any 
greater  hardship  on  the  owners  than  is  possible.  How  many  win- 
dows do  the  fire-escapes  enclose  in  Rochester?    A.  Two. 

Q.  They  must  enclose  two?    A.  Yes,  sir. 

Q.  Are  the  windows  marked  or  designated  in  any  way  from 
the  inside?    A.  Yes,  in  mostly  all  cases. 

Q.  In  what  way?    A.  By  a  sign,  "  Fire-escapes." 

Q.  Would  you  be  in  favor  of  requiring  the  window  frames  to 
be  painted  red  for  instance?  A.  Why,  anything  that  would  desig- 
nate it  clearly. 

Q.  Better  than  a  sign,  I  mean?    A.  Yes,  sir. 
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Q.  Do  you  require  windows  that  lead  to  fire-eeoapes  to  have 
what  is  known  as  wired  gla^  which  is  not  quite  as  inflammable  as 
others?    A.  No, 

Q.  Would  you  favor  that?  You  know  what  I  refer  to!  A.  Oh, 
jesy  yes.  Why,  a  wire  glass  window  opening  on  to  a  fire-escape  in 
case  the  window  was  opened  would  not  help  the  conditions  any. 

Q.  WeUy  it  prevents  the  flames  from  coming  out?  A.  Coming 
out  on  the  fire-escape. 

Q.  The  object  of  it  is  this:  Suppose  people  are  going  down  from 
the  fifth  floor,  and  there  is  a  fire  on  the  third  and  the  second  floors. 
If  you  had  the  ordinary  windows  with  the  ordinary  sash,  the  flames 
would  come  out  and  envelope  the  fire-escape  so  they  could  not  go 
by  without  great  danger,  whereas  if  you  had  the  metal  sashes,  metal 
window  frames,  and  this  wire  glass,  the  flames  would  be  kept  in- 
side the  building?    A.  Yes,  they  would. 

Q.  In  view  of  those  facts  would  you  favor  some  legislation, 
would  require  them,  for  instance,  in  new  buildings?  A.  The  wired 
glass  is  a  protection,  of  course,  the  same  as  a  shutter  would  be  open- 
ing on  to  a  fire-escape. 

Q.  Now,  Mr.  Pierce,  you  said  there  were  70  per  cent  of  Aese 
factory  buildings  that  are  in  the  condition  you  told  us  about.  Have 
you  done  anything  to  remedy  those  conditions?  A.  About 
stairways? 

Q.  Yes.    A.  We  have  no  laws  that  we  can. 

Q.  Have  you  appealed  to  the  Factoiy  Department?    A.  No. 

Q.  Do  you  mean  to  say  that  imder  your  law  if  they  are  a  men- 
ace to  life  you  can't  prevent  it?  A.  I  don't  say  they  are  o  menace 
to  life. 

Q.  You  have  told  me  they  are  dangerous  in  case  of  fire?  A.  To 
go  down  the  stairway,  yes. 

Q.  And  dangerous  to  life  in  case  of  fire?    A.  Yes. 

Q.  And  if  they  were  not  able  to  go  down  through  the  fire-escapes 
and  had  to  go  down  the  stairs  in  case  of  fire  it  would  result  in  loss 
of  life?    A.  Yes,  sir. 

Q.  Large  loss  of  life?    A.  Possibly  so. 

Q.  Don't  yon  think  it  is  up  to  you  to  find  some  way  to  remedy 
those  conditions?  A.  We  have  laws  that  compel  those  property 
owners  to  have  outside  fire-escapes. 
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Q.  Can't  jou  compel  these  people  to  build  fire  walls  around  these 
wooden  staircases?    A.  No. 

Q.  You  mean  to  say  that  under  the  law  neither  jou  nor  the 
Labor  Department  can  do  it?  A.  I  don't  know  what  the  laws  of  the 
Labor  Department  are. 

Q.  Do  not  your  fire  ordinances  give  you  authority  in  that  re- 
gard?   A.  I  don't  think  they  do;  no^  sir. 

Q.  Have  you  ever  tried  to  have  an  ordinance  passed  by  your 
common  council  or  your  local  authorities  requiring  that  to  be  done? 
A.  Yes,  sir. 

Q.  Has  it  failed?    A.  Yes,  sir. 

Q.  Why?    A.  I  could  not  say  why. 

Q.  When  did  you  try  to  have  it  passed?  A.  Through  the  Com- 
mission that  has  been  appointed  to  regulate  the  building  ordinances 
of  the  city,  the  proposition  has  been  brought  up  several  times  to 
cut  out  certain  large  areas  of  buildings  with  fire  walls,  and  it  has 
been  cut  out  of  the  code. 

Q.  It  was  voted  down?    A.  It  was  voted  down. 

Q.  You  are  in  favor  of  it?    A.  I  am. 

Q.  You  think  it  is  absolutely  necessary  that  something  of  that 
kind  should  Ix^  done  to  remedy  these  conditions?  A.  In  certain 
classes  of  buildings. 

Q.  Do  you  co-operate  at  all  with  the  State  Labor  Department 
on  this  question?    A.  Yes. 

Q.  Have  you  spoken  to  either  the  Commissioner  of  Labor  or 
Deputy  Commissioner  of  Labor  and  called  his  attention  to  these 
conditions?    A.  I  have  not. 

Q.  The  Deputy  Commissioner  is  a  fellow  townsman  of  yours? 
A.  Yes,  sir. 

Q.  The  distinguished  ex-Secretary  of  State?    A.  Yes,  sir. 

Mr.  Elkus:  That  is  all. 

The  Witness:  There  is  one  point  I  want  to  bring  out.  You 
asked  if  we  had  ever  done  anything  in  regard  to  prosecuting  in- 
dividuals that  had  property  that  was  a  menace.  We  haven't  had  to 
prosecute.  We  have  closed  up  buildings  until  certain  conditions 
were  remedied. 
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Q.  Now,  in  case  of  locked  doors,  have  you  ever  punished  these 
people  for  locking  their  doors  in  factory  buildings?  A.  Cautioned 
them. 

Q.  Do  you  think  that  is  sufficient?    A.  The  remedy  is  at  hand. 
Q.  What  is  that  remedy^    A.  We  always  found  the  conditions 
complied  with. 

Q.  I  know,  for  the  time  being,  but,  of  course,  it  is  a  very  simple 
thing  to  look  and  unlock  a  door  in  a  factory  building?    A.  Yes,  sir. 

Q.  And  a  locked  door  in  the  time  of  fire  means  a  disaster.  Now, 
don't  you  think  you  ought  to  punish  a  man  whom  you  find  locking 
a  door  so  he  would  never  do  it  again?  A.  Have  to  find  some  way 
to  do  it,  I  am  afraid. 

Q.  You  can  find  it.  llave  him  arrested.  A.  We  can  have  him 
arrested,  whether  we  find  it  or  not. 

Q.  But  that  is  not  up  to  you?    A.  No. 

By  ConmiiBsioner  Phillips: 

Q.  Have  you  any  particular  views  you  want  to  give  the  Com- 
mission with  regard  to  what  are  proper  fire-escapes,  either  inside 
or  outside  the  building  in  new  buildings?  A.  I  recognize  the 
value  of  approving  stairways  enclosed  with  fire  walls  on  the  outside 
of  a  building,  or  a  stairway  that  you  will  have  to  go  outside  of  the 
building  and  reenter,  so  it  would  not  be  connected  with  the 
building. 

Q.  You  think  the  law  ought  to  require  that  in  all  new  buildings 
where  a  certain  number  of  people  are  going  to  be  employed  ?  A. 
I  do. 

By  Commissioner  Dkeiee: 

Q.  Do  you  have  any  jurisdiction  over  the  inside  of  factories, 
the  condition  of  machinery,  the  passages  being  clear  to  the  fire- 
escapes  and  exits?     A.  No. 

Q.  Is  there  a  good  deal  of  over-crowding?    A.  Not  so  much,  no. 

Q.  Would  yoa  udvise  putting  the  control  of  the  fire  protection 
entirely  in  the  hands  of  the  city,  rather  than  in  the  hands  of  the 
Factory  Department?     A.  I  would,  yes. 
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By  Mr.  Elkus  : 

Q.  Mr.  Pierce,  have  you  in  the  city  of  Rochester,  the  loft 
building  as  a  factory  building,  or  haven't  you  got  to  that  stage 
yet  ?  A.  We  have  only  one  loft  building,  seven  stories  in  height ; 
the  balance  of  the  buildings  are  less  in  height. 

Q.  Is  that  a  fireproof  building?    A.  No;  mill  construction, 

Q.  Has  it  an  elevator  and  wooden  floor  and  wooden  stairways  ? 
A.  Wooden  stairways  enclosed  in  brick  walls;  elevator  enclosed 
in  brick ;  sprinkler  system. 

Q.  You  are  familiar  with  the  modern  loft  building  in  the  city 
of  New  York  ?    A.  Yes. 

Q.  Is  there  any  indication  of  any  of  those  being  built  here? 
A.  No,  sir. 

Q.  You  have  not  got  that  problem  ?  A.  We  have  not  got  that 
problem. 

Q.  For  which  you  are  truly  grateful?     (No  response.) 
By  Commissioner  Phillips: 

Q.  Along  the  line  of  the  construction  of  factories,  can  yon  tell 
us  how  many  new  factories  have  been  built  in  Rochester  during  the 
last  five  years  ?    A.  I  cannot  without  looking  up  the  records. 

Q.  Can  you  state  approximately  how  many  in  the  last  two 
years  ?    A.  Approximately  fifty  buildings  of  the  modem  type. 

Q.  Do  you  recall  among  the  new  buildings,  any  building  that 
contains  anything  in  its  construction  that  is  a  menace  to  life  or 
bafety?  A.  Why,  they  are  built  on  the  lines  drawn  up  by  our 
building  code,  and  we  think  they  are  modem  buildings.  There  are 
some  things  that,  of  course,  could  be  bettered. 

Q.  They  have  wooden  floors  ?    A.  Wooden  floors,  yes. 

Q.  But  fireproof  walls?    A.  Ye«. 

Q.  And  all  the  staircases  are  enclosed?  A.  All  the  staircases 
are  enclosed. 

Q.  In  fireproof  walls?    A.  Yes. 

Chables  Little,  called  as  a  witness,  and  being  duly  sworn, 
testified  as  follows : 

By  Mr.  Elkub  : 

Q.  Will  you  give  us  your  full  name?     A.  Charles  Little. 
Q.  Your  address  ?    A.  62  Wilder  street. 
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Q.  You'  are  Chief  of  the  Fire  Department  of  the  city  of 
Rochester?    A.  Yes. 

Q.  How  long  have  you  been  Chief?    A.  Nine  years. 

Q.  And  prior  to  that,  what  was  your  position  in  the  Depart- 
ment ?    A.  Battalion  Chief  and  Captain. 

Q.  You  worked  your  way  up  from  the  bottom  to  the  top? 
A.  Yes, 

Q.  How  many  uniformed  men  are  there  in  your  Department  ? 
A«  About  297  uniformed  men. 

Q.  How  many  Battalion  Chiefs?     A.  Four. 

Q.  How  many  Captains  ?    A.  Twenty-seven. 

Q.  Do  the  290  men  you  refer  to  include  the  Captains  and  the 
Battalion  Chiefs  ?    A.  Yes,  sir. 

Q.  Is  the  city  divided  into  districts?    A.  Yes,  sir. 

Q.  How  many  are  there  ?    A.  Four. 

Q.  With  a  Battalion  Chief  in  charge  of  each?  A.  Yee,  sir; 
four  Battalion  Chiefs  and  Assistant  Chiefs. 

Q.  Chief,  what  are  the  duties  of  the  Department  with  reference 
to  the  inspection  of  factory  buildings?  A.  We  have  a  rule  in 
the  Department  that  governs  that.  They  make  an  inspection  about 
twice  a  year.  Each  Battalion  Chief  inspects  his  own  Battalion, 
District  and  takes  from  two  to  three  Captains  with  him,  the 
Captains  in  the  vicinity  of  where  he  is  making  the  inspection  and 
he  is  supposed  to  do  it  about  twice  a  year.  Then  we  have  started 
in  and  we  are  making  a  monthly  inspection  now  by  bringing  in 
four  outside  Captains. 

Q.  Do  they  make  written  reports  of  these  inspections  ?    A.  Yes. 

Q  What  becomes  of  those  reports?  A.  They  come  to  me 
through  the  Commissioner  of  Public  Safety. 

Q.  Filed  with  you?  A.  I  take  the  report  right  up  to  the 
Commissioner. 

Q.  He  has  a  record  of  your  instructions?    A.  Yes,  sir. 

Q.  Can  you  tell  this  Commission  how  many  buildings  you  in- 
spect a  month?  A.  Well,  I  could  not  tell  that  exactly,  because 
the  Battalion  Chiefs  inspect  in  their  spare  time  when  there  aren't 
fires. 

Q.  I  understood  you  to  say  that  you  made  an  inspection  every 
month  now  ?    A.  Yes,  just  started  ^u. 
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Q.  Whan  did  you  begm  that !    A.  Tkis  morning. 

Q.  That  wasn't  because  we  are  coming  here?  A«  No,  no^  not 
SLi  alL 

Q.  Welly  before  this  morning,  how  often  did  jou  inspect !  A. 
I  say  the  Battalion  Chiefs  made  an  inspection  about  twice  a  year 
and  took  from  two  to  three  Captains  with  them. 

Q.  What  did  they  inspect  fort  A.  Inspected  to  familiarize 
themselves  with  the  buildings  and  report  the  conditi<mSy  locating 
fire  walls,  and  openings  of  di£Ferent  kinds ;  how  they  can  get  at 
the  building ;  location  of  fire-escapes.  They  have  a  regular  blank 
form  they  fill  out 

Q.  Have  you  got  one  of  those  forms  with  you?  A«  I  have 
not ;  nOy  sir. 

Q.  Oould  you  bring  us  one  this  afternoon  t    A.  Yes,  sir. 

Q.  Will  you  be  kind  enough  to  do  it,  Chief,  at  two  o'clock, 
after  we  take  a  recess  ?    A.  Yes. 

By  the  YiOB-CHAiBMAif : 

Q.  Right  at  that  point,  Counselor,  I  would  like  to  ask  the  Chief 
if  that  inspection  is  being  made  for  the  purpose  of  having  means 
of  fighting  fire  after  it  commences,  or  with  a  view  to  preventing 
it 9  A.  Both;  and  if  we  find  any  conditions  that  we  think  are 
dangerous,  they  are  put  on  this  blank  and  then  forwarded  to 
the  Commissioner  of  Public  Safety. 

By  Mr.  ELBire: 

Q.  Have  you  auy  authority  to  remedy  them,  or  do  you  just 
report  to  the  Commissioner?  A.  Just  report  to  the  Com- 
missioner. 

Q.  Then  it  is  up  to  him  to  take  care  of  it?    A.  Yes. 

Q.  What  kind  of  things  do  you  regard  as  being  dangerous? 
A.  Well,  the  blocking  of  the  fire-escapes;  waste  paper  in  base- 
ments, waste  paper  on  the  floors ;  all  such  conditions  as  that. 

Q.  How  about  wooden  staircases?  A.  We  report  that  in  the 
report 

Q.  The  Commissioner  then,  has  a  record  of  every  wooden 
staircase  in  a  factory?  A.  Well,  I  suppose  he  has  a  reeord  of 
that 
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Q.  Do  you  know  whether  there  is  any  compilation  of  those 
iecords?    A,  No,  I  don't  know  after  it  leaves  me. 

Q.  You  have  heard  the  testimony  of  the  Fire  Marshal,  Chief? 
A.  Yes,  sir. 

Q.  With  reference  to  the  number  of  buildings  that  have  wooden 
Etaircases?    A.  Yes,  sir. 

Q.  He  said  there  were  eighty  per  cent  of  the  factory  buildings 
that  had  them  and  that  ten  per  cent  were  enclosed  with  fire  walls. 
1  suppose  you  agree  with  him  in  case  of  fire  if  they  could  not  get 
out  of  the  building  by  the  outside  fire-escapes,  that  those  wooden 
staircases  are  very  dangerous  things?  A.  Iron  or  wood,  if  they 
are  opened,  they  are  dangerous;  don't  make  any  difference  what 
material  they  are. 

Q.  And  when  thej  wind  around  an  open  shaft,  or  an  open 
hatchway,  they  are  particularly  dangerous?  A.  Particularly 
dangerous,  yes, 

Q.  It  is  your  experience  as  an  old  fire  fighter,  that  these  open 
hatchways  and  elevator  shafts  are  nothing  more  than  a  means  of 
carrying  the  flames  from  floor  to  floor  ?    A.  Acts  as  a  chimney. 

Q.  And  they  ought  to  be  prohibited,  ought  they  not  ?  A.  Yes, 
eir, 

Q.  Even  in  existing  buildings  ?    A.  Yes,  sir. 

Q.  Or  they  ought  not  to  be  used  for  factory  purposes  ?  A.  Yes, 
sir. 

Q.  So  you  would  say,  then,  that  seventy  per  cent  of  the  build- 
ings in  Eochester  that  are  used  for  factory  purposes  ought  to  be 
very  materially  changed  before  they  are  safe?  A.  Before  I 
would  call  them  safe,  yes. 

Q.  Now,  there  are  seventy  per  cent  that  are  dangerous  to  life  ? 
A.  I  could  not  say  as  to  number. 

Q.  I  mean,  basing  it  on  those  statements  ?    A.  Yes. 

Q.  Now,  Chief,  do  you  find  outside  fire-escapes  of  much  use 
in  case  of  fire?  A.  Well,  yes,  I  have;  they  are  better  than 
nothing. 

Q.  Yes,  that  is  about  right    A.  Yes. 

Q.  But  are  they  of  much  more  use  than  that  ?  A.  If  they  are 
built  right,  outside  fire-escapes  ought  to  be  some  good,  especially 
where  there  are  men,  but  I  would  not  take  much  stock  in  them  for 
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Q.  What  has  been  your  experience  with  women  using  themi 
A.  I  never  had  them  use  them  only  in  school  houses,  and  J  see 
them  make  a  very  poor  job  of  it,  but  I  seen  where  a  common 
fire-escape  would  have  saved  thirty  lives,  but  it  was  not  there 
to  save  them;  even  the  ladder  fire-escapes. 

Q.  What  kind  of  a  building  was  that?  A.  Six-story,  wood 
construction* 

Q.  Factory  building?    A.  Yes. 

Q.  How  long  ago  was  that,  Chief?    A.  '88. 

Q.  And  thirty  lives  were  lost  ?  A.  Thirty-one,  something  like 
that 

Q«  What  would  you  reccnnmend  as  means  of  egress  in  case  of 
fire?    A.  Factory  buildings? 

Q.  Yes.  A.  Well,  factory  buildings,  in  the  first  place,  ought 
not  to  be  allowed  to  be  built  over  three  or  four  stories  high,  and 
in  the  next  place  there  ought  to  be  outside  fire-escapes  and  the 
people  ought  to  be  made  to  use  them. 

Q.  You  mean,  they  ought  to  have  fire  drills  ?  A.  Yes,  sir,  fire 
drills. 

Q.  There  ought  not  to  be  any  sills  that  are  above  the  level 
of  the  fire-escapes  ?    A.  Ko,  sir. 

Q.  Have  you  ever  seen  what  is  called  the  in-and-out  fire- 
escape  —  that  is  where  there  are  no  platforms  on  the  outside  of 
the  buildings  ?    A.  I  don't  know  as  I  ever  have. 

Q.  Are  you  familiar  with  fire  walls  ?    A.  Yes,  sir. 

Q.  What  do  you  think  about  those  as  a  means  of  preventing 
fires?     A.  Fire  walls  are  good  things,  very  good. 

Q.  Would  you  favor  their  use?    A.  Yes,  sir. 

Q,  How  about  a  sprinkler  system?  A.  Nothing  better;  the 
best  thing  that  has  ever  been. 

Q.  Would  you  compel  a  sprinkler  system  in  all  buildings  over 
a  certain  height  to  be  used  for  factory  purposes  ?  A.  Yes,  sir,  all 
buildings. 

Q.  Chief,  you  have  nothing  to  do  except  to  point  out  the  con- 
ditions as  you  find  them  fiom  your  inspections?    A.  Yes,  sir. 

Q.  You  yourself  have  no  power  to  remedy  them  or  order 
them  changed?    A.  No,  sir. 

Q.  What  do  you  say  about  doors  opening  inwardly  in  a  factory 
building?    A,  Ought  to  open  outward. 
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Q.  How  many  factory  buildings  are  there  in  Bockeeter  that 
have  doors  opening  inwardly  ?    A.  As  to  that,  I  could  not  tell  you. 

Q.  How  many  t    A.  Quite  a  few. 

Q.  Is  there  any  reason  why  they  should  not  be  made  to  open 
ontwardly  that  you  know  of  —  or  have  sliding  doors  f    A.  No,  sir. 

Q.  There  isn't  any  t    A.  ISTo. 

Q.  What  is  your  opinion  as  to  whether  or  not  a  sliding  door 
would  be  better  than  a  door  opening  inwardly  ?  A.  I  would  pre- 
fer the  sliding  door. 

Q.  Is  there  anything,  Chief,  that  you  would  like  to  tell  the 
Oommission  about,  from  your  experience  in  the  city  of  Rochester? 
A.  No. 

By  Commissioner  PnrLLips: 

Q.  What  is  your  opinion  as  to  the  value  of  automatic  fire- 
alarms  ?  A.  Well,  they  are  good,  some  of  them,  if  they  could  be 
run  ri^t,  and  taken  care  of  properly. 

By  Mr.  Elkus  : 

Q.  Have  you  any  incendiarism  in  Rochester  at  all,  Chief  ?  A. 
Not  lately,  we  haven't 

Q.  You  are  not  bothered  with  that?  A.  We  have  had  some 
experience  with  it  two  or  three  years  ago,  but  not  lately. 

Q.  Factory  buildings  then  ?     A.  Every  kind  of  buildings. 

Q.  It  does  not  exist  any  longer?     A.  No. 

Mr.  Elkub:  I  am  very  much  obliged  to  you,  Chief. 

Herbert  W.  Pierce,  recalled,  testified  as  follows : 
By  Commissioner  Phillips: 

Q.  For  the  purpose  of  the  record,  I  want  to  ask  Mr.  Pierce 
another  question.  He  stated  there  had  been  about  fifty  new 
factories  during  the  last  few  years.  What  is  the  height  of  those 
factories?    A.  Range  from  one  story  up  to  seven. 

Q.  Very  many  of  them  seven  ?  A.  Only  the  fireproof  buildings 
of  mill  construction,  mostly  two  to  four  stories  in  height. 
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Jamss  W.  Elwood,  called  as  a  witnesB,  aad  duly  sworn, 
testified  as  follows : 

By  Mr.  Eijeub: 

Q.  Will  you  give  us  your  name  and  residence?  A.  James 
Elwood,  47  Sosedale. 

Q.  What  is  your  business  t  A.  I  am  the  manager  here  for  the 
State  Underwriters'  Association* 

Q.  That  is  an  association  of  fire  insurance  ocMnpanies  f  A.  Yes, 
sir. 

Q.  For  the  purpose  of  arranging  rates!    A.  Bates. 

Q.  What  else  t    A.  Inspections  and  general  conduct  of  business. 

Q.  To  improve  fire  conditions?  A.  That  is  one  of  our  main 
objects. 

Q.  Mr.  Elwood,  you  spoke  of  inspections;  have  you  a  force 
of  inspectors  to  inspect  buildings  ?    A.  Yes,  sir. 

Q.  Those  are  buildings  where  they  apply  for  fire  insurance? 
Ai  Not  necessarily,  we  mean  to  inspect  and  rate  everything. 

Q.  Have  you  a  list  of  buildings  used  for  factory  purposes 
in  the  city  of  Eochester  ?    A.  No,  not  in  the  list  form. 

Q.  What  do  you  have,  a  map  ?  A.  No ;  I  have  the  surveys  of 
them,  and  individual  surveys. 

Q.  That  is  a  card  system  ?  A.  Well,  the  rating  appears  in  the 
cabinet  in  a  card  system,  but  the  surveys  are  more  extended. 

Q.  And  your  surveys  show  at  a  glance  the  character  of  the 
building,  its  size,  the  floor  space,  and  purposes  for  which  the  floor 
is  used  and  kind  of  business  carried  on,  and  in  some  cases  the 
placing  of  machineiy,  does  it  not?    A.  All  but  the  last  named. 

Q.  And,  of  course,  it  includes  such  information  as  the  name 
of  the  owner?    A*  Yes,  sir. 

Q.  And  kind  of  merchandise  he  carries  in  stock,  and  various 
other  information  for  your  own  purpose?  A.  The  nature  of  his 
business. 

Q.  Do  you  also  have  on  your  survey  the  exits  in  case  of  flre? 
A.  We  have  the  nature  of  the  stairways  and  elevators. 

Q.  Of  course,  your  Board  is  interested  more  in  the  preserva- 
tion of  property  than  it  is  in  life?  A.  Yes;  but  it  results  in- 
directly in  the  saving  of  life. 
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Q.  Of  course,  I  am  coming  to  that.  The  preservation  of  prop- 
erty necessarily  means  very  often  the  preservation  of  life?  A. 
Yes,  sir. 

Q.  How  many  inspectors  have  you?    A.  Two  besides  myself. 

Q.  How  often  do  they  inspect  the  factories  in  Rochester?  A. 
Well,  that  varies ;  not  as  often  as  I  wish  they  might,  because  our 
force  is  limited.  I  find  that  there  is  a  great  difference;  some 
might  require  more  frequent  inspection  than  others.  We  mean 
to  be  governed  by  that. 

Q.  You  divide  your  inspection  risks  into  classes,  don't  you? 
A.  I  don't  quite  get  you. 

Q.  I  say,  you  divide  your  buildings.  You  say  some  require 
more  inspection  than  others;  how  do  you  determine  that?  A. 
In  the  first  place,  by  the  nature  of  the  business.  In  other  words, 
I  think  the  wood  worker  requires  it  more  frequently  than  a 
metal  worker,  and  another  thing  is  the  disposition  we  find  on  the 
part  of  the  owner  to  maintain  our  rules. 

Q.  You  make  an  intelligent  classification  according  to  the  owner 
and  the  character  of  the  business  ?    A.  Yes,  sir. 

Q.  What  is  the  least  number  of  times  you  inspect  some  in  a 
year?  A.  Oh,  well,  theie  are  some  that  we  don't  get  to  once 
a  year. 

Q.  And  others  you  get  to  once  a  month?  A.  Rarely  as  often 
as  that. 

Q.  You  are  able  to  do  that  with  two  inspectors  and  yourself? 
A.  Pretty  well. 

Q.  You  keep  a  record,  I  suppose,  on  your  survey  of  all  the 
inspections  that  are  made?    A.  Yes,  sir. 

Q.  How  often,  in  your  opinion,  should  factories  be  inspected  ? 
A.  Well,  I  think  our  rule  would  apply  generally.  There  are 
claj9ses  and  there  are  factories  that  require  it  very  much  more 
than  others. 

Q.  What  do  you  consider  the  fire  risk,  in  Rochester,  in  fac- 
tories? Is  it  great  or  small?  A.  Well,  it  averages  pretty  well 
with  the  cities  of  the  country. 

Q.  How  does  it  compare  with  New  York  city?  A.  I  think 
it  is  better. 

Q.  How  does  it  compare  with  Buffalo?  A.  Better  than 
Buffalo. 
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Q.  How  does  it  compare  with  Syracuse?  A.  I  am  not  familiar 
with  the  figures  in  Syracuse. 

Q.  Has  the  fire  risk,  in  your  opinion,  increased  or  decreaseil 
in  the  last  year  or  two?  A«  I  think  it  has  been  decreasing  for 
a  number  of  years. 

Q.  What  is  the  reason  of  the  change  ?    A,  There  are  many. 

Q.  Tell  us  some.  A.  The  improvement  in  the  building  ordi- 
nances is  one*  i 

Q.  In  the  new  buildings?  A.  Yes,  another,  I  think,  is  our 
system  of  schedule  rating. 

Q.  What  do  yoa  mean  by  that  ?  A.  That  makes  the  rates  on  the 
building  according  to  its  condition.  In  other  words,  we  make 
a  charge  in  that  schedule  for  every  defect  in  the  building,  either 
in  its  construction  or  in  its  maintenance  if  it  falls  below  a 
standard.  That  makes  it  incumbent  upon  an  owner  to  improve 
those  conditions  so  as  to  lower  his  rate. 

Q.  In  other  words,  you  make  it  pay  him?  A.  We  make  it 
pay  him,  or  at  least  we  help  them  by  their  making  the  changes. 
That  is  one  condition,  and  I  think  that  has  brought  about  a  better 
class  of  new  buildings';  they  look  to  the  insurance  rates  very 
sharply,  and  the  lesult  is  that  the  architects  are  looking  to  safer 
construction  with  that  in  view. 

Q.  That  is  the  case  pretty  near  everywhere  in  the  United  States, 
isn't  it?  A.  We  have  had  here,  a  very,  very  large  percentage, 
lately,  of  low  factory  buildings  that  have  gone  outside  where  they 
have  plenty  of  ground  and  built  one  or  two-story  buildings.  That, 
of  course,  has  materially  affected  the  life  proposition,  because 
every  window  is  a  fire-escape.  It  has  done  away  with  the 
elevators,  and  it  has  improved  it  from  our  point  of  view  as  well. 
There  has  been  a  large  increase  in  the  amount  of  sprinkler  pro- 
tection. There  has  been  a  disposition  on  the  part  of  owners  to 
put  in  the  interior  protection,  extinguishers  and  so  forth,  put  in 
a  can  for  the  rubbish  and  prohibit  smoking.  Those  all  have 
their  effects. 

Q.  What  is  your  opinion  about  these  wooden  stairways  you 
have  heard  testified  about  ?  A.  Why,  they  certainly  are  a  danger 
point 
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Q.  Do  yon  think  tkey  dhould  be  prohibited  or  changed,  or  a 
fire  wall  required  to  be  built  around  them,  even  in  existing  build- 
ings!   A«  We  would  like  to  see  it 

Q.  You  certainly  think  it  would  save  life,  don't  yout  A«  I 
certainly  do. 

Q.  Now,  you  have  spoken  about  the  use  of  automatic  sprink- 
lers. Do  you  favor  the  compulsory  use  of  the  automatic  sprinkler 
system  in  factory  buildings  over  a  certain  height  t  A.  Over  a  cer- 
tain height  and  size. 

Q.  What  height  and  size  would  you  suggest  i  A.  Why,  I  think 
they  certainly  ought  to  be  in  factories  where  employees  are  work* 
ing  above  the  third  floor. 

Q.  What  can  be  done  to  prevent  the  spread  of  fire,  caused  by 
the  use  of  inflammable  material  ?  A.  The  first  thing  is  to  make 
more  stringent  rules  in  regard  to  the  use  of  those  inflammable 
materials.  We,  in  the  first  place,  advocate  where  they  are  highly 
inflammable,  the  keeping  of  the  main  stock  outside  of  the  factory 
building  or  in  a  fireproof  vault,  using  simply  the  day's  supply. 
We  advocate  frequent  cleaning  and  the  removal  of  refuse  or  the 
placing  of  same  in  fireproof  receptacles. 

Q.  Would  you  be  in  favor  of  legislation  compelling  the  placing 
of  all  refuse  material  that  is  infiammable  immediately  in  fire- 
proof receptacles  t    A.  If  it  could  be  done,  yes,  sir. 

Q.  You  think  that  would  be  a  great  prevention  of  fire!  A.  I 
think  sa 

Q.  As  a  matter  of  fact,  a  great  many  fires  are  caused  by  care- 
lessness in  throwing  a  lighted  match,  or  cigarette  or  cigar  in  in- 
flammable material  on  the  floor  of  the  factory!    A.  Very  many. 

Q.  And  if  it  wasn't  there,  of  course,  the  fire  would  not  take 
place!    A.  No;  furthermore,  if  they  were  not  smoking. 

Q.  Would  you  be  in  favor  of  prohibiting  smoking  by  employees 
in  factories  during  working  hours!  A.  Yes,  during  working 
hours,  unles.s5  in  some  place  especially  provided  for  that. 

Q.  I  mean  in  the  workroom.    A.  Yes,  sir. 

Q.  Where  the  material  was!    A.  Yes,  sir. 

Q.  Have  you  any  suggestion  to  make  as  to  any  method  that 
might  be  used  or  adopted  to  secure  adequate  fire^scape  facilities 
in  factories  !    A.  I  hardly  knoiw  what  to  say. 


James  Elwood.  953 

Q.  How  about  fire  drills ;  are  you  in  favor  of  those  t  A.  Wky, 
yeSy  if  they  are  carried  out  they  are  a  good  thing. 

Q.  How  about  fire  walls!  A.  The  division  of  the  large  area 
buildings  by  fire  walls  is  a  very  good  point;  the  sprinklers  for 
interior  protection  is  another,  and  I  think  that  factories  not 
equipped  with  sprinklers  should  be  forced  to  maintain  a  sufficient 
minor  protection,  and  that  there  should  be  some  law  governing 
the  frequent  inspection  of  the  same  to  see  it  is  in  working  order. 

Q.  An  automatic  sprinkler  system !  A.  I  say  where  there  are 
no  sprinklers,  factories  should  have  a  certain  amount  of  minor 
protection.  I  had,  in  my  experience,  some  cases  where  a  man 
would  buy  chemical  extinguishers  and  hang  them  up  and  leave 
them  eight  or  nine  years  without  touching  them,  and  expect  them 
to  work. 

By  Commissioner  Phu-lips  : 

Q.  Did  they  evor  fill  them  with  kerosene  oil  ?  A.  I  have  heard 
that  with  regard  to  hand  grenades,  but  not  chemicals. 

By  Mr.  Elkub  : 

Q.  Have  you  actually  heard  that  ?  A.  We  have  heard  rumors 
of  it 

Q.  Does  it  increase  the  rate  of  insurance  when  you  hear  it? 
A.  I  don't  know  as  we  can  apply  that. 

Q.  Have  you  anything  else  to  suggest  to  the  Commission ;  any 
facts  that  you  would  like  to  lay  before  them,  or  any  suggestion 
as  to  remedial  l^slationt    A.  Ko,  sir;  not  that  I  know  of. 

By  the  ViCE-CHAiBMAir : 

Q.  Are  you  in  a  position  to  say  how  many  companies  are 
operating  in  Rochester,  outside  of  the  Exchange  ?  A.  Outside  of 
the  Association,  as  we  call  it  here  ? 

Q.  Yes.    A.  No,  I  don't  know  how  many. 

By  Mr.  Elxus  : 

Q.  There  are  some !  A.  Oh,  yes,  quite  a  number,  quit^  a  num- 
ber. 
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By  CommisBioner  Phillips: 

Q.  If  the  law  forbade  the  insurance  companies  to  cover  more 
than  seveoaty-five  per  cent  of  a  man's  loss,  would  that  reduce  the 
number  of  fires  where  the  fire  occurred  on  his  own  premised  ?  A. 
I  don't  think  so,  to  any  material  extent.  My  experience  is  that 
that  would  only  have  a  tendency  to  keep  down  intentional  fires, 
and  they  are  small. 

Q.  Wouldn't  it  make  them  more  careful  in  constructing  fire 
walls  ?    A.  Possibly  it  would  in  that  way. 

By  Commissioner  Smith: 

Q.  Is  there  a  case  anywhere  on  record  where  any  man  ever 
recovered  seventy-five  per  oent  of  his  loss?    A.  Is  there? 

Q.  Yes.  A.  I  have  see  the  loss  paid  many  times  in  full  cover- 
ing every  dollar  that  was  lost  directly.  There  is  a  contingent 
loss  to  a  man  that  never  can  be  covered. 

By  Mr.  Elxub: 

Q,  What  reduction  in  rate  do  you  make  in  a  factory  building 
where  a  sprinkler  system  is  installed  ?    A.  It  is  not  a  set  reduction. 

Q.  It  depends  upon  ivhat  ?  A.  Existing  conditions ;  it  amounts 
all  the  way  from  fifty  per  cent  to  seventy-five  per  cent. 

Q.  What  is  the  cost  of  a  sprinkler  head  in  Bochester?  A.  I 
don't  know  as  r^ards  individual  heads.  Of  course,  that  varies 
very  materially  with  the  construction  of  the  building. 

Q.  The  size  of  the  pipes  ?  A.  Well,  that  depends  on  the  num- 
ber of  heads  on  the  lead,  but  I  mean  it  is  very  much  more 
expensive  to  put  a  sprinkler  system  in  a  brick  fireproof  building 
than  it  would  be  in  an  ordinary  construction. 

Mr.  Elkus:  Any  further  questions?     Thank  you  very  much. 

Dr.  B.  B.  Clabk,  called  as  a  witness  and  being  duly  sworn, 
testified  as  follows : 

By  Mr.  Elkus  : 

Q.  What  is  your  name  and  address?  A.  Dr.  B.  B.  Olark, 
Triangle  Building,  Bochester. 
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Q.  What  is  your  profession  I    A.  Optometrist  physician. 

Q.  Do  you  desire  to  addi'ess  the  Commission  on  the  question 
of  fire-alarms!  A.  Well,  Mr.  Chairman,  I  am  a  member  of  the 
Fire  Prevention  Committee  of  the  Chamber  of  Commerce,  and 
also  interested  in  the  proposition  which  has  been  developed  in 
this  city  in  the  last  three  or  four  years.  I  thought  possibly  it 
might  be  of  interest  to  this  Committee  to  be  informed. 
There  is  one  suggestion  that  I  would  like  to  make,  whether  it 
would  be  pertinent  or  not ;  that  is  in  this  investigation  of  fire  mat- 
ters. I  have  ascertained  that  the  State  of  Ohio  has  in  existence 
what  is  known  as  the  Heed  law,  that  in  all  primary  schools,  at  least 
thirty  minutes  in  each  week  is  taken  up  in  a  lesson  of  fire  pre- 
vention, bringing  home  to  the  children  that  idea  of  personal  re- 
sponsibility. In  relation  to  the  other  matter,  the  proposition  that 
I  am  interested  in,  statistics  show  that  in  the  city  of  Bochester, 
and  the  Commissioner  of  Commerce  and  Labor  shows  that  in 
the  United  States  that  more  fire-alarms  are  transferred  by  tele- 
phone than  by  any  other  stated  system  where  they  exist.  Simply 
for  the  information  of  the  Commission  I  want  to  bring  out  that 
there  has  been  a  system  operating  in  telephone  circuits  which 
would  accurately  and  immediately  transmit  the  alarm  to  Fire 
Headquarters,  and  I  have  thought  of  that  more  with  the  idea  of 
bringing  that  information  to  the  Commission. 

Q.  Did  you  want  to  address  the  Commission  on  some  alarm 
system?  A.  Well,  not  exactly.  This  is  the  only  proposition  of 
its  kind  in  existence,  and  we  believe  that  we  are  in  position  to  do 
considerable  towards  the  conserving  of  life  and  property  for  the 
reason  that  it  makes  it  possible  for  every  home,  store  and  factory 
to  have  instant  and  immediate  communication  with  Fire 
Headquarters. 

Q.  What  is  youi  system  ?  A.  It  is  known  as  the  Nile  Telephone 
Fire-Alarm  system,  operates  over  telephone  circuits. 

Q.  Alarm  to  the  Fire  Department  or  does  it  alarm  inmates 
of  the  building?    A.  Both. 

Q.  How  does  it  alarm  people  in  the  building?  A.  The  proposi- 
tion as  it  will  be  installed,  has  been  under  discussion  for  the  last 
two  years  with  the  Underwriter's  laboratories  and  will  be  a  master 
electric  box  put  into  each  building.    Bunning  to  the  factory  wiU 
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be  a  push  button  on  each  floor ;  located  in  the  basement  or  outside 
the  building  will  b*}  an  annunciator.  In  case  of  fire  in  that  build- 
ing the  watchman  breaks  the  glass  and  pushes  the  button  which 
gives  a  local  alarm  in  that  building,  and  at  the  same  time  operates 
a  box  through  the  telephone  exchange  to  Fire  Headquarters  or 
liny  location  desired,  giving  the  number  of  that  box,  or  locating 
the  exact  floor  of  the  building.  Our  contention  with  this  proposi- 
tion- is  that  it  will  assist  in  the  oonseo-vation  for  the  fact  that  it 
makes  it  possible  for  any  factory  or  home,  or  store  to  utilize  a 
system  that  is  under  constant  test.  Further  than  that  we  have 
found  hundreds  of  the  smaller  towns  and  cities  where  it  is  impossi- 
ble to  get  appropriations  large  enough  to  build  their  own  systems, 
and  it  was  my  idea  that  it  might  be  interesting  to  this  Commission 
to  know  that  there  was  in  existence  such  a  proposition  and  the 
practicability  tested  out  in  the  last  three  or  four  years. 
Q.  Is  there  anything  further?    A.  I  think  not 

Mr.  Elkus  :  Thank  you  very  much.    That  will  be  all  this  morn- 
ing, Mr.  Chainnau. 

The  Vioe-Chaibman  :  You  may  leave  a  few  of  the  pamphlets 
describing  that  thing  more  in  detail  with  coimsel. 

The  Commission  stands  in  recess  until  2:16  p.  m. 


AFTERNOON  SESSION. 
The  Commission  met  pursuant  to  adjournment. 

Dr.  George  W.  Goleb,  called  as  a  witness  and  being  duly 
sworn,  testified  as  follows: 

By  Mr.  Elxus: 

Q.  You  are  a  phjtiician.  Doctor?    A.  I  am. 

Q.  How  long  have  you  been  a  physician  ?    A.  Twenty-two  years. 

Q.  Of  what  college  Are  you  a  graduate?    A.  Buffalo. 
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Q.  For  how  long  have  you  been  practicing  your  profession 
here  in  Bochester?    A.  For  the  same  length  of  time. 

Q.  And  what  position  do  you  hold  under  the  city  government  t 
A.  I  am  health  officer^  and  subordinate  in  the  Board  of  Public 
Safety. 

Q.  Will  you  state  to  the  Commission  what  your  duties  are  as 
health  officer  ?    A.  You  have  no  regard  for  time  t 

Q.  We  have,  yes.  A.  Then  you  had  better  change  your 
question. 

Q.  Well,  you  can  tell  me  in  your  own  way.  What  have  you 
to  do  as  health  officer  with  factory  buildings  ?  A.  I  do  not  know 
that  I  can  tell  you  exactly  all  we  do. 

Q.  Do  you  inspect  them  at  all  ?  A.  We  do ;  we  inspect  them 
in  regard  to  the  ordinances  and  with  regard  to  the  rules  that 
govern  such  buildings.  I  might  say  that  there  is  nothing  directly 
in  the  ordinances  which  directs  us  to  do  that. 

Q.  Then  why  do  you  inspect  them?  A.  Simply  because  of  the 
ventilation  we  inspect  them. 

Q.  Isn't  it  the  duty  of  the  State  Department  of  Labor  to  inspect 
them  ?    A.  I  am  speaking  now  on  behalf  of  the  city. 

Q.  I  beg  your  pardon.  You  mean  there  is  no  other  city  Depart- 
ment that  exercises  any  jurisdiction?  A.  Over  the  factory  condi- 
tions, practically. 

Q.  Of  factories?    A.  Of  all  factories. 

Q.  Don't  you  pay  any  attention  to  the  State  about  it?  A.  We 
have  not. 

Q.  Why  not?    A.  I  don't  know. 

Q.  Well,  is  it  because  the  State  does  not  inspect  ?  A.  The  State 
does  inspect. 

Q.  Well,  what  do  you  do  with  reference  to  the  inspection  of 
factories?  A.  We  have  plans  for  inspection;  inspection  upon  com- 
plaint and  a  routine  inspection  where  the  other  Bureaus  have  a 
limited  number  of  inspectors,  from  four  to  five,  and  are  not  all 
filled  in. 

Q.  When  a  complaint  is  made  that  there  are  unsanitary  condi- 
tions, you  send  an  inspector  to  find  if  the  complaint  has  founda- 
tion in  fact,  and  in  time  you  order  the  complaint  remedied?  A. 
We  order  it  remedied,  yes,  sir. 
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Q.  Have  you  any  power  to  enforce  your  orders?  A.  There  is 
a  power  written  in  the  law. 

Q.  Wliat  is  the  power,  Doctor  ?  A.  I  will  read  a  sentence  or 
two  from  the  ordinances. 

Q.  What  are  you  reading  from?  A.  From  the  municipal  code 
of  the  city  of  Rochester.  That  part  of  it  entitled  the  Health 
ordinancea  A.  Section  4  of  Article  I.  Under  the  duties  and 
powere  of  the  Bureau.  This  section  simply  gives  the  general  duties 
and  powers  of  the  Bureau.  On  the  fifth  line,  "Any  Bureau,"  that 
is,  an  employee  of  the  Bureau,  "shall  have  the  power  to  examine 
into  complaints  made  by  responsible  persons  concerning  nuisances 
or  conditions  dangerous  to  life  or  the  public  health.  They  may 
enter  into  and  examine  buildings "  and  so  forth.  Then  tlie  last 
three  lines,  the  last  four  lines  of  the  same  article,  same  section ; 
"  It  shall  be  the  duty  of  the  Bureau  to  report  to  the  Corporation 
Counsel  for  prosecution,  violation^  of  health  laws  or  ordinances, 
with  a  statement  of  the  evidence  and  the  names  of  the  witnesses." 

Q.  Is  that  all  you  can  do  about  it,  Doctor,  report  to  the  Corpora- 
tion Counsel?    A.  Yes. 

Q.  Do  you  know  what  becomes  of  your  complaints  after  you 
make  them?  A.  I  should  say  in  explanation  of  your  question,  if 
you  will  permit,  that  when  there  is  a  complaint  of  a  violation  of 
any  section  of  the  ordinances,  or  of  the  health  rules,  an  inspection 
is  made,  and  an  order  is  made  covering  that  inspection,  and  a  cer- 
tain number  of  days  or  a  certain  length  of  time  given  to  the  owner 
to  comply  with  the  ordinance,  and  if  a  compliance  is  not  forth- 
coming, the  order  is  sent  up  to  the  Corporation  Counsel.  Now,  I 
should  say  that  that  used  to  be  so,  but  now  it  is  sent  to  the  Com- 
missioner of  Public  Safety,  and  not  to  the  Corporation  Counsel. 

Q.  What  has  the  Corporation  Counsel  got  to  do  with  it?  A. 
Well,  I  presume  that  we  sent  in  round  numbers  a  thousand  or  more 
orders  to  him  each  year;  of  course,  all  of  those  orders,  it  should 
be  understood  are  not  for  violations  of  ordinances  relative  to  fac- 
tories or  workshops.  The  proportion  estimated  is  not  large;  I  can- 
not tell  you  what  it  was  for  last  year. 

Q.  What  did  that  prosecution  consist  of,  bringing  a  suit  for  a 
fine?  A.  Bringing  a  suit  for  a  fine. 

Q.  And  of  course  that  takes  a  long  time  ?    A.  Very  long. 
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Q.  And  the  remedy  is  practically  of  no  use,  is  it?  A.  Not  very 
much. 

In  many  cases  there  ought  to  be  an  immediate  change  of  con- 
ditions of  each  complaint  or  what  you  find  on  invcetigation  ?  A. 
There  should  be 

Q.  I  beg  your  pardon,  did  I  interrupt  you?  A.  I  simply  ought 
to  say  as  to  these  provisions  of  general  health,  that  my  superior, 
the  Commissioner  of  Public  Safety,  has  a  right  to  make  what  is 
known  in  the  parlance  of  the  office  as  "A  Commissioner's  order.'' 

Q.  What  is  it?  A.  That  is  an  order  very  similar  in  form  to 
the  order  which  I  am  permitted  to  give  under  the  ordinances  of 
the  city.  The  Commissioner  of  Public  Safety  by  virtue  of  the 
power  vested  in  him  by  the  Charter  and  by  the  public  health  law, 
can  go  in  upon  those  premises  and  may  do  whatever  is  necessary 
at  the  expense  of  the  owner.  Of  course,  that  is  a  long-winded 
method. 

Q.  That  is  to  say,  you  lay  a  complaint  before  the  Commissioner 
of  Safety?    A.  No,  first  I  make  the  order. 

Q.  You  make  an  order  and  he  does  not  obey  it?    A.  Yes,  Eor.- 

Q.  That  is  he  has  a  certain  number  of  days  to  comply  with  your 
order,  say  ten  days?    A.  Yes,  I  forget  what  it  is,  it  may  be  ten. 

Q.  And  then  the  Commissioner  makes  a  similar  order  giving 
him  a  certain  number  of  days  to  comply  with  that  order,  and  then 
if  he  does  not  obey  it  in  certain  cases  the  Commissioner  has  power 
to  go  in  and  have  the  work  done  and  tax  it  against  the  building? 
A.  Yes. 

Q.  Has  the  Commissioner  ever  exercised  that  power?  A.  With 
reference  to  factories? 

Q.  Yes.  A.  I  do  not  recall  that  that  power  has  been  exercised 
with  reference  to  factories.  If  it  has,  it  has  been  in  very  few 
instances. 

Q.  How  long  have  you  been  health  officer,  Doctor?  A.  About 
15  years. 

Q.  Now,  will  you  describe  what  you  call  your  general  inspection 
when  your  inspectors  have  nothing  else  to  do?  A.  Do  I  under- 
stand you  correctly? 

Q.  Do  they  inspect  factories?    A.  Yes,  sir. 

Q.  Have  you  any  system  or  method  of  inspection?    A.  Yes,  sir. 
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Q.  What  is  it?  A.  Why,  we  have  a  system  of  general  sanitary 
inspection  of  factories.  Of  course^  that  it  is  a  very  general  in- 
spection. It  is  simply  with  reference  to  ordinary  lighting  and  or- 
dinary ventilation,  because  you  understand  that  in  a  city  like  ours 
there  are  veiy  few  of  the  factories  with  anything  approaching  the 
kind  of  ventilation  that  should  be  found  in  a  modem  factory 
building  where  men  and  women  and  children  are  engaged. 

Q.  How  many  factories  are  there  in  Kochester  that  have  a  proper 
system  of  ventilation?  A.  Well,  I  think  that  perhaps  you  could 
count  them  on  the  fingers  of  both  hands. 

Q.  How  many  factories  are  there  in  Bochester?  A.  Oh,  I  am 
sure  I  do  not  know,  sir. 

Q.  My  inspectors  say  there  are  fourteen  hundred  factories  in 
Rochester.    A.  I  don't  know. 

Q.  Doctor,  I  want  to  inquire  about  your  general  in- 
spection. You  were  going  on  to  state  the  manner 
in  which  you  examined  factories.  Do  you  take  them  up  in  order? 
Have  you  a  list  from  which  yon  can  determine  the  location  of  the 
factories,  so  that  they  may  be  inspected  by  designation  ?  A.  Well, 
perhaps  I  ought  to  say  we  examine  the  factories  by  different  in- 
dustries. For  instance,  last  winter  we  took  up  most  of  the  clothing 
factories  particularly.  We  took  up  the  dotfaing  factories  because 
at  that  time  a  considerable  number  of  the  garment  workers  were 
to  be  found  in  rear  workshops  where  a  large  number  of  people  con- 
gregated together.     This  year  we  are  taking  up  the  shoe  factories. 

Q.  That  is,  you  take  a  certain  trade  and  examine  it.  When 
have  your  inspectors  last  inspected  any  particular  factory?  A. 
Well,  I  cannot  tell  you  when  they  last  inspected  any  particular 
factory  without  having  the  records  at  hand. 

Q.  Have  you  completed  the  examination  of  the  garment  fac- 
tories?   A.  In  large  part.    I  did  that  last  winter  in  large  part. 

Q.  Will  you  describe  their  condition  from  reports  made  to  you? 
A.  The  general  sanitary  condition? 

Q.  Describe  the  different  kinds  of  factories  in  which  garments 
are  made.  There  is  a  new  modem  fireproof  factoiy  which  is  a 
model,  I  take  it,  or  as  good  as  anything  that  can  be  found  here  in 
Rochester.  You  may  describe  that  to  the  Conunission,  and  then 
describe  the  factories  in  the  old  six-story  or  four-story  buildings. 
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where  the  floors  and  the  staircases  are  of  wood,  and  the  sanitary 
conditions  are  in  accordance.  A.  It  hardly  seems  necessary  for 
me  to  tell  you  about  all  the  good  ones^  it  will  take  some  time. 

Q.  Then  we  will  skip  that  and  take  the  others.  A.  Now,  take 
the  other  type  of  factories ;  either  it  is  four  or  five  stories,  with  a 
large  number  of  workers  on  each  floor ;  it  has  insufficient  light,  it 
has  lack  of  ventilation.  It  is  as  badly  ventilated  as  this  room  is 
at  present.  Of  course,  even  Factory  Commissions  and  so  forth, 
sit  in  badly  ventilated  rooms. 

Q.  That  is  not  the  fault  of  the  Commission,  it  is  the  fault  of 
the  City  Hall.  A.  That  is  true.  There  is  a  lack  of  light,  and  no 
window  ventilation. 

Q.  That  comes  up  to  you.  Doctor!    A.  I  have  no  power. 

Q.  Can't  you  condemn  the  City  Hall  if  it  is  unsanitary!  A. 
Yes,  but  it  would  not  do  any  good.  Then  there  is  the  lack  of  retiring 
convenienoes  in  many  of  these  older  wooden  buildings  particularly, 
the  lack  of  retiring  conveniences  for  the  separation  of  the  sexes.  Most 
of  the  factories  we  inspect  are  not  clean,  are  not  model  so  far  as  their 
cleanliness  is  concerned.  I  mean  large  quantities  of  waste  are  al- 
lowed to  accumulate.  However,  we  don't  find  here  the  whole  con- 
dition of  the  factories  as  we  saw  them.  The  older  type  of  factory 
ought  to  be  simply  wiped  out.  No  such  building  as  we  saw  should 
be  permitted  to  be  used  as  factory  buildings. 

Q.  How  many  are  there  in  Rochester?  A.  That  again  is  pretty 
difficult  to  say,  sir. 

Q.  Oh,  give  me  some  idea.  They  are  of  appreciable  number, 
are  they?    A.  Yes,  sir;  hundreds. 

Q.  You  say  there  are  hundreds  of  buildings  that  ought  to  be 
wiped  out  of  existence?  A.  I  don't  mean  eight  or  nine  hundred. 
Perhaps  four  hundred. 

Q.  Four  hundred  ought  to  be  wiped  out  of  existence?  A.  I 
think  so. 

Q.  Xow,  Doctor,  will  you  go  on  and  describe  the  conditions  in 
these  old  buildings  or  have  you  finished?    A.  I  think  I  have  finished. 

Q.  What  do  you  find  about  the  sanitary  convenience  in  those 
places?    A.  I  already  said  there  was  a  lack  of  sanitary  conveniences 
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in  manj  places,  especially  applying  to  the  separation  of  sexes.  Of 
course,  in  a  good  many  of  those  older  buildings  those  conditions 
have  been  remedied. 

Q.  Have  you  in  Rochester  workshops  in  the  rear  of  buildings! 
A.  Yes,  many  of  them. 

Q.  Will  you  describe  the  conditions  in  those?  A.  Well,  they 
are  kind  of  long,  low  rooms  in  the  rear  of  the  householder,  who 
is  a  sub-contractor.  He  takes  work  home  and  gets  his  employees 
from  the  immediate  neighborhood.  Those  rear  buildings  are  pretty 
well  lighted,  but  there  is  a  lack  of  ventilation  that  exists  particu- 
larly in  all  the  garment  trades.  Especially  where  people  have  to 
work  their  fingers  rapidly,  a  door  or  window  open  is  immediately 
a  signal  for  loud  protest. 

Q.  Doctor,  what  is  the  effect  on  the  life  of  a  worker  of  bad 
ventilation?  A.  Well,  the  general  efiPect,  of  course,  is  to  lower 
the  health  of  the  worker,  and  with  that  lowering  health  there  comes 
anemia  and  the  diseases  of  the  lungs,  and  of  course,  when 
you  couple  bad  ventilation  with  a  low  wage  and  the  increased 
cost  of  living,  it  simply  means  you  are  going  to  weaken  the  people 
who  work  under  those  conditions,  and  you  are  going  to  interfere 
with  the  proper  support  of  their  families.  In  the  case  of  women 
and  girls 

Q.  How  does  it  aflFect  their  health  and  the  health  of  their  poster^ 
ity?  A.  I  think  there  can  be  no  question  but  that  women  or  girls 
who  work  under  such  conditions  as  that  have  the  health  materially 
affected.  They  work  under  conditions  of  not  only  eye  strain,  but 
headache.  Leaning  over  and  long  confinement  at  sewing,  even 
when  they  are  sitting,  frequently  induces  pelvic  and  other  diseases, 
and  makes  them  unable  to  either  live  their  own  lives  or  to  hand 
down  a  decent  kind  to  posterity. 

Q.  In  many  of  these  factories  in  the  better  classes  do  you  find 
that  they  use  irons  heated  by  gas?    A.  I  don't  know  about  that, 

Q.  They  use  gas  stoves?  A.  Yes,  they  use  gas  stoves;  if  they 
don't  use  gas  stoves,  they  use  stoves  just  as  bad  as  gas  without  ade- 
quate ventilation.  The  stoves  they  use  for  heating  their  irons,  the 
old-fashioned  tailor's  irons,  are  frequently  leaky,  and  the  air  al- 
ready impure  is  rendered  still  more  impure  by  the  leaking  stoves. 
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Q.  Xow,  do  70U  find  that  women  operate  machines  in  these  fac- 
tories or  men?  A.  Well,  there  are  women  operating  some  machines 
—others^  men. 

Q.  What  is  the  effect  on  women  and  men  comparativelj,  at  work 
on  machines  in  the  manner  you  speak  of?  A,  I  do  not  know  that 
I  am  able  to  state  the  results  of  my  own  observation.  There  are 
large  numbers  of  people 

Q.  You  know  that  from  reports  you  have  from  others?  A.  Re- 
ports I  have  got  from  others,  and  from  individual  cases. 

Q.  Give  us  your  views  as  you  haye  gathered  them.  A.  No 
female  normally  can  be  worked  in  the  same  way  or  to  the  same 
extent  as  a  male  —  that  refers  to  heavy  work —  without  interfering 
with  her  procreative  functions. 

Q.  Do  most  of  these  operators  work  on  piece  work  or  do  they 
work  for  a  salary — so  much  a  week?  A.  I  know  they  work  it  both 
ways  according  to  a  wage  scale.  Whether  a  larger  number  work 
at  piece  work  or  day's  work,  I  don't  know. 

Q.  What  do  you  say,  Doctor,  can  be  done  to  improve  these  con- 
ditions you  have  described?    A.  You  are  now  speaking  of  factories? 

Q.  I  am  speaking  of  factories.  A.  Especially  with  reference 
to  the  clothing  industry  and  the  dusty  trades,  no  factory  should 
be  occupied  by  either  men  or  women,  to  say  nothing  of  children, 
unless  there  is  adequate  light  and  a  ventilating  system,  and  I  mean 
by  adequate  ventilation  system  a  forced  system  of  ventilation;  I 
mean  that  all  the  air  coming  into  that  factory  should  be  both  fil- 
tered through  cheesecloth  and  moistened  after  it  is  in  the  factory. 
There  should  be  provision  for  adequate  quantities  of  air  for  each 
person  so  employed.  Then  also  what  is  almost  of  equal  importance 
in  factories  especially  used  for  men  and  women,  to  say  nothing  of 
children  —  no  factory  should  be  permitted  to  be  without  a  pneu- 
matic system  cleaning  of  some  kind.  There  are  great  quantities  of 
dust,  not  only  dust  incident  to  the  handling  of  clothing,  but  the 
shuffing  of  the  feet  on  the  floor. 

Unless  factories  are  very  well  cleaned,  the  accumulation  of  dust 
fills  the  atmosphere  when  the  factory  is  occupied.  It  is  dangerous 
to  the  health  of  the  working  people. 

Q.  Doctor,  what  have  you  to  say  about  the  employment  of  women 
who  are  pregnant,  shortly  before  childbirth  or  afterwards?  A.  No 
pregnant  woman  should  be  employed  under  any  condition. 
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By  Commissioner  Dbeieb: 

Q.  How  are  you  going  to  avoid  it?    A.  Pension. 

Q.  State  pension?  A.  I  don't  know  how  that  pension  is  to  be 
made,  but  we  certainly  would  not  work  a  cow  with  calf,  and  I  do 
not  know  why  we  should  work  a  woman  when  she  is  with  child. 

By  Mr.  Elkus  : 

Q.  From  what  period  should  she  be  prohibited?  A.  From  the 
time  of  conception. 

Q.  How  long  afterwards?  A.  For  a  year,  rather  at  least  until 
she  finishes  the  period  of  lactation. 

Q.  It  has  been  the  testimony  of  some  physicians  who  have  been 
before  our  Commission  that  a  woman  could  safely  work  at  some 
occupation  for  until  four  to  six  weeks  before  childbirth.  A.  My 
answer  to  that  is  that  they  never  were  women. 

Q.  You  mean  by  that  to  testify  that  they  never  had  children? 
A.  No,  sir;  if  they  did  have,  they  would  not  have  so  testified. 

Q.  Doctor,  are  you  familiar  with  what  is  called  "speeding  up" 
in  factories  in  this  city?    A.  Not  personally. 

Q.  What  is  your  view  and  your  opinion  as  to  speeding  up  being 
permitted,  as  to  its  eflfect  upon  the  worker?  A.  Why,  I  think  there 
can  be  no  question  but  that  speeding  up  is  very  detrimental  to  the 
health  of  the  worker.  If  you  take  the  human  organism,  the 
faster  you  speed  it  up  the  sooner  you  wear  it  out.  I  think  that  is 
a  su£Scient  answer  to  that  question. 

Q.  How  many  cases  of  tuberculosis  have  you  knowledge  of  in 
this  city?    A.  You  mean  knowledge  as  the  result  of  reports? 

Q.  Oh,  yes,  reports.  A.  That  again,  of  course,  is  one  of  the 
curiosities  of  our  American  life.  We  ought  to  have  knowledge  of 
1,200  cases  or  more;  we  have  knowledge,  I  suppose  of  three  or  four 
hundred  cases.  You  see  our  laws,  of  course,  are  simply  made  to 
soothe  people. 

Q.  Are  these  three  or  four  hundred  cases  or  many  of  them  among 
factory  workers?  A.  I  had  occasion  to  make  a  study  of  tuber- 
culosis among  factory  workers  in  Rochester  a  number  of  years  ago, 
and  a  larger  number  of  cases  of  tuberculosis  were  found  among 
factory  workers  than  among  these  people  who  worked  out  doors. 
That  is  particularly  so  in  the  garment  trade,  of  course. 
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Q.  Is  it  increasing  or  decreasing?  A.  That  is  pretty  hard  to 
say,  because  we  have  no  real  knowledge  of  the  facts.  If  you  want 
to  know  what  my  belief  is 

Q.  Yes,  I  want  to  know  your  belief.  A.  Yes,  sir;  there  is  no 
question  about  the  fact  that  it  is  increasing. 

Q.  Xow,  Doctor,  what  do  you  suggest  should  be  done  so  that 
you  would  be  able  to  have  a  definite  knowledge  of  all  cases  of  tuber- 
culosis, and  also  what  should  be  done  to  prevent  its  increase  i  A. 
My  answer  to  the  first  question  is  the  enforcement  of  law,  every 
law  which  provides  for  the  report  of  all  cases  of  tuberculosis.  Of 
course,  that  law  is  not  enforced. 

Q.  The  law  is  not  enforced?    A.  No  . 

Q.  That  is  a  law  which  is  obligatory  upon  physicians,  isn't  it? 
A.  Yes,  sir. 

Q.  Well,  haven't  you  a  practitioners'  association  in  this  city?  A, 
Oh,  yes,  sir. 

Q.  And  why  is  it  a  physician  does  not  obey  the  law?  A.  Well, 
I  suppose  the  physician  does  not  obey  the  law  for  the  same  reason 
that  men  in  other  professions  do  not  obey  the  law;  the  law  is  not 
enforced. 

Q.  There  is  a  penalty  for  disobedience?  A.  Well,  I  never  had 
occasion  to  witness  a  prosecution;  the  mere  matter  of  penalty  in 
that  or  any  other  law  is  unknown  to  me. 

Q.  Then  that  is  a  question  for  the  city  authorities?  A.  I  think 
so. 

Q.  What  do  you  say.  Doctor,  should  be  done  to  prevent  the  in- 
crease of  tuberculosis,  and  also  to  bring  about  its  cure  or  cessation? 
Some  cases  of  tuberculosis  are  curable?  A.  That  is  just  the  minds 
of  the  people.  If  you  go  to  the  largest  sanitarium  you  will  find  that 
they  do  not  believe  that  quite  as  strongly  as  they  did  two  years  ago, 
because  in  the  best  sanitarium  in  the  State  they  followed  all  their 
cases  for  a  period  of  ten  years,  and  they  found  seventy-five  per 
cent  of  them  were  dead.  The  cure  of  tuberculosis  is  just  one  of 
those  fallacies. 

Q.  Let  me  ask  you  this;  I  do  not  know  whether  you  do  it  in  thig 
city,  but  they  do  take  children  who  are  subjected  to  tuberculosia 
because  of  their  parents  having  tuberculosis,  to  a  sanatorium  or 
what  they  call  a  preventatorium;  is  that  any  good?    A.  Why,  it 


966  MmuTES  of  Public  Heabinos. 

is  good  for  a  limited  number  of  children  who  may  come  in  the  pre- 
ventatorium  or  sanatorium.  It  is  good  as  long  as  they  stay  there, 
but  of  course,  it  is  simply  prolonging  the  lives  of  those  children. 
Tuberculosis,  like  every  other  disease  has  the  same  penalty — if 
you  put  your  fingers  on  a  hot  stove  it  will  bum  you,  if  you  live  in 
a  tenement  with  insufiicient  air  and  work  all  day  long  under  danger- 
ous conditions,  of  course  you  will  contract  disease.  The  whole 
problem  is  one  of  prevention,  not  of  cure.  I  think  we  all  recognize 
that. 

Q.  The  prevention  of  tuberculosis  is  the  same  as  the  prevention 
of  disease,  sanitary  conditions  of  life,  especially  in  working  hours! 
A.  Yes.  But  something  more  than  that;  there  is  the  question  of  a 
living  wage. 

Q.  A  living  wage?  A.  Of  course,  we  cannot  do  anything  any- 
where if  there  is  not  a  living  wage.  We  hear  of  campaigns  against 
tuberculosis;  the  campaigns  against  tuberculosis  is  simply  keeping 
alive  tuberculosis  in  order  to  make  a  campaign  against  it.  That 
is  what  the  campaign  against  tuberculosis  is. 

By  Commissioner  Dreieb: 

Q.  You  mean  the  campaign  is  not  fundamental  enough?  A.  No, 
is  is  simply  fine  for  the  employer. 

By  Mr.  Elkus  : 

Q.  What  is  the  average  wage  here?  A.  The  average  wage  for 
the  garment  workers  as  far  as  I  am  able  to  ascertain  is  fourteen 
dollars  a  week.  That  is  the  average  wage  not  including  loss  of 
time  for  sickness,  or  loss  of  time  from  the  work. 

Q.  Is  that  for  both  men  and  women?  A.  No,  our  investigation 
was  undertaken  in  the  city  of  some  five  hundred  or  more  families, 
and  we  took  out  of  those  the  numbers  who  were  occupied  in  the  vari- 
ous trades. 

Q.  Would  that  apply  to  both  men  and  women?  A.  No,  I  think 
this  would  apply  alone  to  the  men. 

Q.  What  is  the  minimum  wage?  A.  I  do  not  know;  I  think  it 
would  be  difficult  for  me  to  tell  you. 

Q.  What  do  you  consider  a  minimum  wage?  A.  Well,  sir — 
you  would  have  to  average  it. 
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Q.  Welly  take  a  man  with  an  average  family.  A.  In  the  aver- 
age family  in  Rocheeter,  in  studying  something  less  than  1^000 
families,  a  man  haa  two  and  six-tenths  or  seven-tenths  children 
average 

Q.  You  are  not  a  believer  here  in  Mr.  Boosevelt's  theory  i  A.  I 
am  a  believer^  but  our  wages  are  so  small  we  cannot  keep  up  with 
the  theory.  Perhaps  living  in  thie  rich  valley  we  can  live  a  little 
more  economically  than  you  can  in  the  neighborhood  of  New  YorL 
A  man  might  be  able  to  support  a  family  if  he  were  sure  of  a  wage 
of  fifteen  dollars  a  week,  providing,  of  course,  he  did  not  have  star- 
ing him  in  the  face  the  fear  of  slack  work,  lack  of  work  and  sick- 
ness in  die  family  and  street  car  fare. 

Q.  You  mean  coming  and  going  to  his  place  of  work?  A.  Well, 
of  course,  you  know  —  I  cannot  tell  you  about  the  street  car  com- 
panies, you  have  heard  of  them  in  New  York,  I  assume. 

Q.  It  has  reached  as  far  as  this?  A.  Every  working  girl  lives 
out  of  the  neighborhood,  and  the  street  car  company  just  like  one 
of  those  old  barons  we  used  to  read  about  on  the  Rhine,  gets  close 
on  to  ten  or  twenty  per  cent  of  her  wages  every  weeL 

Q.  Is  that.  Doctor,  because  there  is  no  place  to  live  near  the  fac- 
tory? A.  Yes,  there  are  places  to  live  near  the  factory,  but  our 
workman  in  the  city  like  all  other  workers,  want  to  live  decent 
American  lives. 

Q.  And  that  means  the  spending  of  car  fares?    A.  Yes,  sir. 

Q.  Well,  what  suggestion  would  you  make  to  overcome  that  dif- 
ficulty? A.  Why,  if  a  man  ran  an  elevator  in  a  department  store 
and  charged  a  tenth  of  a  cent  to  ride  in  the  elevator  you  would 
think  he  was  pretty  short-sighted.  The  only  difference  between  an 
elevator  and  a  street  car,  one  runs  vertically  and  the  other  hori- 
sontally.  Why  should  we  be  compelled  to  pay  any  street  car  fare 
at  all?  And  as  long  as  we  are  compelled  to,  why  should  we  pay 
more  than  a  three-cent  fare? 

Q.  Doctor,  do  you  know  from  your  inspections,  or  those  inspeo- 
tions  made  by  others,  whether  there  are  industries  in  Rochester 
which  require  women  and  children  to  stand  constantly  during  the 
day?    A.  There  are. 

Q.  What  industries  are  they?  A.  As  far  as  my  experience  goes 
they  are  only  the  laundry  industry. 
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Q.  Haw  long  do  these  women  and  children  stand?  A.  I  don't 
know;  we  have  not  got  around  to  the  laundries  yet,  we  may  have 
begun  yesterday,  but  I  understood  you  were  to  come  here  yesterday. 

Q.  You  did  not  begin  to-day?  How  many  laundries  are 
there  in  the  city,  do  you  know?  A.  I  do  not  know^  but  there  are 
not  a  very  lai^e  number. 

Q.  What  is  the  effect  of  standing  all  day  at  work  on  a  woman 
or  child?  A.  The  effect  of  standing  upon  a  woman  particularly 
is  a  very  grave  one.  I  think  that  if  we  could  make  a  study  of  the 
feet  and  the  varicose  veins  upon  the  legs  of  women  who  stand, 
we  would  be  perfectly  surprised  at  the  conditions  we  find. 

Q.  Doctor,  has  your  Department  made  any  investigations  fur- 
ther in  that  line?  A.  I  have  photographs  of  the  feet  and  1^ 
of  women  who  stand,  and  the  great  tortuous  varicose  veins  upon 
those  legs  would  make  one  expend  as  much  pity  on  those  women 
as  upon  a  horse  that  we  see  whipped  on  the  street.  You  know 
we  expend  a  vast  amount  of  pity  on  the  dumb  animals  that  are 
treated  as  they  ought  not  to  be;  we  have  only  recently  waked 
up  to  the  fact  that  we  ought  to  expend  some  pity  and  sympathy 
upon  OUT  own  kind. 

Q.  Doctor,  has  your  Department  made  any  investigations  or 
inspections  of  bakeries  ?    A,  It  has. 

Q.  How  recently  ?  A.  I  think  we  finished  the  last  routine  in- 
epection  of  bakeries  last  year  sometime ;  I  think  late  last  year  or 
early  in  the  spring ;  that  is  six  or  eight  months  ago. 

Q.  How  many  cellar  bakeries  have  you  in  Rochester  ?  A.  Very 
few. 

Q.  What  inspections  did  you  make  of  the  bakeries  themselves  ? 
A.  None. 

Q,  Do  you  believe  in  the  physical  examination  of  bakers  ?  A. 
Most  assuredly,  of  everybody. 

Q.  Of  everybody?    A.  Yes. 

Q.  Why,  Doctor  ?  A.  Why,  we  ought  to  know  especially  about 
those  people  who  are  engaged  in  the  handling  of  our  food  stuffs 
and  in  their  manufacture. 

Q.  I  b^  your  pardon  ?  A.  We  ought  to  know  about  the  people 
who  are  engaged  in  the  manufacture  and  handling  of  our  food 
stuffs,  not  only  for  the  benefit  of  the  people  who  work  there  but 
for  the  benefit  of  the  people  who  are  distributing  their  products. 
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Q.  What  do  you  find  the  condition  of  bakeries,  are  they  cleanly 
or  not  ?  A.  Well,  I  think  the  general  conditions  in  bakeries  were 
rather  surprising  to  us,  they  were  so  much  better  than  we  expected 
to  find  them. 

Q.  Did  you  find  that  the  bakers  wore  street  clothes,  or  did  they 
change  their  clothes  ?  A.  Many  of  them  wear  street  clothes  and 
some  of  them  wear  white  clothes  or  clothes  that  were  once  white, 
but  if  you  examine  the  baker  toward  the  end  of  the  week  or  two 
weeks  —  whether  they  change  them  enough,  I  do  not  know.  Of 
course,  the  clothes  are  not  always  as  clean  as  they  might  be. 

Q.  Was  the  condition  of  the  bakers  themselves  cleanly  or  not  ? 
A.  I  think  there  were  something  over  one  hundred  bakers.  We 
have  a  small  number  here  because  the  larger  bakeries  do  the  bulk 
of  the  business,  and  as  I  say,  they  were  very  much  better  than 
I  expected  to  find  them.  The  men  were  reasonably  clean.  There 
were  only  a  few  of  the  rear  bakeries  where  the  men  would  stable 
the  horse  directly  in  the  neighborhood  of  the  bakery,  and  they 
would  have  a  pile  of  manure  adjacent  to  the  bakery,  or  where 
the  dust  from  the  street  would  come  into  the  bakery.  The  men 
were  clean  according  to  their  general  standard  of  living  —  which 
sometimes  was  low. 

Q.  What  are  the  average  number  of  hours  among  the  factory 
employees  working  in  Rochester?  A.  The  employees  in  the 
factories  ? 

Q.  Yes.     A.  I  do  not  know  that. 

Q.  Can  you  tell  us  anything  particular  about  that?  A.  No, 
T  doubt  whether  I  could. 

Q.  What  is  the  effect  of  long  hours  upon  workingmen  and  work- 
ingwomen,  say,  ten  hours,  with  a  half  hour  for  lunch  besides  the 
ten  hours  ?    A.  It  simply  wears  a  man  out  a  good  deal  sooner. 

Q.  Could  any  woman  stand  it  and  be  healthy?  A.  I  do  not 
believe  that  a  woman,  except  a  very  exceptional  woman,  can  stand 
it  and  be  healthy,  and  eventually  it  will  wear  her  out. 

Q.  Is  there  any  home  work  of  any  considerable  amount  in 
Rochester?    A.  There  is. 

Q.  What  kind  ?  A.  Largely  tailoring,  and  some  shoework  being 
manufactured,  and  bows  a  little ;  I  do  not  know ;  I  have  only  been 
familiar  with  stitching  of  bows,  and  children's  shoes,  finishing 
of  children's  shoes  at  home. 
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Q.  What  have  >ou  to  saj  about  home  work  as  to  disease  or 
sickness,  and  their  relation  one  to  the  other!  A.  You  mean  as 
induced  by  the  home  work  ? 

Q.  As  induced  by  the  home  work,  yes.  A,  Every  piece  of 
home  work  puts  additional  strain  upon  the  family,  and  the  woman 
niust  not  only  take  care  of  her  family,  but  she  has  to  do  work  as 
well,  and  no  woman  can  care  for  her  family  and  do  work  at  home 
without  injuring  herself  and  lowering  her  resisting  power  and  in-> 
tcrfering  with  her  health. 

Q.  What  have  you  to  sa^.  Doctor,  comparing  the  condition  of 
bakeries  here  with  those  in  the  city  of  New  York?  A.  Well,  of 
course,  I  am  not  very  familiar  with  the  bakeries  in  the  city  of  New 
York,  although  I  have  been  in  some  of  them;  I  think  they  are 
better  here ;  very  much  better. 

Q.  Doctor,  are  you  in  favor  of  registration  or  licensing,  or  both, 
of  all  manufacturing  establishments  either  by  the  State  or  city? 
A.  I  am. 

Q.  Are  you  in  favor  of  that  license  being  for  a  limited  period 
rnd  being  renewed  upon  inspection?    A.  I  am. 

Q.  Are  you  in  favor  of  a  Medical  Department  of  Labor  with 
an  advisory  board  of  physicians  who  are  not  paid?  A.  WelL 
if  you  leave  out  that  last  part,  I  will  say  that  I  am.  I  do  not 
know  why  men  of  our  profession  should  be  unpaid  any  more  than 
members  of  the  legal  profession.  I  do  not  think  that  is  fair  game 
to-day. 

The  Vice-Chaibman  :  It  is  only  fair  to  counsel  that  I  make 
the  statement  that  he  is  working  without  pay  as  well  as  the  rest 
of  the  Commission. 

Q.  Doctor,  there  is  a  great  deal  of  duplication  of  inspection, 
is  there  not,  by  the  different  Departments  of  the  State  and  city  ? 
A.  There  certainly  is. 

Q.  What  suggestions  have  you  to  make  as  to  the  modification 
of  that  ?  A.  This  is  general,  although  I  think  it  may  apply  to 
our  own  city  as  well.  We  have  fire,  health  and  gas  and  electricity 
and  water  and  various  other  kinds  of  inspectors,  and  I  know  of 
no  reason  why  at  least  two  classes,  which  I  have  mentioned,  should 
not  be  able  to  do  all  the  work  without  this  duplication.    I  would 
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make  the  requirement  particularly  that  the  statistical  information, 
that  we  so  much  lack  and  so  very  much  need,  be  made  very  much 
easier  to  get  in  this  way. 

Q.  Do  you  state  that  it  could  be  done  by  one  inspection,  or  that 
the  two  classes  of  inspectors  could  do  the  whole  work  ?  A.  Well, 
of  course,  that  is  only  my  own  idea  about  the  two  classes  of 
inspection. 

Q.  I  understand.  I  am  only  asking  you  for  your  views,  Doctor. 
A.  As  I  see  it,  all  general  outside  inspection  should  be  one  class, 
and  another  class  of  inspector  should  do  all  the  general  inside 
inspection. 

Q.  Doctor,  have  you  anything  else  to  inform  the  Commission 
about,  by  way  of  facts  which  have  come  to  your  knowledge,  or 
have  you  any  suggestions,  because  of  the  special  knowledge  you 
have,  as  to  remedial  legislation  ?  I  want  to  ask  you  a  very  broad, 
general  question.  Have  you  any  other  information  which  will 
enlighten  us  about  any  of  the  subjects  of  which  you  have  no  doubt 
made  a  study?  We  recognize  the  fact  that  we  are  indebted  to 
you  for  a  very  great  deal  of  information  and  the  very  impartial 
statement  which  you  have  given  of  the  conditions  here.  We  would 
like  you  to  continue  and  give  us  any  further  information  outside 
of  the  somewhat  narrow  line  of  my  questions.  A.  It  seems  to 
me  that  there  should  be  some  kind  of  a  minimum  wage  under 
which  no  workman  should  be  asked  to  work;  that  there  should 
be  no  employment  for  women  under  18  years  of  age;  that  no 
women  should  be  employed  more  than  six  hours  in  any  one  day. 
I  realize  these  are  rather  drastic,  but  at  the  same  time  that  was 
the  sum  of  my  investigations  and  in  part  belief.  In  order  to 
enable  the  worker  to  live  out,  there  should  be  a  worker's  carfare 
of  no  more  than  three  cents.  We  should  be  able  to  do  a  kind 
of  inspection  which  inspects,  and  a  kind  of  inspection  that  should 
live  up  to  the  requirements  of  the  law,  a  kind  of  inspection  that 
is  proper  and  not  the  kind  of  inspection  that  we  have  to-day,  which 
largely  has  to  do  with  the  art  of  soothing  and  not  inspection. 

Q.  You  mean  it  is  a  faice  ?  A.  Yes,  just  a  plain  farce  largely. 
ITo  worker  should  be  permitted  to  work  the  whole  year  around ; 
there  should  be  a  vacation,  and  there  should  be  a  vacation  with 
pay,  and  lastly,  it  seems  to  me,  home  work  ought  to  be  abolished. 
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The  Vice-Chaibman :  Except  housework? 

The  Witness  :  I  am  glad  you  brought  that  up.  There  is  noth- 
ing that  needs  supervision  more  than  domestic  work;  there  is  no 
kind  of  cruelty,  it  seems  to  mo,  like  that  cruelty  of  one  woman 
to  another  and  especially  when  she  is  employed  as  a  domestic. 

Q.  On  which  bide  is  the  cruelty?  A.  On  the  side  of  the 
mistress.  I  wonder  if  the  Commission  is  familiar  with  the  paper 
by  Dr.  Louis  E.  Ager  on  The  Eolation  of  Wage-Earning  Mothers 
to  Infant  Mortality?  Dr.  Ager  is  a  resident  of  Brooklyn,  and 
is  a  well  known  physician  of  Brooklyn,  and  in  that  part  of  it  he 
quotes  after  Dr.  Schwartz  of  New  York  a  table  showing  the 
relation  between  infant  mortality  and  weekly  wage  earners;  I 
wonder  if  the  Commission  are  familiar  — 

Mr.  Elkus:  We  have  seen  it  and  counsel  will  submit  it  to 
the  Commission.  Is  there  anything  further,  Doctor  ?  Take  your 
own  time,  because  we  would  like  to  hear  you  at  lenght. 

The  Vice-Chaieman  :  How  are  we  to  accomplish  the  three-cent 
fare?    By  an  application  to  the  company  from  the  employer? 

The  WiTNESss :  No,  that  would  have  to  be  done  by  the  Legis- 
lature. 

Commissioner  Dbeieb  :  Doctor,  you  investigated  different  occu- 
pations with  reference  to  making  special  rules  and  regulations. 
The  Commisdion  has  heard  from  other  dootors  that  certain  trades 
are  more  injurious  than  other  trades. 

The  Witness:  I  think  there  is  no  question  about  the  desira- 
bility of  investigating  each  trade.  Where  the  industry  requires 
work  which  is  injurious  to  the  worker,  the  hours  should  be  short- 
ened and  the  wages  increased.  If  people  are  compelled  to  work 
in  vitiated  atmospheire  as  a  result  of  a  particular  industry,  the 
hours  of  labor  should  be  diminished,  and  they  should  be  sur- 
rounded with  every  mechanical  safeguard. 
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Commissioner  Drkxer:  We  all  think  we  ought  to  have  a  good 
method  of  inspection.  Can  you  give  us  any  suggestions  as  to 
what  that  method  should  he? 

The  Witness:  That  would  take  too  long,  I  am  inclined  to 
believe,  and  would  involve  a  long  discussion  of  rather  too  many 
outlying  facts,  but,  of  course,  the  first  thing  the  Commission  should 
realize,  is  that  there  should  be  a  real  inspection,  and  an  inspec- 
tion that  means  something,  and  an  inspection  that  will  require 
the  enforcement  of  the  law.  Of  course,  no  legislature,  no  execu- 
tive, or  anybody  else,  no  matter  how  much  they  wish  to,  can  do 
anything  without  the  aid  cf  public  opinion.  It  is  public  opinion 
that  must  take  care  of  this.  We  cannot  frame  legislation,  nor 
can  the  executive  departments  enforce  l^islation  in  any  public 
form  unless  public  opinion  can  be  aroused;  it  is  a  matter  of 
dollars  and  cents,  and  until  that  time  is  reached  we  can  do  nothing. 

Commissioner  Phillips:  What  is  the  sanitary  effect  of  re- 
papering  walls  without  removing  the  old  paper? 

The  Witness  :  I  do  not  think  that  is  of  any  great  consequence ; 
repapering  walls  without  removing  the  old  paper  is  of  no  con- 
sequence at  all.  There  are  so  many  things  that  are  of  greatly 
vaster  importance  than  that. 

Commissioner  Phillips:  To  what  extent  are  both  members  of 
the  family,  husband  and  wife,  employed  in  the  city  of  Bochester  ? 

The  Witness:  That  is  a  very  hard  question  to  answer.  We 
have  no  investigations  or  statistics  that  will  lead  us  up 
to  that  We  have  no  statistic  that  will  even  enable  us 
to  make  an  estimate  of  the  number  of  cases  in  which  both  men 
and  women,  husband  and  wife,  are  employed,  but  it  is  pretty 
larga  We  should  have  the  right  to  inspect,  I  have  no  doubt, 
because  the  average  wage  is  so  low  that  just  as  soon  as  children 
begin  to  arrive;  the  wife  is  obliged  to  go  to  work,  and  then  of  course, 
there  are  innumerable  expenses  and  almost  invariably  the  older 
children  are  compelled  to  go  to  work  very  early.    This,  of  course, 
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leads  finally  to  various  physical^  mental  and  moral  disturbances 
in  the  family  and  in  the  community. 

Commissioner  Phillips:  Now,  with  reference  to  the  children, 
do  you  favor  the  i)eriodiciJ  examination  of  all  the  children  that 
are  working  f 

The  Witness:  ITo,  I  do  not;  I  believe  in  prohibiting  them 
from  working  altogether. 

Commissioner  Phillips  :  Up  to  what  age  ? 
The  Witness:  Eighteen. 

Commissioner  Phillips:  After  eighteen  do  you  favor  an 
examination  ? 

The  Witness:  Yes. 

Commissioner  Phillips:  How  often? 

The  Witness  :  At  lea&t  an  annual  examination.  Whether  you 
could  at  first  do  any  better  than  that,  I  do  not  know. 

Mr.  Elkus  :  Anything  further  ?   Thank  you  very  much,  Doctor. 


Dennis  K.  MoCaethy,  a  witness  duly  called  and  sworn,  tes- 
tified as  follows: 

Examined  by  Mr.  Elkus  : 

Q.  Sergeant,  what  is  your  full  name?    A.  Dennis  K.  McCarthy. 

Q.  And  you  are  a  Sergeant  of  Police  in  this  city?    A.  I  am. 

Q.  How  long  have  you  been  on  the  force?  A.  Eighteen  years 
and  five  months. 

Q.  How  long  have  you  been  a  sergeant?     A.  Six  years. 

Q.  Are  you  in  charge  of  any  particular  work?  A.  General 
charge  of  the  enforcement  of  the  ordinances. 

Q.  What  ordinances,  all  of  them?    A.  Yes,  sir. 
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Q.  How  many  are  there?    A.  Quite  a  lot,  quite  a  few. 

Q.  Are  there  100?  A.  No,  there  are  not;  those  that  are  classi- 
fied are  a  lower  number  than  that,  but  they  are  subdivided  into  more 
than  100. 

Q.  Are  you  the  only  officer  who  has  the  enforcement  of  the  ordi- 
nances?    A.  Yes. 

Q.  How  many  men  have  under  you?    A.  Xone  at  all. 

Q.  What  do  you  do  to  enforce  the  ordinances  ?  A  To  see  that  the 
ordinances  are  not  violated  in  any  way  as  required  by  the  ordinances. 
Investigate  reports  from  other  officers,  etc. 

Q.  What  do  you  mean  by  inspection;  a  personal  inspection?  A. 
What  I  see  while  traveling  through  the  city. 

Q.  You  mean  you  walk  around  the  streets  and  if  you  see  a  viola- 
tion on  the  sidewalk  and  in  front  of  buildings  you  punish  somebody 
for  it?     A.  I  do  not  punish  anybody,  sir,  until  we  have  reason. 

Q.  You  have  them  arrested,  do  you?     A.  Yes,  sir. 

Q.  But  do  you  inspect  buildings  at  all?    A.  No. 

Q.  Unless  complaint  is  made?    A.  No,  sir. 

Q.  You  wait  until  somebody  complains  and  the  complaint  comes 
from  your  superior  officer,  and  then  you  enter  the  building  ?  A. 
No,  sir,  I  do  not;  I  inspect  the  public  buildings,  theatres,  etc.,  all  of 
my  time  during  the  week. 

Q.  Anything  else  than  theatres?     A.  That  is  all. 

Q.  Outside  of  a  theatre  do  you  ever  enter  a  building  unless  there 
is  a  complaint  made  that  the  ordinance  is  violated?  A.  Not  volun- 
tarily; no,  sir. 

Q.  And  then  you  go  in  and  see  if  the  complaint  is  justified,  and 
if  it  is,  you  report  to  your  superior?    A.  Yes,  sir. 

Q.  Have  you  also  charge  of  licensing  engineers?  A.  No,  sir,  I 
have  not,  but  licensing  of  engineers  is  under  the  supervision  of  the 
Board  of  Stationary  Engineers  Examining  Board. 

Q.  Who  makes  up  that  Board?  A.  Mr.  Dengler  and  two  other 
gentlemen. 

Q.  Who  elects  that  board?  A.  His  Honor,  the  Mayor;  it  is  ap- 
pointed by  the  Mayor. 

Q.  What  have  you  to  do  with  the  licensing  of  engineers?  A. 
Nothing  whatsoever. 

Q.  What  have  you  to  do  with  the  detection  of  those  who  are  not 
licensed  but  who  are  acting  as  engineers  ?    A.  The  man  whom  I 


&76  Mi5rT£S  OF  PcBUC  HEABnros. 

find  acting  without  a  license  ad  an  engineer^  I  notify  him  to  appear 
\A:i()T(i  the  Examining  Board  the  next  meeting  night;  it  is  usually 
on  Wednesday  night  every  week  at  eight  o'clock  on  the  fourth  floor 
of  this  building,  the  City  Hall,  to  be  examined  as  to  his  qualifica- 
tions to  operate  a  plant  or  the  plant  where  he  is  operating  at  the 
time. 

Q.  You  mean  to  say,  when  you  find  him,  you  notify  him  to  ap- 
pear or  do  you  have  somebody  else  tell  him?  A.  No,  sir,  I  do  not; 
I  go  around  to  that  place. 

Q.  JIow  do  you  go?  A.  Walk.  The  city  would  not  furnish  an 
automobile. 

Q.  You  think  they  ought  to?    A.  Not  necessarily,  no. 

Q.  Let  me  understand  you;  whenever  you  want  to  find  out 
whether  people  are  licensed  as  engineers  you  go  into  every  building 
where  they  have  engineers  and  ask  them  if  they  are  licensed?  A. 
Yes,  sir. 

Q.  How  often  do  you  go  there?  A.  Every  day  I  go  into  some 
building. 

Q.  How  many  do  you  go  into  a  day?  A.  Sometimes  I  go  into 
four  or  five  and  sometimes  not  any. 

Q.  How  do  you  get  the  list  of  buildings  in  which  to  go?  A.  I 
do  not  keep  a  list  individually. 

(i.  What  do  you  do,  start  out  on  the  street  and  go  in  the  build- 
ings as  you  go  along?    A.  Yes,  sir. 

Q.  Just  a  mere  haphazard  inspection,  is  it?  A.  Not  neces- 
8arily,  sir. 

Q.  I  know  it  is  not  necessarily,  but  is  it?  A.  No,  it  is  not  hap- 
hazard; I  go  through  when  I  think  it  is  necessary  at  all  times. 

Q.  Will  you  please  tell  the  Commission  how  you  are  going  to  find 
a  man  without  a  license?  A.  If  I  think  a  man  is  operating  in  a 
public  building  without  a  license,  I  go  there  to  find  out  whether  he 
is  or  not. 

Q.  What  do  you  mean  by  a  public  building?    A.  Theatre  or 

hotel, 

Q.  Or  a  hotel?    A  Yes,  sir. 

Q.  Do  you  know  whether  you  have  covered  every  building 
in  the  city  of  Rochester?  A.  I  have  not,  because  a  man  does 
not  live  that  can  do  it. 
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Q.  You  are  the  onl^  man  that  is  doing  this  duty?  A.  The 
only  man. 

Q.  How  many  men  ought  there  to  be  appointed  to  do  it?  A. 
Welly  that  is  a  hard  quoBtion  to  answer. 

Q.  You  ought  to  know.  A.  I  know,  but  my  superior  officer 
knows  better  than  I. 

Q.  Give  us  your  opinion.  A.  My  opinion  is  that  I  would 
love  to  have  an  assistant  or  somebody  to  help  me  —  that  is  my 
opinion.  But  that  would  have  to  come  right  away  from  my 
superior  officer;  thoy  uso  their  own  judgment. 

Q.  You  notify  a  man,  if  you  find  him  acting  as  an  engineer 
without  a  license,  to  come  before  the  Board  and  be  examined? 
A.  Yes,  sir. 

Q.  Nobody  tries  to  punish  him  in  any  way  because  he  is  acting 
as  an  engineer  without  a  license,  do  they?  A.  If  he  does  not 
comply  with  the  notification. 

Q.  If  he  complies  with  the  notification,  he  is  all  right?  A. 
Yes,  sir. 

Q.  And  he  may  have  been  acting  as  engineer  without  a  license 
and  controlling  a  plant  for  over  a  year  and  you  did  not  do 
anything  to  him?    A.  It  did  not  come  to  my  knowledge. 

Q.  Do  you  go  to  him  and  notify  him  to  appear  for  examination  ? 
A.  Yes,  sir. 

Q.  If  he  passes  the  examinations,  you  hand  him  a  license  right 
away?  A.  He  is  notified  that  night  that  he  has  passed  the  ex- 
amination and  to  appear  the  next  day  at  the  clerk's  office  and 
procure  a  license. 

Q.  Is  he  put  on  a  probationary  period  at  all?  A.  No,  sir, 
but  there  are  conditions  whereby  the  Board  according  to  orders 
can  give  him  twenty  days. 

Q.  To  do  what?  To  study  up  his  plant  a  little  more  and  he 
can  appear  before  the  Board  again,  in  twenty  days  again,  and  be 
examined? 

Q.  You  mean  the  Board  may  give  him  twenty  days,  during  which 
time  he  can  go  on  and  act  as  engineer  without  a  license  ?  A.  By 
the  ordinances  the  Board  is  allowed  to  do  that. 

Q.  Is  that  done  very  frequently?     A.  Quite  often,  yes. 

Q.  To  what  extent  is  the  time  extended  beyond  the  twenty  days  ? 
A.  Why,  it  has  been  done.     I  want  to  qualify  that  answer  a 
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little.  They  extend  the  time  for  twenty  days  and  then  the  en- 
gineer will  again  eome  before  the  Board  by  filing  an  application 
or  something  like  that 

Q.  In  the  meantime  he  oontinues  working?  A.  Certainly^  I 
cannot  touch  him. 

Q.  When  he  cannot  pass  the  examination  it  is  a  pretty  sure 
sign  he  is  an  incompetent  engineer?  A.  The  Board  passes 
on  that. 

Q.  You  have  to  do  what  you  are  told?    A.  Yes,  sir. 

Q.  Do  you  know  the  building  15^;^  South  Water  street?  A. 
I  do,  yes,  sir. 

Q  What  kind  of  a  building  is  that  ?  A.  Manufacturing  plant ; 
manufacturing  building 

Q.  Don't  give  me  the  names — what  kind  of  business  is  in 
that  building?    A.  It  is  subdivided  into  several  businesses. 

Q.  How  many  stories  are  there  in  that  building?  A.  Four, 
I  believe. 

Q.  How  many  businesses  are  in  it?  A.  Four  different  firms 
occupy  the  building. 

Q.  What  kind  of  business  do  they  carry  on?  A.  They  are 
divided  into  manufactories  of  different  kinds. 

Q.  Garments?    A.  I  don't  think  so. 

Q.  How  many  people  work  there?  A.  Why,  I  do  not  know, 
I  did  not  count  them;  probably  100,  maybe  more,  maybe  less. 

Q.  When  were  you  last  in  that  building  ?  A.  Monday  morning, 
about  a  quarter  past  eight. 

Q.  Did  you  go  in  there  to  find  out  if  there  was  an  engineer  who 
was  licensed?    A.  Yes,  sir. 

Q.  What  did  you  find?  A.  I  found  an  engineer  that  was  not 
licensed 

Q.  Is  he  still  there?  A.  He  is;  he  was  there  then;  I  have 
not  been  there  since. 

Q.  How  long  had  he  been  there  when  you  found  him  ?  A.  He 
had  been  there  for  four  weeks  to  my  knowledge. 

Q.  At  least  that  long  ?    A.  Yes,  sir. 

Q.  And  he  is  still  there  to  your  knowledge,  isn't  he?  A.  I 
would  not  say  that ;  he  was  there  Monday  when  I  was  there. 

Q.  Is  he  an  engineer  that  is  running  a  steam  boiler?  A.  He 
generates  steam  in  the  boiler,  carries  from  four  to  eight  pounds 
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of  steamy  probably  ten  at  the  meet;  be  is  also  the  janitor  of  the 
building)  so  the  manager  told  me. 

Q.  Do  you  know  the  Happy  Hour  building?    A.  Tee,  sir. 

Q.  Where  is  it  located  t    A.  St  Paul  street 

Q.  What  kind  of  a  building  is  that?  A.  One^tory  buildings 
used  as  a  picture  house. 

Q.  You  mean  as  a  moving-picture  show?    A.  Yes,  sir. 

Q.  How  many  people  does  it  seat,  Officer?  Seven  hundred; 
between  five  and  seven  hundred. 

Q.  How  many  performances  do  they  have  a  day?  A.  Starts 
in  at  11.30,  and  keeps  open  continuously  to  11  o'clock  at  night 

Q.  Have  about  ten  performances  a  day?     A.  Yes,  sir. 

Q.  So  there  are  about  six  or  seven  thousand  people  who  use 
that  place  a  day?    A.  Yes,  sir. 

Q.  When  were  you  last  in  there?    A.  Monday. 

Q.  Did  you  find  an  unlicensed  engineer  there?    A.  I  did. 

Q.  How  long  had  he  been  there?  A.  He  had  been  there  to  my 
knowledge  since  January  6th;  11th  of  January,  I  guess,  1911. 

Q.  Eleven  months?    A.  Yes. 

Q.  How  is  it  you  did  not  discover  it  before?  A.  I  did 
discover  it  on  January  11th  and  notified  him  to  appear,  and  the 
Examining  Board  of  Engineers  told  him  to  go  back  to  his  job, 
to  his  plant,  and  they  would  notify  him  when  they  wanted  to 
examine  him;  he  has  never  been  examined  yet 

Q.  Why  not  ?    A.  I  do  not  know. 

Q.  Didn't  they  examine  him  when  he  appeared  ?  A.  The  night 
he  appeared  it  seemed  there  were  others  who  had  filed  appli- 
cations^ more  applications;  and  they  told  him  to  go  back  to  his 
plant  and  as  soon  as  they  had  the  leisure  they  might  notify  him 
and  they  would  examine  him. 

Q.  You  mean  the  Board  had  no  time  to  examine  into  this 
since  January  11th  ?    A.  No,  I  do  not  know  that. 

Q.  Have  they  had  time?  A.  Plenty  of  time,  but  I  do  not 
mean  to  say  that,  sir. 

Q.  They  have  not  had  time  to  examine  this  man?  A.  That, 
I  am  sure,  I  do  not  know ;  they  have  not  notified  him  to  appear 
there. 
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Q.  And  the  members  of  the  Board  have  allowed  that  man  to 
act  as  an  engineer  since  that  time  without  a  license?  A.  ITot 
without  a  sanction  of  the  Examining  Board. 

Q.  Will  you  show  me  the  ordinance  which  gives  the  Examining 
Board  power  to  permit  a  man  to  serve  without  a  license  for 
eleven  months  ?  A.  Yes,  sir,  I  will ;  I  will  show  you  the  ordinance 
which  covers  it. 

(The  witness  leaves  the  stand,  returns  and  produces  a  book.) 

Q.  Now,  read  the  ordinance  you  think  refers  to  giving  power 
to  the  Board  to  allow  an  unlicensed  engineer  to  work  for  eleven 
months.  A.  "  The  power  we  have  granted  as  to  the  issuing  of 
licenses  is  discretionary  and  is  to  be  exercised  as  may  seem  for 
the  public  good." 

Q.  Is  that  the  only  provision  to  which  you  refer  as  giving 
the  power?     A.  The  issuing  power,  yes,  sir. 

Q.  What  section  is  that?    A.  Section  615. 

Q.  Giving  power  to  allow  an  unlicensed  engineer  to  act  as  an 
engineer  for  eleven  months? 

The  Vice-Ch AXEMAN :  Counsel,  I  think  I  can  give  the  Sergeant 
some  light.  In  this  particular  case  I  think  the  Board  decided 
that  this  alleged  boiler  was  nothing  more  than  a  heating  apparatus, 
and  probably  did  not  need  an  engineer ;  is  that  the  fact  ? 

The  Witness:  That  is  right,  sir. 

Mr.  Elkus  :  That  ordinance  does  not  give  any  such  power,  Mr. 
Chairman.     That  is  all.     Sergeant,  I  thank  you. 

Louise  Carey,  a  witness,  called  and  duly  sworn,  testified  as 
follows : 

Examined  by  Mr.  Elkus  : 

Q.  Miss  Carey,  will  you  give  your  full  name  ?  A.  Louise  Carey. 
Q.  Miss  Carey,  where  do  you  live  ?  A.  I  live  in  New  York. 
Q.  And  are  you  a  college  graduate  ?    A.  No,  I  am  not ;  I  was 
a  couple  of  years  at  Bryn  Mawr  College. 
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Q.  Have  you  acted  as  inspector  for  the  Factory  Investigating 
Commission?     A.  Yes^  I  have. 

Q.  For  how  long  ?    A.  Since  the  23d  of  October. 

Q.  And  have  you  inspected  factories  in  the  city  of  Bochester  ? 
A.  Yes. 

Q.  How  many  ?     A.  T  have  inspected  33  factories. 

Q.  Within  what  time?  A.  In  two  days,  I  went  very  rapidly 
through  thirty  clothing  factories. 

Q.  Were  they  all  clothing  factories  you  inspected?  A.  Yes. 
I  inspected  a  few  of  the  shoe  works  on  another  day;  three  days. 

Q.  You  have  had  experience  in  inspecting  factories,  have  you  ? 

A.  Yes.  I  have  inspected  them. 

Q.  You  inspected  many  of  them  before?     A.  Yes. 

Q.  Will  you  tell  the  Commission  the  general  condition  of  the 
factories  as  you  found  them  from  your  actual  inspection  in  the 
city  of  Rochester  within  the  last  few  days  ?  A.  I  found  two  very 
fine  plants;  I  did  not  find  any  more  than  two  very  fine  plants. 
I  found  no  really  very  unsanitary  conditions  such  as  you  find  in 
New  York,  but  there  were  defects  in  all  of  these  very  often, 
and  out  of  the  thirty  factories,  twenty  of  them  had  real  filthy 
floors,  and  I  believe  those  of  a  type  — 

Q.  Twenty  had  what  ?    A.  Beally  filthy  floors. 

Q.  Tell  u<s  what  you  nuean  by  filthy  floors  ?  A.  I  mean  a  great 
deal  of  dust,  particularly  dust  from  material  that  was  piled  up, 
but  frequently  under  the  machines,  not  only  there,  but  every- 
where, and  also  scraps  of  woolen  goods  over  the  floor.  Of  course, 
those  conditions  do  not  exist  on  every  floor  of  every  factory.  The 
eating  rooms  were  generally  much  cleaner,  but  in  the  factory 
where  the  preaaers  worked  the  floors  were  in  that  condition. 

I  found  that  out  of  these  thirty  factories,  fourteen  of  them 
where  women  were  at  work  at  the  time,  had  no  windows  in 
some  of  the  rooms,  and  I  think  nine  of  them  were  in  very  bad 
conditiorL 

Q.  Now,  tell  us  what  you  mean  by  saying  nine  were  in  very  bad 
condition  ?  A.  I  mean  that  they  were  very  dirty.  As  far  as  the 
others  were  concerned,  I  noticed  that  they  were  all  light ;  I  think 
they  were  all  right;  I  think  it  was  a  modem  building. 

Q.  But  it  was  in  a  dirty  condition?  A.  It  was  in  a  dirty 
condition. 
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Q.  How  about  the  odors  ?  A.  I  did  not  notioe  the  odors  in  tliat 
particular  case. 

Q.  Oo  ahead.  A.  I  inspected  on  two  very  dark  days,  so  that 
I  really  could  not  say  that  the  light  in  any  one  of  the  places 
was  very  bad;  probably  twelve  of  the  factories  that  I  inspected 
were  using  artificial  light  of  some  kind,  but  when  I  asked,  I 
was  always  told  that  on  a  bright  day  it  did  not  make  any  differ- 
encCy  they  did  not  need  a  light,  but  it  was  impossible  for  me 
to  telL 

Q.  In  all  but  ten  the/  were  using  artificial  light?  What  did 
they  use,  electric  light  or  gas?  A.  Mainly  electric;  some  use 
both  electricity  and  gas.  There  were  floors  where  the  ventilation 
was  very  bad.  In  one  of  these  factories  they  had  a  very  good 
system  of  pumping  in  hot  air  and  in  another  they  had  a  venti- 
lating plant  in  one  of  the  rooms. 

Q.  How  about  the  others;  how  was  the  air  and  ventilation? 
A.  It  was  rather  close,  particularly  in  the  outside  shops,  but  it 
is  not  noticeably  bad.  The  pressors  use  gas  irons  in  every  fac- 
tory that  I  went  into;  gas  heated  irons. 

Q.  Instead  of  what?    A.  Instead  of  electrically  heated  irons. 

Q.  What  is  the  effect  of  using  gas  irons?  A.  I  know  that 
after  they  use  the  gas  irons,  the  result  is  to  cause  nausea. 

Q.  Go  ahead.  A.  I  did  not  make  my  inspection  with  refer- 
ence to  fire  protection,  but  I  noticed  in  a  number  of  buildings, 
particularly  on  St  Paul  street,  without  noting  the  particular 
buildings,  that  the  staii  cases  were  frequently  of  wood,  and  that 
the  factories  had  no  adequate  facilities  in  case  of  fire.  I  noticed 
that  there  seemed  to  be  great  speeding  up  of  the  workers. 

Q.  In  all  the  factories?     A.  In  all  the  factories. 

Q.  Now,  tell  us  what  you  mean  by  speeding  up  ?  A.  The  oper- 
ators work  on  clothing  on  a  stitcher  called  3115,  made  by  the 
Singer  people,  which  makes  2,200  stitches  a  minute.  Another 
machine  they  have  — 

Q.  Wait  a  minute,  not  so  fast;  how  many  stitdies  a  minute? 
A.  2,200  a  minute. 

Q.  How  many  is  that  a  second  ?    A.  That  is,  I  believe — 

Q.  About  35  isn't  it  ?  A.  Yes,  it  makes  something  like  thirteen 
hundren  thousand  stitches  a  day,  working  ten  hours. 
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Q.  Thirteen  himdred  thousand  in  how  long?  A.  Thirteen 
hundred  thousand  in  a  day. 

Q.  Stitches  a  day?  A.  Another  machine  is  use  makes  1^800 
stitches  a  minute,  another  they  have,  which  is  a  double-needle 
machine,  makes  1,700  stitches  a  minute. 

Q.  Now  tell  the  Commission  —  I  beg  your  pardon,  did  I  stop 
you!    A.  No. 

Q.  TeU  the  Commission  what  the  operator  has  to  do  on  that 
machine  that  makes  1,800  stitches  a  minute.  The  operator  has 
to  keep  his  eyes  fixed  on  the  needle  all  day  long  for  ten  hours 
a  day ;  he  can  never  take  his  eyes  off  it ;  if  he  does,  the  work  will 
spoil  and  he  will  get  into  trouble.  The  machine  is  operated  by 
means  of  a  treadle  which  is  not  difficult  to  work  in  any  way. 

Q.  What  ii9  the  effect  on  the  operator  of  having  to  keep  his  eyes 
on  this  needle  which  makes  1,800  stitches  a  minute?  A.  I 
think  the  effect  would  be  to  make  eye  strain  and  a  general  nervous 
debility. 

Q.  Did  you  notice  whether  or  not  many  of  them  wore  glasses  ? 
A.  A  great  many  of  them  wore  glasses,  but  more  of  the  hand 
sewers  wear  glasses  than  operators;  I  think  that  is  due  to  the 
fact  that  the  electric  lights  used  by  the  operators  are  adequately 
shaded,  while  tho^e  in  front  of  the  hand  sewers  are  not  ade- 
quately shaded. 

Q.  Now,  have  you  anything  else?  A.  There  is  one  question 
I  asked  everywhere,  "  How  long  hours  do  you  work  ? "  They 
work  from  seven  until  six  every  day  except  Saturday,  with  half 
an  hour  for  lunch.  On  Saturday  they  work  generally  five  hours, 
—  sometimes  four.  The  pressors  generally  work  only  four  hours 
on  Saturday.  I  do  not  know  anything  about  overtime,  except 
that  I  have  been  over  the  Government  Beport,  which  has  made 
an  investigation  of  the  clothing  industry  in  Rochester,  two  years 
ago,  I  think  it  was,  and  out  of  the  25  factories  investigated,  they 
found  the  result  of  working  overtime. 

Q.  Now,  what  else  have  you?  A.  I  donH  think  I  have  any- 
thing else. 

Commissioner  Phillips:  Did  you  find  there  were  fire-escapes 
needed  ? 


98^  MiimTEs  OF  Public  Heabings. 

The  Witness:  Yes.  I  found  fire-escapes  very  much  blocked 
this  aftemoon  in  a  button  factory. 

By  Mr.  Elkus  : 

Q.  Button  factory,  where  is  that  button  factory?  A.  In  that 
locality,  I  do  not  know  the  numbers.  I  went  there  with  another 
person  who  saw  it  before.  This  person  had  investigated  it  about 
three  or  four  days  ago,  and  found  the  fire-escapes  entirely  blocked 
by  two  packing  boxes,  but  when  I  was  there  they  had  been  re- 
moved and  put  away  and  were  standing  on  one  side,  probably 
because  of  the  observation  which  she  made. 

Q.  What  else  have  you  inspected  in  Bochester?  A.  I  went 
into  three  boot  and  ehoe  factories;  they  are  very  large  plants; 
they  were  rather  disagreeable  and  dirty,  and  the  light  was  not 
particularly  good,  but  I  have  no  specific  fault  to  find  with  that 
except  that  on  each  floor  there  seemed  to  be  a  different  odor  of 
some  sort  as  a  result  of  the  processes. 

Q.  In  these  other  clothing  factories  you  inspected,  what  was 
the  condition  of  the  toilets  ?  A.  I  told  you  that ;  I  have  forgotten 
the  defects  I  gave  you. 

Commissioner  Phillips:  There  were  some  rooms  there  with- 
out windows?  A.  Yes,  and  some  were  dirty,  but  the  plumbing 
seemed  to  be  perfectly  in  order. 

Commissioner  Dbeieb:  Did  they  have  dressing  rooms?  A. 
Yee,  I  found  dressing  rooms,  but  in  many  of  them,  I  haven't  the 
figures,  I  also  found  a  number  of  rooms  that  had  been  put 
as  rest  rooms  which  were  not  used  as  rest  rooms.  Mrs.  Kane, 
the  factory  inspector,  had  directed  them  put  up  there  and  they 
were  partitioned  off.  but  they  were  full  of  packing  boxes  and 
different  things,  so  that  the  rooms  were  for  anything  but  rest. 

By  Mr.  Elkus  : 

Q.  Do  you  say  they  could  not  be  used  as  rest  rooms  ?    A.  Yes. 
Q.  Where  do  the  operators  eat  lunch  ?    A.  In  two  of  the  large 
factories,  separate  lunch  rooms  were  provided. 


